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ADVERTISEMENT 


TO 


THE     FOURTEENTH     EDITION 


In  the  present  edition  the  additions  made  have  increased  by  thirty-two 
pages  the  size  of  the  work  as  it  stood  in  the  last  edition.  The  new 
matter  contains  also  forty-one  additional  illustrations. 

I  have  to  express  my  acknowledgments  to  Dr.  G.  Lindsay  Johnson 
for  his  kindness  in  revising  the  chapter  on  the  Eye.  I  am  also  in- 
debted to  Mr.  D.  K.  Morris  for  having  kindly  furnished  me  with  a 
list  of  errata. 

The    continued  favour  with  which  the  work  has  been  received, 

as  a  Text-book  for  Colleges  and  Schools,  and  also  as  a  book  of 

reference  for  the  general  reader,  renders  any  apology  for  omissions 

perhaps  unnecessary  ;    it  may,   however,   be  as  well  once  more  to 

point  out  that  the  book  is  intended  to  be  a  general  Elementary 

Treatise  on  Physics,  and  that,  while  it  accordingly  aims  at  giving  an 

account  of  the  most  important  facts  and  general  laws  of  all  branches 

d*  Physics,  an  attempt  to  treat  completely  and  exhaustively  of  any  one 

branch  would  both  be  inconsistent  with  the  general  plan  of  the  book 

and  impossible  within  the  available  space. 

E.  ATKINSON. 

PORTESBRRY    HiLL,   CaMBERLEY  :    D^C.   1892. 


EXTRACT  FROM  ADVERTISEMENT  TO   THE 

TWELFTH  EDITION 

Some  alterations  have  been  made  in  Book  I. :   in  making  these   I 

have  availed  myself  of  an  introductory  chapter  which  Prof.  Nipher,  of 

the  University  of  Missouri,  prepared  for  the  use  of  his  classes,  and 

which  he  kindly  placed  at  my  disposal. 

E.  A. 


TRANSLATOR'S  PREFACE  TO  FIRST  EDITION 

The  Elhnents  de  Physique  of  Professor  Ganot,  of  which  the  present 
work  is  a  translation,  has  acquired  a  high  reputation  as  an  Introduction 
to  Physical  Science.  In  France  it  has  passed  through  Nine  large  edi- 
tions in  little  more  than  as  many  years,  and  it  has  been  translated  into 
German  and  Spanish. 

This  reputation  it  doubtless  owes  to  the  clearness  and  conciseness 
with  which  the  principal  physical  laws  and  phenomena  are  explained, 
to  its  methodical  arrangement,  and  to  the  excellence  of  its  illustrations. 
In  undertaking  a  translation,  I  was  influenced  by  the  favourable  opinion 
which  a  previous  use  of  it  in  teaching  had  enabled  me  to  form. 

I  found  that  its  principal  defect  consisted  in  its  too  close  adaptation 
to  the  French  systems  of  instruction ;  and  accordingly,  my  chief  labour, 
beyond  that  of  mere  translation,  has  been  expended  in  making  such 
alterations  and  additions  as  might  render  it  more  useful  to  the  English 
student 

I  have  retained  throughout  the  use  of  the  Centigrade  thermometer, 

and  in  some  cases  have  expressed  the  smaller  linear  measures  on  the 

metrical  system.     These  systems  are  now  everywhere  gaining  ground, 

and  an  apology  is  scarcely  needed  for  an  innovation  which  may  help  to 

familiarise  the  English  student  with  their  use  in  the  perusal  of  the  larger 

and  more  complete  works  on  Physical  Science  to  which  this  work  may 

serve  as  an  introduction. 

E.   A. 
Royal  Military  College,  Sandhurst  : 

1863. 
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BOOK   I 

ON    MATTER,  FORCE,  AND   MOTION 


CHAPTER   I 

GENERAL  PRINCIPLES 

1.  oi»ieot  Of  WhjuieB, — The  object  of  Physics  is  the  study  of  the  phe- 
nomena presented  to  us  by  bodies.  It  should,  however,  be  added,  that 
changes  in  the  nature  of  the  body  itself,  such  as  the  decomposition  of  one 
body  into  others,  arc  phenomena  whose  study  forms  the  more  immediate 
object  of  chemistry, 

2.  Blatter. — That  which  possesses  the  properties  whose  existence  is 
icvealed  to  us  by  our  senses,  we  call  matter  or  substance. 

All  substances  at  present  known  to  us  may  be  considered  as  chemical 
combinations  of  sixty-seven  elementary  or  simple  substances.  This  number, 
however,  may  hereafter  be  diminished  or  increased  by  the  discovery  of  some 
more  powerftd  means  of  chemical  analysis  than  we  at  present  possess. 

3.  JLtoms,  molaeiiles. — From  various  properties  of  bodies,  we  conclude 
that  the  matter  of  which  they  are  formed  is  not  perfectly  continuous,  but 
consists  of  an  aggregate  of  an  immense  number  of  exceedingly  small  por- 
tions or  atoms  of  matter.  These  atoms  cannot  be  divided  physically ;  they 
are  retained  side  by  side,  without  touching  each  other,  being  separated  by 
distances  which  are  great  in  comparison  with  their  supposed  dimensions. 

A  group  of  two  or  more  atoms  forms  a  molecule^  so  that  a  body  may  be 
considered  as  an  aggregate  of  very  small  molecules,  and  these  again  as 
2^[gregates  of  still  smaller  atoms.  The  smallest  masses  of  matter  we  ever 
obtain  artificially  are  particles^  and  not  molecules  or  atoms.  Molecules 
retain  their  position  in  virtue  of  the  action  of  certain  forces  called  molecular 
forces. 

From  considerations  based  upon  various  physical  phenomena  Sir  W. 
Thomson  has  calculated  that  in  ordinary  solids  and  liquids  the  average 
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distance  between  contiguous  molecules  is  less  than  the  one  hundred-millionth 
but  greater  than  the  one  two-thousand-millionth  of  a  centimetre. 

To  form  an  idea  of  the  degree  of  the  size  of  the  molecules  Sir  W. 
Thomson  gives  this  illustration  : — *  Imagine  a  drop  of  rain,  or  a  glass  sphere 
the  size  of  a  pea,  magnified  to  the  size  of  the  earth,  the  molecules  in  it  being 
increased  in  the  same  proportion.  The  structure  of  the  mass  would  then  be 
coarser  than  that  of  a  heap  of  fine  shot,  but  probably  not  so  coarse  as  that 
of  a  heap  of  cricket -balls.* 

The  number  of  molecules  of  gas  in  a  cubic  centimetre  of  air  is  calculated 
at  twenty-one  trillions. 

By  dissolving  in  alcohol  a  known  weight  of  fuchsine,  and  diluting  the 
liquid,  it  was  observed  that  a  solution  containing  not  more  than  0*00000002, 
or  as  it  may  conveniently  be  written  0*0^2,  of  a  gramme  in  one  cubic 
centimetre  had  still  a  distinct  colour ;  that  is,  that  a  weight  of  not  more  than 
the  ^-millionth  of  a  gramme  can  be  perceived  by  the  naked  eye.  As  the 
molecular  weight  of  this  substance  is  337  times  that  of  hydrogen,  it  follows 
that  the  weight  of  an  atom  of  hydrogen  cannot  be  greater  than  the  one 
20,000-millionth  of  a  gramme.  Wiener  determined  the  thickness  of  a  layer 
of  silver  as  not  exceeding  0*2  /a/ji,  the  expression  fi^x  standing  for  the  millionth 
of  a  millimetre.  As  hydrogen,  the  smallest  of  all  molecules,  has  a  diameter 
of  at  most  0*1  to  0*2  fx^i,  this  must  represent  a  line  of  molecules. 

Loschmidt  gives  the  diameter  of  the  molecules  of  hydrogen  at  0*074 
of  a  centimetre  ;  and  according  to  Mousson  and  Quincke  the  diameter  of 
the  sphere  within  which  one  molecule  can  act  upon  an  adjacent  one,  or 
what  is  called  the  double  radius  of  molecular  action,  is  between  the  0*0^3  and 
o'o^4  of  a  millimetre,  and  is  therefore  from  5  to  10  times  less  than  the  wave- 
length of  light  (637). 

4.  Moleoolar  state  of  bodies. — With  respect  to  the  molecules  of  bodies 
three  different  stages  of  aggregation  present  themselves. 

Firsts  the  solid  state,  as  observed  in  wood,  stone,  metals,  &c.,  at  the 
ordinary  temperature.  The  distinctive  character  of  this  state  is,  that  the 
relative  positions  of  the  molecules  of  the  bodies  is  fixed  and  cannot  be 
changed  without  the  expenditure  of  more  or  less  force.  Solid  bodies  tend, 
therefore,  to  retain  whatever  form  may  have  been  given  to  them  by  nature 
or  by  art. 

Secondly,  the  liquid  state,  as  observed  in  water,  alcohol,  oil,  &c.  Here 
the  relative  position  of  the  molecules  is  no  longer  fixed,  the  molecules  glide 
past  each  other  with  the  greatest  ease,  and  the  body  assumes  with  readiness 
the  form  of  any  vessel  in  which  it  may  be  placed. 

Thirdly,  the  gaseous  state,  as  in  air  and  in  hydrogen.  In  gases  the 
mobility  of  the  molecules  is  still  greater  than  in  liquids  ;  but  the  distinctive 
character  of  a  gas  is  its  incessant  struggle  to  occupy  a  greater  space,  in  con* 
sequence  of  which  a  gas  has  neither  an  independent  form  nor  an  independent 
volume,  for  this  depends  upon  the  pressure  to  which  it  is  subject 

The  general  Xtxta  fluid  is  applied  to  both  liquids  and  gases. 

Most  simple  bodies,  and  many  compound  ones,  may  be  made  to  pass 
successively  through  all  the  three  states.  Water  presents  the  most  familiar 
example  of  this.  Sulphur,  iodine,  mercury,  phosphorus,  and  zinc  are  other 
instances. 
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5.  Physieml  plienomena*  laws,  and  tlieorles. — Every  change  which 
can  happen  to  a  body,  actual  alteration  of  its  chemical  constitution  being  ex- 
cepted, may  be  regarded  as  2i  physical  phenomenon.  The  fall  of  a  stone,  the 
inbtation  of  a  string,  and  the  sound  which  accompanies  it,  the  attraction  of 
light  particles  by  a  rod  of  sealing-wax  which  has  been  rubbed  by  flannel, 
the  rippling  of  the  surface  of  a  lake,  and  the  freezing  of  water,  are  examples 
of  sucti  phenomena. 

K physical  law  is  the  constant  relation  which  exists  between  any  pheno- 
menon and  its  cause.  As  an  example,  we  have  the  phenomenon  of  the 
diminution  of  the  volume  of  a  gas  by  the  application  of  pressure  ;  the  cor- 
responding law  has  been  discovered,  and  is  expressed  by  saying  that  the 
volume  of  a  gas  is  inversely  proportional  to  the  pressure. 

In  Older  to  explain  the  cause  of  whole  classes  of  phenomena,  suppositions, 
or  hypotheses^  are  made  use  of.  The  utility  and  probability  of  a  hypothesis 
or  theory  are  the  greater  the  simpler  it  is,  and  the  more  varied  and  numerous 
arc  the  phenomena  which  are  explained  by  it ;  that  is  to  say,  are  brought 
into  regular  causal  connection  among  themselves  and  with  other  natural 
phenomena.  Thus  the  adoption  of  the  undulatory  theory  of  light  is  justified 
by  the  simple  and  unconstrained  explanation  it  gives  of  all  luminous  pheno- 
mena, and  by  the  connection  it  reveals  with  the  phenomena  of  heat. 

6.  Vliyaleal  agents. — In  our  attempts  to  ascend  from  a  phenomenon  to 
its  cause,  we  assume  the  existence  oi  physical  agents^  or  natural  forces  acting 
npon  matter ;  as  examples  of  such  we  have  gravitation^  heaty  lights  magnet* 
ism,  and  electricity. 

Since  these  physical  agents  are  disclosed  to  us  only  by  their  effects,  their 
intimate  nature  is  completely  unknown.  In  the  present  state  of  science,  we 
cannot  say  whether  they  are  properties  inherent  in  matter,  or  whether  they 
resah  from  movements  impressed  on  the  mass  of  subtile  and  imponderable 
fbmis  of  matter  diffused  through  the  universe.  The  latter  hypothesis  is,  how- 
ever, generally  admitted.  This  being  so,  it  may  be  further  asked,  are  there 
several  distinct  forms  of  imponderable  matter,  or  are  they  in  reality  but  one 
and  the  same  ?  As  the  physical  sciences  extend  their  limits,  the  opinion 
tends  to  prevail  that  there  is  a  subtile,  imponderable,  and  eminently  elastic 
fluid  called  the  ether  distributed  through  the  entire  universe ;  it  pervades 
the  mass  of  all  bodies,  the  densest  and  most  opaque,  as  well  as  the  lightest 
or  the  most  transparent.  It  is  also  considered  that  the  ultimate  particles  of 
vhich  matter  is  made  up  are  capable  of  definite  motions  varying  in  character 
and  velocity,  and  which  can  be  communicated  to  the  ether.  A  motion  of  a 
particular  kind  communicated  to  the  ether  can  give  rise  to  the  phenomenon 
of  heat ;  a  motion  of  the  same  kind,  but  of  greater  frequency,  produces  light ; 
and  it  may  be  that  a  motion  different  in  form  or  in  character  is  the  cause  of 
electricity.  Not  merely  do  the  atoms  of  bodies  communicate  motion  to  the 
atoms  of  the  ether,  but  this  latter  can  impart  it  to  the  former.  Thus  the 
atoms  of  bodies  are  at  once  the  sources  and  the  recipients  of  the  motion. 
.\]I  physical  phenomena,  referred  thus  to  a  single  cause,  are  but  transforma- 
tioos  of  motion. 
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CHAPTER   II 

GENERAL  PROPERTIES  OF  BODIES 

7.  Bifferent  kinds  of  properties. — By  the  term  properties^  as  applied 
to  bodies,  we  understand  the  different  ways  in  which  bodies  present  them- 
selves to  our  senses.  We  distinguish  general  from  specific  properties.  The 
former  are  shared  by  all  bodies,  and  amongst  them  the  most  important  are 
impenetrability,  extension,  divisibility,  porosity,  compressibility,  elasticity, 
mobility,  and  inertia. 

Specific  properties  are  such  as  are  observed  in  certain  bodies  only,  or  in 
certain  states  of  these  bodies  ;  such  are  solidity,  fluidity,  tenacity,  ductility, 
malleability,  hardness,  transparency,  colour,  &c. 

With  respect  to  the  above  general  properties,  impenetrability  and  exten^ 
sion  might,  perhaps,  be  more  aptly  termed  essential  attributes  of  matter, 
since  they  suffice  to  define  it ;  while  divisibility,  porosity,  compressibility, 
and  elasticity  do  not  apply  to  atoms,  but  only  to  bodies  or  aggregates  ot 
atoms  (3). 

8.  Zmpenetrabllity. — Impenetrability  is  the  property  in  virtue  of  which 
two  portions  of  matter  cannot  at  the  same  time  occupy  the  same  portion  of 
space.  Thus  when  a  stone  is  placed  in  a  vessel  of  water  the  volume  of  the 
water  rises  by  an  amount  depending  on  the  volume  of  the  stone  ;  this  method, 
indeed,  is  used  to  determine  the  bulk  of  irregularly  shaped  bodies  by  means 
of  graduated  measures. 

Strictly  speaking,  this  property  applies  only  to  the  atoms  of  a  body.  In 
many  phenomena  bodies  appear  to  penetrate  each  other  ;  thus,  the  volume 
of  a  compound  body  is  always  less  than  the  sum  of  the  volumes  of  its  con- 
stituents ;  for  instance,  the  volume  of  a  mixture  of  water  and  sulphuric  acid, 
or  of  water  and  alcohol,  is  less  than  the  sum  of  the  volumes  before  mixture. 
In  all  these  cases,  however,  the  penetration  is  merely  apparent,  and  arises 
from  the  fact  that  in  every  body  there  are  interstices,  or  spaces  unoccupied 
by  matter  (13). 

9.  Bztension. — Extension  or  magnitude  is  the  property  in  virtue  of  which 
every  body  occupies  a  limited  portion  of  space. 

Many  instruments  have  been  invented  lor  measuring  linear  extension 
or  Jengths  with  great  precision.  Two  of  these,  the  vernier  and  micrometer 
screw,  on  account  of  their  great  utility  deserve  to  be  here  mentioned. 

10.  Vemler. — The  vernier  forms  a  necessary  part  of  all  instruments 
where  lengths  or  angles  have  to  be  estimated  with  precision  ;  it  derives  its 
name  from  its  inventor,  a  French  mathematician,  who  died  in  1637,  and 
consists  essentially  of  a  short  graduated  scale,  ab  (fig.  i),  which  is  made  to 
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slide  along  a  fixed  scale,  AB,  so  that  the  graduations  of  both  may  be  com- 
pared with  each  other.     The  fixed  scale  AB,  being  divided  into  equal  parts 
the  whole  length  of  the  vernier,  ab,  may  be  taken  equal  to  nine  of  those  parts, 
and  is  itself  divided  into  ten  equal  parts.     Each  of  the  parts  of  the  vernier. 
ah,  will  then  be  less  than  a  part  of  the  scale  by  one-tenth  of  the  latter. 

This  being  granted,  in  order  to  measure  the  length  of  any  object,  mtty  let 
as  suppose  that  the  latter,  when  placed  as  in  the  figure,  has  a  length  greater 
than  four  but  less  than  five  parts  of  the  fixed  scale.  In  order  to  determine 
by  what  fraction  of  a  part  mn  exceeds  four,  one  of  the  ends,  ^,  of  the  vernier, 
fl^,  is  placed  in  contact  with  one  extremity  of  the  object,  /«/;,  and  the 
di\-ision  on  the  vernier  is  sought  which  coincides  with  a  division  on  the 
scale,  AB.  In  the  figure  this  coincidence  occurs  at  the  eighth  division  of 
the  vernier,  counting  from  the  end,  n^  and  indicates  that  the  fraction  to  be 
measured  is  equal  to  /gths  of  a  part  of  the  scale,  AB.  In  fact,  each  of  the 
parts  of  the  vernier  being  less  than  a  part  of  the  scale  by  ~^\\i  of  the  latter,  it 
is  dear  that  on  proceeding  towards  the  left  from  the  point  of  coincidence 
the  divisions  of  the  vernier  are  respectively  one,  two,  three,  &c.  tenths. 
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behind  the  divisions  of  the  scale  ;  so  that  the  end,  »,  of  the  object  (that  is  to 
say,  the  eighth  division  of  the  vernier)  is  I'^ths  behind  the  division  4  on  the 
scale ;  in  other  words,  the  length  of  mn  is  equal  to  4yoths  of  the  parts  into 
which  the  scale  AB  is  divided.  Consequently  if  the  scale  AB  were  divided 
mto  inches  the  length  of  mn  would  be  4^  =  4|  inches.  The  divisions  on 
the  scale  remaining  the  same,  it  would  be  necessary  to  increase  the  length 
of  the  vernier  in  order  to  measure  the  length  mn  more  accurately.  For 
instance,  if  the  length  of  the  vernier  were  equal  to  nineteen  of  the  parts  on 
the  scale,  and  this  length  were  divided  into  twenty  equal  parts,  the  length  mn 
could  be  determined  to  the  twentieth  of  a  part  on  the  scale,  and  so  on.  In 
iostniments  like  the  theodolite,  intended  for  measuring  angles,  the  scale  and 
vernier  have  a  circular  form,  and  the  latter  usually  carries  a  magnifier  in 
order  to  determine  with  greater  precision  the  coincident  divisions  of  vernier 
and  scale. 

II.  Mierometer  screw. — Another  useful  little  instrument  for  measuring 
small  lengths  with  precision  is  the  micrometer  screw.  It  is  used  under  various 
fonns,but  the  principle  is  the  same  in  all,  and  may  be  conveniently  illustrated 
by  reference  to  the  spherometer.  This  consists  of  an  accurately  turned  screw 
*ith  a  blunt  point  which  works  in  a  companion  supported  on  three  steel 
points  (fig.  2).  To  one  of  these  is  fixed  a  vertical  graduated  scale,  each 
dhrision  of  which  is  equal  to  the  distance  between  two  threads  of  the  screw. 
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This  distance  may  be  accurately  determined  by  measuring  a  given  length  of 
the  screw  by  compasses,  and  counting  the  number  of  the  threads  in  this 
length.    A  milled  head  attached  to  the  screw  is  graduated  at  the  periphery 

into  any  given  number  of  parts,  say  500. 
Suppose  now  the  distance  between  the 
threads  is  1  millimetre,  when  the  head  has 
made  a  complete  turn  it  will  have  risen  or 
sunk  through  one  millimetre,  and  so  on  in 
proportion  for  any  multiple  or  fraction  of  a 
turn. 

In  order  to  determine  the  thickness  of  a 
piece  of  glass,  for  instance,  the  apparatus  is 
placed  on  a  perfectly  plane  polished  surface, 
and  the  point  of  the  screw  is  brought  in 
contact  with  the  glass.  The  division  on  the 
vertical  scale  immediately  above  the  limb, 
and  that  on  the  limb,  are  read  off.  After 
removing  the  glass  plate  the  point  is  brought  in  contact  with  the  plane 
surface,  and  corresponding  readings  are  again  made,  from  which  the  thick- 
ness can  be  at  once  deduced. 

The  same  process  is  obviously  applicable  to  determining  the  diameter  of 
a  wire. 

To  ascertain  whether  a  surface  is  spherical,  three  points  are  applied  to 
the  surface,  and  the  screw  is  also  made  to  touch  as  described  above.  It  is 
then  moved  along  the  surface,  and  if  all  four  points  are  everjrwhere  in  con- 
tact the  surface  is  truly  spherical.  This  application  is  of  great  value  in 
ascertaining  the  exact  curvature  of  lenses. 

The  diameter  of  a  sphere  may  also  be  measured  by  its  means ;  for  it 
can  be  shown  by  a  simple  geometrical  construction  that  the  distance  of  the 
movable  point  f^om  the  plane  of  the  fixed  points,  multiplied  by  the  diameter 
of  the  sphere,  is  equal  to  the  square  of  the  distance  of  the  movable  point 
from  one  of  the  fixed  points.  If  k  is  the  distance  of  the  movable  point  from 
the  plane  of  the  fixed  points,  c  the  distance  of  the  movable  point  from  the 
fixed  point  when  in  the  same  plane,  and  which  is  known  once  for  all,  and  d 
the  diameter  of  the  circle,  then  it  can  be  shown  by  a  simple  geometrical  con- 

c^ 
struction  that  d  ^  7-  +  ^ 

h 

12.  BiTlalbillty. — Divisibility  is  the  property  in  virtue  of  which  a  body 
may  be  separated  into  distinct  parts. 

Numerous  examples  may  be  cited  of  the  extreme  divisibility  of  matter  (3). 
Leslie  stated  that  the  tenth  part  of  a  grain  of  musk  will  continue  for  years 
to  fill  a  room  with  its  odoriferous  particles,  and  at  the  end  of  that  time 
will  scarcely  be  diminished  in  weight.  Blood  is  composed  of  red,  flattened 
globules,  floating  in  a  colourless  liquid  called  serum.  In  man  the  diameter 
of  one  of  these  globules  is  less  than  the  3,500th  part  of  an  inch,  and  the 
drop  of  blood  which  might  be  suspended  from  the  point  of  a  needle  would 
contain  about  a  million  of  globules. 

Again,  the  microscope  has  disclosed  to  us  the  existence  of  insects  smaller 
even  than  these  particles  of  blood  ;  the  struggle  for  existence  reaches  even 
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to  these  little  creatures,  for  they  devour  still  smaller  ones.  If  blood  runs  in 
ibe  veins  of  these  devoured  ones,  how  infinitesimal  must  be  the  magnitude 
of  its  component  globules  ! 

Although  experiment  fails  to  determine  whether  there  be  a  limit  to  the 
divisibility  of  matter,  many  facts  in  chemistry,  such  as  the  invariability  in 
the  relaiive  weights  of  the  elements  which  combine  with  each  other,  would 
lead  us  to  believe  that  such  a  limit  does  exist  It  is  on  this  account  that 
bodies  ate  conceived  to  be  composed  of  extremely  minute  and  indivisible 
pans  called  atoms  (3). 

13.  rvmrnt^.— Porosity  is  the  quality  in  virtue  of  which  interstices  or 
Pertt  exist  between  the  molecules  of  a  body. 

Two  kinds  of  pores  may  be  distinguished  :  physical  pores,  where  the 
interstices  are  so  small  that  the  surrounding  molecules  remain  within  the 
sfJiere  of  each  otbei's  attracting  or  repelling 
forces  1  and  sensible  pores,  or  actual  cavities 
across  which  these  molecular  forces  cannot  act. 
The  contractions  and  expansions  resulting  from 
wiations  of  temperature  are  due  to  the  exist- 
ence of  physical  pores,  whilst  in  the  organic 
world  the  sensible  pores  are  the  seat  of  the 
phenomena  of  exhalation  and  absorption. 

In  wood,  sponge,  and .  a  great  number  of 
stones — for  instance,  pumice  stone — the  sensible 
pores  are  apparent ;  physical  pores,  or  intra- 
molecular spaces,  never  are.  Yet,  since  the 
volume  of  every  body  may  be  diminished,  we 
conclude  that  all  possess  physical  pores. 

The  existence  of  sensible  pores  in  leather  or 
wood  may  be  shown  by  the  following  experi- 
nwnt :— A  long  glass  tube,  A  (tig.  3},  is  provided 
mth  a  brass  cup  at  the  top,  and  abrass  foot  made 
to  screw  on  to  the  plate  of  an  air-pump.  The 
bottom  of  the  cup  consists  of  a  thick  piece  of 
leather.  After  pouring  mercury  into  the  cup  so 
isentirelyto  cover  the  leather,  the  air-pumpisput 
inaction,  and  a  partial  vacuum  produced  within 
the  tube.  By  so  doing  a  shower  of  mercury  is 
at  once  produced  within  the  tube,  for  the  atmo- 
spheric pressure  on  the  mercury  forces  that 
liquid  through  the  pores  of  the  leather.  In  the 
same  manner  water  or  mercury  may  be  forced  Fig'  3- 

through  the  pores  of  wood  by  replacing  the 

leather  in  the  above  experiment  by  a  disc  of  wood  cut  perpendicular  to 
the  fibres. 

When  a  piece  of  chalk  is  thrown  into  water,  air-bubbles  at  once  rise  to 
the  sutface,  in  consequence  of  the  air  in  the  pores  of  the  chalk  being 
expelled  by  the  water.  The  chalk  will  be  found  to  be  heavier  after  immer- 
lion  than  it  was  before,  and  knowing  its  volume,  the  volume  of  its  pores 
tnay  be  easily  determined  from  the  increase  of  its  weight. 
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The  porosity  of  agate,  flint,  and  marble  is  evident  from  the  fact  that  they 
are  penetrated  by  liquids  such  as  oil ;  on  this,  indeed,  depends  the  artificial 
coloration  of  these  minerals. 

The  porosity  of  gold  was  demonstrated  by  the  celebrated  Florentine 
experiment  made  in  1661.  Some  academicians  at  Florence,  wishing  to  try 
whether  water  was  compressible,  filled  a  thin  globe  of  gold  with  that  liquid, 
and,  after  closing  the  orifice  hermetically,  they  exposed  the  globe  to  pressure 
with  a  view  of  altering  its  form,  knowing  that  any  alteration  in  form  must  be 
accompanied  by  a  diminution  in  volume.  The  consequence  was,  that  the 
water  forced  its  way  through  the  pores  of  the  gold,  and  stood  on  the  outside 
of  the  globe  like  dew.  More  than  twenty  years  previously  the  same  fact  was 
demonstrated  by  Francis  Bacon  by  means  of  a  leaden  sphere  ;  the  experi- 
ment has  since  been  repeated  with  globes  of  other  metals,  and  similar  results 
obtained.  At  a  red  heat  both  platinum  and  iron  allow  gases  to  difliise 
through  them. 

Liquids  have  no  pores  in  the  ordinary  sense  of  the  word,  but  intra- 
molecular spaces.  As  an  illustration  of  this,  a  glass  tube  about  a  metre 
long,  closed  at  one  end,  is  half  filled  with  water,  and  then  pure  alcohol 
poured  upon  it  to  a  mark  near  the  top  ;  on  then  closing  the  open  end  with 
the  thumb  and  inverting  the  tube  several  times  the  mixture  shrinks  so  that 
its  level  is  now  nearly  an  inch  below  the  mark  ;  at  the  same  time  very 
minute  bubbles  are  seen  to  rise,  owing  to  the  water  having  penetrated  into 
the  intramolecular  spaces  of  the  alcohol  and  expelled  the  air  present 

14.  Apparent  and  real  volumes. — In  consequence  of  the  porosity  of 
bodies,  it  becomes  necessary  to  distinguish  between  their  real  and  apparent 
volumes.  The  real  volume  of  a  body  is  the  portion  of  space  actually  occu- 
pied by  the  matter  of  which  the  body  is  composed  ;  its  apparent  volume  is 
the  sum  of  its  real  volume  and  the  total  volume  of  its  pores.  The  real 
volume  of  a  body  is  invariable,  but  its  apparent  volume  can  be  altered  in 
various  ways. 

15.  Applications. — The  property  of  porosity  is  utilised  in  filters  of  paper, 
felt,  stone,  charcoal,  &c.  The  pores  of  these  substances  are  sufficiently  large 
to  allow  liquids  to  pass,  but  small  enough  to  arrest  the  passage  of  any  sub- 
stances which  these  liquids  may  hold  in  suspension.  Again,  large  blocks  of 
stone  are  often  detached  in  quarries  by  introducing  wedges  of  dry  wood  into 
grooves  cut  in  the  rock.  These  wedges  being  moistened,  water  penetrates 
their  pores,  and  causes  them  to  swell  with  considerable  force.  Dry  cords, 
when  moistened,  increase  in  diameter  and  diminish  in  length — a  property  of 
which  advantage  has  been  taken  in  order  to  raise  great  weights. 

16.  CompresilbiUty. — Compressibility  v&  the  property  in  virtue  of  which 
the  volume  of  a  body  may  be  diminished  by  pressure.  This  property  is  at 
once  a  consequence  and  a  proof  of  porosity. 

Bodies  differ  gpreatly  with  respect  to  compressibility.  The  most  com- 
pressible bodies  are  gases  ;  by  sufficient  pressure  they  may  be  made  to 
occupy  ten,  twenty,  or  even  some  hundred  times  less  space  than  they  do  under 
ordinary  circumstances.  In  most  cases,  however,  there  is  a  limit  beyond 
which,  when  the  pressure  is  increased,  they  become  liquids. 

The  compressibility  of  solids  is  much  less  than  that  of  gases,  and  is  found 
in  all  degrees.     Cloths,  paper,  cork,  woods,  are  amongst  the  most  com- 
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pressible.  Metals  are  so  also  to  a  great  extent,  as  is  proved  by  the  process 
of  coining,  in  which  the  metal  receives  the  impression  from  the  die.  There 
is,  in  most  cases,  a  limit  beyond  which,  when  the  pressure  is  increased,  bodies 
are  fractured  or  reduced  to  powder. 

The  compressibility  of  liquids  is  so  small  as  to  have  remained  for  a  long 
time  undetected  :  it  may,  however,  be  proved  by  experiment,  as  will  be  seen 
in  the  chapter  on  Hydrostatics. 

17.  Blmsttoity. — Elasticity  \^  the  property  owing  to  which  bodies  resume 
their  original  form  or  volume,  when  the  force  which  altered  that  form  or 
voliune  ceases  to  act  Elasticity  may  be  developed  in  bodies  by  pressure, 
by  traction  or  pulling,  flexion  or  bending^  and  by  torsion  or  twisting.  In 
treating  of  the  general  properties  of  bodies,  the  elasticity  developed  by 
pressure  alone  requires  consideration ;  the  other  kinds  of  elasticity,  being 
peculiar  to  solid  bodies,  will  be  considered  amongst  their  specific  properties 
(arts.  89,  90,  91). 

Gases  and  liquids  are  perfectly  elastic  ;  in  other  words,  after  undergoing 
a  change  in  volume  they  regain  exactly  their  original  volume  when  the 
pressure  becomes  what  it  originally  was.  Solid  bodies  present  different 
degrees  of  elasticity',  though  none  present  the  property  in  the  same  perfec- 
tion as  liquids  and  gases,  and  in  all  it  varies  according  to  the  time  during 
vhich  the  body  has  been  exposed  to  pressure.  Caoutchouc,  ivory,  glass,  and 
marble  possess  considerable  elasticity  ;  lead,  clay,  and  fats  scarcely  any. 

There  is  a  limit  to  the  elasticity  of  solids,  beyond  which  they  either  break 
or  are  incapable  of  regaining  their  original  form  and  volume.  This  is  called 
the  limit  of  elasticity  ;  within  this  limit  all  substances  are  perfectly  elastic. 
In  sprains,  for  instance,  the  elasticity  of  the  tendons  has  been  exceeded. 
In  gases  and  liquids,  on  the  contrary,  no  such  limit  can  be  reached  ;  they 
always  regain  their  original  volume  when  the  original  pressure  is  restored  ( 1 52). 

If  a  ball  of  ivory,  glass,  or  marble  be  allowed  to  fall  upon  a  slab  of  polished 
marble,  which  has  been  previously  slightly  smeared  with  oil,  it  will  rebound 
and  rise  to  a  height  nearly  equal  to  that  from  which  it  fell.  On  afterwards 
examining  the  ball  a  circular  blot  of  oil  will  be  found  upon  it,  more  or  less 
extensive  according  to  the  height  of  the  fall.  From  this  we  conclude  that  at 
the  moment  of  the  shock  the  ball  was  flattened,  and  that  its  rebound  was 
caused  by  the  effort  to  regain  its  original  form. 

18.  Mobility^  motloiiv  rest. — Mobility  is  the  property  in  virtue  of  which 
the  position  of  a  body  in  space  may  be  changed. 

Motion  and  rest  may  be  either  relative  or  absolute.  By  the  relative 
motion  or  rest  of  a  body  we  mean  its  change  or  permanence  of  position  with 
respect  to  surrounding  bodies  ;  by  its  absolute  motion  or  rest  we  mean  the 
change  of  permanence  of  its  position  with  respect  to  ideal  fixed  points  in 
^>ace. 

Thus  a  passenger  in  a  railway  carriage  may  be  in  a  state  of  relative  rest 
vitb  respect  to  the  train  in  which  he  travels,  but  he  is  in  a  state  of  relative 
motion  with  respect  to  the  objects,  such  as  trees,  houses,  &c.,  past  which  the 
train  rushes.  These  houses  again  enjoy  merely  a  state  of  relative  rest,  for 
the  earth  itself  which  bears  them  is  in  a  state  of  incessant  relative  motion 
vitfa  respect  to  the  celestial  bodies  of  our  solar  system,  inasmuch  as  it  moves 
2t  the  rate  of  more  than  eighteen  miles  in  a  second.     In  short,  absolute 
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motion  and  rest  are  unknown  to  us  ;  in  nature,  relative  motion  and  rest  are 
alone  presented  to  our  observation. 

19.  Inertia. — Inertia  is  a  purely  negative  though  universal  property  of 
matter  (26) ;  it  is  the  property  that  matter  cannot  of  itself  change  its  own 
state  of  motion  or  of  rest.  If  a  body  is  at  rest,  it  remains  so  until  some 
force  acts  upon  it ;  if  it  is  in  motion,  this  motion  can  only  be  changed  by  the 
application  of  some  force. 

This  property  of  inertia  is  what  is  expressed  by  Newton's  first  law  of 
motion. 

A  body,  when  unsupported  in  mid-air,  does  not  fall  to  the  earth  in  virtue 
of  any  inherent  property,  but  because  it  is  acted  upon  by  the  force  of  gravity. 
A  billiard  ball  gently  pushed  does  not  move  more  and  more  slowly,  and 
finally  stop,  because  it  has  any  preference  for  a  state  of  rest,  but  because  its 
motion  is  impeded  by  the  friction  on  the  cloth  on  which  it  rolls,  and  by  the 
resistance  of  the  air.  If  all  impeding  causes  were  withdra^^ni,  a  body  once 
in  motion  would  continue  to  move  for  ever  in  a  straight  line  with  unchanging 
velocity. 

20.  nivAtratloiiB. — Numerous  phenomena  may  be  explained  by  the 
inertia  of  matter.  For  instance,  before  leaping  a  ditch  we  run  towards  it,  in 
order  that  the  motion  of  our  bodies  at  the  moment  of  leaping  may  add  itself 
to  the  muscular  effort  then  made. 

On  descending  carelessly  from  a  carriage  in  motion,  the  upper  part  of  the 
body  retains  its  motion,  whilst  the  feet  are  prevented  from  doing  so  by  friction 
against  the  ground ;  the  consequence  is  we  fall  towards  the  moving  carriage. 
A  rider  falls  over  the  head  of  a  horse  if  it  suddenly  stops.  In  striking  the 
handle  of  a  hammer  against  the  ground  the  handle  suddenly  stops,  but  the 
head,  striving  to  continue  its  motion,  fixes  itself  more  firmly  on  the  handle. 

By  the  property  of  inertia  may  also  be  explained  the  following  experi- 
ments : — Let  a  card  be  placed  upon  a  tumbler,  and  a  shilling  on  the  card  ; 
if  the  edge  of  the  card  be  smartly  flicked  with  the  finger  the  card  is  driven 
away  and  the  coin  falls  into  the  tumbler.  A  gentle  push  with  the  finger  will 
move  a  door  on  its  hinges  ;  but  if  a  pistol  bullet  be  fired  against  the  door  it 
perforates  the  door  without  moving  it.  So,  too,  a  pistol  shot  fired  through  a 
window-pane  produces  a  sharp  round  hole,  while  a  less  violent  shock  will 
smash  the  pane.  A  clay  tobacco  pipe,  which  is  suspended  by  two  vertical 
hairs,  may  be  cut  in  two  by  a  powerful  stroke  with  a  sharp  sword  without 
breaking  the  hairs. 

A  string  which  gently  applied  will  raise  a  weight,  snaps  at  once  when  a 
sudden  pull  is  exerted.  Substances  which  explode  with  great  rapidity,  such 
as  fulminating  mercury,  chloride  of  nitrogen,  cannot  be  used  with  fire-arms, 
because  there  is  not  sufficient  time  to  transfer  the  motion  to  the  projectiles, 
and  hence  the  weapons  are  burst. 

The  terrible  accidents  on  our  railways  are  chiefly  due  to  inertia.  When 
the  motion  of  the  engine  is  suddenly  arrested  the  carriages  strive  to  continue 
the  motion  they  had  acquired,  and  in  doing  so  are  shattered  against  each 
other.  Hanuners,  pestles,  stampers  are  applications  of  inertia.  So  are  also 
the  enormous  iron  fly-wheels,  by  which  the  motion  of  steam-engines  is 
regulated. 
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CHAPTER  III 

ON   FORCE,   EQUILIBRIUM,  AND   MOTION 

21.  Measure  of  time. — To  obtain  a  proper  measure  of  force  it  is 
necessary,  as  a  preliminary,  to  define  certain  conceptions  which  are 
presupposed  in  that  measure ;  and,  in  the  first  place,  it  is  necessary  to 
define  the  unit  of  time.  Whenever  a  second  is  spoken  of  without  qualifi- 
cation, it  is  understood  to  be  a  second  of  mean  solar  time.  The  exact  length  of 
this  unit  is  fixed  by  the  following  considerations.  The  instant  when  the  sun's 
centre  is  on  an  observer's  meridian — in  other  words,  the  instant  of  the  transit 
of  the  sun's  centre — can  be  determined  with  exactitude,  and  thus  the  interval 
which  elapses  between  two  successive  transits  also  admits  of  exact  determina- 
tion, and  is  called  an  apparent  day.  The  length  of  this  interval  differs 
slightly  fron:!  day  to  day,  and  therefore  does  not  serve  as  a  convenient  measure 
of  time.  Its  average  length  is  not  open  to  this  objection,  and  therefore 
serves  as  the  required  measure,  and  is  called  a  mean  solar  day.  The  short 
hand  of  a  common  clock  would  go  exactly  twice  round  the  face  in  a  mean 
solar  day  if  it  went  perfectly.  The  mean  solar  day  consists  of  24  equal  parts 
called  hours^  these  of  60  equal  parts  called  minutes^  and  these  again  of  60 
equal  parts  called  seconds.  Consequently,  the  second  is  the  86,400th  part 
of  a  mean  solar  day,  and  is  the  generally  received  unit  of  time. 

22.  Measure  of  space. — Space  may  be  either  length  or  distance^  which 
is  space  of  one  dimension ;  area^  which  is  space  of  two  dimensions ;  or 
volume^  which  is  space  of  three  dimensions.  In  England  the  standard  ot 
length  is  the  British  Imperial  Yard,  which  is  the  distance  between  two  fixed 
points  on  a  certain  metal  rod,  kept  in  the  Tower  of  London,  when  the  tempera- 
ture of  the  whole  rod  is  60**  F. «  I5®'5  C.     It  is,  however, 

usual  to  employ  as  a  unit,  3.  foot ^  which  is  the  third  part  of  a 
yard.  In  France  the  standard  of  length  is  the  metre  \  this 
is  approximately  equal  to  the  ten-millionth  part  of  a  quad- 
rant of  the  earth's  meridian,  that  is  of  the  arc  from  the 
Equator  to  the  North  Pole ;  it  is  practically  fixed  by  the 
distance  between  two  marks  on  a  certain  standard  rod.  The 
standard  metre,  adopted  by  an  International  Committee  Fig  4. 

for  weights  and  measures,  is  constructed  of  an  alloy  of  90 
percent  platinum  and  10  per  cent,  iridium,  which  is  characterised  by  great 
hardness,  and  unalterability.  Its  length  is  somewhat  over  a  metre,  and  its 
cross  section  is  represented  in  its  natural  size  in  figure  4.  This  shape  has 
the  advantage  of  giving  the  greatest  rigidity  and  of  soon  acquiring  the 
temperature  of  the  surrounding  medium.    The  exact  length  of  the  metre  is 
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marked  by  two  fine  lines  on  the  surface.      The  relation  between  these 

standards  is  as  follows  : 

I  yard    =0*914401  metre. 

1  metre  =  1*093612  yard. 

The  unit  of  length  having  been  fixed,  the  units  of  area  and  volume  are 
connected  with  it  thus  :  the  unit  of  area  is  the  area  of  a  square,  one  side  of 
which  is  the  unit  of  length.  The  unit  of  volume  is  the  volume  of  a  cube,  one 
edge  of  which  is  the  unit  of  length.  These  units  in  the  case  of  English  mea- 
sures are  the  square  yard  (or  foot)  and  the  cubic  yard  (or  foot)  respectively ; 
in  the  case  of  French  measures,  the  square  metre  and  cubic  metre  respec- 
tively. The  length  of  the  seconds  pendulum,  in  lat.  45°,  which  is  about  that 
of  Milan,  is  0*9935  m.,  and  thus  only  differs  from  a  metre  by  6*5  millimetres. 

23.  Measure  of  mass. — The  mass  of  a  body  is  that  which  remains  un- 
changed in  all  the  transformations  which  it  may  undergo.  Two  bodies  are 
said  to  have  equal  masses  when,  if  placed  in  a  perfect  balance  in  vacuo,  they 
counterpoise  each  other.  Suppose  we  take  lumps  of  any  substance,  lead, 
butter,  wood,  stone,  &c.,  and  suppose  that  any  one  of  them  when  placed  on 
the  one  pan  of  a  balance  will  exactly  counterpoise  any  other  of  them  when 
placed  on  the  opposite  pan — the  balance  being  perfect  and  the  weighing  per- 
formed in  vacuo ;  this  being  the  case,  these  lumps  are  said  to  have  equal 
masses. 

The  British  unit  of  mass  is  the  standard  pound  (avoirdupois),  which  is  a 
certain  piece  of  platinum  kept  in  the  Exchequer  Office  in  London.  This  unit 
having  been  fixed,  the  mass  of  a  given  substance  is  expressed  as  a  multiple 
or  submultiple  of  the  unit. 

It  need  scarcely  be  mentioned  that  many  distances  are  ascertained  and 
expressed  in  yards  which  it  would  be  physically  impossible  to  measure 
directly  by  a  yard  measure.  In  like  manner  the  masses  of  bodies  are  fre- 
quently ascertained  and  expressed  numerically  which  could  not  be  placed  in 
a  balance  and  subjected  to  direct  weighing. 

24.  BenBlty  and  relative  density. — If  we  consider  any  body  or  portion 
of  matter,  and  if  we  conceive  it  to  be  divided  into  any  number  of  parts  having 
equal  volumes,  then,  if  the  masses  of  these  parts  are  equal,  in  whatever 
way  the  division  be  conceived  as  taking  place,  that  body  is  one  of  uniform 
density.  The  density  of  such  a  body  is  the  mass  of  the  unit  of  volume.  Con- 
sequently, if  M  denote  the  mass,  V  the  volume,  and  D  the  density  of  the 

body,  we  have 

M-VD. 

If  now  we  have  an  equal  volume  V  of  any  second  substance  whose  mass  is 
M'  and  density  D',  we  shall  have 

M'  =  VD'. 

Consequently,  D  :  D' : :  M  :  M' ;  that  is,  the  densities  of  substances  are 
in  the  same  ratio  as  the  masses  of  equal  volumes  of  those  substances. 
If  now  we  take  the  density  of  distilled  water  at  4°  C.  to  be  unity,  the  relative 
density  of  any  other  substance  is  the  ratio  which  the  mass  of  any  given 
volume  of  that  substance  at  that  temperature  bears  to  the  mass  of  an  equal 
volume  of  water.    Thus  it  is  found  that  the  mass  of  any  volume  of  platinum 
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is  22X)69  times  that  of  an  equal  volume  of  water,  consequently  the  relative 
density  of  platinum  is  22'o69. 

The  relative  density  of  a  substance  is  generally  called  its  specific  gravity. 
Methods  of  determining  it  are  given  in  Book  III. 

In  the  table  below  the  densities  D  of  various  substances,  expressed  in 
pounds  to  the  cubic  foot,  are  given,  and  coliunn  G  gives  the  relative  densities 
of  the  same  substances. 

It  is  evident  that  column  G  is  obtained  by  dividing  the  values  in  column 
D  by  62*42. 

D.  G. 

Water 62*42  i-ooo 

Anthracite 112*36  i-8oo 

Cast  iron 449*86  7*207 

Cast  copper 548*55  8*788 

»    lead 708*59  11*352 

„    platinum 1,269*43  20*337 

Melting  ice 58*05  0*930 

In  the  metric  system,  since  the  mass  of  the  cubic  centimetre  of  water 
is  one  gramme,  it  is  evident  that  the  density  D,  in  grammes  to  the  cubic  centi- 
metre, has  the  same  numerical  value  as  the  relative  density  referred  to  water. 

25.  Velocity  and  It*  measure. — When  a  material  point  moves,  it  de- 
scribes a  continuous  line  which  may  be  either  straight  or  curve*d,  and  is 
called  its  path  and  sometimes  its  trajectory.  Motion  which  takes  place 
along  a  straight  line  is  called  rectilinear  motion  ;  that  which  takes  place 
along  a  curved  line  is  called  curvilinear  motion.  The  rate  of  the  motion  of 
a  point  is  called  its  velocity.  Velocity  may  be  either  uniform  or  variable  ;  it 
is  uniform  when  the  point  describes  equal  spaces  or  portions  of  its  path  in 
all  equal  times  ;  it  is  variMe  when  the  point  describes  unequal  portions  of 
its  path  in  any  equal  times. 

Uniform  velocity  is  measured  by  the  number  of  units  of  space  described 
in  a  given  unit  of  time.  The  units  commonly  employed  in  this  country 
are  feet  and  seconds.  If,  for  example,  a  velocity  5  is  spoken  of  without 
qualification^  this  means  a  velocity  of  5  feet  per  second.  Consequently,  if  a 
body  moves  for  /  seconds  with  a  uniform  velocity  Vy  it  will  describe  vt  feet. 
The  following  are  a  few  examples  of  different  degrees  of  velocity  expressed 
in  this  manner.  A  snail  0*005  foot  in  a  second  ;  the  Rhine  between  Worms 
and  Mainz  3*3  feet ;  military  quick  step  4*6  ;  moderate  wind  10 ;  fast  sailing 
vessel  18*0;  Channel  steamer  22*0 ;  railway  train  36  to  75  feet ;  racehorse 
and  storm  50  feet ;  wave  in  a  tempest  72  feet  ;  eagle  1 10  feet ;  carrier  pigeon 
120  feet ;  a  hurricane  160  feet ;  sound  ato°  1,090  ;  a  shot  from  an  Armstrong 
gnn  1,180;  a  Martini-Henry  rifle  bullet  1,330;  a  point  on  the  Equator  in 
its  rotation  about  the  earth's  axis  1,520 ;  velocity  of  the  vibratory  motion  of 
particles  of  air,  1,590  ;  maximum  tide  rate  3,005  ;  velocity  of  the  centre  of 
the  earth  101,000  feet ;  light,  and  also  electricity  in  a  medium  destitute  of 
resistance,  192,000  miles. 

Variable  velocity  is  measured  at  any  instant  by  the  number  of  units  of 
space  a  body  would  describe  if  it  continued  to  move  uniformly  from  that 
distant  for  a  unit  of  time.    Thus,  suppose  a  body  to  run  down  an  inclined 
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plane,  it  is  a  matter  of  ordinary  observation  that  it  moves  more  and  more 
quickly  during  its  descent ;  suppose  that  at  any  point  it  has  a  velocity  1 5, 
this  means  that  at  that  point  it  is  moving  at  the  rate  of  1 5  ft.  per  second,  or, 
in  other  words,  if  from  that  point  all  increase  of  velocity  ceased,  it  would  de- 
scribe 15  ft.  in  the  next  second. 

26.  Force. — Forces  manifest  themselves  to  us  by  the  changes  which  they 
produce,  or  tend  to  produce,  in  the  motion  of  matter.  The  action  of  forces 
in  causing  motion  is  best  expressed  in  Newton's  laws :  The  first  law  is. 
Every  body  continues  in  its  state  of  rest  or  of  uniform  motion  in  a  straight 
line,  except  as  it  is  compelled  by  forces  to  change  that  state, 

A  body  may  be  at  rest,  or  may  be  moving  uniformly  in  a  straight  line, 
while  acted  upon  by  a  system  of  forces.  In  this  case  the  forces  are  said  to 
balance  each  other.  If  a  constant  unbalanced  force  act  upon  a  body,  it  will  no 
longer  move  uniformly.  The  velocity  will  increase  continually,  at  a  unifomi 
rate.  A  familiar  case  of  this  kind  is  found  in  the  attraction  of  the  earth  for 
other  bodies.  According  to  Newton's  law  of  gravitation,  the  attraction 
between  two  masses,  one  of  which  contains  m  and  the  other  m'  units  of 

mass,  is  — — ,  where  r  is  the  distance  between  the  centres  of  the  masses 

(62).  If  one  of  the  masses  be  the  unit  mass,  or  one  pound,  the  other 
being  the  earth,  the  above  expression  represents  the  pull  which  the  earth 
exerts  upon  a  pound  of  matter  :  this  pull  is  the  weight  of  a  pound. 

It  is  important  to  distinguish  very  carefully  between  a  pound — the  unit 
of  mass — and  the  weight  of  a  pound,  which  is  a  force.  Weight  is  not  a 
necessary  property  of  matter.  If  physical  conditions  were  such  that  we 
could  visit  the  centre  of  the  earth,  we  should  find  matter  without  weight, 
although  its  other  properties  would  remain  unchanged.  A  bullet  fired  from 
a  gun,  although  weightless,  would  have  the  same  effect  as  at  the  surface  of 
the  earth,  this  effect  being  dependent,  as  will  be  shown,  upon  the  amount  of 
matter  (mass)  in  the  bullet  and  the  velocity  imparted,  and  having  no  relation 
whatever  to  the  weight  of  the  bullet.  A  pound  of  sugar  at  the  centre  of  the 
earth  would  have  precisely  the  same  sweetening  properties  as  at  the  surface. 
The  commercial  value  of  provisions,  drugs,  &c.,  is  therefore  strictly  propor- 
tional to  the  number  of  units  of  mass  purchased,  and  has  no  necessary  rela- 
tion to  the  weights  of  those  masses. 

It  is  also  to  be  observed  that,  if  masses  are  counterpoised  on  a  lever 
balance  at  any  one  locality,  they  would  remain  balanced  at  any  other  point, 
since  the  weights  of  the  masses  would  change  in  the  same  ratio.  Hence 
the  lever  balance  with  standard  *  weights '  really  measures  the  mass  of  a 
body,  and  not  its  weight,  and  the  standard  *  weights '  should  really  be  called 
masses.  A  spring  balance  determines  weight  and  not  mass,  since  its  indi- 
cations change  as  the  weight  of  the  mass  changes. 

At  the  centre  of  the  earth,  masses  could  not  be  determined  by  means  of 
abalance,  since  they  weigh  nothing,  and  any  mass  would  counterpoise  any 
other  mass. 

27.  Measure  of  fdroe. — In  devising  a  unit  in  which  to  measure  force,  it  is 
most  convenient  to  make  use  of  the  attractive  force  of  the  earth.  Suppose  that 
two  equal  masses,  P,  are  balanced  on  a  pulley  with  fixed  axle,  that  the  string 
and  pulley  are  without  mass,  and  that  there  is  no  friction  or  air-resistance. 
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The  masses  P  arc  then  perfectly  inert.  The  tension  on  the  string  is  the 
pull  of  the  earth  on  one  of  the  masses  P,  or,  in  other  words,  the  weight  of  P. 
If  the  pulley  is  started  by  a  force  which  then  ceases  to  act,  the  masses  will 
thereafter  move  uniformly  according  to  the  first  law  of  motion,  the  tension  on 
the  string  being,  as  before,  the  weight  of  P.  This  will  be  found 
trae,  whatever  may  be  the  amount  of  matter  in  the  masses  P. 
If^  DOW,  the  masses  P  being  at  rest,  an  additional  mass  m 
be  placed  on  one  side,  the  system  will  begin  to  move.  The 
tension  on  the  string  is  now  greater  than  the  weight  of  P,  and 
less  than  the  weight  of  P  +  /«.  The  force  which  causes  the 
motion  is  the  pull  of  the  earth  on  w,  or  the  weight  of  the  added 
mass.  The  motion  is  now  uniformly  accelerated.  At  the  in- 
stant of  starting,  the  velocity  is  zero.  At  the  end  of  the  first 
second,  the  velocity  will  be — say  a  ;  at  the  end  of  the  second  •  rig.  5. 
second,  2a  \  and  at  the  end  of  /  seconds,  the  velocity  will  be  at. 
The  increase  in  the  velocity  per  second  is  « ,  which  is  called  the  acceleration. 

If  the  mass  m  be  entirely  disconnected  from  the  masses  P  and  allowed 
to  fall  freely,  it  also  falls  with  a  uniformly  accelerated  motion  ;  but  experi- 
ment shows  that  the  acceleration  is  greater  than  in  the  former  case.  This 
acceleration  of  a  freely  falling  body  is  usually  denoted  by  g.  The  force 
which  causes  the  motion  is,  however,  the  same  as  before,  being  the  weight 
of  tfu  The  difference  in  the  two  cases  is,  that,  in  the  latter  case,  the  pull  of 
the  earth  on  m  is  employed  in  setting  in  motion  the  mass  m  only  ;  while,  in 
the  former  case,  the  two  inert  masses  P  are  attached  to  »i,  and  are  con- 
strained to  move  with  it,  the  mass  to  be  moved  being  thus  increased  without 
a  corresponding  increase  of  the  force  employed  in  moving. 

It  is  evident  that  if  the  masses  P  should  diminish  to  zero,  or  the  mass  m 
should  increase  until  it  became  very  large,  or  infinite,  the  weight  of  m  would 
impart  a  greater  and  greater  acceleration,  until  finally  the  acceleration  would 
become  g.  On  the  other  hand,  if  the  masses  P  should  become  very  large, 
or  infinite,  or  the  mass  m  very  small,  or  zero,  the  acceleration  would  become 
zera  It  is  shown  by  experiment  that  if  the  mass  m  is  made  n  times  as  great 
(so  that  the  moving  force  is  n  times  as  great),  and  the  masses  P  are  equally 
diminished — so  that  2P  +  ^  is  unchanged-r-the  acceleration  becomes  ;2  times 
as  great,  so  that,  the  mass  to  be  moved  being  unchanged,  the  acceleration 
is  directly  proportional  to  the  force  applied.  If,  however,  the  mass  m  be 
made  n  times  as  great,  and  it  is  desired  to  have  the  acceleration  remain  un- 
changed, it  is  found  that  the  masses  P  must  be  equally  increased  in  such  a 
way  diat  2P  +  m  has  also  become  n  times  as  great.  This  shows  that,  the 
acceleration  remaining  constant,  the  force  applied  must  change  in  the  same 
ratio  as  the  mass. 

From  these  experiments  it  follows  that  if  any  force  F  is  applied  in  giving 
uniformly  accelerated  motion  to  a  mass  M,  the  acceleration  being  a,  then 

F  -  KMa. 

Here  M  is  measured  in  pounds,  and  the  acceleration  a  measures  the 
dange  in  velocity  of  M  in  feet  per  second.  K  is  a  constant,  the  numerical 
vafaie  of  which  will  depend  upon  the  unit  which  we  now  adopt  in  which  to 
nxasnre  F.     If,  as  is  customary,  we  adopt  as  the  unit  force  that  force  which 
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will  make  a^\  when  M  =»  i,  then  we  at  the  same  time  necessarily  make  the 
remaining  quantity  K  in  the  last  equation  equal  to  i ;  and,  measured  in  these 
units, 

The  unit  force  is  then  that  force  which  can  impart  unit  acceleration  to 
unit  mass. 

If  V  represent  the  initial  velocity  of  a  body,  and  v  its  final  velocity,  the 
change  in  velocity  having  taken  place  in  /  seconds,  then  the  change  per 
second  is 

a- . 

/ 

This  value  of  a  introduced  in  the  previous  equation  gives 

P_My--MV 

28.  Momentmn. — It  thus  appears  that  the  number  of  units  of  force  in 
any  force  which,  acting  for  /  seconds  on  a  mass  M,  is  capable  of  changing  its 
velocity  from  V  to  2/,  is  measured  by  the  change  per  second  in  the  product 
Mz'.  This  quantity  Mz/,  being  thus  an  important  one,  has  received  a  special 
name — momentum.  We  may  now  say  that  the  number  of  units  in  a  force  is 
measured  by  the  change  in  momentum  which  it  can  produce  per  second, 
which  is  the  substance  of  Newton^s  second  law  of  motion. 

29.  Aooeleratton  of  gravity. — At  London,  the  force  with  which  the 
earth  attracts  a  pound  of  matter  is  capable  of  imparting  to  the  pound  an 
acceleration  of  32-I9I2.  At  other  places,  the  acceleration  is  different,  and 
may  be  denoted  by  g.  Hence,  at  London,  the  weight  of  a  pound,  expressed 
in  the  units  which  we  have  chosen  for  measuring  forces,  will  be  32 '19 12.  At 
any  other  point  on  the  earth,  or  in  the  interior  of  the  earth,  or  at  any  point 
outside,  where  the  acceleration  of  a  falling  body  is  g,  the  number  of  units  of 
force  in  the  weight  of  a  pound  is  g.  The  number  w  of  units  of  force  in  the 
weight  of  ///  pounds  is  given  by  the  equation 

w  =  mg. 

If  at  some  point  where  the  acceleration  is  32  it  is  found  that  the  weight 
of  10  lb.,  or  320  units  of  force,  is  sufficient  to  serve  as  the  driving-weight  to 
a  certain  clock,  then  at  some  other  point,  where  the  acceleration  is  16,  it 
would  be  necessary  to  use  the  weight  of  20  lb.  in  order  to  secure  the  same 
effect- 

The  weight  of lb.,  or  0-49  oz.,  at  London,  is  a  unit  of  force*    At 

32-1912 

any  other  point,  where  the  acceleration  is  g,  the  weight  of  -  lb.  is  the  unit  of 

force.  Where  great  accuracy  is  not  required,  it  is  customary  to  take  the 
weight  of  the  pound  as  the  unit  of  force,  and  then  the  intensity  of  the  force 
is  given  in  pounds  weight,  a  unit  which  varies  slightly  for  different  places  on 
the  earth,  as  g  varies.  In  like  manner,  for  ordinary  purposes,  a  land 
surveyor  does  not  find  it  necessary  to  make  corrections  for  the  varying 
length  of  his  chain  due  to  changes  in  temperature,  although  such  correc- 
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tions  are  highly  important  in  the  more  refined  operations  of  a  geodetic 
survey. 

Pendulum  observations  (79)  show  that  at  any  given  place  the  acceleration 
of  a  ^ing  body  is  constant,  but  it  is  found  to  have  different  values  at  dif- 
ferent places ;  adopting  the  units  of  feet  and  seconds,  it  is  found  that  very 
;q)pn>ximately 

g-g\i  — OXXX256  cos  2^), 

at  a  station  whose  latitude  is  <^,  where  ^  denotes  the  number  32-1724,  or 
the  value  of  ^  at  lat  43°. 

Experience  teaches  that  in  all  cases  where  a  force  is  exerted  there  must 
be  two  bodies,  between  which  the  force  acts.  Newton's  third  law  asserts 
that  the  mutual  action  of  the  two  bodies  is  always  equal  and  oppositely 
direaed. 

The  attraction  of  the  earth  for  m  pounds  of  matter  is  mg^  where  g  is  the 
acceleration  of  the  body.  The  attraction  of  the  m  pounds  for  the  earth  is 
M  0,  where  M  is  the  mass  of  the  earth  in  pounds,  and  a  is  the  acceleration 
with  which  it  moves  towards  m.    According  to  the  third  law  of  motion 

Ma  -  mg. 

Mm  is  a  small  body,  like  a  few  thousand  pounds,  then,  since  the  mass  of  the 
earth  is  very  large,  the  acceleration  of  the  earth  will  be  inappreciable.  \im 
and  M  were  equal,  a  and  g  would  be  equal.  Remembering  that  the  accele- 
ration is  the  change  per  second  in  the  velocity,  if  the  two  bodies  move 
towards  each  other  for  /  seconds,  the  initial  velocities  being  Vj  and  V^,  and 
the  final  velocities  Vy^  and  v^^  the  above  expression  becomes 

Mz/|  —  MV|  _  nvu^  —  tn^^ 

't  't 

As  /  divides  out  of  this  equation,  it  will  follow  that  the  two  bodies  which 
mntuaDy  attract  each  other  will  suffer  equal  changes  of  momenta  in  the 
same  time.  If  the  two  bodies  start  from  rest  at  the  same  instant,  so  that  V, 
and  Vj  are  zero,  then 

or  they  will  have  equal  momenta  at  the  same  instant.  The  momenta  of  a 
freely-suspended  rifle  and  of  a  bullet  fired  from  it  will  be  equal  so  long  as  the 
ball  is  in  the  barrel  If  the  rifle  is  supported,  the  supporting  body  must  be 
included  with  the  rifle  in  the  value  M. 

50L  Bepresentatloii  of  forces. — Draw  any  straight  line  A6  (fig.  6),  and 
fix  on  any  point  O  in  it.  We  may  suppose  a  force  to  act  on  the  point  O, 
along  the  line  AB,  either  towards  A  or  B  :  then  O  is 

called  ihe  point  of  application  of  the  force,  AB  its  line  B    JJ S 5 — A 

of  action  ;  if  it  acts  towards  A,  its  direction  is  OA,  if  Fig.  & 

towards  B,  its  direction  is  OB.     It  is  rarely  necessary 
to  niake  the  distinction  between  the  line  of  action  and  direction  of  a  force  ; 
it  being  very  convenient  to  make  the  convention  that  the  statement — a  force 
acts  on  a  point  O  along  the  line  OA — means  that  it  acts  from  O  to  A.     Let 
OS  suppose  the  force  which  acts  on  O  along  OA  to  contain  P  units  of  force  ; 

C 


1 8  On  Matter y  Force y  and  Motion  [30— 

from  O  towards  A  measure  ON,  containing  P  units  of  length,  the  line  ON  is 
said  to  represent  the  force.  The  analogy  between  the  line  and  the  force  is 
very  complete  ;  the  line  ON  is  drawn  from  O  in  a  given  direction  OA»  and 
contains  a  given  number  of  units  P,  just  as  the  force  acts  on  O  in  the  direc- 
tion OA,  and  contains  a  given  number  of  units  P.  It  is  scarcely  necessary 
to  add,  that  if  an  equal  force  were  to  act  on  O  in  the  opposite  direction,  it 
would  be  said  to  act  in  the  direction  OB,  and  would  be  represented  by  OM, 
equal  in  magnitude  to  ON. 

When  we  are  considering  several  forces  acting  along  the  same  line  we 
may  indicate  their  directions  by  the  positive  and  negative  signs.  Thus  the 
forces  mentioned  above  would  be  denoted  by  the  symbols  +  P  and  —  P 
respectively. 

31.  Forces  aotliiff  ttlonr  the  same  line. — If  forces  act  on  the  point  O 
in  the  direction  OA  equal  to  P  and  Q  units  respectively,  they  are  equivalent 
to  a  single  force  R  containing  as  many  units  as  P  and  Q  together — that  is, 

R-P  +  Q. 

If  the  sign  +  in  the  above  equation  denote  cUgebraical 2A<d^\\Kys\y  the  equation 

will  continue  true  whether  one  or  both  the  forces  act  along  OA  or  OB.     It 

is  plain  that  the  same  rule  can  be  extended  to  any  number  of  forces,  and  if 

several  forces  have  the  same  line  of  action,  they  are  equivalent  to  one  force 

containing  the  same  number  of  units  as  their  algebraical  sum.    Thus,  if 

forces  of  3  and  4  units  act  on  O  in  the  direction  OA,  and  a  force  of  8  in  the 

direction  OB,  they  are  equivalent  to  a  single  force  containing  R  units  given 

by  the  equation 

R=3+4-8=    -i; 

that  is,  R  is  a  force  containing  one  unit  acting  along  OB.  This  force  R  is 
called  their  resultant.  If  the  forces  are  in  equilibrium  R  is  equal  to  zero. 
In  this  case  the  forces  have  equal  tendencies  to  move  the  point  O  in  opposite 
directions. 

32.  Kesnltant  and  oomponents. — In  the  last  article  we  saw  that  a  single 
force  R  could  be  found  equivalent  to  several  others ;  this  is  by  no  means 
peculiar  to  the  case  in  which  all  the  forces  have  the  same  line  of  action  ;  in 

fact,  when  a  material  point,  A  {^%,  7),  remains  in  equili- 
brium under  the  action  of  several  forces,  S,  P,  Q,  it  does 
so  because  any  one  of  the  forces,  as  S,  is  capable  of 
neutralising  the  combined  effects  of  all  the  others.  If  the 
force  S,  therefore,  had  its  direction  reversed,  so  as  to  act 
along  AR,  the  prolongation  of  AS,  it  would  produce  the 
same  effect  as  the  system  of  forces  P,  Q. 
\^  Now,  a  force  whose  effect  is  equivalent  to  the  combined 

\         effects  of  several  other  forces  is  called  their  resultant^  and 
\       with  respect  to  this  resultant,  the  other  forces  are  termed 
\     components, 
p\       When  the  forces  P,  Q  act  on  a  point  they  can  only 
*         p..  have  one  resultant  ;  but  any  single  force  can  be  resolved 

into  components  in  an  indefinite  number  of  ways. 
If  a  point  move  from  rest,  under  the  action  of  any  number  of  forces,  it 
will  begin  to  move  in  the  direction  of  their  resultant 
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33.  Varalleloirnun  of  forces. — When  two  forces  act  on  a  point  their 
resultant  is  found  by  the  following  theorem,  known  as  the  principle  of  the 
parallelogram  offerees  : — If  two  forces  act  on  a  pointy  and  if  lines  be  drawn 
from  that  point  representing  the  forces  in  magnitude  and  direction,  and  a 
parallelogrant  be  constructed  on  these  lines  as  sides^  their  resultant  will  be 
repraented  in  magnitude  and  direction  by  that  diagonal  which  passes  through 
ike  point.  Thus  let  P  and  Q  (fig.  8)  be  two  forces  acting  on  the  point  A 
along  AP  and  AQ  respectively,  and  let  AB  and  AC  be  taken  containing  the 
same  number  of  units  of  length  that  P  and  Q  contain  units  of  force  ;  let  the 
parallelogram  ABDC  be  completed,  and  the  diagonal  AD  drawn  ;  then  the 
theorem  states  that  the  resultant,  R,  of  P  and  Q  is  represented  by  AD  ;  that 
is  to  say,  P  and  Q  together  are  equal  to  a  single  force  R  acting  along  the 
line  AD,  and  containing  as  many  units  of  force  as  AD  contains  units  of 
lengtL 

Proofs  of  this  theorem  are  given  in  treatises  on  Mechanics  ;  we  will  here 
give  an  account  of  a  direct  experimental  verification  of  its  truth  ;  but  before 
doing  so  we  must  premise  an  account  of  a  very  simple  experiment 

Let  A  (fig.  9)  be  a  small  pulley,  and  let  it  turn  on  a  smooth,  hard,  and 
thin  axle,  with  little  or  no  friction  :  let  W  be  a  weight  tied  to  the  end  of  a 
fine  thread  which  passes  over  the  pulley ;  let  a  spring  CD  be  attached  by 
one  end  to  the  end  C  of  the  thread  and  by  the  end  D  to  another  piece  of 
thread,  the  other  end  of  which  is  fastened  to  a  fixed  point  B  ;  a  scale  C£ 
can  be  fastened  by  one  end  to  the  point  C  and  pass  inside  the  spring  so  that 


the  elongation  of  the  spring  can  be  measured.  Now  it  will  be  found  on  trial 
that  with  a  given  weight  W  the  elongation  of  the  spring  will  be  the  same 
whatever  the  angle  contained  between  the  parts  of  the  string  WA  and  BA. 
Also  it  would  be  found  that  if  the  whole  were  suspended  from  a  fixed  point, 
instead  of  passing  over  the  pulley,  the  weight  would  in  this  case  stretch  the 
string  to  the  same  extent  as  before.  This  experiment  shows  that  when  care 
is  taken  to  diminish  to  the  utmost  the  friction  of  the  axle  of  the  pulley,  and 
the  imperfect  flexibility  of  the  thread,  the  weight  of  W  is  transmitted  with- 
out sensible  diminution  to  B,  and  exerts  on  that  point  a  pull  or  force  along 
the  line  BA  virtually  equal  to  W. 

This  being  premised,  an  experimental  proof,  or  illustration  of  the  paral- 
lek)gTam  of  forces,  may  be  made  as  follows  : — 

Suppose  H  and  K  (fig.  10)  to  be  two  pulleys  with  axles  made  as  smooth 
and  fine  as  possible  ;  let  P  and  Q  be  two  weights  suspended  from  fine  and 
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Fig.  zo. 


flexible  threads  which,  after  passing  over  H  and  K,  are  fastened  at  A  to  a 
third  thread  AL,  from  which  hangs  a  weight  R  ;  let  the  three  weights  come 
to  rest  in  the  positions  shown  in  the  figure.  Now  the  point  A  is  acted  on  by 
three  forces  in  equilibrium — viz.  P  from  A  to  H,  Q  from  A  to  K,  and  R 
from  A  to  L — consequently  any  one  of  them  must  be  equal  and  opposite  to 

the  resultant  of  the  other  two.  Now  if  we  sup- 
pose the  apparatus  to  be  arranged  immediately 
in  front  of  a  large  slate,  we  can  draw  lines  upon* 
it  coinciding  with  AH,  AK,  and  AL.  If  now  we- 
measure  off  along  AH  the  part  AB  containing 
as  many  inches  as  P  contains  poimds,  and  along 
AK  the  part  AC  containing  as  many  inches  as- 
Q  contains  pounds,  and  complete  the  parallelo- 
gram ABCD,  it  will  be  found  that  the  diagonals 
AD  is  in  the  same  line  as  AL,  and  contains  as 
many  inches  as  R  weighs  pounds.  Consequently,  the  resultant  of  P  and  Q* 
is  represented  by  AD.  Of  course,  any  other  units  of  length  and  force  might 
have  been  employed.  Now  it  w^ill  be  found  that  when  P,  Q,  and  R  are 
changed  in  any  way  whatever,  consistent  with  equilibrium,  the  same  con- 
struction can  be  made — the  point  A  will  have  different  positions  in  the 
different  cases  ;  but  when  equilibrium  is  established,  and  the  parallelogram 
ABCD  is  constructed,  it  will  be  found  that  AD  is  vertical,  and  contains  as 
many  units  of  length  as  R  contains  units  of  force,  and  consequently  it  repre- 
sents a  force  equal  and  opposite  to  R — that  is,  it  represents  the  resultant  of 
P  and  Q. 

34.  Kesnltaiit  of  any  number  of  forces  aotin^  In  one  plane  on  a 
point. — Let  the  forces  P,  Q,  R,  S  (fig.  11)  act  on  the  point  A,  and  let  them 

be  represented  by  the  lines  AB,  AC,  AD,  AE,  as 
shown  in  the  figure.  First,  complete  the  parallelo- 
gram ABFC  and  join  AF  ;  this  line  represents  the 
resultant  of  P  and  Q.  Secondly,  complete  the 
parallelogram  AFGD  and  join  AG ;  this  line  re- 
presents the  resultant  of  P,  Q,  R.  Thirdly,  com- 
plete the  parallelogram  ACHE  and  join  AH  ;  this 
line  represents  the  resultant  of  P,  Q,  R,  S.  It  is 
manifest  that  the  construction  can  be  extended  to- 
any  number  of  forces.  A  little  consideration  will 
show  that  the  line  AH  might  be  determined  by  the 
following  construction : — Through  B  draw  BF 
parallel  to,  equal  to,  and  towards  the  same  part  as  AC  ;  through  F  draw 
FG  parallel  to,  equal  to,  and  towards  the  same  part  as  AD  ;  through  G  draw 
GH  parallel  to,  equal  to,  and  towards  the  same  part  as  AE  ;  join  AH,  then 
AH  represents  the  required  resultant 

35.  Trianffle  of  fdroes. — If  the  resultant  of  the  forces  is  zero,  they  have 
no  joint  tendency  to  move  the  point,  and  consequently  are  in  equilibrium. 

The  cases  of  three  forces  acting  on  a  point  is  of  such  importance  that  we 
may  give  a  brief  statement  of  it  Let  P,  Q,  R  (fig.  12)  be  three  forces  in 
equilibrium  on  the  point  O.  From  any  point  B  draw  BC  parallel  to  and 
towards  the  same  part  as  OP,  from  C  draw  CA  parallel  to  and  towards  the 
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same  part  as  OQ,  and  take  CA  such  that  P  :  Q  ::  BC  :  CA  ;  then,  on  joining 
AB,  the  third  force  R  must  act  along  OR  parallel  to  and  towards  the  same 
part  as  AB,  and  must  be  proportional  in  magnitude  to 
AB,  This  construction  is  frequently  called  the  Triangle 
of  Forces,  It  is  evident  that  while  the  sides  of  the 
triangle  are  severally  proportional  to  P,  Q,  R,  the  angles 
A,  B,  C  are  supplementary  to  QOR,  ROP,  POQ  re- 
i^tively;  consequently,  every  trigonometrical  relation 
existing  between  the  sides  and  angles  of  ABC  will 
equally  exist  between  the  forces  P,  Q,  R,  and  the  sup- 
plements of  the  angles  between  their  directions.  Thus 
in  the  triangle  ABC  it  is  known  that  the  sides  are 
proportional  to  the  sines  of  the  opposite  angles ;  now, 
since  the  sines  of  the  angles  are  equal  to  the  sines  of  their  supplements,  we 
at  once  conclude  that  when  three  forces  are  in  equilibrium^  each  is  propor- 
tional to  the  sine  of  the  angle  between  the  directions  of  the  other  two. 

56u  Moments  of  forces. — Let  P  (fig.  13)  denote  any  force  acting  from  B 
to  P,  take  A  any  point,  let  fall  AN  a  perpendicular  from  A  on  BP.  The 
product  of  the  number  of  units  of  force  in  P,  and  the  number  of  units  of 
length  in  AN,  is  called  the  moment  of  P  with  respect  to  A.  Since  the  force 
P  can  be  represented  by  a  straight  line,  the  moment  of  P  can  be  represented 
by  an  area.  In  fact,  if  BC  is  the  line  representing  P,  the  moment  is  properly 
represented  by  twice  the  area  of  the  triangle  ABC.  The  perpendicular  AN 
is  sometimes  called  the  arm  of  the  pressure.  Now  if  a  watch  were  placed 
with  its  face  upwards  on  the  paper,  the  force  P  would  cause  the  arm  AN  to 
turn  round  A  in  the  contrary  direction  to  the  hands  of  the 
watch.  Under  these  circumstances,  it  is  usual  to  con- 
sider the  moment  of  P  with  respect  to  the  point  A  to  be 
jwsitive.  If  P  acted  from  C  to  B,  it  would  turn  NA  in 
the  same  direction  as  the  hands  of  the  watch,  and  now  its 
moment  is  reckoned  negative. 

It  is  a  simple  geometrical  consequence  of  the  paral- 
lelogram of  forces  {^^"^  that  the  moment  of  the  resultant 
€quals  the  sum  of  the  moments  of  the  component  forces,  regard  being  had  to 
the  signs  of  the  moments. 

If  the  point  about  which  the  moments  are  measured  be  taken  in  the  direc- 
tion of  the  resultant,  its  moment  with  respect  to  that  point  will  be  zero  ;  and 
consequently  the  sum  of  the  moments  with  respect  to  such  point  will  be  zero. 

37.  Composition  and  resolution  of  parallel  forees. — The  case  of  the 
equilibrium  of  three  parallel  forces  is  merely  a  particular  case  of  the  equili- 
brium of  three  forces  acting  on  a  point.  In  fact,  let  P  and  Q  be  two  forces 
whose  directions  pass  through  the  points  A  and  B,  and  intersect  in  O, 
fig.  14 ;  let  them  be  balanced  by  a  third  force  R  whose  direction  produced 
intersects  the  line  AB  in  C.  Now  suppose  the  point  O  to  move  along  AO, 
gradually  receding  from  A,  the  magnitude  and  direction  of  R  will  continually 
change,  and  also  the  point  C  will  continually  change  its  position,  but  will 
always  lie  between  A  and  B.  In  the  limit  P  and  Q  become  parallel  forces, 
actmg  towards  the  same  part  balanced  by  a  parallel  force  R  acting  towards 
tlic  contrary  part  through  a  point  X  between  A  and  B.    The  question  is  ; — 
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Firsty  in  this  limiting  case,  what  is  the  value  of  R ;  secondly ^  what  is  the 
position  of  X?  Now  with  regard  to  the  first  point  it  is  plain  that  if  a  triangle 

abc  be  drawn  as  in  art.  35,  the  angles  a  and  b  in  the 
limit  will  vanish,  and  c  will  become  180°,  consequently 
ab  ultimately  equals  ac-^-cb-y 

or  R-P  +  Q. 

With  regard  to  the  second  point,  it  follows  from  tllb 
last  article  (36)  that  the  moments  of  P  and  Q  about 
C  are  always  equal,  whence 

AX  :  XB  : :  Q  :  P, 

a  proportion  which  determines  the  position  of  X. 
Hence  the  following  rules  for  the  composition  of  any 
two  parallel  forces,  viz. — 

I .  When  two  parallel  forces  P  and  Q  act  towards  the  same  part,  at  rigidly 
connected  points  A  and  B,  their  resultant  is  a  parallel  force  acting  towards 
the  same  part,  equal  to  their  sum,  and  its  direction  divides  the  line  AB 
into  two  parts  AC  and  CB  inversely  proportional  to  the  forces  P  and  Q. 

II.  When  two  parallel  forces  P  and  Q  act  towards  contrary  parts 
at  rigidly  connected  points  A  and  B,  of  which  P  is  the  greater,  their 
resultant  is  a  parallel  force  acting  towards  the  same  part  as  P,  equal  to  the 
excess  of  P  over  Q,  and  its  direction  divides  BA  produced  in  a  point  C  such 
that  CA  and  CB  are  inversely  proportional  to  P  and  Q. 

In  each  of  the  above  cases  if  we  were  to  apply  R  at  the  point  C,  in 
opposite  directions  to  those  shown  in  the  figure,  it  would  plainly  (by  the  above 
theorem)  balance  P  and  Q,  and  therefore  when  it  acts  as  shown  in  figs,  is 
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Fig.  15. 


Fig.  16. 


and  16  it  is  the  resultant  of  P  and  Q  in  those  cases  respectively.  It  will,  or 
course,  follow  that  the  force  R  acting  at  C  can  be  resolved  into  P  and  Q 
acting  at  A  and  B  respectively. 

If  the  second  of  the  above  theorems  be  examined,  it  will  be  found  that 
no  force  R  exists  equivalent  to  P  and  Q  when  these  forces  are  equal.  Two 
such  forces  constitute  a  couple,  which  may  be  defined  to  be  two  equal  parallel 
forces  acting  towards  contrary  parts  ;  they  possess  the  remarkable  property 
that  they  are  incapable  of  being  balanced  by  any  single  force  whatsoever. 

In  the  case  of  more  than  two  parallel  forces  the  resultant  of  any  two  can 
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be  found,  then  of  that  and  a  third,  and  so  on  to  any  number ;  it  can  be 
shown  that  however  great  the  number  of  forces  they  will  either  be  in  equili- 
brium or  will  reduce  to  a  single  resultant  or  to  a  couple. 

38.  Centre  of  pwrmllel  for ees. — On  referring  to  figs.  15  and  16,  it  will 
be  remarked  that  if  we  conceive  the  points  A  and  B  to  be  fixed  in  the 
directions  AP  and  BQ  of  the  forces  P  and  Q,  and  if  we  suppose  those 
directions  to  be  turned  round  A  and  B,  so  as  to  continue  paraillel  and  to 
ntiike  any  given  angle  with  their  original  directions,  then  the  direction  of 
their  resultant  will  continue  to  pass  through  C  ;  that  point  is  therefore  called 
tie  centre  of  the  parallel  forces  P  and  Q. 

It  appears  from  investigation  that  whenever  a  system  of  parallel  forces 
reduces  to  a  single  resultant,  those  forces  will  have  a  centre  ;  that  is  to  say, 
if  we  conceive  each  of  the  forces  to  act  at  a  fixed  point,  there  will  be  a  point 
dDough  which  the  direction  of  their  resultant  will  pass  when  the  directions 
of  the  forces  are  turned  through  any  equal  angles  round  their  points  of 
application  in  such  a  manner  as  to  retain  the  parallelism  of  their  directions. 

The  most  ^miliar  example  of  a  centre  of  parallel  forces  is  the  case  in 
which  the  forces  are  the  weights  of  the  parts  of  a  body ;  in  this  case  the 
forces  all  acting  towards  the  same  part  will  have  a  resultant,  viz.  their  sum  ; 
and  their  centre  is  called  the  centre  of  gravity  of  the  body. 

59.  W^nieHfj  of  aetion  and  reaction. — We  will  proceed  to  exemplify 
some  of  the  principles  now  laid  down  by  investigating  the  conditions  of 
equilibrium  of  bodies  in  a  few  simple  cases ;  but  before  doing  so  we  refer 
again  to  the  law  stated  in  art.  29,  and  which  holds  good  whenever  a  mutual 
action  is  called  into  play  between  two  bodies.  Reaction  is  always  equal  and 
amtrary  to  action  :  that  is  to  say^  the  mutual  cations  of  two  bodies  on  each 
eikerare  edways  forces  equal  in  amount  and  opposite  in  direction,  and  this  is 
equally  true  when  the  bodies  are  in  motion  as  when  they  are  at  rest.  A 
very  instructive  example  of  this  law  has  already  been  given  (33),  in  which 
the  action  on  the  spring  CD  (fig.  8)  is  the  weight  W  transmitted  by  the 
spring  to  C,  and  balanced  by  the  reaction  of  the  ground  transmitted  from  B 
to  D.  In  these  circumstances  the  spring  is  said  to  be  stretched  by  a 
force  W.  If  the  spring  were  removed,  and  the  thread  were  continuous  from 
A  to  B,  it  is  clear  that  any  part  of  it  is  stretched  by  two  equal  forces,  viz.  an 
action  and  reaction,  each  equal  to  W,  and  the  thread  is  said  to  sustain  a 
tension  W.  When  a  body  is  urged  along  a  smooth  sur&ce,  the  mutual 
action  can  only  take  place  along  the  common  perpendicular  at  the  point  of 
contact.  Ify  however,  the  bodies  are  rough,  this  restriction  is  partially  re- 
moved, and  now  the  mutual  action  can  take  place  in  any  direction  not 
making  an  angle  gp'eater  than  some  determinate  angle  with  the  common 
perpendicular.  This  determinate  angle  has  different  values  for  different 
sibstances,  and  is  sometimes  called  the  limiting  angle  of  resistance,  some- 
times the  €Ufgle  of  repose. 

4a  Tbe  lerer  is  a  name  given  to  any  bar,  straight  or  curved,  AB  (fig.  17}, 
resting  on  a  fixed  point  or  edge  c  called  Xh^  fulcrum.  The  forces  acting  on 
fte  lever  are  the  weight  or  resistance  Q,  ihe  power  P,  and  the  reaction 
of  the  fulcrum.  Since  these  are  in  equilibrium,  the  resultant  P  and  Q 
must  act  through  c,  for  otherwise  they  could  not  be  balanced  by  the  reaction. 
Dtaw  cb  at  right  angles  to  QB  and  ca  to  PA  produced ;  then,  observing 
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that  P  X  ca,  and  Q  x  ^^  are  the  moments  of  P  and  Q  with  respect  to  Cy  and 
that  they  have  contrary  signs,  we  have  by  (36), 

P  X  ^tf  =  Q  X  f  ^ ; 

an  equation  commonly  expressed  by  the  rule,  that  in  the  lever  the  power  /> 
to  the  weight  in  the  inverse  ratio  of  their  arms. 

Levers  are  divided  into  three  kinds, 
according  to  the  position  of  the  fiilcrum 
with  respect  to  the  points  of  application  of 
the  power  and  the  weight.  In  a  lever  a/ 
the  first  kind  the  fulcrum  is  between  the 
power  and  resistance,  as  in  fig.  17,  and  as 
in  a  poker  and  in  the  common  steelyard  ; 
a  pair  of  scissors  and  a  carpenter's  pincers 
are  double  levers  of  this  kind-  In  a  lever- 
of  the  second  kind  x\ie  resistance  is  between 
the  power  and  the  fulcrum,  as  in  a  wheel- 
barrow, or  a  pair  of  nutcrackers,  or  sl 
door ;  in  a  lever  of  the  third  kind  the 
power  is  between  the  fulcrum  and  the 
resistance,  as  in  a  pair  of  tongs  or  the 
treadle  of  a  lathe. 

41.  FnUeys. — The  pulley  is  a  hard  circular  disc  of  wood  or  of  metal,  in 
the  edge  of  which  is  a  groove,  and  which  can  turn  freely  on  an  axis  in  the 
centre.  Pulleys  are  either  fixed,  as  in  fig.  18,  where  the  stirrup  or  fork  is 
rigidly  connected  with  some  immovable  body,  and  where  the  axis  rotates  in 
the  stirrup  ;.or  it  may  be  movable,  as  in  fig.  19,  where  the  axis  is  fixed  to 

the  fork,  and  it  passes  through 
a  hole  in  the  centre  of  the 
disc.  The  rope  which  passes 
round  the  pulley  in  fig.  18 
supports  a  weight  at  one  end  ; 
while  at  the  other  a  pull  is 
applied  to  hold  this  weight 
in  equilibrium. 

We  may  look  upon  the 
power  and  the  resistance  as 
acting  at  the  circumference 
of  the  circle  ;  hence  as  the 
radii  are  equal,  if  we  consider 
the  pulley  as  a  lever,  the 
two  arms  are  equal,  and 
equilibrium  will  prevail  when 
the  power  and  the  resistance 
are  equal.  The  fixed  pulley 
^»8-  '^-  ^*^'  '^*  affords  thus  no   mechanical 

advantage,  but  is  simply  convenient  in  changing  the  direction  of  the  appli- 
cation of  a  force. 

In  the  case  of  the  movable  pulley  one  end  of  the  rope  is  suspended  to  a 
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bed  point  in  a  beam,  and  the  weight  is  attached  to  the  hook  on  which  the 
pulley  acts.  The  tension  of  the  rope  is  everywhere  the  same  ;  one  portion 
of  the  weight  is  supported  by  the  fixed  part  and  the  other  by  the  power, 
and  these  are  equal  to  each  other,  and  are  together  equal  to  the  weight, 
including  the  piUley  itself ;  hence  in  this  case  P  =  i  Q. 

If  several  pulleys  are  joined  together  on  a  common  axis  in  a  special 
sheath,  which  is  fixed,  and  a  rope  passes  round  all  those,  and  also  round  a 
similar  but  movable  combination  of  pulleys,  such  an  arrangement,  which  is 
rtpitsenled  in  fig.  20,  is  called  a  block  and  tackle. 

If  we  consider  the  condition  of  the  rope  it  will  be  foand  to  have  every- 
where the  same   tension  ;   the  weight   Q   which    is   attached  to  the   hook 
common  to  the  whole  system  is  supported  by  the  six  portions  of  the  rope  : 
hence  each  of  these  portions 
vill  sustain  one  sixth  of  the 
weight  \  the  force  which  is 
applied  at  the  free  end  of  the 
rope  which  passes  over  the 
upper  pulley,  and  which  de- 
teinuQes    Ihe    tension,    will 
hare  the  same  value  \  that  is 
to  say,  it   will   support  one 
sixth  of  the  weight 

The  relation  between 
power  and  resistance  in  a 
block  and  tackle  is  expressed 
by  the  equation  P=    ,    in 

•hich  P  is  the  power,  Q  the 
"eight,  and  n  the  number  of 
(ords  by  which  the  weight  is 
sapported. 

42.  Tta«  irtaeel  aod  ule. 
—The  older  form  of  this  ma- 
thine,  fig.  31,  is  that  of  an 
axle,  to  which  is  rigidly  fixed, 
concentric  with  it,  a  wheel  of 
larger  diameter.  The  power 
<s  applied  tangenlially  on  the 
»heel,andthe  resistance  tan- 
geaiially  to  the  axle,  as,  for 
instance,  in  the  treadmill  and 

niern'hEeL     Sometimes,  as  ^'*'  "■  *'''*■  "■ 

;[|  the  case   of  thej  capstan, 
lie  power  is  applied  ,to  spokes   fixed   i 
(liaineters  of  the  wheel ;  in  other  cases 
npdly  fixed  to  the  axis. 

In  all  its  modifications  we  may  regard  the  wheel  and  axle  as  an  applica- 
tion of  the  lever,  the  arms  of  which  are  the  radii  of  the  wheel  and  axle 
fKpeaively  j  and  in  all  cases  equilibrium  exists  where  the  power  is  to  the 
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resistance  as  the  radius  of  the  axle  is  to  the  radius  of  the  wheel.  Thus 
in  fig.  21,  P  :  Q  =  <i^  :  «r,  or  P  x  ac  ^  Q  x  ad. 

Frequent  applications  of  wheels  of  different  diameters  are  met  with  in 
which  the  motion  of  one  wheel  is  transmitted  to  another,  either  by  means 
of  teeth  fitting  in  each  other  on  the  circumference  of  the  wheels,  as  in  fig.  22, 
or  by  means  of  bands  passing  over  the  two  wheels,  as  in  the  illustration  of 
Ladd's  Magneto-Electrical  Machine  (see  Book  viii.). 

In  fig.  22,  which  represents  the  essential  parts  of  a  crab  winch,  in  order 
to  raise  the  weight  Q  a  power  p  must  be  applied  at  the  circumference  of 

the  wheel  such  that  p  =  Q   -,  in  which  r  and  R  are  the  radii  of  the  axle 

K. 

d  and  of  the  toothed  wheel  a  respectively. 

The  rotation  of  the  wheel  a  is  effected  by  means  of  the  smaller  wheel  c  or 

cradf  the  teeth  of  which  fit  in  those  of  a.     But  if  this  wheel  c  is  to  exert  at 

its  circumference  a  power  p,  the  power  P  which  is  applied  at  the  end  of 

r' 
the  handle  must  be  P  ==  ^^^,  in  which  r^  is  the  radius  of  Cy  R'  the  length  of 

R 
a  lever  at  the  end  of  which  P  acts,  and  consequently 

P  =  /*'''-  Q. 
RR'^ 

The  radius  of  the  wheel  c  is  to  that  of  the  wheel  a  as  their  respective  circum- 
ferences ;  and,  as  the  teeth  of  each  are  of  the  same  size,  the  circumferences 
will  be  as  the  number  of  teeth. 

Trains  of  wheelwork  are  used,  not  only  in  raising  great  weights  by  the 
exertion  of  a  small  power,  as  in  screwjacks,  cranes,  crab  winches,  &c.,  but 
also  in  clock  and  watch  works,  and  in  cases  in  which  changes  in  velocity  or 
in  power,  or  even  in  direction,  are  required.  Numerous  examples  will  be  met 
with  in  the  various  apparatus  described  in  this  work. 

43.  Inclined  plane. — The  properties  and  laws  of  the  inclined  plane  may 
be  conveniently  demonstrated  by  means  of  the  apparatus  represented  in 

fig.  23.  RS  represents  the  sec- 
tion of  a  smooth  piece  of  hard 
wood  hinged  at  R  ;  by  means  of 
a  screw  it  can  be  clamped  at 
any  angle  x  against  the  arc- 
shaped  support,  by  which  at  the 
same  time  the  angle  can  be 
measured;  a  is  a,  cylindrical 
roller,  to  the  axis  of  which  is 
attached  a  string  passing  over  a 
pulley  to  a  scale-pan  P. 

It  is  thus  easy  to  ascertain 
by  direct  experiments  what 
weights  R  must  be  placed  in  the 


Fig.  93. 


pan  P  in  order  to  balance  a  roller  of  any  given  weight,  or  to  cause  it  to  move 
with  a  given  angle  of  inclination. 

The  line  RS  represents  the  lengthy  ST  the  ketghty  and  RT  the  base  of  the 
inclined  plane. 

In  ascertaining  the  theoretical  conditions  of  equilibrium  we  have  a  useful 
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application  of  the  parallelogram  of  forces.  Let  the  line  ctb^  fig.  23,  represent 
the  force  which  the  weight  W  of  the  cylinder  exerts  acting  vertically  down- 
wards ;  this  may  be  decomposed  into  two  others  ;  one,  ad^  acting  at  right 
angles  against  the  plane,  and  representing  the  pressure  which  the  weight 
exerts  against  the  plane,  and  which  is  counterbalanced  by  the  reaction  of 
the  plane ;  the  other,  ac^  represents  the  component  which  tends  to  move  the 
weight  down  the  plane,  and  this  component  has  to  be  held  in  equilibrium  by 
the  weight  P,  equal  to  it,  and  acting  in  the  opposite  direction. 

It  can  be  readily  shown  that  the  triangle  tide  is  similar  to  the  triangle 
SRT,  and  that  the  sides  a  c  and  a  b  are  in  the  same  proportion  as  the  sides 
ST  and  SR.  But  the  line  ac  represents  the  power,  and  the  line  ctb  the 
weight;  hence  ST:SR  =  P:W; 

that  is,  on  an  inclined  plane,  equilibrium  obtains  when  the  4>ower  is  to  the 

weight  as  the  height  of  the  inclined  plane  to  its  length. 

ST  • 
Since  the  ratio  ^^  is  the  sine  of  the  angle  jr,  we  may  also  state  the  prin- 

SR 

ciple  thus  :  n     Tir    • 

^  P  =  W  sm  ;r. 


The  component  da  or  bc^  which  represents  the  actual  pressure  against 
the  plane,  is  equal  to  W  cos  x ;  that  is,  the  pressure  against  the  plane  is  to 
the  weight  as  the  base  is  to  the  length  of  the  inclined  plane. 

In  the  above  case  it  has  been  considered  that  the  power  acts  parallel  to 

the  inclined  plane.     It  may  be  applied  so  as  to  act  horizontally.     It  will  then 

be  seen  from  fig.  24  that  the  weight 

W  may  be  decomposed  into  two 

fiorces,  one  of  which,  ad,  acts  at 

T^t  angles  to  the  plane,  and  the 

odier,  <2r,  parallel  to  the  base.     It 

is  this  latter  which  is  to  be  kept  in 

equilibrium  by  the  power.     From 

the  similarity  of  the  two  triangles 

aeb  and    STR,    ac\bc-^ST:TK 

^k:d;  hut  be  is  equal  to  W,  and  ^'^-  «4- 

ac  is  equal  to  P,  hence  the  power  which  must  be  applied  at  b  to  hold  the 

weight  W  in  equilibrium  is  as  the  height  of  the  inclined  plane  is  to  the  base, 

or  as  the  tangent  of  the  angle  of  inclination  x ;  that  is,  P  =  W  tan  x.    The 

be 
pressure  upon  the  plane  in  this  case  may  be  easily  shown  to  he  ab^ 


cos  X 


that  is  = 


cos  x' 


This  is  sometimes  called  the  relative  weight  on  the  plane. 


•  If  the  force  P  which  is  to  counterbalance  W  is  not  parallel  to  the  plane, 
but  forms  an  angle,  E,  with  it,  this  force  can  be  decomposed  into  one  which 
is  parallel  to  it,  and  one  which  is  at  right  angles.  Of  these  only  the  first  is 
operative,  and  is  equal  to  P  cos  E. 

In  most  cases  of  the  use  of  the  inclined  plane,  such  as  in  moving  carriages 
and  waggons  along  roads,  in  raising  casks  into  waggons  or  warehouses,  the 
power  is  applied  parallel  to  the  inclined  plane.  An  instance  of  a  case  in 
*hich  a  force  acts  parallel  to  the  base  is  met  with  in  the  screw. 
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Owing  to  the  unevenoess  of  the  surfaces  in  actual  use,  the  laws  of  equili- 
brium and  of  motion  od  an  inclined  plane  undei^o  modificacion.  1\x:fric~ 
tion,  for  instance,  which  comes  into  play  amounts  on  ordinary  roads  to  from 
-}f  to  ^,  and  on  railways  to  from  y  Jn  to  g^n  of  the  relative  weight  This  must 
be  looked  upon  as  a  hindrance  to  be  continually  overcome,  and  must  be 
deducted  from  the  force  required  to  keep  a  body  from  falling  down  an  in- 
clined plane,  or  must  be  added  to  it  in  the  case  in  which  a  body  is  to  be 
moved  up  ihe  plane.  Hence  the  use  of  the  inclined  plane  in  unloading  heavy 
casks  into  cellars,  &c 

A  body  which  cannot  roll  does  not  move  on  the  inclined  plane,  provided 
the  inclination  is  below  a  certain  amount  (39).  The  determination  of  this 
limiting  angle  of  resistance,  &t  which  a  body  on  an  inclined  plane  just  begins 
lo  move,  may  serve  as  a  rough  illustration  of  a  mode  of  ascertaining  the 
'coefficient  of  friction.' 

For  in  the  case  in  which  the  power  is  applied  parallel  to  the  plane,  the 
component  of  the  weight  which  presses  against  the  plane  or  the  actual  load, 
L,  is  W  cos  X ;  and  the  component  which  tends  to  move  the  body  down  the 
plane  is  equal  to  W  sin  x.     If  the  friction,  R,  is  just  sufficient  to  bold  this  in 

equilibrium,  the  coefficient  of  friction  will  be  -  —        ^'"  ■'^  =  tan  x. 
L    W  cos  r 
Thus  if  we  place  on  the  plane  a  block  of  the  same  material,  by  gradually 
increasing  the  inclination  it  will  begin  to  move  at  a  certain  angle,  which 
will  depend  on  the  nature  of  the  material  ;  this  angle  is  the  limiting  angle 
of  resistance,  and  its  tangent  is  the  coefficient  of  friction  for  that  material. 

44.  Tbfl  wodje.— The  ordinary  form  of  the  wedge  is  that  of  a  three- 
sided  prism  of  iron  or  steel,  one  of  whose  angles  is  very  acute.  Its  most 
frequent  use  is  in  splitting  stone,  timber,  &c.  Fig. 
25  represents  in  section  the  application  of  the 
wedge  to  this  purpose.  The  side  ai  is  the  back, 
the  vertex  of  the  angle  acb  which  the  two  faces  ac 
and  6c  make  with  each  other  represents  the  edge, 
and  the  faces  ac  and  be  the  sides  of  the  wedge.  The 
power  P  is  usually  applied  at  right  angles  to  the 
back ;  and  we  may  look  upwn  the  cohesion  be- 
tween the  fibres  of  the  wood  as  representing  the 
resistance  to  be  overcome  ;  as  corresponding  to 
what  in  other  machines  is  the  weight.  Suppose 
this  to  act  at  right  angles  lo  the  two  faces  of 
the  wedge,  and  to  be  represented  by  the  lines 
fe  3.iiAge;  complete  the  parallelogram  gef,  then 
the  diagonal  he  will  represent  the  resultant  of 
the  reaction  of  the  fibres  tending  to  force  the 
wedge  out ;  the  force  which  must  be  applied  to 
p.  hold  this  wedge  in  equilibrium  must  therefore  be 

equal  to  eh.  Now  e/h  is  similar  lo  the  triangle 
act,  therefore  ab:ac  =  ek  '-ef;  but  these  lines  represent  the  pressure  applied 
at  the  back  of  the  wedge,  and  the  pressure  on  the  face  ac,  hence  if  P  repre- 
sent the  former  and  Q  the  latter,  there  is  equilibrium  when  P  :  C  =  a*:ic, 
that  is,  when  the  power  is  to  the  resistance  in  the  same  ratio  as  the  back  of 
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ibenedge  bears  to  one  of  the  sides.  The  reUtion  between  power  and  re- 
sistance is  more  favourable  the  sharper  the  edge,  that  is,  the  smaller  the 
angle  which  the  sides  make  with  each  other. 

The  action  of  all  sharp-cutting  instruments,  such  as  chisels,  knives, 
scissors,  &c.,  depends  on  the  principle  of  the  wedge.  It  is  also  applied  when 
very  heavy  weights  are  to  be  raised  through  a  short  distance,  as  in  launching 
sbips,  and  in  bracing  columns  and  walls  to  the  perpendicular. 

4).  The  ■«raw.^Let  us  suppose  a  piece  of  paper  in  the  shape  of  a 
right-angled  triangle  ae^  to  be  applied  with  its  vertical  side  ac'^  against  a 
cvlinder,  and  parallel  to  the  axis, and  to  be  wrapped  round  the  cylinder;  the 
hypotenuse  will  describe  a  screw  line  or  kelix  on  the  surface  of  the  cylinder 
(5g.i6);  the  points  abcde^<^rC^  occupy  the  positions  respectively  a  iVrf'*'. 


ll  the  dimensions  be  so  chosen  that  the  base  of  the  triangle,  of  is  equal 
ro  ihe  circumference  of  the  cylinder,  then  the  hypotenuse  abt  becomes  an 
inclined  plane  traced  on  the  surface  of  the  cylinder  ;  the  distance  aif  being 
the  height  of  the  plane. 

.An  ordinary  screw.' consists  of  an  eievati< 
dnation  may  be  either  square,  as  in  tig.  27,  01 
Cilled  square  or  sharp  screws  accordingly. 

\ttien  a  corresponding  groove  is  cut  in  the 
hirflow  cylinder  or  nul  of  the  same  diameter 
as  the  boll,  this  gives  rise  to  an  internal  or 
cempamon  screw  or  nut,  (ig.  28. 

The  vertical  distance  beiiveen  any  two 
direads  of  a  screw  measured  parallel  to  the  '  »  "  '  '»■  "■ 

axis  is  called  the  pitch,  and  the  angle  ace"  or  aee'  is  called  the  inclination  at 
the  screw. 

w  Is  used  with  its  companion  in  such  a  manner  that 
ito,  and  coincide  with,  the  depressions  of  the  other. 
The  screw  is  a  modification  of  the  inclined  plane,  and  the  conditions  of  equili- 
brium arc  those  which  obtain  in  the  case  of  the  plane.  The  resistance,  which 
iseitberaweightio  be  raised,  or  a  pressure  to  be  exerted,  acts  in  the  direction 
•tfthe  vertical,and  the  power  acts  parallel  to  the  base  ;  hence  we  have?  :  R  = 
i  :  i,  and  the  length  of  the  base  is  the  circumference  of  the  cylinder  ;  whence 
P:R=A  :  2ffr;  rbeing  the  radius  ofthecylindcr,andAthepitch  of  thescrew. 

The  power  is  usually  applied  to  the  screw  by  means  of  a  lever,  as  in  the 
botAUnders'  press,  the  copying  press,  &c.,  and  the  principle  of  the  screw 
Kuybe  stated  lo  be  generally  that  the  power  of  the  screw  is  to  the  resistance, 
in  the  same  ratio  as  that  of  the  pitch  of  the  screw  to  the  circumference  of  the 
cirde  through  which  the  power  acts. 

1  veioBltr. — If  the  point  of  application  of  a  force  be  slightly- 
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Fig.  39. 


displaced,  the  resolved  part  of  the  displacement  in  the  direction  of  the  force 
is  termed  the  virtual  velocity  of  the  force^  and  is  considered  as  positive  or 
negative,  according  as  it  is  in  the  same  direction  as  the  force  or  in  the 

opposite  direction.  Thus  in  fig.  29  let  the  point  of 
application  A  of  the  force  P  be  displaced  to  A',  and 
draw  hfa  perpendicular  to  AP.  Then  Ka  is  the  virtual 
velocity  of  the  force  P,  and  being,  in  this  case,  in  the 
direction  of  P,  is  to  be  considered  positive. 

The  principle  of  virtual  velocities  asserts  that  if  any 
machine  or  system  be  kept  in  equilibrium  by  any 
number  of  forces,  and  the  machine  or  system  then  re- 
ceive any  very  small  displacement,  the  algebraic  sum  of  the  products  formed 
by  multiplying  each  force  by  its  virtual  velocity  will  be  zero.  Of  course,  the 
displacement  of  the  machine  is  supposed  to  be  such  as  not  to  break  the 
connection  of  its  parts ;  thus  in  the  wheel  and  axle  the  only  possible  dis- 
placement is  to  turn  it  round  the  fixed  axle  ;  in  the  inclined  plane  the  weight 
must  still  continue  to  rest  on  the  plane ;  in  the  various  systems  of  pulleys 
the  strings  must  still  continue  stretched,  and  must  not  alter  in  length,  &c. 

The  complete  proof  of  this  principle  is  beyond  the  scope  of  the  present 
work,  but  we  may  easily  establish  its  truth  in  any  of  the  machines  we  have 
already  considered.  It  will  be  found  in  every  case  that,  if  the  niachine 
receive  a  small  displacement,  the  virtual  velocities  of  P  and  W  will  be  of 

opposite  signs,  and  that,  neglecting 
the  signs,  P  x  P's  virtual  velocity 
=  W  X  Ws  virtual  velocity.    Thus 
to  take  the  case  of  a  bent  lever^  let 
P  and  Q  be  the  forces  acting  at 
the  extremities  of  the  arms  of  the 
bent  lever  AFB  (fig.  30),  and  let 
the  lever  be  turned  slightly  round 
its  fulcrum  F,  bringing  A  to  A", 
and  B  to  B'.     Draw  A'a  and  Wb 
perpendicular  to  P  and  Q  respec- 
tively ;     then  ha    is    the  virtual 
velocity  of  P,  and  B^  that  of  Q, 
the  fonner  being  positive  and  the 
latter  negative.     Let  F/,  F^  be  the  perpendiculars  from  the  fulcrum  upon  P 
and  Q,  or  what  we  have  called  (art.  40)  the  arms  of  P  and  Q.     Now,  as  the 
displacement  is  very  small,  the  angles  FAA',  FBB'  will  be  very  nearly  right 
angles  ;  and,  therefore,  the  right-angled  triangles  AaA',  B^B'  will  ultimately 

be  similar  to  the  triangles  F/A,  F^B  respectively,  whence    -   -  =  ^^,  and 


Fig.  3a 


BB' 


_^.     But  the  triangles  FAA^  FBB'  are 
FB 


B^  ^Yq        Aa^AA'        ,    B^ 
BB"'     FB'       Fp     FA'  Fq 

similar,  as  they  are  both  isosceles,  and  their  vertical  angles  are  equal,  so 
,,    ,  AA'     BB'     ,  Aa    Bb  ^.^  FxAa    Q^Bb     ^^^„ 

'^^'  FA  ^^  FB '  ^^^""^^  fp  =  F7°''  ^'  '"^  "'^y  P"'  ^''  F^Fp  ^  q^Fg  ^°'" 
the  denominators  of  these  two  equal  fractions  are  equal  if  the  lever  be  in 
equilibrium  (art  40).     Hence  the  numerators  are  equal,  or 
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P  X  P*s  virtual  velocity  =  Q  x  Q's  virtual  velocity. 

As  a  further  and  simpler  example,  take  the  case  of  the  block  and  tackle 
described  in  article  41.  Suppose  the  weight  to  be  raised  through  a  space  h ; 
then  the  virtual  velocity  of  the  weight  is  h^  and  is  negative.  Now,  as  the 
distance  between  the  block  and  tackle  is  less  than  before  by  the  space  h^  and 
as  the  rope  passes  over  this  space  n  times,  in  order  to  keep  the  rope  still 
tight  the  power  will  have  to  move  through  a  space  equal  to  nh.  This  is  the 
virtual  velocity  of  P,  and  is  positive,  and  as  W  =  «P,  we  see  that 

W  X  Ws  virtual  velocity  =  P  x  P*s  virtual  velocity. 

46a.  MaelilaMi. — In  many  machines  in  common  use,  two  forces  can  readily 
be  distinguished.  One  is  a  force  applied  in  order  to  drive  the  machine,  and  the 
<yther  is  a  force.overcome,  and  is  called  the  resistance.  The  force  applied  is 
usually,  though  improperly,  called  the  power.  In  general  these  forces  are  un- 
equal If  the  machine  moved  without  friction,  these  forces  might  be  exactly 
balanced,  in  such  a  way  that  if  either  of  them  were  increased  in  the  slightest 
degree,  the  machine  would  begin  to  move  with  a  uniformly  accelerated  motion. 
If  such  a  machine  thus  balanced  were  to  be  started  by  an  impulse  which 
should  then  cease  to  act,  the  machine  would  move  continuously  at  a  uniform 
rate  until  acted  upon  by  some  other  external  force.  If  we  imagine  a  balanced 
frictionless  machine  to  become  a  machine  with  friction,  then  either  of  the  two 
forces  might  be  varied  between  certain  limits,  without  setting  the  machine 
into  motion.  Hence,  if  the  machine  is  to  move  uniformly,  the  force  applied 
in  driving  it  must  be  greater  than  would  be  necessary  to  give  uniform  motion 
to  a  frictionless  machine.  The  force  applied,  P,  and  the  resistance  overcome, 
R,  may  be  expressed  in  pounds  weight,  which  may  be  converted  into  absolute 
units  by  multiplying  by  the  value  of  g  at  the  place.  While  P  moves  over  a 
certain  distance  ^,  R  moves  over  a  distance  r.  These  distances  can  be  deter- 
mined by  measurement.  The  ratio  of  r  to  ^  can  often  be  seen  by  simple  in- 
spection, since  its  value  depends  upon  the  gearing  or  construction  of  the 
machine^ 

If  the  force  P  is  exerted  over  a  distance  ^,  the  work  applied  is  Vp  foot- 
pounds. While  this  work  is  being  applied  to  the  machine,  a  certain  amount 
of  work,  Rr,  is  transmitted  through  the  machine,  and  is  done  upon  the  resist- 
ance. Experiment  shows  that  the  work  applied  Yp  is  always  greater  than 
the  work  Rr  transmitted  through  the  machine.  This  difference  represents 
the  work  which  is  required  to  move  the  parts  of  the  machine  upon  each 
other,  and  is  called  internal  work.  If  the  internal  work  is  represented  by  I, 
the  condition  for  uniform  action  of  a  machine  is  given  by  the  equation 

P^=Rr+I. 

It  will  be  assumed  that  a  small  force  V'  is  applied,  sufficient  to  move 
the  machine  uniformly  when  unloaded.  This  value  of  P' '  is  not  included 
in  P.  In  this  case,  the  work  of  friction  is  due  wholly  to  the  load  which  the 
machine  carries,  and  I  becomes  zero  when  R  =  o.  The  quantity  I  is  of  the 
same  nature  as  the  other  two  quantities  in  the  equation,  being  the  product  of 
a  certain  force  of  friction  into  a  certain  distance,  but  in  general  these  factors 
cannot  be  determined  separately.  It  is  found  that  I  diminishes  in  value  as 
the  parts  of  the  machine  in  contact  are  made  smoother,  and  is  further 
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diminished  by  oiling  the  bearings — that  is  to  say,  the  quantities  P/  and  R/-^ 
which  can  be  easily  determined,  become  more  nearly  equal. 
The  equation  may  also  be  put  into  the  following  form  : — 

P    r     .    ,         .1 
_  =s  ^  +  J  where  t  - 


R    p  R/ 

It  is  evident  that  the  ratio  -  is  a  constant  quantity,  for  a  given  machine^ 

P 
geared  in  a  definite  manner.    Experiment  shows  that  the  ratio  —  is  also 

R 

practically  constant,  so  that  the  quantity  i  may  also  be  considered  constant 

for  a  given  machine  in  a  definite  condition.     It  would,  however,  be  changed 

by  oiling  the  bearings,  as  this  would  make  it  necessary  to  diminish  P  in 

order  to  preserve  uniform  motion,  and  it  also  depends  upon  the  arrangement 

of  the  machine,  as  will  be  pointed  out  further  on. 

47.  Friotton. — In  the  cases  of  the  actions  of  machines  which  have  hitherto 
been  described,  the  resistances  which  are  offered  to  motion  have  not  been 
at  all  considered.  The  surfaces  of  bodies  in  contact  are  never  perfectly 
smooth  ;  even  the  smoothest  present  inequalities  which  can  neither  be 
detected  by  the  touch  nor  by  ordinary  sight ;  hence  when  one  body  moves 
over  the  surface  of  another,  the  elevations  of  one  sink  into  the  depressions 
of  the  other,  like  the  teeth  of  wheels,  and  thereby  offer  a  certain  resistance  to 
motion  ;  this  is  what  is  cs^tA  friction.  It  must  be  regarded  as  a  force  which 
continually  acts  in  opposition  to  actual  or  possible  motion. 

Friction  is  of  two  kinds  :  sliding^  as  when  one  body  glides  over  another ; 
this  is  least  when  the  two  surfaces  in  contact  remain  the  same,  as  in  the 
motion  of  an  axle  in  its  bearing  ;  and  rolling  friction,  which  occurs  when  one 
body  rolls  over  another,  as  in  the  case  of  an  ordinary  wheel.  The  latter  is 
less  than  the  former,  for  by  the  rolling  the  inequalities  of  one  body  are  raised 
over  those  of  the  other.  As  rolling  friction  is  considerably  less  than  sliding 
friction,  it  is  a  great  saving  of  power  to  convert  the  latter  into  the  former  ;  as 
is  done  in  the  case  of  the  casters  of  chairs  and  other  furniture,  and  also  in 
that  of  friction  wheels.  This,  however,  is  not  always  the  case  ;  thus  a  sledge 
experiences  less  friction  on  snow  than  a  carriage,  for  in  this  case  the  wheels 
sink  and  friction  on  the  sides  results.  On  the  other  hand,  it  is  sometimes 
useful  to  change  rolling  into  sliding  friction,  as  when  drags  are  placed  on 
carriage  wheels. 

Friction  is  directly  proportional  to  the  pressure  of  the  two  surfaces 
against  each  other.  That  fraction  of  the  pressure  which  must  act  as  moving^ 
force  merely  to  overcome  friction  is  called  the  coefficient  of  friction. 

Friction  is  independent  of  the  extent  Of  the  surfaces  in  contact  if  the  pres- 
sure is  the  same.  Thus,  suppose  a  board  with  a  surface  of  a  square  deci- 
metre resting  on  another  board  to  be  loaded  with  a  weight  of  a  kilogramme. 
If  this  load  be  distributed  over  a  similar  board  of  two  square  decimetres' 
surface,  the  total  friction  will  be  the  same,  while  the  friction  per  square 
centimetre  is  one-half,  for  the  pressure  on  each  square  centimetre  is  one-halt 
of  what  it  was  before.  So,  too,  a  rectangular  stone  experiences  the  same 
friction  whether  it  is  laid  on  the  narrow  or  on  the  broad  side.  Friction  is 
diminished  by  polishing  and  by  smearing,  but  is  increased  by  heat     It  is 
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gicaier  as  a  body  passes  from  the  state  of  rest  to  that  of  motion  than  during 
motion,  but  seems  independent  of  the  velocity.  The  coefficient  of  friction 
depends  on  the  nature  of  the  substance  in  contact  ;  similar  bodies  experience 
in  general  greater  friction  than  dissimilar  ones,  for  with  the  former  the  in- 
equalities fit  more  into  one  another  ;  thus  for  oak  upon  oak  it  is  0-418  when 
the  fibres  are  parallel,  and  0-293  when  they  cross  ;  for  beech  upon  beech  it 
is  0-36.  Greasy  substances,  which  are  not  absorbed  by  the  body,  diminish 
frictjon,  but  increase  it  if  they  are  absorbed.  Thus  moisture  and  oil  increase, 
"hile  tallow,  soap,  and  graphite  diminish,  the  friction  of  wooden  surfaces. 
In  the  sliding  friction  of  cast  iron  upon  bronze  the  coefficient  was  found  to 
be  o-ij  without  grease  ;  with  oil  it  was  0-17,  fat  o'li,  soap  0-03,  and  with  a 
miiiure  of  fet  and  graphite  0-02.  The  coefficient  of  rolling  friction  for  casi- 
iroo  wheels  on  iron  rails  as  in  railways  is  about  0-004  ;  for  ordinary  wheels 
on  an  ordinary  road  it  is  0-04,  hence  a  horse  can  draw  ten  times  as  great  a 
load  on  rails  as  on  an  ordinary  road,  and  this  is  indeed  a  main  use  of  rail  and 
tram  ways.  The  coefficient  of  steel  upon  smooth  ice  has  been  determined 
by  a  skater  holding  in  his  hand  a  spring  balance  (88)  attached  to  a  cord  by 
which  he  was  drawn  along  by  a  second  skater.  At  starting  the  spiral  showed 
a  poll  of  5  to  6  kilos,  but  during  the  motion  this  varied  between  i  and  2  kilos. 
As  the  weight  of  the  skater  was  62  kilos,  the  coefficient  of  friction  during 
the  motion  was  A.  t"  iV,  <""  16  to  3'z  P"  «nt. 

Without  friction,  neither  man  nor  animals,  neither  ordinary  carriages  nor 
tailway  carriages,  could  move.  Friction  is  necessary  for  the  transmission  of 
power  from  one  wheel  to  another  by  means  of  bands  or  ropes  ;  and  without 
friction  we  could  hold  nothing  in  the  hands. 

48.  m«slatajM>e   to   mntlon  to  a.  fluid  medlnm.— A  body  in    moving 
thnx^h  any  medium,  such  as  air  or  water,  experiences  a  certain  resistance  ; 
ior  the  moving  body  sets  in  motion  those  parts  of  the 
medium  with  which  it  is  in  contact,  whereby  it  loses 
u  eijuivalent  amount  of  its  own  motion. 

This  resistance  increases  with  the  surface  of  the 
■Doviug  body  ;  thus  a  soap-bubble  or  a  snow-flake 
EiUs  more  slowly  than  does  a  drop  of  water  of  the 
Mine  wdghL     It  also  increases  with  the  density  of  " 

the  medium  ;  in  rarefied  air,  therefore,  it  is  less  than  in 
»ii  under  the  ordinary  pressure  ;  and  in  this  again  it 
is  kss  than  in  water. 

The  influence  of  this  resistance  maybe  illustrated 
by  means  of  the  apparatus  represented  in  6g.  31, 
liiich  consists  of  two  vanes,  w  vi,  fixed  to  a  horizontal 
axis,  xr,  to  which  is  also  attached  a  bobbin  s.  The 
■Muioii  of  the  vanes  is  effected  by  means  of  the  falling 
rf  a  weight  attached  to  the  string  coiled  round  the 
boMsn.  The  vanes  can  be  adjusted  either  at  right 
aisles  or  parallel  to  the  axis.  In  the  former  position 
the  vanes  rotate  rapidly  when  the  weight  is  allowed  to  ^'' 

W ;  in  the  latter,  however,  where  they  press  with  their  entire  surface  against 
ibe  air,  the  resistance  greatly  lessens  the  rapidity  of  rotation. 

The  resistance  increases  with  the  velocity  of  the  moving  body,  and  for 
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moderate  velocities  is  proportional  to  the  square  ;  for,  supposing  the  velo- 
city of  a  body  made  twice  as  great,  it  must  displace  twice  as  much  matter, 
and  must  also  impart  to  the  displaced  particles  twice  the  velocity.  For 
high  velocities  the  resistance  in  a  medium  increases  in  a  more  rapid  ratio 
than  that  of  the  square,  for  some  of  the  medium  is  carried  along  with  the 
moving  body,  and  this,  by  its  friction  against  the  other  portions  of  the 
medium,  causes  a  loss  of  velocity. 

It  is  this  resistance  which  so  greatly  increases  the  difficulty  and  cost  o£ 
attaining  very  high  speeds  in  steam-vessels.  Use  is  made,  on  the  other  hand, 
of  this  resistance  in  parachutes  (fig.  i8o)  and  in  the  windvanes  for  dimi- 
nishing the  velocity  of  falling  bodies  (fig.  57),  the  principle  of  which  is 
illustrated  by  the  apparatus,  fig.  31.  Light  bodies  fall  more  slowly  in  air 
than  heavy  ones  of  the  same  surface,  for  the  moving  force  is  smaller  com- 
pared with  the  resistance.  The  resistance  to  a  falling  body  may  ultimately 
equal  its  weight ;  it  then  moves  uniformly  forward  with  the  velocity  w^hich 
it  has  acquired.  Thus,  a  rain-drop  falling  from  a  height  of  3,000  feet 
should,  when  near  the  ground,  have  a  velocity  of  nearly  440  feet  in  a 
second,  or  that  of  a  musket-shot ;  owing,  however,  to  the  resistance  of  the 
air,  its  actual  velocity  is  probably  not  more  than  30  feet.  On  railways  the 
resistance  of  the  air  is  appreciable ;  with  a  carriage  exposing  a  sur&ce  of 
22  square  feet,  it  amounts  to  16  or  17  pounds  when  the  speed  of  the  train 
is  16  feet  a  second,  or  1 1  miles  an  hour. 

By  observing  the  rate  of  diminution  in  the  number  of  oscillations  of  a 
horizontal  disc  suspended  by  a  thread  when  immersed  in  water,  Meyer  de- 
termined the  coefficient  of  the  frictional  or  internal  resistance  of  water,  and 
foimd  that  at  10^  it  was  equal  to  0-01567  gramme  on  a  square  centimetre  ; 
and  for  air  it  was  about  ^  as  much. 

49.  Vnlformly  accelerated  recttllnear  motton. — Let  us  suppose  a 
body  containing  /;/  units  of  mass  to  move  from  rest  under  the  action  of  a 
force  of  F  units  ;  the  body  will  move  in  the  line  of  action  of  the  force,  and 
will  acquire  in  each  second  an  additional  velocity /given  by  the  equation 

F  —  mf\ 

consequently,  if  v  is  its  velocity  at  the  end  of  /  seconds,  we  have 

V=ft.  (I) 

To  determine  the  space  it  will  describe  in  /  seconds,  we  may  reason  as 
follows  : — The  velocity  at  the  time  /  being  ^,  that  at  a  time  /  +  r  will  be 
/(/  +  t).  If  the  body  moved  uniformly  during  the  time  r  with  the  former 
velocity,  it  would  describe  a  space  s  equal  ioftr;  if  with  the  latter  velocity 
a  space  s^  equal  to/(/  +  r)r.     Consequently, 

J,  :  J  : :  /  +  r  :  / ; 

therefore,  when  r  is  indefinitely  small,  the  limiting  values  of  s  and  j,  are 
equal.  Now,  since  the  body's  velocity  is  continually  increasing  during  the 
time  r,  the  space  actually  described  is  greater  than  s  and  less  than  s^.  But 
since  the  limiting  values  of  s  and  s^^  are  equal,  the  limiting  value  of  the  space 
described  is  the  same  as  that  of  s  or  j,.  In  other  words,  if  we  suppose  the 
whole  time  of  the  body's  motion  to  bie  divided  into  any  number  of  equal 
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parts,  if  we  determine  the  velocity  of  the  body  at  the  beginning  of  each  of 
these  parts,  and  if  we  ascertain  the  spaces  described  on  the  supposition  that 
the  body  moves  uniformly  during  each  portion 
of  time,  the  limiting  value  of  the  sum  of  these 
spaces  will  be  the  space  actually  described  by 
the  body.  Draw  a  line  AC  (fig.  32),  and  at  A 
construct  an  angle  CAB,  whose  tangent  equals 
/;  divide  AC  into  any  number  of  equal  parts  in 
D,  E,  F,...and  draw  PD,  QE,  RF,...BC  at 
right  angles  to  AC  ;  then  since  PD  =  AD  x  f 
QE  =  AE  X  /  RF  =  AF  x  /  BC  =  AC  x  /&c.,  Fig.  32. 

PD  will  represent  the  velocity  of  the  body  at  the 

endofthetimerepresentedby  AD,  and  similarly  QE,  RF,...BC,will  represent 
the  velocity  at  the  end  of  the  times  AE,  AF,...AC.  Complete  the  rectangles 
D^,  E/^  F^...  These  rectangles  represent  the  space  described  by  the  body  on 
the  above  supposition  during  the  second,  third,  fourth,... portions  of  the  time. 
Consequently,  the  space  actually  described  during  the  time  AC  is  the  limit 
of  the  sum  of  the  rectangles  ;  the  limit  being  continually  approached  as  the 
omnber  of  parts  into  which  AC  is  divided  is  continually  increased.  But  this 
limit  is  the  area  of  the  triangle  ABC  ;  that  is  ^AC  x  CB  or  ^AC  x  AC  x  / 
Therefore,  if  AC  represents  the  time  /  during  which  the  body  describes  a 
"  space  J,  we  have 

S  =   kft".  (2) 

Since  this  equation  can  be  written 

we  find,  on  comparison  with  equation  (i),  that 

2/'  =  ifs,  (3) 

To  illustrate  these  equations,  let  us  suppose  the  accelerative  effect  of  the 
force  to  be  6 ;  that  is  to  say  that,  in  virtue  of  the  action  of  the  force,  the  body 
acquires  in  each  successive  second  an  additional  velocity  of  6  feet  per  second  ; 
and  let  it  be  asked  what,  on  the  supposition  of  the  body  moving  from  rest, 
will  be  the  velocity  acquired,  and  the  space  described,  at  the  end  of  12 
seconds  ;  equations  i  and  2  enable  us  to  answer  that  at  that  instant  it  will  be 
nKwing  at  the  rate  of  72  feet  per  second,  and  will  have  described  432  feet 

The  following  important  result  follows  from  equation  (2).  At  the  end  of 
the  first,  second,  third,  fourth,  &c.,  second  of  the  motion,  the  body  will  have 
described  i/,  ^f  x  4,  i/  x  9,  i/  x  16,  &c.,  feet ;  and  consequently  during  the 
>  first,  second,  third,  fourth,  &c.,  second  of  the  motion  will  have  described  ^f 
if  *  }j  kf  ^  Si  i/  ^  7>  ^^-j  ^^^^  namely  spaces  in  arithmetical  progression. 

The  results  of  the  above  article  can  be  stated  in  the  form  of  laws  which 
apply  to  the  state  of  a  body  moving  from  a  state  of  rest  under  the  action  of 
a  constant  force  ; — 

I.  TJk£  velccities  are  proportional  to  the  times  during  which  the  motion 
^        has  lasted. 

II.  The  spaces  described  are  proportional  to  the  squares  of  the  times  em- 
pioyedin  their  description, 

III.  TJu  spaces  described  are  proportional  to  the  squares  of  the  velocities 
*        acquired  during  their  description, 

D  2 
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IV.  The  spaces  described  in  equal  successive  periods  of  time  increase  by  a 
constant  quantity. 

Instead  of  supposing  the  body  to  begin  to  move  from  a  state  of  rest,  we 
may  suppose  it  to  have  an  initial  velocity  V,  in  the  direction  of  the  force.  In 
this  case  equations  i,  2,  and  3  can  be  easily  shown  to  take  the  following- 
forms,  respectively : — 

7/  =    V  +  //, 
J  =  V/  +  \ft\ 
^/2  =  V*  +  2/5r. 

If  the  body  move  in  a  direction  opposite  to  that  of  the  force,/  must  be 
reckoned  negative. 

The  most  important  exemplification  of  the  laws  stated  in  the  present 
article  is  in  the  case  of  a  body  falling  freely  in  vacuo.  Here  the  force  causing 
the  acceleration  is  that  of  gravity,  and  the  acceleration  produced  is  denoted 
by  the  letter  g :  it  has  already  been  stated  (29)  that  the  numerical  value  of 
^is  32'I9I2  at  London,  when  the  unit  of  time  is  a  second  and  the  unit  of 
length  a  foot.  Adopting  the  metre  as  unit  of  length,  the  value  of  ^  at  London 
is  9-8117. 

50.  Motion  on  an  Inolined  plane. — Referring  to  (43),  suppose  the  force 
P  not  to  act ;  then  the  mass  M  is  acted  on  by  an  unbalanced  force  M^sin  x, 
in  the  direction  SR  ;  consequently  the  acceleration  down  the  plane  is  g- 
sin  Xy  and  the  motion  becomes  a  particular  case  of  that  discussed  in  the 
last  article.  If  it  begins  to  move  from  rest,  it  will  at  the  end  of  /  seconds^ 
acquire  a  velocity  v  given  by  the  equation 

V  =  gt  sin  X, 

and  will  describe  a  length  s  of  the  plane  given  by  the  equation 

s  =  if/*  sin  X. 

Also,  if  V  is  the  velocity  acquired  while  describing  s  feet  of  the  plane, 

v^  =  2gs  sin  X. 

Hence  (fig.  23),  if  a  body  slides  down  the  plane  from  S  to  R  the  velocity 
which  it  acquires  at  R  is  equal  to  ^  2^.  RS  sin  R  or  v'  2g,  ST  ;  that  is  to  say^ 
the  velocity  which  the  body  has  at  R  does  not  depend  on  the  angle  :r,  but 
only  on  the  perpendicular  height  ST.  The  same  would  be  true  if  for  RS 
we  substituted  any  smooth  curve  ;  and  hence  we  may  state  generally  that 
when  a  body  moves  along  any  smooth  line  under  the  action  of  gravity,  the 
change  of  velocity  it  experiences  in  moving  from  one  point  to  another  is  that 
due  to  the  vertical  height  of  the  former  point  above  the  latter. 

51.  Motion  of  Frojeotlles. — The  equations  given  in  the  above  article 
apply  to  the  case  of  a  body  throwTi  vertically  upwards  or  downwards  with  a 
certain  initial  velocity.  We  will  now  consider  the  case  of  a  heavy  body 
thrown  in  a  horizontal  direction.  Let  a^  fig.  33,  be  such  a  body  thrown  with 
an  initial  velocity  of  v  feet  in  a  second,  and  let  the  line  ab  represent  the  space 
described  in  any  interval ;  then  at  the  end  of  the  2,  3,  4...  equal  interval, 
the  body,  in  virtue  of  its  inertia,  will  have  reached  the  points  c  d  e^  &c. 
But  during  all  this  time  the  body  is  under  the  influence  of  gravity,  which 
if  it  alone  acted,  would  cause  the  body  to  fall  through  the  distances  rcpre- 
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Mnted  on  the  venical  line  ;  these  are  detennined  by  the  successive  v 
of  i0';  which  is  the  formula  for  the  space  described  by  a  freely  E 
•jo^y  (5°)-  The  effect  of  the  combined  action 
of  [he  tw-o  forces  is  that  at  the  end  of  the  first 
mien-al,  &c.,  the  body  will  be  at  b',  at  the 
end  of  the  second  interval  at  c',  of  the  third 
ai  it,  SiC;  the  spaces  M'  ctf  dd"...  being  pro- 
ponionil  to  the  squares  of  ai,  ac,  ad,  re- 
spectively, and  the  line  joining  these  points 
represents  the  path  of  the  body.  By  taking 
the  inten'alsof  time  sufhciently  small  we  get 
a  n^^rly  curved  line  of  the  form  known 
ai  iOtparaiola. 

In  order  to  demonstrate  motion  with  hori- 
tonul  and  inclined  direction  the  a.pparatus 
rcpiEsented  in  hg.  54  may  be  made  use  of.  It 
consists  of  a  bottle  fromwhich  a  steady  stream 
of  n-ater  issues  through  a  caoutchouc  tube  ' 
lennioacing  in  a  jet  This  can  be  discharged 
in  front  of  a  slate  on  which  the  path  of  the 
cm-e  in  each  case  can  be  chalked. 

II  the  direction  in 
wbich  the  body  is  throtvn 
maLes  an  angle  of  a  with 
ibe  horizon  (tig.  35),  then 
after  /  seconds  it  would 
liave  travelled  a  distance 
d^vl,  where  v  is  the 
original  veltjcity  ;  during 
■Jiis  lime,  hcwever,  it  will 
luve  lallen  through  a  dis- 
iMcefc=J^  ;  the  height  1 
«'hich  it  will  bave  actually 
reached  is  ^bd-bc=i!t 
bin  fl-  ^gP;  and  the  hori- 
jontal  distance  will  be 
ad=iib  cos  a  =  'vt  cos  o. 
The  rangt  of  the  bodj-, 
or  the  greatest  distance 
through  which  it  is  thrown, 
»ill  be  reached  when  the 
height  is  again  =  o  ;  that 
is,  when  vt  sin  a  -  \gf  =  o, 
iron  which  /  -  a^snw. 
,  g 

Introducing  this  value  of 

'  mto  the   equation  for  the  distance,   rf,   we  have  d  = 
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v^  sin  2a 


which  by  a  trigonometrical  transformation  = 

is  attained  in  half  the  time  of  flight,  or  when  / 
v^  sin'  a 


g 
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.    The  greatest  height 


V  sma 


-  ,  from  which  we  get 


h  = 


'^g 


It  follows  from  the  formula  that  the  height  is  greatest  when  sin  a  is 
greatest,  which  is  the  case  when  it  =-  90**,  or  when  the  body  is  thrown  vertically 
upwards  ;  the  range  is  greatest  where  sin  20  is  a  maximum,  that  is,  when 
2a«9o°  or  a  =  45°. 

In  these  formulae  it  has  been  assumed  that  the  air  offers  no  resistance. 
Til  is  is,  however,  far  from  the  case,  and  in  practice,  particularly  if  the  velo- 
city of  projection  is  very  great,  .the  path  differs  from  that  of  a  parabola. 
Fig.  35  approximately  represents  the  path,  allowing  for  the  resistance  of  the 
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air.  The  divergence  from  the  true  theoretical  path  is  affected  by  the  fact 
that  in  the  modem  rifled  arms  the  projectiles  are  not  spherical  in  shape  ; 
and  also  because,  along  with  their  motion  of  translation,  they  have,  in  con- 
sequence of  the  rifling,  a  rotatory  motion  about  their  axis. 

52.  Composition  of  Telooltles. — The  principle  for  the  composition  of 
velocities  is  the  same  as  that  for  the  composition  of  forces  :  this  follows  evi- 
dently from  the  fact  that  forces  are  measured  by  the  momentum  they  com- 
municate, and  are  therefore  to  one  another  in  the  same  ratio  as  the  velocities 
they  communicate  to  the  same  body.  Thus  (fig.  7,  art.  32),  if  the  point  has 
at  any  instant  a  velocity  AB  in  the  direction  AP,  and  there  is  communicated 
to  it  a  velocity  AC  in  the  direction  AQ,  it  will  move  in  the  direction  AS  with 
a  velocity  represented  by  AD.  And  conversely,  the  velocity  of  a  body  re- 
presented by  AD  can  be  resolved  into  two  component  velocities  AB  and  AC. 
This  suggests  the  method  of  determining  the  motion  of  a  body  when  acted 
on  by  a  force  in  a  direction  transverse  to  the  direction  of  its  velocity  ;  namely, 
suppose  the  time  to  be  divided  into  a  great  number  of  intervals,  and  suppose 
the  velocity  actually  communicated  by  the  force  to  be  communicated  at  once  ; 
then  by  the  composition  of  velocities  we  can  determine  the  motion  during 
each  interval,  and  therefore  during  the  whole  time  ;  the  actual  motion  is  the 
limit  to  which  the  motion,  thus  determined,  approaches  when  the  number  of 
intervals  is  increased. 

53.  Motion  In  a  drole — contrlftiral  force. — When  a  body  is  once  in 
motion,  unless  it  be  acted  upon  by  some  force,  it  will  move  uniformly 
forward  in  a  straight  line  with  unchanged  velocity  (26).  If,  therefore,  a  body 
moves  uniformly  in  any  other  path   than  a  straight  line — in  a  circle,  for 
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instance — this  must  be  because  some  constant  force  is  at  work  which  con- 
tinaously  deviates  it  from  this  straight  line. 

Wc  have  already  seen  an  example  of  this  in  the  case  of  the  motion  of 
projectiles  (51),  and  will  now  consider  it  in  the  case  of  central  motion  or 
motion  in  a  circle,  of  which  we  have  an  example  in  the  motion  of  the 
celestial  bodies,  or  in  the  motion  of  a  sling. 

In  the  latter  case,  if  the  string  is  cut,  the  stone,  ceasing  to  be  acted  upon 
by  the  tension  of  the  string,  will  move  in  a  straight  line  with  the  velocity 
wnich  it  already  possesses— that  is,  in  the  direction  of  the  tangent  to  the 
curve  at  the  point  where  the  stone  was  when  the  string  was  cut.  The  tension 
of  the  string,  the  effect  of  which  is  to  pull  the  stone  towards  the  centre  of 
the  circle  and  to  cause  the  stone  to  move  in  its  circular 
path,  is  called  the  centripetal  or  central  force  ;  the 
reaction  of  the  stone  upon  the  string,  which  is  equal 
and  opposite  to  this  force,  is  called  the  centrifugal 
force.  The  amount  of  the  forces  may  be  arrived  at  as 
follows  : — 

Let  us  suppose  a  body  moving  in  a  circle  with 
given  uniform  velocity  to  be  at  the  point  a  (fig.  36)  ; 
then,  had  it  not  been  acted  on  by  a  force  in  the  direction 
cr,  it  would,  in  a  small  succeeding  interval  of  time  /, 
have  continued  to  move  in  the  direction  of  the  tangent 
at  a,  and  have  passed  through  a  distance  which  we 
will  represent  by  o^.  In  consequence,  however,  of 
this  force,  it  has  not  followed  this  direction,  but  has 
arrived  at  the  point  d  on  the  curve  ;  hence  the  force 
has  made  it  traverse  the  distance  bd=^ae  in  this 
intervaL  If /be  the  acceleration  with  which  the  body 
is  drawn  towards  the  centre  ae  =  \ff^y  and  if  ad  be  very 
small,  it  may  be  taken  as  equal  to  ab  or  t//,  where  v 
is  the  velocity  of  the  moving  body.  Now  \ian  is  the 
(fiameter  of  the  circle,  the  triangle  adn  is  inscribed  in 
a  semicircle  and  is  right-angled,  whence  ad^  =  aey.an 
^aexzr.  Substituting  their  values  for  ^and  ae  in 
this  equation,  we  find  that  v^^  «  \ff^  x  2r,  from  which 

/  »    -  ;  that  is,  in  order  that  a  body  with  a  certain 

r  "• 

velocity  may  move  in  a  circle,  it  must  be  drawn  to  '*"  ^  ' 

the  centre  by  a  force  which  is  directly  as  the  square 

ofthe  velocity  with  which  the  body  moves,  and  which  is  inversely  as  the 

radius  ofthe  circle.     In  order  to  express  this  in  the  ordinary  units  of  weight, 

we  must    multiply    the    above    expression    by    the    mass,    which     gives 

F  =  ^^  or  — ^  .     To  keep  the  body  in  a  circle,  an  attraction  towards  the 
r  gr 

centre  is  needed,  which  is  constantly  equal  to  V^'!L^  and  this  attraction  is  con- 


stantly neutralised  by  the  centrifugal  force. 

The  above  expression  may  be  put  in  a  form  which  is  sometimes  more 
convenient      If  T  be  the  time  in  seconds  required  to  traverse  the  circum- 
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ference    2'nr    with  the  velocity  ?/,   then    y^  =  ^^.^  ,  from  which  F^^^^^j-T 
_  4W7rV 

If  a  rigid  body  rotates  about  a  fixed  axis,  all  parts  of  the  body  describe 
circumferences  of  various  diameters,  but  all  in  the  same  time.  The  velocity 
of  the  motion  of  individual  particles  increases  with  the  distance  from  the  axis 
of  rotation.  By  angular  velocity  is  understood  the  velocity  of  a  point  at  unit 
distance  from  the  axis  of  rotation.    If  this  is  denoted  by  a,  the  velocity  v  of  a 

Iff         '2,1F 

point  at  a  distance  from  the  axis  is  ©r,  from  which  o) «  -  =«  —  and  F  =  ra'. 

The  existence  of  centrifugal  force  may  be  demonstrated  by  means  of 
numerous  instructive  experiments,  such  as  the  centrifugal  railway.  If  a  small 
can  of  water  hung  by  the  handle  to  a  string  be  rapidly  rotated  in  a  vertical 
circle,  no  water  will  fall  out,  for,  at  a  suitable  velocity,  the  liquid  will  press 
against  the  bottom  of  the  vessel  with  a  force  at  right  angles  to  the  circle  and 
greater  than  its  own  weight. 

Centrifugal  force  has  been  used  in  chemical  laboratories  to  separate 
crystals  from  the  mother-liquors,  and  also  to  promote  the  deposition  of  fine 
precipitates  which  under  ordinary  circumstances  settle  very  slowly  ;  it  is  also 
applied  industrially  in  sugar  factories  to  purify  sugar  from  syrup,  in  dyeworks 
to  dry  yam  and  cloth  rapidly,  and  in  laundries. 

54.  Motioii  In  a  vertloal  circle. — Let  ACBD  (fig.  37)  be  a  circle  whose 
plane  is  vertical  and  radius  denoted  by  r.     Suppose  a  point  placed  at  A,  and 

allowed  to  slide  do^vn  the  curve,  what  velocity  will  it 
have  acquired  on  reaching  any  given  point  P  ?  Draw 
the  vertical  diameter  CD,  join  CA,  CP,  and  draw  the 
horizontal  lines  AMB  and  PNP'.  Now,  assuming  the 
curve  to  be  smooth,  the  velocity  acquired  in  falling 
from  A  to  P  is  that  due  to  MN,  the  vertical  height  of 
A  above  P  (51) ;  if  therefore  v  denote  the  velocity  of 
the  point  at  P,  we  shall  have 

Now  by  similar  triangles  DCP,  PCN,  we  have 
^*^'^^'  DC:  CP  ::CP:CN; 

consequently,  if  we  denote  by  s  the  chord  CP, 

2rNC  =  j^ 

In  like  manner,  \i  a  denote  the  chord  CA, 

2rMC  =  a', 

therefore  2rM  N  =  a*  -  j^, 

and  v^^^ia^-s^). 

r 

Now  V  will  have  equal  values  when  s  has  the  same  value,  whether  positive 
or  negative,  and  for  any  one  value  of  s  there  are  two  equal  values  of  t/,  one 
positive  and  one  negative.  That  is  to  say,  since  CP'  is  equal  to  CP,  the 
body  will  have  the  same  velocity  at  P'  that  it  has  at  P,  and  at  any  point  the 
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body  will  have  the  same  velocity  whether  it  is  going  up  the  cui-ve  or  down 
the  curve.  Of  course  it  is  included  in  this  statement  that  if  the  body  begins 
to  move  from  B  it  will  just  ascend  to  a  point  A  on  the  other  side  of  C,  such 
that  A  and  B  are  in  the  same  horizontal  line.  It  will  also  be  seen  that  at  C 
the  value  of  s  is  zero ;  consequently,  if  V  is  the  velocity  acquired  by  the 
body  in  £dling  from  A  to  C,  we  have 

and,  on  the  other  hand,  if  the  body  begins  to  move  from  C  with  a  velocity  V, 
it  wiD  reach  a  point  A  such  that  the  chord  AC  or  a  is  given  by  the  same 
equation.  In  other  words,  the  velocity  at  the  lowest  point  is  proportional  to 
the  chord  of  the  arc  described. 

55.  Motion  of  a  simple  pondnlmn. — By  a  simple  pendulum  is  meant  a 
heav7  particle  suspended  by  a  fine  thread  from  a  fixed  point,  about  which  it 
oscillates  without  friction.  So  far  as  its  changes  of  velocity  are  concerned, 
they  will  be  the  same  as  those  of  the  point  in  the  previous  article,  for  the 
tension  of  the  thread,  acting  at  each  position  in  a  direction  at  right  angles  to 
that  of  the  motion  of  the  point,  will  no  more  affect  its  motion  than  the  re- 
action of  the  smooth  curve  affects  that  of  the  point  in  the  last  article.  The 
time  of  an  oscillation — that  is,  the  time  in  which  the  point  moves  from  A  to 
B—can  be  easily  ascertained  when  the  arc  of  vibration  is  small ;  that  is,  when 
the  chord  and  the  arc  do  not  sensibly  differ. 

Thus,  let  AB  (fig.  38)  equal  the  arc  or  chord  ACB  (fig.  37) ;  with  centre 
C  and  radius  AC  or  a  describe  a  circle,  and  suppose  a  point  to  describe  the 
circumference  of  that  circle  with  a  uniform  velocity  ^ 

V  or  «A /^.    At  any  instant  let  the  point  be  at  Q, 

join  CQ,  draw  the  tangent  QT,  also  draw  QP  at 
right  angles  and  QN  parallel  to  AB,  then  the  angles 
NQT  and  CQP  are  equal.     Now  the  velocity  of  Q 

resolved  parallel  to  AB  is  V  cos  TQN  or  clkJ^ 

cos^  CQP  ;  that  is,  if  CP  equals  j,  the  velocity  of  Q 
parallel  to  AB  is 

^•JPQory'f(.'-,'). 

But  if  we  suppose  a  point  to  move  along  AB  in  such  a  manner  that  its 
velocity  in  each  position  is  the  same  as  that  of  the  oscillating  body,  its 

velocity  at  P  would  also  equal   \l^  (f^—^  )\  and,  therefore,  this  point 

would  describe  AB  in  the  same  time  that  Q  describes  the  semicircumference 
AQB.    If  then  /  be  the  required  time  of  an  oscillation,  we  have 


t-'na-rafj^^^^  ^fr. 


This  result  is  independent  of  the  length  of  the  arc  of  vibration,  provided  its 
ompUtudcy  that  is  AB,  be  small— not  exceeding  4  or  5  degrees,  for  instance. 
It  is  evident  from  the  formula  that  the  time  of  a  vibration  is  directly  pro- 
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portional  to  the  square  root  of  the  length  of  the  pendulum,  and  inversely 
proportional  to  the  square  root  of  the  accelerating  force  of  gravity. 

As  an  example  of  the  use  of  the  formula  we  inay  take  the  following  : — It 
has  been  found  that  39*13983  inches  is  the  length  of  a  single  pendulum 
whose  time  of  oscillation  at  Greenwich  is  one  second ;  the  formula  at  once 
leads  to  an  accurate  determination  of  the  accelerating  force  of  gravity  g ;  for 
using  feet  and  seconds  as  our  units  we  have  /=  i,  r=  3*26165,  and  ir  stands 
for  the  known  number  3*14159  ;  therefore  the  formula  gives  us 

g^  (3-i4i59)«  X  3-26165  =  32-1912. 

This  is  the  value  employed  in  (29). 

Other  examples  will  be  met  with  in  the  Appendix. 

56.  Orapblo  representatioii  of  tbe  obanres  of  ▼eloolty  of  an  osoll- 
latinr  body. — The  changes  which  the  velocity  of  a  vibrating  body  under- 
goes may  be  graphically  represented  as  follows  : — Draw  a  line  of  indefinite 
length  and  mark  off  AH  (fig.  39)  to  represent  the  time  of  one  vibration,  HH' 
to  represent  the  time  of  the  second  vibration,  and  so  on.  During  the  first 
vibration  the  velocity  increases  from  zero  to  a  maximum  at  the  half- vibration, 
and  then  decreases  during  the  second  half-vibration  from  the  maximum  to 
zero.  Consequently,  a  curved  line  or  arc  AQH  may  be  drawn,  whose 
ordinate  QM  at  any  point  Q  will  represent  the  velocity  of  the  body  at  the 


time  represented  by  AM.  If  a  similar  curved  line  or  arc  HPH'  be  drawn, 
the  ordinate  PN  of  any  point  P  will  represent  the  velocity  at  a  time  denoted 
by  AN.  But  since  the  direction  of  the  velocity  in  the  second  oscillation  is 
contrary  to  that  of  the  velocity  in  the  first  oscillation,  the  ordinate  NP  must 
be  drawn  in  the  contrary  direction  to  that  of  MQ.  If  then  the  curve  be 
continued  by  a  succession  of  equal  arcs  alternately  on  opposite  sides  of  AD, 
the  variations  of  the  velocity  of  the  vibrating  body  will  be  completely  repre- 
sented by  the  varying  magnitudes  of  the  ordinates  of  successive  points  of  the 
curve.    The  last  article  shows  this  to  be  the  curve  of  sines  for  a  pendulum. 

57.  Xmpolfllve  forces. — When  a  force  acts  on  a  body  for  an  inappre- 
ciably short  time,  and  yet  sensibly  changes  its  velocity,  it  is  termed  an  instan- 
taneous or  impulsive  force.  Such  a  force  is  called  into  play  when  one  body 
strikes  against  another.  A  force  of  this  character  is  nothing  but  a  finite 
though  very  large  force,  acting  for  a  time  so  short  that  its  duration  is  nearly, 
or  quite,  insensible.  In  fact,  if  M  is  the  mass  of  the  body,  and  the  force 
contains  My  units,  it  will,  in  a  time  /,  communicate  a  velocity/? ;  now,  how- 
ever small  /  may  be,  M/^  and  therefore  ^  may  be  so  large  thaty?  may  be  of 
sensible  or  even  considerable  magnitude.  Thus  if  M  contains  a  pound  of 
matter,  and  if  the  force  contains  ten  thousand  units,  though  /  were  so  short 
as  to  be  only  the  xiftyiy  of  a  second,  the  velocity  communicated  by  the  force 
would  be  one  of  10  feet  per  second.  It  is  also  to  be  remarked  that  the  body 
will  not  sensibly  move  while  this  velocity  is  being  communicated ;  thus  in 
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the  case  supposed,  the  body  would  only  move  through  ^ff^  or  the  ^  J^  of  a 
foot  while  the  force  acts  upon  it. 

WTien  one  body  impinges  on  another,  it  follows  from  the  law  of  the 
equality  of  action  and  reaction  (39)  that  whatever  force  the  first  body  exerts 
upon  the  second,  the  second  will  exert  an  equal  force  upon  the  first  in  the 
opposite  direction.  Now  forces  are  proportional  to  the  momenta  generated 
in  the  same  time  ;  consequently,  these  forces  generate,  during  the  whole  or 
any  part  of  the  time  of  impact,  in  the  bodies  respectively,  equal  momenta 
with  contrary  signs ;  and  therefore  the 
Sinn  of  the  momenta  of  the  two  bodies 
will  remain  constant  during  and  at  the 
end  of  the  impact.  It  is  of  course 
understood  that  if  the  two  bodies  move 
in  contrary  directions  their  momenta 
have  opposite  signs,  and  the  sum  is  an 
algebraical  sum.  In  order  to  test  the 
physical    validity    of    this    conclusion,  p. 

Xcwton  made  a  series  of  experiments, 

which  may  be  thus  briefly  described — Two  balls  A  and  B  (fig.  40)  are  hung 
from  points  C,  D  in  the  same  horizontal  line  by  threads  in  such  a  manner 
that  their  centres  A  and  B  are  in  the  same  horizontal  line.  With  centre  C 
and  radius  CA  describe  a  semicircle  EAF,  and  with  centre  D  and  radius 
DB  describe  a  semicircle  GBH,  on  the  wall  in  front  of  which  the  balls  hang. 
Let  A  be  moved  back  to  R,  and  be  allowed  to  descend  to  A  ;  it  there  im- 
pinges on  B ;  both  A  and  B  will  now  move  along  the  arcs  AF  and  BH 
respectively  ;  let  A  and  B  come  to  their  highest  points  at  rand  k  respectively. 
Now  if  V  denote  the  velocity  with  which  A  reaches  the  lowest  point,  v  and  u 
the  velocities  with  which  A  and  B  leave  the  lowest  points  after  impact,  and 
r  the  radius  AC,  it  follows  from  (54)  that 

V  -  chd  AR  W'^,  V  =  chdAr  a/^,  and  u  -  chd  ^^sj^^  \ 

therefore  if  A  and  B  are  the  masses  of  the  two  balls,  the  momentum  at  the 
instant  before  impact  was  proportional  to  A  x  chd  AR,  and  the  momentum 
after  impact  was  proportional  to  A  x  chd  Ar  +  B  x  chd  B>&.  Now  when  the 
position  of  the  points  R,  r,  and  k  had  been  properly  corrected  for  the 
resistance  of  the  air,  it  was  found  that  these  two  expressions  were  equal 
to  quantities  so  small  that  they  could  be  properly  referred  to  errors  of 
observation.  The  experiment  succeeded  equally  under  every  modification, 
whether  A  impinged  on  B  at  rest  or  in  motion,  and  whatever  the  materials  of 
A  and  B  might  be. 

58.  iMrect  eolllBloa  of  two  bodies. — Let  A  and  B  be  two  bodies 
moving  with  velocities  V  and  U  respectively,  along  the  same  line,  and  let 
their  mutual  action  take  place  in  that  line  ;  if  the  one  overtake  the  other, 
what  will  be  their  respective  velocities  at  the  instant  after  impact  ?  We  w^ill 
answer  this  question  in  two  extreme  cases. 

(i.)  Let  us  suppose  the  bodies  to  be  qtdie  inelastic.  In  this  case,  when  A 
touches  B,  it  will  continue  to  press  against  B  until  their  velocities  are 
equalised  when  the  mutual  action  ceases.     For  whatever  deformation  the 
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bodies  may  have  undergone,  they  have  no  tendency  to  recover  their  shapes. 
If,  therefore,  x  is  their  common  velocity  after  impact,  we  shall  have  Ajr+  Bjr 
their  joint  momentum  at  the  end  of  impact,  but  their  momentum  before 
impact  was  AV  +  BU.     Whence 

(A  +  B):f=AV  +  BU, 

an  equation  which  determines  x. 

(ii.)  Let  us  suppose  \^^\}q^\^%  perfectly  elastic.  In  this  case  they  recover 
their  shapes,  with  a  force  exactly  equal  to  that  with  which  they  were  com- 
pressed. Consequently  the  whole  momentum  lost  by  the  one  and  gained  by 
the  other  must  be  exactly  double  of  that  lost  while  compression  took  place  ; 
that  is,  up  to  the  instant  at  which  their  velocities  were  equalised.  But  these 
are  respectively  AV  -  Ajirand  Bjr — BU  ;  therefore,  if  v  and  u  are  the  required 
final  velocities, 

Kv  -  AV  -  2  (A V  -  Ajt)  or  t/  =  -  V  +  2j: 

B«  =  BU  +  2  (Bjt-  BU)  or  «  =  2;r-  U  ; 

hence  (A  +  B)v  =  2  BU  +  (A  -  B)V, 

and  (A  +  B)«=2AV-(A-B)U. 

The  following  conclusion  from  these  equations  may  be  noticed  :  suppose  a 
ball  A,  moving  with  a  velocity  V,  to  strike  directly  an  equal  ball  B  at  rest. 
In  this  case  A  =  B  and  U=o,  consequently  v  =  o  and  u-V  \  that  is,  the 
former  ball  A  is  brought  to  rest,  and  the  latter  B  moves  on  with  a  velocity  V. 
If  now  B  strike  on  a  third  equal  ball  C  at  rest,  B  will  in  turn  be  brought 
to  rest,  and  C  will  acquire  the  velocity  V.  And  the  same  is  true  if  there  is 
a  fourth,  or  fifth,  or  indeed  any  number  of  balls.  This  result  may  be  shown 
with  ivory  balls,  and  is  a  very  remarkable  experiment. 

59.  iBirorki  meaning:  of  tbe  term. — It  has  been  pointed  out  (19,  26) 
that  a  moving  body  has  no  power  of  itself  to  change  either  the  direction  or 
the  speed  of  its  motion,  and  that,  if  any  such  change  takes  place,  it  is  a  proof 
that  the  body  is  acted  upon  by  some  external  force.     But  although  change  of 
motion  thus  always  implies  the  action  of  force,  forces  are  often  exerted  with- 
out causing  any  change  in  the  motion  of  the  bodies  on  which  they  act.     For 
instance,  when  a  ship  is  sailing  at  a  unifonn  speed,  the  force  exerted  on  it  by 
the  wind  causes  no  change  in  its  motion,  but  simply  prevents  such  .a  change 
being  produced  by  the  resistance  of  the  water  ;  or,  when  a  railway-train  is 
running  with  uniform  velocity,  the  force  of  the  engine  does  not  change,  but 
only  maintains  its  motion  in  opposition  to  the  forces,  such  as  friction  and  the 
resistance  of  the  air,  which  tend  to  destroy  it. 

These  two  classes  of  cases — namely,  first,  those  in  which  forces  cause  a 
change  of  motion  ;  and,  secondly,  those  in  which  they  prevent,  wholly  or  in 
part,  such  a  change  being  produced  by  other  forces — include  all  the  effects 
to  which  the  action  of  forces  can  give  rise.  When  acting  in  either  of  these 
ways,  a  force  is  said  to  do  work  :  an  expression  which  is  used  scientifically 
in  a  sense  somewhat  more  precise,  but  closely  accordant  with  that  in  which 
it  is  used  in  common  language.  A  little  reflection  will  make  it  evident  that 
in  all  cases  in  which  we  are  accustomed  to  speak  of  work  being  done — 
whether  by  men,  horse-power,  or  steam-power,  and  however  various  the  pro- 
ducts may  be  in  different  cases — the  physical  part  of  the  process  consists 
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solely  in  producing  or  changing  motion,  or  in  keeping  up  motion  in  opposition 
to  resistance,  or  in  a  combination  of  these  actions.  The  reader  will  easily 
con\*ince  himself  of  this  by  calling  to  mind  what  the  definite  actions  are  which 
constitute  the  work  done  by  (say)  a  navvy,  a  joiner,  a  mechanic,  a  weaver ;  that 
done  by  a  horse,  whether  employed  in  drawing  a  vehicle  or  in  turning  a  gin  ; 
or  that  of  a  steam-engine,  whether  it  be  used  to  drag  a  railway-train  or  to 
drive  machinery.  In  all  cases  the  work  done  is  reducible,  from  a  mechanical 
point  of  view,  to  the  elements  that  have  been  mentioned,  although  it  may  be 
performed  on  different  materials,  with  different  tools,  and  with  different 
d^rees  of  skill. 

It  is,  moreover,  easy  to  see  (com p.  53)  that  any  possible  change  or 
motion  may  be  represented  as  a  gain  by  the  moving  body  of  an  additional 
(positive  or  negative)  velocity  either  in  the  direction  of  its  previous  motion, 
or  at  right  angles  to  it ;  but  a  body  which  gains  velocity  is  (27)  said  to  be 
accelerated.  Hence,  what  has  been  said  above  may  be  summed  up  as 
follow's : — When  a  force  produces  acceleration ^  or  when  it  maintains  motion 
unchanged  in  opposition  to  resistance y  it  is  scud  to  do  WORK. 

6a  Measure  of  work. — In  considering  how  work  is  to  be  measured,  or 
how  the  relation  between  different  quantities  of  work  is  to  be  expressed 
ninncrically,  we  have,  in  accordance  with  the  above,  to  consider,  first,  work 
of  acceleration ;  and,  secondly,  work  against  resistance.     But  in  order  to 
make  the  evaluation  of  the  two  kinds  of  work  consistent,  we  must  bear  in 
mind  that  one  and  the  same  exertion  of  force  will  result  in  work  of  either 
kind  according  to  the  conditions  under  which  it  takes  place :  thus,  the  force 
of  gia\ity  acting  on  a  weight  let  fall  from  the  hand  causes  it  to  move  with  a 
condnually  accelerated  velocity  until  it  strikes  the  ground  ;  but  if  the  same 
weight,  instead  of  being  allowed  to  fall  freely  through  the  air,  be  hung  to  a 
cord  passing  round  a  cylinder  by  means  of  which  various  degrees  of  friction 
can  be  applied  to  hinder  its  descent,  it  can  be  made  to  fall  with  a  very  small 
and  practically  uniform  velocity.     Hence,  speaking  broadly,  it  may  be  said 
that,  in  the  former  case,  the  work  done  by  gravity  upon  the  weight  is  work  of 
acceleration  only,  while  in  the  latter  case  it  is  work  against  resistance  (friction) 
only.    But  it  is  very  important  to  note  that  an  essential  condition,  without 
which  a  force,  however  great,  cannot  do  work  either  of  one  kind  or  the  other, 
is  that  the  thing  acted  on  by  it  shall  move  while  the  force  continues  to  act. 
This  is  obvious,  for  if  no  motion  takes  place  it  clearly  cannot  be  either 
accelerated  or  maintained  against  resistance.     The  motion  of  the  body  on 
which  a  force  acts  being  thus  necessarily  involved  in  our  notion  of  work 
being  done  by  the  force,  it  naturally  follows  that,  in  estimating  how  much 
work  is  done,  we  should  consider  how  much— that  is  to  say,  how  far — the 
body  moves  while  the  force  acts  upon  it.    This  agrees  with  the  mode  of 
estimating  quantities  of  work  in  common  life,  as  will  be  evident  if  we  consider 
a  very  simple  case — for  instance,  that  of  a  labourer  employed  to  carry  bricks 
op  to  a  scaffold  :  in  such  a  case  a  double  number  of  bricks  carried  would 
itpresent  a  double  quantity  of  work  done,  but  so  also  would  a  double  height 
of  the  scaffold,  for  whatever  amount  of  work  is  done  in  raising  a  certain 
snmber  to  a  height  of  twenty  feet,  the  same  amount  must  be  done  again  to 
raise  them  another  twenty  feet,  or  the  amount  of  work  done  in  raising  the 
bricks  forty  feet  is  twice  as  great  as  that  done  when  they  are  raised  only 
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twenty  feet.  It  is  also  to  be  noted  that  no  direct  reference  to  time  enters  into 
the  conception  of  a  quantity  of  work  :  if  we  want  to  know  how  much  work  a 
labourer  has  done,  we  do  not  ask  how  long  he  has  been  at  work,  but  what  he 
has  done — for  instance,  how  many  bricks  he  has  carried,  and  to  what  height ; 
and  our  estimate  of  the  total  amount  of  work  is  the  same  whether  the  man 
has  spent  hours  or  days  in  doing  it 

The  foregoing  relations  between  force  and  work  may  be  put  into  definite 
mathematical  language  as  follows  : — If  the  point  of  application  of  a  force 
moves  in  a  straight  line,  and  if  the  part  of  the  force  resolved  along  this  line 
acts  in  the  direction  of  the  motion,  the  product  of  that  component  and  the 
length  of  the  line  is  the  work  done  by  the  foice.  If  the  component  acts  in 
the  opposite  direction  to  the  motion,  the  component  may  be  considered  as 
a  resistance,  and  the  product  is  work  done  against  the  resistance.  Thus,  in 
(43),  if  we  suppose  a  to  move  up  the  plane  from  R  to  S,  the  work  done  by  P 
is  P  X  RS  :  the  work  done  against  the  resistance  W  is  W  sin  r  x  RS.  It 
will  be  observed  that  if  the  forces  are  in  equilibrium  during  the  motion,  so 
that  the  velocity  of  a  is  uniform,  P  equals  W  sin  x,  and  consequently  the 
work  done  by  the  power  equals  that  done  against  the  resistance.  Also,  since 
RS  sin  X  equals  ST,  the  v/ork  done  against  the  resistance  equals  W  x  ST. 
In  other  words,  to  raise  W  from  R  to  S  requires  the  same  amount  of  work 
as  to  raise  it  from  T  to  S. 

If,  however,  the  forces  are  not  in  equilibrium,  the  motion  of  a  will  not  be 
uniform,  but  accelerated ;  the  work  done  upon  it  will  nevertheless  still  be 
represented  by  the  product  of  the  resultant  force  resolved  along  the  direction 
of  motion  into  the  distance  through  which  it  moves. 

In  order  to  ascertain  the  relation  between  the  amount  of  work  done 
and  the  change  produced  by  it  in  the  velocity  of  the  moving  mass,  we  must 
recall  one  or  two  elementary  mechanical  principles.  Let  F  be  the  resultant 
force  resolved  along  the  direction  of  motion,  and  S  the  distance  through 
which  its  point  of  application  moves  :  then,  according  to  what  has  been  said, 
the  work  done  by  the  force  =  FS.  Further,  it  has  been  pointed  out  (29)  that 
a  constant  force  is  measured  by  the  momentum  produced  by  it  in  a  unit  of 
time  :  hence,  if  T  be  the  time  during  which  the  force  acts,  V  the  velocity  of 
the  mass  M  at  the  beginning  of  this  period,  and  Vj  the  velocity  at  the  end, 
the  momentum  produced  during  the  time  T  is  MVi  -  M V,  and  consequently 
the  momentum  produced  in  a  unit  of  time,  or,  in  other  words,  the  measure 
of  the  force,  is 

P^M(V,-V) 
T 

The  distance  S  through  which  the  mass  M  moves  while  its  velocity 
changes  from  the  value  V  to  the  value  V^  is  the  same  as  if  it  had  moved 
during  the  whole  period  T  with  a  velocity  equal  to  the  average  value  of  the 
varying  velocity  which  it  actually  possesses.  But  a  constant  force  acting 
upon  a  constant  mass  causes  its  velocity  to  change  at  a  uniform  rate  ;  hence, 
in  the  present  case,  the  average  velocity  is  simply  the  arithmetical  mean  of 
the  actual  and  final  velocities  : 

S  =  J(V,  +  V)T. 
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Combining  this  with  the  last  equation,  we  get  as  the  expression  for  the 
work  done  by  the  force  F : 

or,  in  words,  when  a  constant  force  acts  on  a  mass  so  as  to  change  its  velocity, 
tke  work  done  by  the  force  is  equal  to  half  the  product  of  the  mass  into  the 
change  of  the  square  of  the  velocity. 

The  foregoing  conclusion  has  been  arrived  at  by  supposing  the  force  F 
to  be  constant,  but  it  is  easy  to  show  that  it  holds  good  equally  if  F  is  the 
average  magnitude  of  a  force  which  varies  from  one  part  to  another  of  the 
total  distance  through  which  it  acts.  To  prove  this,  let  the  distance  S  be 
subdivided  into  a  very  great  number  n  of  very  small  parts,  each  equal  to  j, 
so  that  ns=S.  Then,  by  supposing  s  to  be  sufficiently  small,  we  may  with- 
out any  appreciable  error  consider  the  force  as  constant  within  each  of  these 
inten'als,  and  as  changing  suddenly  as  its  point  of  application  passes  from 
one  interval  to  the  next  Let  F„  Fj,  F3  .  .  .  .  Fn,  be  the  forces  acting 
throughout  the  ist,  2nd,  3rd  ....  «th  interval  respectively,  and  let  the 
velocity  at  the  end  of  the  same  intervals  be  t/j,  t/^,  t/3,  .  .  .  .  v^  (  =  V,) 
respectively  ;  then,  for  the  work  done  in  the  successive  intervals,  we  have : 

F,j  =  iM(T/,«-VO 


or,  for  the  total  work, 

(F,  +  F,  +  F,+ *   F„y  =  JM(V,^-VO; 

There  the  quantity  of  the  left-hand  side  of  the    equation  may  also  be 

»Titten    -^——?^..^  ——J^-    ^  ns=  FS,  if  we  put  F  to  stand  for  the  average  (or 

n 

arithmetical  mean)  of  the  forces  F„  Fg,  &c. 

An  important  special  case  of  the  application  of  the  above  formula  arises 

when  either  the  initial  or  the  final  velocity  of  the  mass  M  is  nothing  ;  that 

is  to  say,  when  the  effect  of  the  force  is  to  make  a  body  pass  from  a  state 

of  rest  into  one  of  motion,  or  from  a  state  of  motion  into  one  of  rest.    The 

general  expression  then  assumes  one  of  the  following  forms,  namely  : — 

FS«iMVi«or, 
-FS  =  JMV2; 

the  first  of  which  denotes  the  quantity  of  work  which  must  be  done  on  a  body 
of  mass  M  in  order  to  give  to  it  the  velocity  V„  while  the  second  expresses 
the  work  that  must  be  done  in  order  to  bring  the  same  mass  to  rest  when  it 
is  moving  with  the  velocity  V,  the  negative  sign  in  the  latter  case  showing 
that  the  force  here  acts  in  opposition  to  the  actual  motion,  and  is  therefore 
to  be  regarded  as  a  resistance. 

In  practice,  the  case  which  most  frequently  occurs  is  where  work  of  ac- 
celeration and  work  against  resistance  are  performed  simultaneously.    Thus, 
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recurring  to  the  inclined  plane  already  referred  to  in  art.  43  ;  if  the  force  P 
(where  P  is  the  constant  force  with  which  the  string  pulls  W  up  the  plane) 
be  greater  than  W  sin  :r,  the  body  W  will  move  up  the  incline  with  a  con- 
tinually increasing  velocity,  and  if  the  point  of  application  of  P  be  displaced 
from  R  to  S,  the  total  amount  of  work  done,  namely,  P  x  RS,  consists  of  a 
portion  =  W  sin  x  RS  done  against  the  resistance  of  the  weight  W,  and  of  a 
portion  =  (P  -  W  sin  ;i-)  RS  expended  in  accelerating  the  weight.  Hence,  to 
determine  the  velocity  v  with  which  W  arrives  at  the  top  of  the  incline,  we 

have  the  equation 

(P  -  W  sin  x)  RS  =  JVW  ; 

for  the  portion  of  P  which  is  in  excess  of  what  is  required  to  produce  equili- 
brium with  the  weight  W,  namely,  P  —  W  sin  jt,  corresponds  to  the  resultant 
force  F  supposed  in  the  foregoing  discussion,  and  RS  to  the  distance  through 
which  this  resultant  force  acts. 

61.  Unit  of  work.  Power. — For  strictly  scientific  purposes  a  unit  of 
work  is  taken  to  be  the  work  done  by  a  unit  of  force  when  its  point  of  appli- 
cation moves  through  one  foot  in  the  direction  of  its  action  ;  but,  as  a  con- 
venient and  sufficiently  accurate  standard  for  practical  purposes,  the  quantity 
of  work  which  is  done  in  lifting  i  pound  through  the  height  of  i  foot  is 
commonly  adopted  as  the  unit,  and  this  quantity  of  work  is  spoken  of  as  one 
*  foot-pound.'  It  is,  however,  important  to  observe  that  the  foot-pound  is  not 
perfectly  invariable,  since  the  weight  of  a  pound,  and  therefore  the  work  done 
in  lifting  it  through  a  given  keight,  differs  at  different  places,  being  a  little 
greater  near  the  Poles  than  near  the  Equator. 

On  the  metrical  system  the  kilogrammetre  is  the  unit ;  it  is  the  work 
done  when  a  weight  of  a  kilogramme  is  raised  through  a  height  of  a 
metre.  This  is  equal  to  7-23  foot-pounds,  and  one  foot-pound « "1383  of  a 
kilogrammetre. 

In  estimating  the  usefulness  of  any  motor  it  becomes  necessary  to  know 
the  time  required  by  it  for  doing  a  given  amount  of  work.  The  amount  of 
work  per  second  is  the  power  of  the  motor.  The  unit  of  power  is  the 
power  required  to  do  a  unit  of  work  in  a  unit  of  time.  For  measuring  the 
power  of  engines  the  unit  used  is  the  horse-power^  which  represents  a  rate 
of  work  of  33,000  foot-pounds  per  minute. 

It  is  to  be  observed  that  in  every  case  the  unit  is  of  the  same  denomina* 
tion  as  the  thing  or  quantity  measured.  The  unit  of  length  must  be  a  length  ; 
the  unit  of  value  must  be  a  definite  quantity  of  some  valuable  commodity. 
The  numbers,  to  determine  which  is  one  of  the  objects  of  physical  research^ 
are  to  be  considered  as  abstract  numbers,  representing  how  many  times  the 
unit  is  taken. 

6 1^7.  Bystems  of  units. — The  units  of  mass,  length,  and  time  are  said 
to  \^  fundamental  units,  as  all  other  units,  such  as  those  of  area,  velocity, 
acceleration,  power,  &c.,  are  referred  to  them.  These  latter  units  are  there- 
fore called  derived  units.  The  magnitudes  of  the  fundamental  units  are,, 
however,  arbitrary.  A  large  class  of  writers  use  the  centimetre,  gramme> 
and  second,  and  this  system  is  usually  called  the  CCS.  system  ;  others 
use  the  foot,  pound,  and  second.  It  thus  becomes  important  to  have  a 
systematic  method  of  reducing  measurements  from  one  system  of  units  to 
another. 
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Let  L,  M,  T  represent  respectively  the  magnitude  or  dimensions  of  the 
centimetre,  the  gramme,  and  the  second,  and  L'',  M^,  T^  represent  the 
dimensions  of  the  foot,  the  pound,  and  the  minute.  Then,  if  a  wire  is  found 
to  be  /  cm.  or  /'  ft.  in  length,  its  length  may  be  represented  either  by  /L  or 
t\s%  and  hence 

/L  =  /'L',  or  /  =  ^l\ 

The  ratio  y-  is  the  length  of  a  foot  in  centimetres,  and  has  been  found 

bjr  direct  comparison  to  be  30*4797.     Hence  any  measurement,  /'  in  feet,  is 
converted  into  centimetres  by  multiplying  /'  by  this  number. 

In  a  similar  manner,  \im  and  tn^  represent  the  number  of  units  of  mass 
in  a  piece  of  matter  in  the  two  systems, 

where  the  unit  ratio  is  the  number  of  grammes  in  a  pound,  or  453*59. 
For  converting  a  volume  t/  into  the  equivalent  «/, 


or 


(r  L')»  -  (/L)^  or  /»  -.(-)*/'' 


For  Density,^  =^D 


•M      \UJ    ' 

M 
Here  the  ratio  «  is  said  to  be  a  measure  of  the  magnitude  or  dimensions 

of  the  unit  of  density,  in  terms  of  the  dimensions  of  the  fundamental  units 

oC  mass  and  length.     If  a  substance  is  said  to  have  a  unit  density,  then  if  M 

is  the  gramme  and  L'  the  cubic  centimetre,  the  density  of  the  substance 

would  be  that  of  water.     If,  however,  M  were  the  kilogramme  and  L'  the 

cubic  centimetre,  the  density  would  be  a  thousand  times  that  of  water. 

I^  again,  L'   represents  a  cubic  decimetre,  and   M  the  kilogramme,  the 

density  would  again  be  that  of  water.     It  appears,  then,  that  the  magnitude 

of  the  unit  of  density  is  directly  proportional  to  the  magnitude  of  the  unit 

of  mass,  and  inversely  as  th6  magnitftde  of  the  unit  of  volume  or  the  cube  of 

the  unit  of  length.     As  unit  density  is  the  density  of  a  unit  mass  for 

M 
unit  volume,  it  is  clear  that  j^  measures  the  dimensions  of  the  unit  of  density. 

S'unilar  explanations  apply  in  the  succeeding  cases. 

/ 


For  Velocity^  v«- 


L     T' 
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T     second     i 


The  ratio 


T'    minute    60 


T 

If  the  units  of  time  were  the  same,  the  unit  factor  =7=1,  and  the  velo- 
city in  centimetres  would  be 

where  7/  is  the  velocity  in  feet  per  second. 

ntl 
For  Momentum^  mv  -  — 

ml    ML    mT     M'L' 
/  '    T   "  /'    '     T'  ' 

V     I 


For  Acceleration,  ^     .      -, 


L//TV      , 
where  a'  is  the  acceleration  in  feet  per  minute. 


For  Force,  T  mma^^ 


ml    ML^mT     WU 
M'  L'  /T  \^ 


F 


M 


i-  ©V. 


In  the  C.G.S.  system  the  unit  is  called  the  Dyfte. 
For  Work,V^==Yl'^ 

mP    MJJ  ^m'l'^    M^L^ 

^  srvr-TV^- 
in  the  C.G.S.  system  the  unit  of  work  is  called  the  Er^^, 
Rate  of  Work,  or  Power,  P  -  ]^^-  ?^ 

ml^    ML«    m'l'^    M'L'^ 


If  work  is  expressed  in  foot-pounds  or  kilogramme-metres,  the  unit  of 
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force  being  the  weight  of  a  pound  or  kilogramme,  then  to  convert  a  certain 
ntunber  of  foot-pounds  into  kilogramme-metres  we  have 

-  .    -  j  work,  foot-pounds, 

where^'-P''^«o-4«;^6 
^'^^r^  W     kilogr.     ^"^ 

L'^  foot_^         g 
L     metre  ' 

the  unit  factor  being  thus  0*1383. 

Similarly,  to  convert  foot-pounds  per  minute  into  kilogr.-metres  per  second, 

'  W  U  T 


where  the  conversion  &ctor  becomes  0*002  3a 

The  units  commonly  used  for  measuring  the  power  of  engines  are  the 
hone-fower^  which  is  33,000  times  as  great  as  the  unit  in  which  P'  of  the 
last  equation  was  measured,  and  the  force  de  cheval^  which  is  75  times  as 
great  as  the  unit  in  which  P  was  measured.  Hence,  if  P'  is  to  be  in  horse- 
power, and  P  in  force  de  chevai,  the  equation  will  become 

P  =  0-00230  X  33»QOOp, 

75 
- 1-0139  P', 

and  hence  one  British  horse-power « i'oi^<^  force  de  cheval. 

These  examples  will  be  sufficient  to  indicate  the  method  of  convertmg 
measurements  from  one  system  of  units  to  any  other,  and  the  treatment  of 
other  derived  units  may  be  deferred  until  they  are  needed. 

62.  Baerry* — ^The  fact  that  any  agent  is  capable  of  doing  work  is  usually 
€ipressed  by  saying  that  it  possesses  Energy^  and  the  quantity  of  energy  it 
possesses  is  measured  by  the  amount  of  work  it  can  do.  For  example,  in 
the  case  of  the  inclined  plane  above  referred  to,  the  working  power  or  energy 
of  the  force  P  is  P  x  RS  ;  and  if  this  force  acts  under  the  conditions  last 
supposed,  by  the  time  its  own  energy  is  exhausted  (in  consequence  of  its 
point  of  application  having  arrived  at  S,  the  limit  of  the  range  through  which 
it  is  supposed  able  to  act),  it  has  conferred  upon  the  weight  W  a  quantity  of 
energy  equal  to  that  which  has  been  expended  ;  for,  in  the  first  place,  W 
has  been  raised  through  a  vertical  height  equal  to  ST,  and  could  by  falling 
again  through  the  same  height  do  an  amount  of  work  represented  by  W  x  ST  ; 
and,  in  the  second  place,  W  can  do  work  by  virtue  of  the  velocity  that  has 
heen  imparted  to  it,  and  can  continue  moving  in  opposition  to  any  given 
resistance  R  through  a  distance  j,  such  that 

Rj  =  i  W2/'. 

The  energy  possessed  by  the  mass  M  in  consequence  of  having  been  raised 
^m  the  ground  is  commonly  distinguished  as  energy  of  position  ox  potential 
energy^  and  is  measured  by  the  product  of  the  force  tending  to  cause  motion 
into  the  distance  through  which  the  point  of  application  of  the  force  is 

B  2 
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capable  of  being  displaced  in  the  direction  in  which  the  force  acts.  The 
energy  possessed  by  a  body  in  consequence  of  its  velocity  is  commonly  dis- 
tinguished as  energy  of  motion^  or  kinetic  energy  :  it  is  measured  by  half  the 
product  of  the  moving  mass  into  the  square  of  its  velocity. 

63.  Varieties  ef  energy. — It  will, be  seen,  on  considering  the  definition 
of  work  given  above,  that  a  force  is  said  to  do  work  when  it  produces  any 
change  in  the  condition  of  bodies  ;  for  the  only  changes  which,  according  to 
the  definition  oi force  given  previously  (26),  a  force  is  capable  of  producing, 
are  changes  in  the  state  of  rest  or  motion  of  bodies,  and  changes  of  their 
place  in  opposition  to  resistances  tending  to  prevent  motion  or  to  produce 
motion  in  an  opposite  direction.  There  are,  however,  many  other  kinds  of 
physical  changes  which  can  be  produced  under  appropriate  conditions,  and 
the  recent  progress  of  investigation  has  shown  that  the  conditions  under 
which  changes  of  all  kinds  occur  are  so  far  analogous  to  those  required  for 
the  production  of  work  by  mechanical  forces  that  the  term  work  has  come 
to  be  used  in  a  more  extended  sense  than  formerly,  and  is  now  often  used  to 
signify  the  production  of  any  sort  of  physical  change. 

Thus  work  is  said  to  be  done  when  a  body  at  a  low  temperature  is  raised 
to  a  higher  temperature,  just  as  much  as  when  a  weight  is  raised  from  a 
lower  to  a  higher  level ;  or,  again,  work  is  done  when  an  electrical,  magnetic, 
or  chemical  change  is  produced.*  This  extension  of  the  meaning  of  the 
term  work  involves  a  similar  extension  of  the  meaning  of  energy,  which  in 
this  wider  sense  may  be  defined  as  the  capacity  for  {producing  physical 
change. 

As  examples  of  energy  in  thi^  more  general  sense,  the  following  may  be 
mentioned  : — {a)  The  energy  possessed  by  gunpowder  in  virtue  of  the  mutual 
chemical  affinities  of  its  constituents,  whereby  it  is  capable  of  doing  work  by 
generating  heat  or  by  acting  on  a  cannon-ball  so  as  to  change  its  state  of 
rest  into  one  of  rapid  motion  ;  {b)  the  energy  of  a  charged  Leydenjar,  which, 
according  to  the  way  in  which  the  jar  is  discharged,  can  give  rise  to  changes 
of  temperature,  to  changes  of  chemical  composition,  to  mechanical  changes, 
or  to  changes  of  magnetic  or  electrical  condition  ;  {c)  the  energy  of  a  red-hot 
ball,  which,  amongst  other  effects  it  is  capable  of  producing,  can  raise  the 
temperature  and  increase  the  volume  of  bodies  colder  than  itself,  or  can 
change  ice  into  water  or  water  into  steam  ;  the  energy  of  the  stretched 
string  of  a  bow  :  here  work  has  been  consumed  in  stretching  the  string  ; 
when  it  is  released  the  work  reappears  in  the  velocity  imparted  to  the 
arrow. 

64.  Transfermatloa  ef  energy. — It  has  been  found  by  experiment 
that  when  one  kind  of  energy  disappears  or  is  expended  energy  of  some 
other  kind  is  produced,  and  that,  under  proper  conditions,  the  disappearance 
of  any  one  of  the  known  kinds  of  energy  can  be  made  to  give  rise  to  a  greater 
or  less  amount  of  any  other  kind.  One  of  the  simplest  illustrations  that  can 
be  given  of  this  transformation  of  energy  is  afforded  by  the  oscillations  of  a 
pendulum.  When  the  pendulum  is  at  rest  in  its  lowest  position  it  does  not 
possess  any  energy,  for  it  has  no  power  of  settingeither  itself  or  other  bodies 
in  motion,  or  of  producing  in  them  any  kind  of  change.  In  order  to  set  the 
pendulum  oscillating,  work  must  be  done  upon  it,  and  it  thereafter  possesses 
an  amount  of  energy  corresponding  to  the  work  that  has  been  expended. 
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When  it  has  reached  either  end  of  its  path,  the  pendulum  is  for  an  instant  at 
rest ;  bat  it  possesses  energy  by  virtue  of  its  position,  and  can  do  an  amount  of 
work  while  falling  to  its  lowest  position,  which  is  represented  by  the  product 
of  its  weight  into  the  vertical  height  through  which  its  centre  of  gravity  de- 
scends. When  at*  the  middle  of  its  path,  the  pendulum  is  passing  through  its 
position  of  equilibrium,  and  has  no  power  of  doing  work  by  falling  lower  ;  but 
it  now  possesses  energy  by  virtue  of  the  velocity  which  it  has  gained,  and 
this  energy  is  able  to  carry  it  up  on  the  second  side  of  its  lowest  position  to 
a  height  equal  to  that  from  which  it  has  descended  on  the  first  side.  By 
the  time  it  reaches  this  position  the  pendulum  has  lost  all  its  velocity,  but  it 
has  regained  the  power  of  falling  ;  this,  in  its  turn,  is  lost  as  the  pendulum 
retams  again  to  its  lowest  position,  but  at  the  same  time  it  regains  4ts  pre- 
vious velocity.  Thus,  during  every  quarter  of  an  oscillation  the  energy  of 
the  pendulum  changes  from  potential  energy  of  position  into  actual  energy 
or  energy  of  motion,  or  vice  versd, 

A  more  complex  case  of  the  transformation  of  energy  is  afforded  by  a 
thermo-electric  pile,  the  terminals  of  which  are  connected  by  a  conducting 
wire :  the  application  of  energy  in  the  form  of  heat  to  one  face  of  the  pile 
gives  rise  to  an  electric  current  in  the  wire,  which,  in  its  turn,  reproduces 
heat,  or  by  proper  arrangements  can  be  made  to  produce  chemical,  magnetic, 
or  mechanical  effects,  such  as  those  described  below  in  the  chapters  on 
Electricity. 

It  has  also  been  found  that  the  transformations  of  energy  always  take 
place  according  to  fixed  proportions.  For  instance,  when  coal  or  any  other 
combustible  is  burned,  its  chemical  energy,  or  power  of  combining  with 
oxygen,  vanishes,  and  heat  or  thermal  energy  is  produced,  and  the  quantity 
of  heat  produced  by  the  combustion  of  a  given  amount  of  coal  is  fixed  and 
mvariable.  If  the  combustion  takes  place  under  the  boiler  of  a  steam-engine, 
mechanical  work  can  be  obtained  by  the  expenditure  of  part  of  the  heat  pro- 
<iaced,  and  here  again  the  quantitative  relation  between  the  heat  expended 
and  the  work  gained  in  place  of  it  is  perfectly  constant. 

65.  ComierFatioa  of  energy. — Another  result  of  great  importance,  which 
has  been  arrived  at  by  experiment,  is  that  the  total  amount  of  energy  possessed 
by  any  system  of  bodies  is  unaltered  by  any  transfonnations  arising  from  the 
action  of  one  part  of  the  system  upon  another,  and  can  only  be  increased  or 
diminished  by  effects  produced  on  the  system  by  external  agents.  In  this 
siaicment  it  is  of  course  understood  that  in  reckoning  the  sum  of  the  energy 
of  various  kinds  which  the  system  may  possess,  those  amounts  of  the 
different  forms  of  energy  which  are  mutually  convertible  into  each  other  are 
taken  as  being  numerically  equal ;  or,  what  comes  virtually  to  the  same 
thing,  the*  total  energy  of  the  system  is  supposed  to  be  reduced — either  ac- 
nially,  or  by  calculation  from  the  known  ratio  of  transfonnation  of  the  various 
fonns  of  energy — to  energy  of  some  one  kind ;  then  the  statement  is  equivalent 
to  this :  that  the  total  energy  of  any  one  form  to  which  the  energy  of  a  given 
system  of  bodies  is  reducible  is  unalterable  so  long  as  the  system  is  not  acted 
on  from  without.  Practically  it  is  always  possible,  in  one  way  or  another,  to 
<on\'ert  the  whole  of  the  energy  possessed  by  any  body  or  system  of  bodies 
Jaioheat,  but  it  cannot  be  all  converted  without  loss  into  any  other  form  of 
energy ;  hence  the  principle  stated  at  the  beginning  of  this  article  can  be 
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enunciated  in  the  closest  confonnity  with  the  direct  results  of  experiment  by 
saying  that,  so  long  as  any  system  of  bodies  is  not  acted  on  from  without, 
the  total  quantity  of  heat  that  can  be  obtained  from  it  is  unalterable  by  any 
changes  which  may  go  on  within  the  system  itsel£  For  instance,  a  quantity 
of  air  compressed  into  the  reservoir  of  an  air-gun  possesses  energy  which  is 
represented  partly  by  the  heat  which  gives  to  it  its  actual  temperature  above 
the  absolute  zero  (460),  and  partly  by  the  work  which  the  air  can  do  in  expand- 
ing. This  latter  portion  can  be  converted  into  heat  in  various  ways,  as,  for 
example,^by  allowing  the  air  to  escape  through  a  system  of  capillary  tubes 
so  fine  that  the  air  issues  from  them  without  any  sensible  velocity ;  if,  how- 
ever, the  expanding  air  be  employed  to  propel  a  bullet  from  the  gun,  it 
produces  considerably  less  heat  than  in  the  case  previously  supposed,  the 
deficiency^being  represented  for  a  time  by  the  energy  of  the  moving  bullet, 
but  reappearing  in  the  forni  of  heat  in  the  friction  of  the  bullet  against  the 
air,  and,;when  the  motion  of  the  bullet  is  destroyed,  by  striking  against  an 
inelastic  obstacle  at  the  same  level  as  the  gun.  But  whatever  the  mode  and 
however  numerous  the  intermediate  steps  by  which  the  energy  of  the  com- 
pressed air  is  converted  into  heat,  the  total  quantity  of  heat  finally  obtainable 
from  it  is  the  same. 
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BOOK    II 

GRAVITATION  AND  MOLECULAR  ATTRACTION 


CHAPTER   I 

GRAVITY.   CENTRE  OF  GRAVITY.   THE  BALANCE 

66.  VnlTersAl  attraotton ;  its  laws. — Universal  attraction  is  a  force 
in  virtae  of  which  the  material  particles  of  all  bodies  tend  incessantly  to 
approach  each  other ;  it  is  a  mutual  action,  however,  which  all  bodies,  at 
rest  or  in  motion,  exert  upon  one  another,  no  matter  how  great  or  how  small 
the  space  between  them  may  be^  or  whether  this  space  be  occupied  or  un- 
occupied by  other  matter. 

A  vague  hypothesis  of  the  tendency  of  the  matter  of  the  earth  and  stars 
to  a  common  centre  was  adopted  even  by  Democritus  and  Epicurus.  Kepler 
assumed  the  existence  of  a  mutual  attraction  between  the  sun,  the  earth,  and 
the  other  planets.  Bacon,  Galileo,  and  Hooke  also  recognised  the  existence 
of  universal  attraction.  But  Newton  was  the  first  who  established  the  law, 
and  the  universality  of  gravitation. 

Since  Newton's  time  the  attraction  of  matter  by  matter  wa? experimentally 
established  by  Cavendish.  This  eminent  English  physicist  succeeded,  by 
means  of  a  delicate  torsion  balance  (89),  in  rendering  visible  the  attraction 
between  a  large  leaden  and  a  small  copper  ball. 

The  attraction  between  any  two  bodies  is  the  resultant  of  the  attractions 
of  each  molecule  of  the  one  upon  every  molecule  of  the  other  according  to 
the  law  of  Newton,  which  may  be  thus  expressed :  the  attraction  between 
tsfo  material  particles  is  directly  proportioned  to  the  product  of  their  nuisses 
^nd  inversely  proportional  to  the  square  of  their  distances  asunder.  To 
illnstxate  this,  we  may  take  the  case  of  two  spheres,  which,  owing  to  theii 
symmetry,  attract  each  other  just  as  if  their  masses  were  concentrated  in 
their  centres.  If  without  other  alteration  the  mass  of  one  sphere  were 
tobled,  tripled,  &c.,  the  attraction  between  them  would  be  doubled,  tripled,  • 
4c  If,  however,  the  mass  of  one  sphere  being  doubled,  that  of  the  other 
were  increased  three  times,  the  distance  between  their  centres  remaining  the 
ame,  the  attraction  would  be  increased  six  times.  Lastly,  if,  without  alter- 
u%  their  masses,  the  distance  between  their  centres  were  increased  from  i 
to  2,  3, 4  ...  ,  units,  the  attraction  would  be  diminished  to  the  4th,  9th, 
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i6th  ....  part  of  its  former  intensity.  In  short,  if  we  define  the  unit  of 
attraction  as  that  which  would  exist  between  two  units  of  mass  whose 
distance  asunder  was  the  unit  of  length,  the  attraction  of  two  molecules 
having  the  masses  m  and  m\  at  the  distance  r,  would  be  expressed  by 
mm' 

67.  Terrestrial  vravltatton. — The  tendency  of  any  body  to  fall  towards 
the  earth  is  due  to  the  mutual  attraction  of  that  body  and  the  earth,  or  to 
terrestrial  gravitation,  aiid  is,  in  fact,  merely  a  particular  case  of  universal 
attraction. 

At  any  point  of  the  earth's  surface,  the  direction  of  gravity — ^that  is,  the 
line  which  a  falling  body  describes — is  called  the  vertical  line.  The  vertical 
lines  drawn  at  different  points  of  the  earth's  surface  converge  very  nearly  to 
the  earth's  centre.  For  points  situated  on  the  same  meridian  the  angle  con- 
tained between  the  vertical  lines  equals  the  difference  between  the  latitudes 
of  those  points. 

The  directions  of  the  earth's  attraction  upon  neighbouring  bodies,  or  upon 
different  molecules  of  one  and  the  same  body,  must,  therefore,  be  considered 
as  parallel,  for  the  two  vertical  lines  form  the  sides  of  a  triangle  whose  vertex 
is  near  the  earth's  centre,  about  4,000  miles  distant,  and  whose  base  is  the 
small  distance  between  the  molecules  under  consideration. 

A  plane  or  line  is  said  to  be  horizontcd  when  it  is  perpendicular  to  the 
vertical  line. 

The  vertical  line  at  any  point  of  the  globe  is  generally  determined  by  the 
plumb-line  (fig.  41),  which  consists  of  a  weight  attached  to  the  end  of  a  string. 

It  is  evident  that  the  weight  cannot  be  in  equilibrium  un- 
less the  direction  of  the  earth's  attraction  upon  it  passes 
through  the  point  of  support,  and  therefore  coincides  with 
that  of  the  string. 

The  horizontal  plane  is  also  determined  with  great 
ease,  since  it  coincides,  as  will  be  afterwards  shown,  with 
the  level  surface  of  every  liquid  when  in  a  state  of  equili- 
brium. 

When  the  mean  figure  of  the  earth  has  been  approxi- 
mately determined,  it  becomes  possible  to  compare  the 
direction  of  the  plumb-line  at  any  place  with  that  of  the 
normal  to  the  mean  figure  at  that  place.  When  any  differ- 
ence in  these  directions  can  be  detected,  it  constitutes  a 
^  Fig.  41.  deviation  of  the  plumb-line,  and  is  due  to  the  attraction  of 

some  great  mass  of  matter  in  the  neighbourhood,  such  as 
a  mountain.  Thus,  in  the  case  of  the  mountain  of  Schehallien,  in  Perthshire, 
it  was  found  by  Dr.  Maskelyne  that  the  angle  between  the  directions  of  two 
plumb-lines,  one  at  a  station  to  the  north,  and  the  other  to  the  south,  of  the 
-mountain  was  greater  by  11  "-6  than  the  angle  between  the  normals  of  the 
mean  surface  of  the  earth  at  those  points  ;  in  other  words,  each  plumb-line 
was  deflected  by  about  6"  towards  the  mountain.  By  calculating  the  volume 
and  mass  of  the  mountain,  it  was  inferred  fi*om  this  observation  that  the 
mean  density  of  the  mountain  was  to  that  of  the  earth  in  the  ratio  of  5  :  9, 
and  that  the  mean  density  of  the  earth  is  about  five  times  that«of  water — a 
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result  agreeing  pretty  closely  with  that  deduced  from  Cavendish's  experiment 
referred  to  in  the  last  article. 

68.  Centre  ofgraTltT'i  its  expeiimental  detennlnatloii. — Into  what- 
ever position  a  body  may  be  turned  with  respect  to  the  earth,  there  is  a 
certain  point,  invariably  situated  with  respect  to  the  body,  through  which 
the  resultant  of  the  attracting  forces  between  the  earth  and  its  several  mole- 
cules always  passes.  This  point  is  called  the  centre  of  grcevity  ;  it  may  be 
within  or  without  the  body,  according  to  the  form  of  the  latter ;  its  existence, 
howe\'er,  is  easily  established  by  the  following  considerations  :  let  tn  m'm" 
«'".  .  .  .  (fig.  42)  be  molecules  of  any  body.  The  earth's  attraction  upon 
these  molecules  will  constitute  a  system  of  parallel  forces,  having  a  common 
vertical  direction,  whose  resultant  will  be  found  by  seeking  first  the  resultant 
of  the  forces  which  act  on  any  two  molecules,  m  and  m\  then  that  of  this 
resultant  and  a  third  force  acting  on  m'\  and  so  on  until  we  arrive  at  the 
final  resultant  W,  representing  the  weight  of  the  body  and  applied  at  a 
certain  point  G.  If  the  body  be  now  turned  into  the  position  shown  in 
fig.  43,  die  molecules  m^  m\  m!\  .  .  .  will  continue  to  be  acted  on  by  the 
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same  forces  as  before,  the  resultant  of  the  forces  on  m  and  m'  will  pass 
through  the  same  point  o  in  the  line  mm\  the  following  resultant  will  again 
pass  through  the  same  point  o*  in  om*\  and  so  on  up  to  the  final  resultant 
P,  which  will  still  pass  through  the  same  point  C,  which  is  the  centre  of 
gravity. 

To  find  the  centre  of  gravity  of  a  body  is  a  purely  geometrical  problem  ; 
m  many  cases,  however,  it  can  be  at  once  determined.  For  instance,  the 
centre  of  gravity  of  a  right  line  of  uniform  density  is  the  point  which  bisects 
its  length ;  in  the  circle  and  sphere  it  coincides  with  the  geometrical  centre  ; 
in  cylindrical  bars  it  is  the  middle  point  of  the  axis.  The  centre  of  gravity 
of  a  plane  triangle  is  in  the  line  which  joins  any  vertex  with  the  middle  of 
the  opposite  side,  and  at  a  distance  from  the  vertex  equal  to  two- thirds  of 
this  line  :  in  a  cone  or  pyramid  it  is  in  the  line  which  joins  the  vertex  with 
the  centre  of  gravity  of  the  base,  and  at  a  distance  from  the  vertex  equal  to 
three-fourths  of  this  line.  These  rules,  it  must  be  remembered,  presuppose 
that  the  several  bodies  are  of  uniform  density. 

In  order  to  determine  experimentally  the  centre  of  gravity  of  a  body,  it 
is  suspended  by  a  string  in  two  different  positions,  as  shown  in  figs.  44  and 
45 ;  Ae  point  where  the  directions  AB  and  CD  of  the  string  in  the  two 
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experiments  intersect  each  other  is  the  centre  of  gravity  required.  For,  the 
resultant  of  Che  earth's  attraction  being  a  vertical  force  appUed  at  the  centre 
of  gravity,  the  body  can  only  be  in  equilibrium  when  the  point  lies  vertically 
under  the  point  of  suspension  ;  that  is,  in  the  prolongation  of  the  suspended 
string.  But  the  centre  of  gravity, 
beingin  ABas  well  as  in  CD,  must 
coincide  with  the  point  of  intersec- 
tion of  these  two  lines. 

The  centre  of  gravity  of  a  thin 
piece  of  cardboard  of  irregular 
shape,  for  instance,  may  be  found 
by  balancing  it  in  two  positions  on 
a  knife-edge  ;  the  centre  of  gravity 
will  then  lie  in  the  intersection  of 
the  two  lines. 

69,  ■qaillbriiiin  of  liaftVT 
boOiaB-^Since  the  action  of  gravity 
upon  a  body  reduces  itself  to  a 
single  vertical  force  applied  at  the 
centre  of  gravity  and  directed  to- 
wards the  earth's  centre,  equili- 
brium will  be  established  only  when  this  resultant  is  balanced  by  the 
resultant  of  other  forces  and  resistances  acting  on  the  body  at  the  fixed  point 
through  which  it  passes- 

When  only  one  point  of  the  body  is  fixed,  it  will  be  in  equilibrium  if  the 
vertical  line  through  its  centre  of  gravity  passes  through  the  lixed  point.  If 
more  than  one  point  is  supported,  the  body  will  be  in  equilibrium  if  a  vertical 
line,  through  the  centre  of  gravity,  passes  through  a  point  within  the  polygon 
formed  by  joining  the  points  of  support. 

The  Leaning  Tower  of  Pisa  continues  to  stand  because  the  vertical  line 
drawn  through  its  centre  of  gravity  passes  within  its  base. 

It  is  easier  to  stand  on  our  feet  than  on  stilts,  because  in  the  latter  case 
the  smallest  motion  is  suHicient  to  cause  the  vertical  line  through  the  centre 
of  gravity  of  our  bodies  to  pass  outside  the  supporting  base,  which  is  here 
reduced  Co  a  mere  line  Joining  the  feet  of  the  stilts,  A  man  carr>'ing  a  load 
on  his  back  must  lean  forward ;  if  he  carries  it  in  the  left  hand  he  must  incline 
the  upper  part  of  his  body  to  the  right,  for  otherwise  the  centre  of  gravity  of 
the  body  and  of  the  load  would  fall  outside  the  line  joining  the  feet  and  he 
would  fall.  Again,  it  is  impossible  to  stand  on  one  teg  if  we  keep  one  side 
of  the  foot  and  head  close  to  a  vertical  wall,  because  the  latter  prevents 
us  from  throwing  the  body's  centre  of  gravity  vertically  above  the  supporting 

70.  nurerent  itatea  of  aqnlUbrliua. — Although  a  body  supported  by  a 
fixed  point  is  in  equilibrium  whenever  its  centre  of  gravity  is  in  the  vertical 
line  through  that  point,  the  fact  that  the  centre  of  graviCy  tends  incessantly 
to  occupy  the  lowest  possible  position  leads  us  Co  ^sCinguish  between  three 
states  of  equilibrium — stable,  unstable,  neutral. 

A  body  is  said  to  be  in  stable  equilibrium  if  it  tends  to  return  to  its  first 
position  after  the  equilibrium  has  been  slightly  disturbed.     Every  body  is  in 
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lbs  sute  when  its  position  .s  such  that  the  sUghtest  alteration  of  the  same 
de^-ales  its  centre  of  gravity  ;  for  the  centre  of  gravity  will  descend  again 
»hen  permitted,  and  after  a  few  oscillations  the  body  will  return  to  its 
original  position. 

The  pendulum  of  a  clock  continually  oscillates  about  its  position  of  stable 
equilibrium,  and  an  egg  on  a  level  table  is  in  this  state  when  its  long  axis 
is  hotiiontal.  We  have  another  illustration  in  the 
toy  represented  in  the  adjoining  tig.  46.  A  small 
figure  cut  in  ivory  is  made  to  stand  on  one  foot  at  the 
top  of  a  pedestal  by  being  loaded  with  two  leaden  balls, 
a^  b,  placed  sufficiently  low  to  throw  tlie  centre  of 
gravity,  g,  of  the  whole  compound  body  below  the  foot 
of  the  figure.  After  being  disturbed,  the  little  figure 
oscillates  Uke  a  pendulum,  having  its  point  of  sus- 
pension at  the  toe,  and  its  centre  of  gravity  at  a  lower 
point,  ^. 

A  body  is  said  to  be  in  unstable  equilibrium  when, 
after  the  sUghtest  disturbance,  it  tends  to  depart  still 
more  from  its  original  position.  A  body  is  in  this  state 
■hen  its  centre  of  gravity  is  vertically  above  the  point 
of  support,  or  higher  than  it  would  be  in  any  adjacent 
position  of  the  body.  An  egg  standing  on  its  end,  or 
a  stick  balanced  upright  on  the  Anger,  is  in  this  state.  '^'  *  ' 

Lastly,  if  in  any  adjacent  position  a  body  still  remains  in  equilibrium, 
Its  state  of  equilibrium  is  said  to  be  neutral.  In  this  case  an  alteration 
Id  the  position  of  the  body  neither  raises  nor  lowers  its  centre  of  gravity. 
A  perfect  sphere  resting  on  a  horiiontal  plane  is  in  this  state. 

Fig.  47  represents  three  cones,  A,  B,  C,  placed  respectively  in  stable, 
Dnstable,  and  neutral  equilibrium  upon  a  horizontal  plane.  The  letter  g  in 
each  shows  the  position 
rf  the  centre  of  gravity. 


The  balance  is  an  in- 
strument for  determi- 
ning the  relative  weights 
w  masses  of  bodies. 
There  are  many  varie- 
ties. 

The  ordinary  balance  (fig,  48)  consists  of  a  lever  of  the  first  kind,  called 
the  beam,  AB,  with  its  fulcrum  in  the  middle  ;  at  the  extremities  of  the  beam 
are  suspended  two  scale-pans,  C  and  D,  one  inli-nded  to  receive  the  object 
to  be  weighed,  and  the  other  the  counterpoise.  The  fulcrum  consists  of  a 
steel  prism,  «,  commonly  called  a  knife-edge,  which  passes  through  the  beam, 
Md  rests  with  its  sharp  edge,  or<u-;>  of  suspension,  upon  two  supports ;  these 
are  formed  of  agate,  in  order  to  diminish  the  friction.  A  needle  or  pointer 
is  fixed  to  the  beam,  and  oscillates  with  it  in  front  of  a  graduated  arc,  a  : 
■bea  the  beam  is  perfecdy  horizontal  the  needle  points  to  the  zero  of  the 
graduated  arc- 
Since  by  {40)  two  equal  forces  in  a  lever  of  the  first  kind  cannot  be  in 
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equilibrium  unless  their  leverages  are  equal,  the  length  of  the  arms  nX  and 
«B  ought  to  remain  equal  during  the  process  of  weighing.  To  secure  this 
the  scales  are  suspended  from  hooks,  whose  curved  parts  have  sharp  edgres, 
and  rest  on  similar  edges  at  the  ends  of  the  beam.  In  this  manner  tlie 
scales  are  in  effect  supported  on  mere  points,  which  remain  unmoved  during* 
the  oscillations  of  the  beam.  This  mode  of  suspension  is  represented  in 
fig.  48. 

72.  Conditions  to  be  satisfied  bj  a  balance. — A  good  balance  oug-fat 
to  satisfy  the  following  conditions  : — 

i.  The  two  arms  of  the  beam  ought  to  be  precisely  equal ;  otherwise, 
according  to  the  principle  of  the  lever,  unequal  weights  will  be  required  to 
produce  equilibrium.    To  test  whether  the  arms  of  the  beam  are  equal. 


Fig.  48. 

weights  are  placed  in  the  two  scales,  until  the  beam  becomes  horizontal  : 
the  contents  of  the  scales  being  then  interchanged,  the  beam  will  remain 
horizontal  if  its  arms  are  equal,  but  if  not,  it  will  descend  on  the  side  of  the 
longer  arm. 

ii.  The  balance  ought  to  be  in  equilibrium  when  the  scales  are  empty ^  for 
otherwise  unequal  weights  must  be  placed  in  the  scales  in  order  to  produce 
equilibrium.  It  must  be  borne  in  mind,  however,  that  the  arms  are  not 
necessarily  equal,  even  if  the  beam  remains  horizontal  when  the  scales  are 
empty ;  for  this  result  might  also  be  produced  by  giving  to  the  longer  arm 
the  lighter  scale. 

iii.  The  beam  being  horizontal^  its  centre  of  gravity  ought  to  be  in  the 
same  vertical  line  with  the  edge  of  the  fulcrum^  and  a  little  below  the  latter^ 
for  othen\ise  the  beam  would  not  be  in  stable  equilibrium  (70). 


-78] 


Delicacy  of  the  Balance 


6i 


The  effect  of  changing  the  position  of  the  centre  of  gravity  may  be  shown 
by  means  of  a  beam  (fig.  49),  whose  fulcrum,  being  the  nut  of  a  screw,  a,  can 
be  raised  or  lowered  by  turning  the  screw-head,  b. 

When  the  fulcrum  is  at  the  top  of  the  groove  ^,  in  which  it  slides,  the 
centre  of  gravity  of  the  beam  is  below  its  edge,  and  the  latter  oscillates 


freely  about  a  position  of  stable  equilibrium.  By  gradually  lowering  the 
fiilcmm  its  edge  may  be  made  to  pass  through  the  centre  of  gravity  of  the 
beam  when  the  latter  is  in  neutral  equilibrium  ;  that  is  to  say,  it  no  longer 
oscillates,  but  remains  in  equilibrium  in  all  positions.  When  the  fulcrum 
is  lowered  still  more,  the  centre  of  gravity  passes  above  its  edge,  the 
beam  is  in  a  state  of  unstable  equilibrium,  and  is  overturned  by  the  least 
displacement. 

73.  Beliemoy  of  tbe  iMOanoe. — A  balance  is  said  to  be  delicate  when  a 
very  small  difference  between  the  weights  in  the  scales  causes  a  perceptible 
deflection  of  the  pointer. 

Let  A  and  B  (figs.  50  and  51)  be  the  points  from  which  the  scale-pans 
arc  suspended,  and  C  the  axis  of  suspension  of  the  beam.    A,  B,  and  C  are 


Fig.  50^ 


Fig.  51. 


assumed  to  be  in  the  same  straight  line,  according  to  the  usual  arrangement. 
Suppose  weights  P  and  Q  to  be  in  the  pans,  suspended  from  A  and  B  re- 
spectively, and  let  G  be  the  centre  of  gravity  of  the  beam  ;  then  the  beam 
*iIlcome  to  rest  in  the  position  shown  in  the  figure,  where  the  line  DCN  is 
vertical,  and  ECG  is  the  direction  of  the  pointer.  According  to  the  above 
statement,  the  greater  the  angle  ECD  for  a  giv&n  difference  between  P  and 
Q,  the  greater  is  the  delicacy  of  the  balance.  Draw  ON  at  right  angles  to 
CG. 

Let  W be  the  weight  of  the  beam;  then  from  the  properties  of  the  lever  (40) 
it  follows  that  measuring  moments  with  respect  to  C,  the  moment  of  P  equals 
the  sum  of  the  moments  of  Q  and  W — a  condition  which  at  once  leads  to  the 

idatioD 

(P-Q)AC  =  WxGN. 
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Now  it  is  clear  that  for  agiven  value  of  CG  the  angle  GCN  ((hat  is,  ECD, 
which  measures  the  delicacy)  is  greater  as  ON  is  greater;  and  from  the 
formula  it  is  clear  that  for  a  given  value  of  P  -  Q  we  shall  have  G  N  greater 
as  AC  is  greater,  and  as  W  is  less.  Again,  for  a  given  value  of  GN  the 
aogle  GCN  is  greater  as  GC  is  less.  Hence  the  means  of  rendering  a 
balance  delicate  are — 

i.  To  make  the  arms  of  the  balance  long. 

ii.  To  make  the  weight  of  the  beam  as  small  as  is  consistent  with  ilt 
rigidity. 

iii.  To  bring  the  centre  of  groTnty  oj  the  beam  avery  little  below  the  ptnnt 
of  support. 

Moreover,  since  friction  will  always  oppose  the  action  of  the  force  that 
tends  to  preponderate,  the  balance  will  be  rendered  more  delicate  by  diminish- 
ing friction.  To  secure  this  advantage,  the  edges  from  which  the  beam  and 
scales  are  suspended  are  made  as  sharp  and  as  hard  as  possible,  and  the 
supports  on  which  they  rest  are  very  smooth  and  hard.  This  is  effected  by 
the  use  of  ^ate  knife-edges.  And,  further,  the  pointer  is  made  long,  since 
its  elongation  renders  a.  given  deflection  more  perceptible  by  increasing  the 
arc  which  its  end  describes. 

The  sensitiveness  of  a  balance  is  expressed  by  the  ratio  of  the  smallest 
weight,  which  will  produce  a  measurable  deflection  of  the  pointer,  to  the  load. 

74.  Vbyal<m  knd  obBmloal  baluioaa. — Fig.  52  represents  one  of  the 
e  balances  ordinarily  used  for  chemical  analysis.     Its  sensitiveness  is 


such  that  when  charged  with  a  kilogramme  (1,000  grms.)  in  each  scale  an 
excessof  a  tenth  of  a  milligramme  d^Jjoof  a  gnn.)  in  either  scale  produces 
a  very  perceptible  deflection  of  the  inde*. 


-75] 


Method  of  Double   Weighing 


63 


In  order  to  protect  the  balance  from  air  currents,  dust,  and  moisture, 
it  is  always,  even  when  weighing,  surrounded  by  a  glass  case,  whose  front 
slides  up  and  down,  to  enable  the  operator  to  introduce  the  objects  to  be 
wrighed.  Where  extreme  accuracy  is  desired  the  case  is  constructed  so 
that  the  space  may  be  exhausted,  and  the  weighing  made  in  vacuo. 

In  order  to  preserve  the  edge  of  the  fulcrum  as  much  as  possible,  the 
vhole  beam,  BB,  with  its  fulcrum  K,  can  be  raised  from  the  support  on 
which  the  latter  rests  by  simply  turning  the  button  O  outside  the  case. 

The  horizontal! ty  of  the  beam  is  determined  by  means  of  a  long  index, 
which  points  downwards  to  a  graduated  arc  near  the  foot  of  the  supporting 
pillar.  Lastly,  the  button  C  serves  to  alter  the  sensitiveness  of  the  balance  ; 
by  turning  it,  the  centre  of  gravity  of  the  beam  can  be  made  to  approach  or 
recede  from  the  fulcrum  (69). 

75.  Metlioa  of  double  welrliiiiv. — Even  if  a  balance  be  not  perfectly 
accurate,  the  true  weight  of  a  body  may  still  be  determined  by  its  means.  To 
do  so,  the  body  to  be  weighed  is  placed  in  one 
scale,  and  shot  or  sand  poured  into  the  other  until 
e<{nilibrium  is  produced  ;  the  body  is  then  replaced 
by  known  weights  until  equilibrium  is  re-esta- 
blished. The  sum  of  these  weights  will  neces- 
sarily be  equal  to  the  weight  of  the  body,  for,  acting 
onder  precisely  the  same  circumstances,  both  have 
produced  precisely  the  same  effect 

The  exact  weight  of  a  body  may  also  be  deter- 
mined by  placing  it  successively  in  the  two  pans 
of  a  balance,  and  then  deducing  its  true  weight. 

For  having  placed  m  one  pan  the  body  to  be 
weighed,  whose  true  weight  is  ;r,  and  in  the  other 
the  weight  /,  required  to  balance  it,  let  a  and  b  be 
the  arms  of  levers  corresponding  to  x  and  /. 
Then  from  the  principle  of  the  lever  (40)  we  have 
iu^fb.  Similarly,  if /,  is  the  weight  when  the  body 
is  placed  in  the  other  pan,  then  bx=ap^.  Hence 
^^=^abpp^y{r^TSi  which  x^^/pp^.  This  method 
was  invented  by  Pfere  Amiot,  but  is  ordinarily 
bown  as  Bordds  Method, 

Jolly  made  use  of  a  very  delicate  balance  to 
determine  the  constant  of  gravity.  The  balance 
(%•  53)  was  placed  in  a  room  in  the  tower  of  the 
Umversitj'of  Munich,  and  to  each  of  the  scale-pans 
was  attached,  by  a  wire  2 1  metres  in  length,  a  second 
scale-pan.  A  mass  of  mercury  of  5  kilogrammes 
contained  in  a  glass  vessel  was  first  counterpoised 
b  the  upper  scale-pans  ;  it  was  then  moved  to  the 
*ower  one,  and  it  was  found  necessary  to  add 
3t'683mgr.  to  the  upper  pan  in  order  to  counterbalance  the  increase  in 
Attractiveness  due  to  the  greater  force  in  the  lower  pan. 

Taking  the  radius  of  the  earth  at  Munich  at  6,365,722  metres,  the  number 


I 


Fig.  53, 
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calculated  from  the  formula  in  (82)  is  33  mgr. ;  a  sufficiently  close  result 
when  the  difficulties  of  the  experiments  are  taken  into  account. 

A  large  lead  sphere  was  then  placed  immediately  below  the  mass  in  the 
lower  pan,  and  produced  a  measurable  attraction.  From  the  attraction  thus 
produced  by  the  known  mass  of  the  lead  it  was  possible  to  deduce  the 
mass  and  the  mean  density  of  the  earth  (67) ;  the  number  obtained  was 
5 '69.  Similar  experiments  have  been  made  by  Prof.  Poynting  and  have  led 
to  the  same  number. 


~VSl  Laws  of  Falling  Bodies 
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76.  btwa  «r  (uUhk  liodlra.— Since  a  body 
bib  to  the  ground  in  consequence  of  the  earth's 
attndion  on  each  of  its  molecules,  it  follows  that, 
ntt]rdiing  else  being  the  same,  all  bodies,  great 
and  small,  light  and  heavy,  ought  to  fall  with  equal 
rapidity,  and  alumpof  sand  without  cohesion  should 
dnring  its  fall  retain  its  original  form  as  perfectly 
asifit  were  compact  stone.  The  fact  that  a  stone 
bUs  mote  rapidly  than  a  feather  is  due  solely  to  the 
imeqaal  resistances  opposed  by  the  air  to  the  descent 
of  these  bodies  ;  in  a  ■vacuum  all  bodies  Jail  ivith 
apt^ra^idity.  To  demonstrate  this  by  experiment 
i^ass  tube  about  two  yards  long  (fig.  54)  may  be 
taken,  having  one  of  its  ends  completely  closed, 
jud  a  brass  cock  fixed  to  the  other.  After  having 
nurodoccd  bodies  of  different  weights  and  densities 
(pieces  of  lead,  paper,  feather,  &c.)  into  the  tube, 
die  air  is  withdrawn  from  it  by  an  air-pump,  and 
ihecock  closed-  If  the  tube  be  now  suddenly  re- 
vosed,  all  the  bodies  will  fall  equally  quickly.  On 
introdndng  a  little  air  and  again  inverting  the  tube, 
tlie  lighter  bodies  become  slightly  retarded,  and 
this  retardation  increases  with  the  quantity  of  air 


opposed  by  the  air  to  Ming 
bodies  is  especially  remarkable  in  the  case  of 
liqnids.  The  Staubbach  in  Switzerland  is  a  good 
iOustiatioii ;  an  immense  mass  of  water  is  seen  fall- 
iif  over  a  high  precipice,  but  before  reaching  the 
battam  it  is  shattered  by  the  air  into  the  finest 
BiiR.  In  a  vacutmi,  however,  liquids  fall  like 
sc&ls  without  separation  of  their  molecules.  The 
vtir-Mammer  illustrates  this  ;  the  instrument  con- 
>i)tt  of  a  thick  glass  tube  about  a  foot  long,  half 
oQed  with  water,  the  air  having  been  expelled  by 
Solution  previous  to  closing  one  extremity  with  the 
tdow-IHpe.  When  such  a  tube  is  suddenly  inverted, 
Ae  water  &lls  in  one  undivided  mass  against  the 
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Other  extremity  of  the  tube,  and  produces  a  shai-p  dry  sound,  resembling  that 
which  accompanies  the  shock  of  two  solid  bodies. 

From  Newton's  law  (66)  it 
follows  that  when  a  body  falls 
to  the  earth  the  force  of  attrac- 
tion which  causes  it  to  do 
so  increases  as  the  body  ap- 
proaches the  earth.  Unless  the 
height  from  which  the  body 
falls,  however,  be  very  great, 
this  increase  will  be  altogether 
inappreciable,  and  the  force  in 
question  may  be  considered  as 
.  and  continuous.  It 
of  the  air  were 
removed,  therefore,  the  modon 
of  all  bodies  falling  to  the  earth 
would  be  uniformly  accelerated, 
and  would  obey  the  laws  alread)' 
explained  (49). 

77.  Atvood'a  mkolttne.— 
Several  instruments  have  been 
invented  for  illustrating  and 
experimentally  verifying  At 
laws  of  falling  bodies.  Galileo, 
who  discovered  these  laws  in 
the  early  part  of  the  seven- 
teenth century,  illustrated  them 
by  means  ofbodies  falling  down 
inclined  planes.  The  great 
object  of  all  such  instruments 
is  to  diminish  the  rapidity  or 
the  fall  of  bodies  without 
altering  the  character  of  their 
motion,  for  by  this  means 
their  motion  may  not  only  be 
better  observed,  but  it  will  be 
less  modified  by  the  resistance 
of  the  air  (48). 

The  most  convenient  instru- 
ment of  this  kind  is  that  invented 
by  Atwood  at  the  end  of  the 
last  century,  and  represented  in 
fig-  55-  It  consists  of  a  stout 
pillar  of  wood,  about  3^  yards 
high,  at  the  top  of  which  is  a 
*'■••  "■  brass  pulley,  whose  axle  restsand 

turns  upon  four  other  wheels,  called /nrfiuw  ■wheeh,  inasmuch  as  they  serve 
to  diminish  fHction.    Two  equal  weights,  M  and  M',  are  attached  to  the 
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extremities  of  a  fine  silk  thread,  which  passes  round  the  pulley  ;  a  timepiece^ 
H,  fixed  to  the  pillar,  is  regelated  by  a  seconds  pendulum^  P,  in  the  usual 
way ;  that  is  to  say,  the  oscillations  of  the  pendulum  are  communicated  to  a 
ratchet,  whose  two  teeth,  as  seen  in  the  figure,  fit  into  those  of  the  ratchet 
wheel  The  axle  of  this  wheel  gives  motion  to  the  seconds  hand  cf  the  dial, 
and  also  to  an  eccentric  behind  the  dial,  as  shown  at  £  by  a  separate  figure. 
Thb  eccentric  plays  against  the  extremity  of  a  lever,  D,  which  it  pushes 
nntil  the  latter  no  longer  supports  the  smaU  plate  t ;  and  thus  the  weight  M, 
ndiich  at  first  rested  on  this  plate,  is  suddenly  exposed  to  the  free  action  of 
gravity.  The  eccentric  is  so  constructed  that  the  little  plate  i  falls  precisely 
when  the  hand  of  the  dial  points  to  zero. 

The  weights  M  and  M^,  being  equal,  hold  each  other  in  equilibrium ; 
the  weight  M,  however,  is  made  to  descend  slowly  by  putting  a  small  bar  or 
OTcrweight  m  upon  it ;  and,  to  measure  the  spaces  which  it  describes,  the  rod 
or  scale  Q  is  divided  into  feet  and  inches,  commencing  from  the  plate  i. 
To  complete  the  instrument  there  are  a  number  of  plates.  A,  A^,  C,  C,  and 
a  number  of  rings,  B,  B',  which  may  be  fixed  by  screws  at  any  part  of  the 
scale.  The  plates  arrest  the  descending  weight  M,  the  rings  only  arrest  the 
bar  or  overweight  m,  which  was  the  cause  of  motion,  so  that  after  passing 
through  them  the  weight  M,  in  consequence  of  its  inertia,  will  move  on 
oniforaily  with  the  velocity  it  had  acquired  on  reaching  the  ring.  The 
several  parts  of  the  apparatus  being  described,  a  few  words  will  suffice  to 
explain  the  method  of  experimenting. 

Let  the  hand  of  the  dial  be  placed  behind  the  zero  point,  the  lever  D 
adjusted  to  support  the  plate  /,  on  which  the  weight  M  with  its  overweight 
m  rests,  and  the  pendulum  put  in  motion.  As  soon  as  the  hand  of  the  dial 
points  to  zero  the  plate  i  will  fall,  the  weights  M  and  m  will  descend,  and  by 
a  little  attention  and  a  few  trials  it  will  be  easy  to  place  a  plate  A  so  that  M 
may  reach  it  exactly  as  the  dial  indicates  the  expiration  of  one  second.  To 
make  a  second  experiment  let  the  weights  M  and  m,  the  plate  /,  and  the 
lever  D  be  placed  as  at  first ;  remove  the  plate  A,  and  in  its  place  put  a  ring, 
B,  so  as  to  arrest  the  overweight  m  just  when  the  weight  M  would  have 
reached  A  ;  on  putting  the  pendulum  in  motion  again  it  will  be  easy,  after  a 
few  trials,  to  put  a  plate,  C,  so  that  the  weight  M  may  fall  upon  it  precisely 
vlien  the  hands  of  the  dial  point  to  two  seconds.  Since  the  overweight  m 
in  this  experiment  was  arrested  by  the  ring  B  at  the  expiration  of  one  second, 
the  space  BC  was  described  by  M  in  one  second  purely  in  virtue  of  its  own 
ioeitia,  and  consequently  by  (24)  BC  will  indicate  the  velocity  of  the  falling 
mass  at  the  expiration  of  one  second 

Proceeding  in  the  same  manner  as  before,  let  a  third  experiment  be  made 
in  order  to  ascertain  the  point  B''  at  which  the  weights  M  and  m  arrive  after 
the  lapse  of  two  seconds,  and  putting  a  ring  at  B^,  ascertain  by  a  fourth 
experiment  the  point  C^  at  which  M  arrives  alone,  three  seconds  after  the 
<tecent  conmienced ;  B'C  will  then  express  the  velocity  acquired  after  a 
descent  of  two  seconds.  In  a  similar  manner,  by  a  fifth  and  sixth  experiment, 
«c  may  determine  the  space  OB^^  described  in  three  seconds,  and  the  velo- 
city B"C"  acquired  during  those  three  seconds,  and  so  on ;  we  shall  find 
diat  B'C  is  twice,  and  B"C^'  three  times  as  great  as  BC — in  other  words, 
that  the  velocities  BC,  WC\  WQf'  increase  in  the  same  proportion  as  the 
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times  (i,  2,  3,  .  .  .  seconds)  employed  in  their  acquirement.  By  the  defi- 
nition (49),  therefore,  the  motion  is  uniformly  accelerated.  The  same  ex- 
periments will  also  serve  to  verify  and  illustrate  the  four  laws  of  uniformly 
accelerated  motion  as  enunciated  in  (49).  For  example,  the  spaces  OB, 
OB',  OB'',  ....  described  from  a  state  of  rest  in  i,  2,  3,  ...  .  seconds, 
will  be  found  to  be  proportional  to  the  numbers  i,  4,  9  .  .  .  ;  that  is  to  say, 
to  the  squares  of  those  numbers  of  seconds,  as  stated  in  the  third  law. 

Lastly,  if  the  overweight  m  be  changed,  the  acceleration  or  velocity  BC 
acquired  per  second  will  also  be  changed,  and  we  may  easily  verify  the 
assertion  in  (27),  that  force  is  proportional  to  the  product  of  the  mass  moved, 
into  the  acceleration  produced  in  a  given  time.  For  instance,  assuming  the 
pulley  to  be  so  light  that  its  inertia  can  be  neglected,  then  if  m  weighed  half 
an  ounce,  and  M  and  M'  each  15}  ounces,  the  acceleration  BC  would  be  found 
to  be  six  inches  ;  whilst  if  m  weighed  one  ounce,  and  M  and  M^  each  63^ 
ounces,  the  acceleration  BC  would  be  found  to  be  three  inches. 

Now  in  these  cases  the  forces  producing  motion,  that  is  the  overweights, 
are  in  the  ratio  of  i  :  2  ;  while  the  products  of  the  masses  and  the  accelera- 
tions are  in  the  ratio  of  (J  -1- 15}  +  15  J)  x  6  to  (i  +  63J  +  63J)  x  3  ;  that  is,  they 
are  also  in  the  ratio  i  :  2.  Now  the  same  result  is  obtained  in  whatever 
lyay  the  magnitudes  of  tn^  M,  and  M^  are  varied,  and  consequently  in  all 
cases  the  ratio  of  the  forces  producing  motion  equals  the  ratio  of  die  mo- 
menta generated. 

78.  Morla's  apparatus.— The  principle  of  this  apparatus,  the  original 
idea  of  which  is  due  to  General  Poncelet,  is  to  make  the  falling  body  trace 
its  own  path.  Fig.  56  gives  a  view  of  the  whole  apparatus,  and  fig.  57 
gives  the  details.  The  apparatus  consists  of  a  wooden  framework,  about 
7  feet  high,  which  holds  in  a  vertical  position  a  very  light  wooden  cylinder, 
M,  which  can  turn  freely  about  'its  axis.  This  cylinder  is  coated  with 
paper  divided  into  squares  by  equidistant  horizontal  and  vertical  lines.  The 
latter  measure  the  path  traversed  by  the  body  falling  along  the  cylinder, 
while  the  horizontal  lines  are  intended  to  divide  the  duration  of  the  fall  into 
equal  parts. 

The  falling  body  is  a  mass  of  iron,  P,  provided  with  a  pencil,  which  is 
pressed  against  the  paper  by  a  small  spring.  The  iron  is  guided  in  its  fall 
by  two  light  iron  wires  which  pass  through  guide-holes  on  the  two  sides. 
The  top  of  this  mass  is  provided  with  a  tipper  which  catches  against  the  end 
of  a  bent  lever,  AC.  This  being  pulled  by  the  string  K  attached  at  A,  the 
weight  falls.  If  the  cylinder  M  were  fixed,  the  pencil  would  trace  a  straight 
line  on  it ;  but  if  the  cylinder  moves  uniformly,  the  pencil  traces  the  line 
mn^  which  serves  to  deduce  the  law  of  the  fall 

The  cylinder  is  rotated  by  means  of  a  weight,  Q,  suspended  to  a  cord 
which  passes  round  the  axle  G.  At  the  end  of  this  is  a  toothed  wheel,  r, 
which  turns  two  endless  screws,  a  and  ^,  one  of  which  turns  the  cylinder, 
and  the  other  two  vanes,  x  and  x^  {j£i%.  57).  At  the  other  end  is  a  ratchet 
wheel,  in  which  fits  the  end  of  a  lever,  B  ;  by  pulling  at  a  cord  fixed  to  the 
other  end  of  B,  the  wheel  is  liberated,  the  weight  Q  descends,  and  the  whole 
system  begins  to  turn.  The  motion  is  at  first  accelerated,  but  as  the  air 
ofiers  a  resistance  to  the  vanes  (48),  which  increases  as  the  rotation  becomes 
more  rapid,  the  resistance  finally  equals  the  acceleration  which  gravity  tends 
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to  imput.  From  this  time  the  motion  becomes  uniform.  This  is  the  case 
■ben  the  weight  Q  has  traversed  about  three-quarters  of  its  course  ;  at  this 
iDMneiit  the  weight  P  is  detached  by  pulling  the  cord  K,  and  the  pencil  then 
traces  the  curve  mn. 

If,  by  means  of  this  curve,  we  examine  the  double  motion  of  the  pencil 
on  the  small  squares  which  divide  the  paper,  we  see  that,  for  displacements 


t,  2,  3  ....  in  a  horizontal  direction,  the  displac 
in  a  vertical  direction.  This  shows  that  the  paths  traversed  in  the  direction 
of  the  &I1  are  directly  as  the  squares  of  the  lines  in  the  direction  of  the 
rotation,  which  verifies  the  second  law  of  &lling  bodies. 

From  the  relation  which  exists  between  the  two  dimensions  of  the  curve 
w>.  it  is  concluded  that  this  curve  is  a paraiola  {^i). 
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79.  The  lenrtb  of  tlie  compound  pendulum. — The  formula  deduced  in 
article  (55),  and  the  conclusions  which  follow  therefrom,  refer  to  the  case  of  the 
simple  or  mathematical  pendulum  ;  that  is,  to  a  single  heavy  point  suspended 
by  a  thread  without  weight  Such  a  pendulum  has  only  an  imaginary 
existence,  and  any  pendulum  which  does  not  realise  these  conditions  is 
called  a  compound  or  physical  pendulum.  The  laws  for  the  time  of  vibra- 
tion of  a  compound  pendulum  are  the  same  as  those  which  regulate  the 
motion  of  the  simple  pendulum,  though  it  will  be  necessary  to  define  ac- 
curately what  is  meant  by  the  length  of  such  a  pendulum.  A  compound 
pendulum  being  formed  of  a  heavy  rod  terminated  by  a  greater  or  less  mass, 
it  follows  that  the  several  material  points  of  the  whole  system  will 
strive  to  perform  their  oscillations  in  different  times,  their  distances 
from  the  axis  of  suspension  being  different,  and  the  more  distant 
points  requiring  a  longer  time  to  complete  an  oscillation.  From 
this,  and  from  the  fact  that  being  points  of  the  same  body  they 
must  all  oscillate  together,  it  follows  that  the  motion  of  the  points 
near  the  axis  of  suspension  will  be  retarded,  whilst  that  of  the  more 
distant  points  will  be  accelerated,  and  between  the  two  extremities 
there  will  necessarily  be  a  series  of  points  whose  motion  will  be 
neither  accelerated  nor  retarded,  but  which  will  oscillate  precisely 
as  if  they  were  perfectly  free  and  unconnected  with  the  other  points 
of  the  system.  These  points,  being  equidistant  from  the  axis  of 
suspension,  constitute  a  parallel  axis  known  as  the  axis  0/  oscil- 
lotion  ;  and  it  is  to  the  distance  between  these  two  axes  that  the 
term  length  of  the  compound  pendulum  is  applied  :  we  may  say, 
therefore,  that  the  length  of  a  compound  pendulum  is  that  of  the 
simple  pendulum  which  would  describe  its  oscillations  in  the  same 
time. 

Huyghens,  the  celebrated  Dutch  physicist,  discovered  that  the 

axes  of  suspension  and  oscillation  are  mutually  convertible  ;  that 

is  to  say,  the  time  of  oscillation  will  remain  unaltered  when  the 

pendulum  is  suspended  from  its  axis  of  oscillation.  This  enables  us 

to  determine  experimentally  the  length  of  the  compound  pendtdum. 

For  this  purpose  the  reversible  pendulum  devised  by  Bohnenberger 

and  Kater  may  be  used.     One  form  of  this  (fig.  58)  is  a  rod  with 

the  knife-edges  a  and  b  turned  towards  each  other.    W  and  V  are 

lens-shaped  masses  the  relative  positions  of  which  may  be  varied. 

By  a  series  of  trials  a  position  can  be  found  such  that  the  number 

of  oscillations  of  the  pendulum  in  a  given  time  is  the  same  whether 

it  oscillates  about  the  axis  a  or  the  axis  b.    This  being  so,  the 

distance  ab  represents  the  length  I  of  sl  simple  pendulum  which 

has  the  same  time  of  oscillation.     From  the  value  of  /,  thus 

Fig.  58-      obtained,   it  is  easy  to  determine  the  length  of  the  seconds 

pendulum. 

The  length  of  the  seconds  pendulum — that  is  to  say,  of  the  pendulum 

which   makes  one   oscillation   in  a  second — ^varies,   of  course,  with  the 

force  of  gravity.    The  following  table  gives  its  value  at  the  sea-level  at 

various  places  as  determined  by  observation.    The  accelerative  effect  of 

gravity  at  these  places,  according  to  formula  (55),  is  obtained  in  feet  and 
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metres,  by  multiplying  the  length  of  the  seconds  pendulum,  reduced  to  feet 
and  metres  respectively,  by  the  square  of  3*14159  or  9*87. 


Acceleration  of  Gravity  in 

T  ^^^A 1_ 

Length  of  Pen- 

Latitude 

dulum  in  inches 

* 

Feet 

Metres 
9-8258 

Hammerfest    . 

7o*'-4o'N. 

391948 

32*2364 

Aberdeen 

57-9 

391550 

32*2066 

,       9*8164 

Konigsbei^g 

54.42 

39-1507 

32*2002 

9*8142 

Manchester 

53-29 

391466 

32*196^; 

9-8134 

Dublin     . 

53-21 

39*1461 

32-1968 

9*8132 

Berlin      . 

52.30 

39-1439 

32-1945 

9-8124 

Greenwich 

51.29 

39-1398 

32-1912 

9*8115 

Paris 

48.50 

39-1285 

32*1819 

9-8039 

Rome 

41.54 

39-1 145 

32-1712 

9-8053 

New  York 

40.43 

39'ioi2 

32-1594 

9*8019 

Washington 

38.54 

39-0968     ; 

32-1558 

98006 

Madras    . 

13.4 

39-0268     , 

32*0992 

9-7836 

Ascension         .        .  , 

7.56 

390242 

32-0939 

9*7817 

Sl  Thomas 

0.25 

39-0207      ' 

32-0957 

9*7826 

Cape  of  Good  Hope 

33-55  S. 

39-0780 

32-1404 

9*7962 

Consequently,  \g  or  the  space  described  in  the  first  second  of  its  motion 
by  a  body  £alling  in  vacuo  from  a  state  of  rest  (49)  is 

16*0478  feet  or  4*891  metres  at  St  Thomas, 
16-0956  „  „  4*905  „  at  London,  and 
16*1182    „    „  4*913      „      at  Hammerfest. 

In  all  calculations,  which  are  merely  used  for  the  sake  of  illustration,  we 
may  take  32  feet,  or  9*8  metres,  as  the  accelerative  effect  due  to  gravity. 

From  observations  of  this  kind,  after  applying  the  necessary  corrections, 
and  taking  into  account  the  effect  of  rotation  (82),  the  form  of  the  earth  can 
be  deduced. 

8a  Verllloatlon  of  tbe  laws  of  tbe  pendnlnm. — In  order  to  verify  the 
laws  of  the  simple  pendulum  (55)  we  are  compelled  to  employ  a  compound 
ooe,  whose  construction  differs  as  little  as  possible  from  that  of  the  former. 
For  this  purpose  a  small  sphere  of  a  very  dense  substance,  such  as  lead  or 
platinum,  is  suspended  from  a  fixed  point  by  means  of  a  very  fine  metal  wire. 
A  pendulum  thus  formed  oscillates  almost  like  a  simple  pendulum,  whose 
length  is  equal  to  the  distance  of  the  centre  of  the  sphere  from  the  point  of 
suspension. 

Inorder  to  verify  the  isochronism  of  small  oscillations^it  is  merely  necessary 
to  count  the  nimiber  of  oscillations  made  in  equal  times,  as  the  amplitudes 
of  tnese  oscillations  diminish  from  3  degrees  to  a  fraction  of  a  degree  ;  this 
oamber  is  found  to  be  constant 

That  the  time  of  vibration  is  proportional  to  the  square  root  of  the  length 
is  verified  by  causing  pendulums,  whose  lengths  are  as  the  numbers  i,  4, 
9^  • .  .  .to  oscillate  simultaneously.  The  corresponding  numbers  of  oscil- 
l^^s  in  a  given  time  are  then  found  to  be  proportional  to  the  fractions 
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I,  \.  \,  &c,  .  ,  which  shows  that  the  times  of  oscillation  increase  as  the 
numbers  I,  I,  3,  ...  -  &c. 

By  taking  several  penduloins  of  exactly  equal  length,  B,  C,  D  (fig.  59), 
but  with  spheres  of  different  substances — lead,  copper,  ivory — it  is  found 
that,  neglecting  the  resistance  of  the  air,  these 
pendulums  oscillate  in  equal  times,  thereby  show- 
ing that  the  acceleiative  effecf  of  gravity  on  all 
bodies  is  the  same  at  the  same  place. 

By  means  of  an  arrangement  resembling  the 
above,  Newton  verified  the  fact  that  the  massei 
of  bodies  are  determined  by  the  balance ;  which, 
it  will  be  remarked,  lies  at  the  fomidation  of  the 
;  of  force  (28).      For  it  will  be  seen  on 
g  (54)  and  (55)  with  (49)  that  the  lawot 
the  time  of  a  small  oscillation  is  obtained  on  the 
supposition  thai  the  force  of  gravity  on  all  bodies 
is  represented  by  M^,  in  which  M  is  determined 
by  the  balance.     In  order  to  verily  this,  he  had 
made  two  round  equal  Hooden  boxes  ;  he  filled 
one  with  wood,  and  as  nearly  as  possible  in  the 
centre  of  oscillation  of  the  other  he  placed  an 
equal  weight  of  gold.     He  ihcn  suspended  the 
boxes  by  threads  eleven  feet  long,  so  that  they 
L  formed  pendulums  exactly  equal  so  far  as  weight, 
;   figure,  and  resistance  of  the  air  were  concerned. 
I  Their  oscillations  were  performed  in  exactly  the 
same   time.      The   same   results   were   obtained 
-  when  other  substances  were  used,  such  as  silver. 

Fig,  59.  lead,  glass,  sand,  salt,  wood,  water,  com.     Now 

all  these  bodies  had  equal  weights,  and,  being  contained  in  the  same  boxes, 
they  experienced  the  same  resistance  by  Ihe  air,  and  if  the  inference  that 
therefore  they  had  equal  masses  had  been  erroneous  by  as  little  as  the  one- 
thousandth  part  of  the  whole,  the  experiment  would  have  detected  it. 

8j.  Applloatton  or  the  pandvlnm  to  olooka. — The  regulation  of  the 
motion  of  clocks  is  effected  by  means  of  pendulums,  that  of  watches  by 
balance-springs.  Pendulums  were  first  applied  to  this  purpose  by  Huyghens 
in  1658,  and  in  the  same  year  Hooke  applied  a  spiral  spring  to  the  balance 
of  a  watcli.  The  manner  of  employing  the  pendulum  is  shown  in  fig.  6a 
The  pendulum  rod  passing  between  the  prongs  of  a  fork,  a,  communicates  its 
motion  to  a  rod,  b,  which  oscillates  on  a  horizontal  axis,  0.  To  this  axis  is 
fixed  a  piece,  /««,  called  an  escapement  or  crutch,  terminated  by  two  prelec- 
tions or  pallets,  which  work  alternately  with  the  teeth  of  the  escapefneni 
wheel  R.  This  wheel  being  acted  on  by  the  weight  tends  to  move  con- 
tionusly,  let  us  say,  in  the  direction  indicated  by  the  arrow-head.  Now,  if 
the  pendulum  is  at  rest,  the  wheel  is  held  at  rest  by  the  pallet  m,  and  with  it 
the  whole  of  the  clockwork  and  the  weight.  If,  however,  the  pendulum 
moves  and  takes  the  position  sho«-n  by  the  dotted  line,  m  is  raised,  the 
wheel  estapes  from  the  confinement  in  which  it  was  held  by  the  pallet,  the 
weight  descends,  and  ciiuscs  the  wheel  to  turn  until  its  motion  is  arrested  by 
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ihe  other  pallet  n  ;  which,  in  consequence  of  the  motion  of  the  pendulum, 
■ill  be  brought  into  contact  with  another  tooth  of  the  escapement  wheel.     In 
[bis  manner  the  descent  of  the  weight  is  alternately  permitted  and  arrested 
—or,  in  a  word,  regulated— hy  the  pendulum.     By 
means  of  a  proper  train  of  wheclwork  the  motion  of 
[he  escapement  is  communicated  to  the  hands  of  the 
dock;  and  consequently  their  motion,  also,  is  regu- 
l*ted  by  ths  pendulum.     In  watches  the  watch-spring 
[toys  the  part  of  the  weight  in  clocks. 

The  pendulum  has  also  been  used  for  measuring 
great  velocities.     A  large  wooden  box  filled  with  sand  \ 

and  weighing  from  3  to  5  tons  is  coated  with  iron ; 
ag^nsl  this  arrangement,  which  is  known  as  a  ballistic 
ptnJuIum,  a  shot  is  fired,  and  the  deflection  thereby 
produced  is  observed.  From  the  laws  of  the  impact 
of  belastic  bodies,  and  from  those  of  the  pendulum, 
the  velocity  of  the  ball  may  be  calculated  from  the 
ucmmt  of  this  deflection. 

The  gun  may  also  be  fastened  to  a  pendulum 
um^ement ;  and,  when  fired,  the  reaction  causes  an 
Mgnlar  velocity,  from  which  the  pressure  of  the  en- 
dosed  gases  can  be  deduced,  and  there&om  the  initial 
«tocity  of  the  shot. 

An  interesting  application  of  the  pendulum  is  to 
ibe  KUlrortome,  which  consists  of  a  short  rod  with  a 
filed  bob  ;  on  the  rod  and  above  the  axis  is  a  sliding 
wdghL  By  raising  this  the  rate  of  the  pendulum  is 
laigthened  ;  by  lowering  it  accelerated  ;  and  thus  even 
•ith  a  short  pendulum  the  beats  can  be  made  pretty 
long.  Maelzel  connected  this  with  a  clockwork 
anai^ment  so  that  the  beats  are  quite  audible.  p;,  So. 

81.  CBa>«s    wbt«li    moOlft    tli*    InMBBttr    of 
Hn««trlBi  BTKVltKtian. — The  intensity  of  the  force  of  gravity — that  is,  the 
nine  of^— is  not  the  same  in  all  parts  of  the  earth.     It  is  modified  by 
several  causes,  of  which  the  form  of  the  earth  and  its  rotation  are  the  most 


Dnportant 

L  The  attraction  which  the  earth  exerts  ufton  a  body  at  its  surface  is  the 
mn  of  the  partial  attractions  which  each  part  of  the  earth  exerts  upon  that 
body,  and  the  resultant  of  all  these  attractions  may  be  considered  10  act  from 
» single  point — the  centre.  Hence,  if  the  earth  were  a  perfect  sphere,  a  given 
body  would  be  equally  attracted  at  any  pait  of  the  earth's  surface.  The 
wtraction  would,  however,  vary  with  the  height  above  the  surface.  For  small 
alterations  of  level  the  differences  would  be  inappreciable  ;  but  for  greater 
heights  and  in  accurate  measurements  observations  of  the  value  of  g  must 
he  rediKed  to  the  sea-level.  The  attraction  of  gravitation  being  inversely 
»s  the  square  of  the  distance  from  the  centre  (66),  we  shall  have 
g'-  g,=  ~\  —_—-—,  where  g  is  the  value  of  the  acceleration  of  gravity  at 
tbe  s«B-leveI,  g,  its  value  at  any  height  k,  and  R  is  the  radius  of  the  earth. 
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From  this,  seeing  that  h  is  very  small  compared  with  R,  and  that  therefore 
its  square  may  be  neglected,  we  get  by  simple  algebraical  transformation 

R 
But  even  at  the  sea-level  the  force  of  gravity  varies  in  different  parts  in 
consequence  of  the  form  of  the  earth.  The  earth  is  not  a  true  sphere,  but 
an  ellipsoid,  the  major  axis  of  which  is  12,754,796  metres,  and  the  minor 
12,712,160  metres.  The  distance,  therefore,  from  the  centre  being  greater  at 
the  Equator  than  at  the  Poles,  and  as  the  attraction  on  a  body  is  inversely 
as  the  square  of  these  distances,  calcidation  shows  that  the  attraction  due  to 
this  cause  is  ^^^  greater  at  the  Poles  than  at  the  Equator.  This  is  what 
would  be  true  if,  other  things  being  the  same,  the  earth  were  at  rest 

ii.  In  consequence  of  the  earth's  rotation,  the  force  of  gravity  is  further 
modified.  If  we  imagine  a  body  relatively  at  rest  on  the  Equator,  it  really 
shares  the  earth's  rotation,  and  describes,  in  the  course  of  one  day,  a  circle 
whose  centre  and  radius  are  the  centre  and  radius  of  the  earth.  Now,  since 
a  body  in  motion  tends  by  reason  of  its  inertia  to  move  in  a  straight  line,  it 
follows  that  to  make  it  move  in  a  circle,  a  force  must  be  employed  at  each 
instant  to  deflect  it  from  the  tangent  (53).  Consequently,  a  certain  portion 
of  the  earth's  attraction  must  be  employed  in  keeping  the  above  body  on  the 
surface  of  the  earth,  and  only  the  remainder  is  sensible  as  weight  or  accele- 
rating force.  It  appears  from  calculation  that  at  the  Equator  the  ajr^th  part 
of  the  earth's  attraction  on  any  body  is  thus  employed,  so  that  the  magnitude 
of  g  at  the  Equator  is  less  by  the  ^i^th  part  of  what  it  would  be  were  the 
earth  at  rest. 

iii.  As  the  body  goes  neai'er  the  Poles  the  force  of  gravity  is  less  and  less 
diminished  by  the  effect  of  centrifugal  force.     For  in  any  given  latitude  it 

will  describe  a  circle  coinciding  with  the  parallel  of 
latitude  in  which  it  is  placed ;  but  as  the  radii  of 
these  circles  diminish,  so  does  the  centrifugal  force 
to  the  Pole,  where  the  radius  is  null.  Further,  on 
the  Equator  the  centrifugal  force  is  directly  opposed 
to  gravitation  :  in  any  other  latitude  only  a  com- 
ponent of  the  whole  force  is  thus  employed.  This  is 
seen  in  fig.  61,  in  which  PP'  represents  the  axis  of 
rotation  of  the  earth,  and  EE'  the  Equator.  At  any 
given  point  E  on  the  Equator  the  centrifugal  force 
is  directed  along  CE,  and  acts  wholly  in  diminishing 
the  intensity  of  gravitation  ;  but  on  any  other  point, 
a,  nearer  the  Pole,  the  centrifugal  force  acting  on  a  right  line  eUf  at  right 
angles  to  the  axis  PP',  while  gravity  acts  along  aC,  gravity  is  no  longer 
directly  diminished  by  centrifugal  force,  but  only  by  its  component  o^,  which 
is  less  the  nearer  a  is  to  the  Pole. 

The  combined  effect  of  these  two  causes — the  flattening  of  the  earth  at 
the  Poles,  and  the  centrifugal  force — is  to  make  the  attraction  of  gravi  tation 
at  the  Equator  less  by  about  the  xi?^^  P^^  ^^  i^^  value  at  the  Poles. 
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CHAPTER   III 

MOLECULAR  FORCES 

83.  Vatnre  of  moleovlar  forces. — The  various  phenomena  which  bodies 
present  show  that  their  molecules  are  under  the  influence  of  two  contrary 
forces,  one  of  which  tends  to  bring  them  together,  and  the  other  to  separate 
them  from  each  other.  The  first  force,  which  is  called  molecular  attraction^ 
vaiies  in  one  and  the  same  body  with  the  distance  only.  The  second  force 
is  due  to  the  vis  vivOy  or  moving  force,  which  the  molecules  possess.  It  is 
the  mutual  relation  between  these  forces,  the  preponderance  of  the  one  or 
the  other,  which  determines  the  molecular  state  of  a  body  (4) — whether  it  be 
solid,  liquid,  or  gaseous. 

Molecular  attraction  is  only  exerted  at  infinitely  small  distances.  Its 
effect  is  inappreciable  when  the  distance  between  the  molecules  becomes 
appreciable. 

According  to  the  manner  in  which  it  is  regarded,  molecular  attraction  is 
designated  by  the  terms  cohesion,  affinity,  or  adhesion, 

84.  Coliosion. — Cohesion  is  the  force  which  unites  adjacent  molecules 
of  the  same  nature  ;  for  example,  two  molecules  of  water,  or  two  molecules 
of  iron.  Cohesion  is  strongly  exerted  in  solids,  less  strongly  in  liquids,  and 
scarcely  at  all  in  gases.  Its  strength  decreases  as  the  temperature  increases, 
because  then  the  vis  viva  of  the  molecules  increases.  Hence  it  is  that  when 
solid  bodies  are  heated  they  first  liquefy,  and  are  ultimately  converted  into 
the  gaseous  state,  provided  that  heat  produces  in  them  no  chemical  change. 

Cohesion  varies  not  only  with  the  nature  of  bodies,  but  also  with  the 
anangement  of  their  molecules  ;  thus,  the  difference  between  tempered  and 
ontempered  steel  (94)  is  due  to  a  difference  in  the  molecular  arrangement 
produced  by  tempering.  Many  of  the  properties  of  bodies,  such  as  tenacity, 
hardness,  and  ductility,  are  due  to  the  modifications  which  this  force 
nndezgoes. 

In  large  masses  of  liquids  the  force  of  gravity  overcomes  that  of  cohesion. 
Hence  liquids  acted  upon  by  the  former  force  have  no  special  shape  ;  they 
take  that  of  the  vessel  in  which  they  are  contained.  But  in  smaller  masses 
cohesion  gets  the  upper  hand,  and  liquids  assume  then  the  spheroidal  form. 
This  is  seen  in  the  drops  of  dew  on  the  leaves  of  plants.  It  is  also  seen  when 
a  liquid  is  placed  on  a  solid  which  it  does  not  moisten ;  as,  for  example, 
mercury  upon  wood.  The  experiment  may  also  be  made  with  water,  by 
sprinkling  upon  the  surface  of  the  wood  some  light  powder,  such  as  lyco- 
podirnn  or  lampblack,  and  then  dropping  a  little  water  on  it.  The  following 
experiment  is  an  illustration  of  the  force  of  cohesion  causing  a  liquid  to  as- 
some  the  spheroidal  form.  A  saturated  solution  of  zinc  sulphate  is  placed  in  a 
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narrow-necked  boltle(fig.62),and  a  few  drops  of  bisulphide  of  carbon,  coloured 
with  iodine,  made  to  float  on  ihe  surface.  If  pure  water  be  now  carefully  added, 
so  as  to  rest  on  the  surface  of  the  sulphate  of  zinc  solution, 
the  bisulphide  collects  in  the  form  of  a  flattened  spheroid, 
which  presents  the  appearance  of  blown  coloured  glass,  and 
is  larger  than  the  neck  of  the  bottle,  provided  a  sufHcienl 
quantity  has  been  taken. 

The  force  of  cohesion  of  liquids  may  be  illustrated  and 
even  measured  as  follows.  A  plane,  perfectly  smooth  disc,  D 
(tig.  63),  is  suspended  horizontally  to  one  scale-pan,  p,  of  a 
delicate  balance,  and  is  accurately  equipoised.    A  some- 

Z what  wide  vessel  of  liquid  is  placed  below,  and  the  position 

''■  °*  of  the  disc  regulated  by  means  of  the  sliding  screw  S  until 

it  just  touches  the  liquid.  Weights  are  then  carefully  added  to  the  other 
scale-pan  until  the  disc  is  detached  from  the  liquid.  In  this  wayit  has  been 
found  that  the  weights  required  to  detach  the  disc  vary  with  the  nature  of 
the  liquid  ;  with  a  disc  of  1 1 8  mm.  diameter  the  numbers  for  waters,  alcohol, 
and  turpentine  were  59*4,  31,  and  34  grammes  respectively. 

The  results  were  the  same  whether  the  disc  was  of  glass,  of  copper,  or  of 
other  metals,  and  they  thus  only  depend  on  the  nature  of  the  liquid.  It  is 
a  measure  of  the  cohesion  of  the  liquid,  for  a  layer  remains  adhering  to  the 
disc  ;  hence  the  weight  on  the  other  side  does  not  separate  the  disc  from 
the  liquid,  but  separates  the  particles  of  liquid  from  each  other. 

85.  AM^Lxj.— Chemical  affimty,(y!  chemical  attraction,  is  the  force  whtcb 
is  exerted  between  molecules  not  of  the  same  kind.  Thus,  in  water,  which 
is  composed  of  oxygen  and  hydrogen,  it  is  affinity  which  unites  these  ele- 
ments, but  it  is  cohesion  which  binds  together  two  molecules  of  water.  In 
compound  bodies  cohesion  and  affinity  operate  simultaneously,  while  in 
simple  bodies  or  elements  cohesion  has  alone  to  be  considered. 

To  affinity  are  due  all  the  phenomena  of  combustion  and  of  chemical 
combination  and  decomposition. 

Those  causes  which  tend  to  weaken  cohesion  are  most  favourable  to 
afhnity ;  for  instance,  the  action  of  affinity  between  substances  is  facilitated  by 
their  division,  and  still  more  by  reducing  them  to  a  liquid  or  gaseous  state. 
It  is  most  powerfully  exerted  by  a  body  in  its  nascent  state — that  is,  the  state 
in  which  the  body  exists  at  the  moment  it  is  disengaged  from  a  compound  ; 
the  body  is  then  free  and  ready  to  obey  the  feeblest  affinity.  An  increase 
of  temperature  modifies  affinity  differently  under  different  circumstances. 
In  some  cases  by  diminishing  cohesion,  and  increasing  the  distance  between 
the  molecules,  heat  promotes  combination.  Sulphur  and  oxygen,  which  at 
the  ordinary  temperature  are  without  action  on  each  other,  combine  to  form 
sulphur  dioxide  when  the  temperature  is  raised  :  in  other  cases  heat  tends 
to  decompose  compounds  by  imparting  to  their  elements  an  unequal  expan- 
sibihty.  Thus  it  is  that  many  metallic  oxides — as,  for  example,  those  of  silver 
and  mercury — are  decomposed,  by  the  action  of  heat,  into  gas  and  metal. 

36.  AdbasioB. — The  molecular  attraction  exerted  between  the  surfaces 
of  bodies  in  contact  is  called  adhesion. 

i.  Adhesion  takes  place  between  solids.  If  two  leaden  bullets  are  cut 
with  a  penknife  so  as  to  form  two  equal  and  brightly  polished  surfaces,  and 
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Uie  two  feces  are  pressed  and  turned  against  each  other,  until  they  are  in  the 
closest  contact,  they  adhere  so  strongly  as  to  require  a  force  of  more  than 
lao  grammes  to  separate  them.     The  same  experiment  may  be  made  with 
[wo  equal  pieces  of  glass  which  are  polished  and  made  perfectly  plane 
When  they  are  pressed  one  against  the  other,  the  adhesion  is  so  powerful 
that  Ihey  cannot  be  separated  without  breaking.  As  the  experiment  succeeds 
in  vacuo,  it  cannot  be  due  to  atmospheric  pressure,  but  must  be  attributed 
to  a  reciprocal  action  between  the  two  surfaces.    The  attraction  also  in- 
creases as  Che  contact  is  prolonged,  and  is  greater  in  proportion  as  the  con- 
In  the  operation  of  glueing  the  adhesion  is  complete,  for  the  pores  and 
creiices  of  the  fresh  surfaces  being  filled  with  liquid  glue,  so  that  there  is  one 
eoqMy  space  on  drying,  wood  and  glue  form  one 
contact  whole.     In  some  cases  the  adhesion  of 
canented  objects  is  so  powerful   that  the  mass 
breaks  more  readily  at  other  places  than  at  the 
conented  parts.     Both  in  glueing  and  cementing 
the  layer  ^ould  be  thin. 

Spring  exposed  various  powders,  such  as  salt- 
peuf ,  sawdust,  fine  sand,  and  chalk,  to  a  pressure 
d  10,000  atmospheres  (163).  He  thus  obtained 
muses  of  greater  hardness  and  tenacity  than  the 
cnginal  substances  possessed,  and  destitute  of 
crystalline  form. 

Soldering  is  due  to  cohesion  ;  the  surface  of 
the  metals  must  be  quite  clean,  which  is  effected 
bj  removing  the  layer  of  oxide,  with  which  they 
an  mually  coated,  by  acid  or  by  borax.  The 
solder  when  it  solidiGes  only  adheres  to  clean 
mtial  soifaces. 

There  is  no  real  difference  between  adhesion 
md  cohesion  ;  thus  when  two  freshly  cut  surfaces 
<i  caoutchouc  are  pressed  together,  they  adhere 
»ilb  considerable  force,  and  ultimately  form  one 
(wnpacl  solid  mass.  

il  Adhesion  also  takes  place  between  solids     .rz-zszsz~7^~ZJ^^^z.^: 

uidliquids.    If  we  dip  a  glass  rod  into  water,  and     " 1.~" 

iboi  withdraw  it  a  drop  will  be  foimd  to  collect  at  *'  '' 

lis  Icpwer  extremity,  and  remain  suspended  there.  As  the  weight  of  the  drop 
lends  to  detach  it,  there  must  necessarily  be  some  force  superior  to  this 
■Bgiu  which  maintains  it  there  ;  this  force  is  the  force  of  adhesion. 

This  is  the  cause  why  liquids  when  poured  out  of  a  vessel  so  easily  run 
iWi  the  outside ;  it  is  prevented  by  greasing  the  outer  edge,  and  thus  doing 
iway  with  the  adhesion. 

The  adhesion  between  liquids  and  solids  is  more  powerful  than  that 
between  solids.  Thus,  if  in  the  above  experiment  a  thin  layer  of  oil  is  inter 
posed  between  the  plates  they  adhere  finnly,  but  when  pulled  asunder  each 
ptue  ts  moistened  by  the  oil,  thus  showing  that  in  separating  the  plates  the 
fubeiion  of  the  plates  is  overcome,  but  not  the  adhesion  of  the  oil  to  the 
metal 
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In  the  above  case  the  solid  is  wetted  by  the  liquid  ;  that  is,  some  remains 
adhering  even  when  the  drop  falls.  But  liquids  adhere  to  solids  even  when 
they  are  not  wetted.  Thus  if  a  smooth  glass  plate  be  suspended  horizontally 
from  one  arm  of  a  balance,  and  be  counterpoised  as  in  fig.  63  ;  on  sliding  a 
mercury  level  under  the  plate,  so  that  they  touch,  a  considerable  weight  must 
be  placed  in  the  other  pan  so  as  to  detach  the  plate  from  the  mercury.  Small 
drops  of  mercury,  too,  adhere  to  the  under  side  of  a  glass  or  porcelain  plate. 

iii.  The  force  of  adhesion  operates,  lastly,  between  solids  and  gases. 
If  a  glass  or  metal  plate  be  immersed  in  water,  bubbles  will  be  found  to 
appear  on  the  surface.  As  air  cannot  penetrate  into  the  pores  of  the  plate, 
the  bubbles  could  not  arise  from  the  air  which  has  been  expelled.  It  is 
solely  due  to  the  layer  of  air  which  covered  the  plate,  and  moistened  it  like 
a  liquid.  In  many  cases  when  gases  are  separated  in  the  nascent  state 
on  the  surface  of  metals — as  in  electrolysis — the  layer  of  gas  which  covers 
the  plate  has  such  a  density  that  it  can  produce  chemical  actions  more 
powerful  than  those  which  it  can  bring  about  in  the  free  state. 

The  collection  of  dust  on  walls,  writing  and  drawing  with  chalks  and 
pencils,  depend  on  the  adhesion  of  solids.  Yet  these  are  easily  rubbed  out, 
for  the  adhesion  is  only  to  the  surface  layer.  In  writing  with  ink,  and  in 
water-colour  painting,  die  liquid  penetrates  into  the  pores,  taking  the  solid 
with  it,  which  is  left  behind  as  the  liquid  evaporates,  and  hence  the  adhesion 
of  such  writing  and  painting  is  far  more  complete. 
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CHAPTER   IV 

PROPERTIES  PECULIAR  TO  SOLIDS 

87.  Vkrlona  BpeelBl  vropntlem. — After  having  described  the  principal 
properties  common  to  solids,  liquids,  and  gases,  we  shall  discuss  the  proper- 
ties peculiar  to  solids.  They  are  elasticity  of  traction,  elasticity  of  torsion, 
timtidty  of  flexure,  tenacity,  ductility,  and  hardness. 

83.  aUMloltT  of  traetlon. — Elasticity,  as  a  general  property  of  matter, 
has  been  already  mentioned  (17),  but  simply  in  reference  to  the  elasticity 
dcreloped  by  pressure ;  in  solids 
ilmay  also  be  called  into  play  by 
traction,  by  torsion,  and  by  Hexure. 
The  definitions  there  given  require 
soEx  extension.  In  ordinary  life 
■e  consider  those  bodies  as  highly 
daslic  which,  like  caoutchouc, 
undergo  considerable  change  on 
Ae  application  of  only  a  small 
farce.  Yet  the  force  of  elasticity 
is  greatest  in  many  bodies,  such 
M  iron,  which  do  not  seem  to  be 
reiy  elastic.  For  by  force  of  etas- 
Udty  is  understood  the  force  with 
■hich  the  displaced  particles  tend 
lotevert  to  their  original  position, 
Md  which  force  is  equivalent  to 
that  which  has  brought  about  the 

diange.     Considerad     from     this 

peint  of  view,  gases  have  the  least 

fcrce  of  elasticity ;  that  of  liquids 

is   considerably    greater,    and    is, 

mdced,  greater  than  that  of  many 

solids.    Thus  the  force  of  elasticity 

of  inercary  is  greater  than  that  of 

cantchouc,  glass,  wood,  and  stone. 

It  is,  however,  less  than  that  of  the  fig.  64. 

tnber  metals,  with  the  exception  of  lead. 

This  seems  discordant  with  ordinary  ideas  about  elasticity ;  but'it  must 

tw  remembered  Chat  those  bodies  which,  by  the  exertion  of  a  small  force, 
nndergo  a  considerable  change,  generally  have  also  the  property  of  under- 
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going  this  change  without  losing  the  property  of  reverting  completely  to 
their  original  state.  They  have  a  wide  limit  of  elasticity  (17).  Those 
bodies  which  require  great  force  to  effect  a  change  are  also,  for  the  most 
part,  those  on  which  the  exertion  of  a  force  produces  a  permanent  altera- 
tion ;  when  the  force  is  no  longer  exerted,  they  do  not  completely  revert  to 
their  original  state. 

In  order  to  study  the  laws  of  the  elasticity  of  traction,  Savart  used  the 
apparatus  represented  in  fig.  64.  It  consists  of  a  wooden  support  from  which 
are  suspended  the  rods  or  wires  taken  for  experiment.  At  the  lower  ex- 
tremity there  is  a  scale-pan,  and  on  the  wire  two  points,  A  and  B,  are  marked, 
the  distance  between  which  is  measured  by  means  of  the  cathetometer  before 
the  weights  are  added. 

The  cathetometer  consists  of  a  strong  upright  brass  support,  K,  divided 
into  millimetres,  and  which  can  be  adjusted  in  an  exactly  vertical  position 
by  means  of  levelling  screws  and  the  plumb-line.  A  small  telescope,  exactly 
at  right  angles  to  the  scale,  can  be  moved  up  and  down,  and  is  provided 
with  a  vernier  which  meastu-es  fiftieths  of  a  millimetre.  By  adjusting  the 
telescope  successively  on  the  two  points  A  and  B,  as  represented  in  the 
figure,  the  distance  between  these  points  is  obtained  on  the  graduated  scale. 
Placing,  then,  weights  in  the  pan,  and  measuring  again  the  distance  from  A 
to  B,  the  elongation  is  obtained. 

By  experiments  of  this  kind  it  has  been  ascertained  that  for  elasticity  of 
traction  or  pressure — 

The  alteration  in  length  within  the  limits  of  elasticity  is  in  proportion  to 
the  length  and  to  the  load  acting  on  the  body^  and  is  inversely  as  the  cross 
section. 

It  depends,  moreover,  on  the  specific  elasticity ;  that  is,  on  a  special 
property  of  the  material  of  the  body.  If  this  coefficient  be  denoted  by  E, 
and  if  the  length,  cross  section,  and  load  be  respectively  designated  by  /,  j, 
and  P,  then  for  the  alteration  in  length,  ^,  we  have 

s 

If  in  the  above  expression  the  sectional  area  be  a  square  millimetre,  and 
P  be  one  kilogramme,  then 

e  =  E/,  from  which  E  =  -,         • 

which  expresses  by  what  fraction  the  length  of  a  bar  a  square  millimetre  in 
section  is  altered  by  a  load  of  a  kilogramme.  This  is  called  the  coefficient  oj 
elasticity ;  it  is  a  very  small  fraction,  and  it  is  therefore  desirable  to  use  its 

reciprocal,  that  is  -  or  /*,  as  the  modulus  of  elasticity ;  or  the   weight   in 

kilogrammes  which  applied  to  a  bar  would  elongate  it  by  its  own  length, 
assuming  it  to  be  perifectly  elastic.  This  coefficient  is  known  as  Young's 
modulus.  This  cannot  be  observed,  for  no  body  is  perfectly  elastic,  but  it 
may  be  calculated  from  any  accurate  observations  by  means  of  the  above 
formula. 
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The  following  are  the  best  values  for  some  of  the  principal  substances : — 


Wrought-iron 
Steel- iron 
Platinum 
Copper 
Slate    . 
Zinc 
Brass   . 
Crown  Glass 
Plate  Glass 
Rock  Salt 
Marble 
Lead    . 
Bone    . 
Acacia . 
Pine     . 
Oak      . 
Whalebone 
Ice 

Sandstone 
Fir 
G>'psum 


¥- 

€ 

20,869 

0*000048 

18,809 

0*000053 

17,044 

0*000058 

12,500 

0*000080 

11,035 

0*000090 

8,734 

0*000114 

8,543 

0*000117 

7,917 

0*000126 

7,015 

0*000142 

4,230 

0*000236 

2,309 

0000382 

1,803 

0*000555 

1,635 

o*ooo6i2 

1,262 

0000792 

1,113 

0*000890 

921 

0001085 

700 

'    0*001428 

650 

0*01 1667 

631 

1    0*001521 

564 

0*001768 

400 

0*002500 

Thus,  to  double  the  length  of  a  wrought-iron  wire  a  square  millimetre  in 
section  would  (if  this  were  possible)  require  a  weight  of  19,000  kilogrammes ; 
but  a  weight  of  1 5  kilogrammes  produces  a  permanent  alteration  in  length 
^  rA^th,  and  this  is  the  limit  of  elasticity.  The  weight,  which  when  applied 
to  a  body  of  unit  section  just  brings  about  an  appreciable  permanent  change, 
is  a  measure  of  the  lintit  of  elasticity.  Whalebone  has  only  a  modulus  of 
700,  and  experiences  a  permanent  elongation  by  a  weight  of  5  kilogrammes  ; 
its  limit  is,  therefore,  relatively  greater  than  that  of  iron.  Steel  has  a  high 
modulus,  along  with  a  wide  limit. 

Longitudinal  stretching  is  accompanied  by  a  lateral  contraction,  and 
the  ratio  of  the  contraction  to  the  proportional  stretching  is  known  as 
Pmsojis  coefficient.  It  was  taken  by  him  to  be  ^,  but  later  experiments 
have  found  the  ratio  to  be  about  J.  When  a  wire  is  stretched  by  a  load  to 
within  the  limit  of  elasticity,  some  time  often  elapses  before  the  full  effect  is 
produced,  and  conversely  when  the  load  is  removed  the  wire  does  not  at 
once  wholly  resume  its  original  condition,  but  a  small  portion  of  the  defor- 
mation remains,  and  it  only  reverts  to  its  initial  state  after  the  lapse  of  some 
time.  This  phenomenon,  which  is  met  with  in  most  elastic  changes  of  form, 
is  called  the  elastic  after  action  or  effect^  or  the  elastic  fatigue. 

This  may  be  illustrated  by  the  following  experiment.  A  piece  of  caout- 
cboQc  tube  is  closed  by  a  glass  plug  at  the  bottom,  while  the  open  end 
Js  passed  over  a  piece  of  glass  tube.  Coloured  liquid  is  then  poured  in  so 
tbat  it  stands  at  a  certain  height  in  this  tube.  If  then  a  weight  is  suspended 
to  the  lower  end  of  the  india-rubber  tube,  the  liquid  at  once  sinks  to  a  con- 
siderable distance,  and  afterwards  very  slowly  a  little  further.     On  removing 
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thc  weight  it  rises  again,  but  not  inunediately  to  the  old  height.    This  it 
only  reaches  after  some  time. 

Both  calculation  and  experiment  show  that  when  bodies  are  lengthened 
by  traction  their  volume  increases. 

When  weights  are  placed  on  a.  bar,  the  amount  by  which  it  is  shortened, 
or  the  coefficient  of  cotiiraction,  is  equal  to  the  elongation  which  it  would 
experience  if  the  same  weights  were  suspended  to  il,  and  is  represented  by 
the  above  numbers. 

The  influence  of  temperature  on  the  elasticity  of  iron,  copper,  and  brass 
was  investigated  by  Kohlrausch  and  Loomis.  They  found  that  the  altera- 
tion in  the  coefRcient  of  elasticity  by  heat  is  the  same  as 
that  which  heat  produces  in  the  coefficient  of  expansion 
and  in  the  refractive  power  ;  it  is  also  much  the  same  as 
the  change  in  the  permanent  magnetism,  and  in  the 
specific  heat,  while  it  is  less  than  the  alteration  in  the 
conductivity  for  electricity. 

As  an  application  of  elasticity  may  be  mentioned 
Jolly's  spring  balance.  This  consists  of  a  long  steel 
wire,  a&  (fig.  65),  wound  in  the  form  of  a  spiral,  which 
is  suspended  in  front  of  an  accurately  graduated  scale. 
To  the  lower  end  of  the  spiral  two  scale-pans,  c  and  d, 
are  hung  by  a  thread,  the  lower  one,  d,  dipping  in  a 
small  vessel  of  water  on  an  adjustable  support.  The 
instrument  is  graduated  empirically  by  observing  what 
displacement  of  the  made  m  is  produced  by  putting  a 
known  weight  in  the  scale  pan  d.  Knowing  then  once 
for  all  the  constant  of  the  instrument,  it  is  easy  to  deter- 
mine the  weight  of  a  body  by  reading  the  displacement 
which  it  produces  along  the  scale. 

89.  ataatlQttr  of  toralon.— The  laws  of  the  torsion 
of  wires  were  determined  by  Coulomb,  by  means  of  an 
apparatus  called  xhelorsion  balance  {dg.  66).  It  consists 
essentially  of  a  metal  wire,  clamped  at  one  end  in  a 
support.  A,  and  holding  at  the  other  a  metal  sphere,  B, 
to  which  is  affixed  an  index,  C.  Immediately  below  this 
there  is  a  graduated  circle,  CD.  If  the  needle  is 
turned  from  its  position  of  equilibrium  through  a  cer- 
tain angle,  which  is  the  angle  of  torsion,  the  force 
necessary  to  produce  this  effect  is  th&force  of  torsion. 
When,  after  diis  deflection,  the  sphere  is  left  to  itself, 
—  the  reaction  of  torsion  produces  its  effect,  the  wire  un- 

Fig-  *s-  twists  itself,  and  the  sphere  rotates  about  its  vertical 

axis  with  increasing  rapidity  until  it  reaches  its  position  of  equilibrium.  It 
does  not,  however,  rest  there  ;  in  virtue  of  its  inertia  it  passes  this  position, 
and  the  wire  undergoes  a  torsion  in  the  opposite  direction.  The  equilibrium 
being  again  destroyed,  the  wire  again  tends  to  untwist  itself,  the  same  alter- 
ations are  again  produced,  and  the  needle  does  not  rest  at  lero  of  the  scale 
until  afteracertainnumberofoscillationsaboutthis  point  have  been  completed. 
By  means  of  this  apparatus  Coulomb  found  that  when  the  amplitude  of 
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the  oscillations  is  within  certain  limits,  the  oscillations  are  subject  to  the 
Mowing  laws  : 

I.  The  oscillations  are  very  nearly  isochronous. 

II.  For  the  same  wire^  the  angle  of  torsion  is  proportional  to  the  7noment 
of  the  force  of  torsion, 

III.  With  the  same  force  of  torsion,  and  with  wires  of  the  same  diameter^ 
the  angles  of  torsion  are  proportional  to  the  length  of  the  wires. 

IV.  The  same  force  of  torsion  being  applied  to 
wires  of  the  same  length,  the  angles  of  torsion  are  in- 
versely proportioned  to  the  fourth  powers  of  the  dia- 
meters. 

Wertheim  examined  the  elasticity  of  torsion  in 
the  case  of  stout  rods  by  means  of  a  different  appa- 
ratus, and  found  that  it  is  also  subject  to  these  laws. 
He  fiirther  found  that,  all  dimensions  being  the  same, 
different  substances  undergo  different  degrees  of  tor- 
sion for  the  same  force,  and  each  substance  has  its 
own  coefficient  of  torsion,  which  is  usually  denoted  by 

^  or  by  T.    The  value  of  this  coefficient  is  about  \ 

that  of  the  modulus  of  elasticity. 

The  laws  of  torsion  may  be  enunciated  in  the 

*         I     F/     • 

formula  w  =  -   — ;  in  which  w  is  the  angle  of  tor- 

sion,  F  the  moment  of  the  force  of  torsion,  /  the 
length  of  the  wire,  r  its  radius,  and  —  the  specific  C 

torsion-coefficient 

As  the  angle  of  torsion  is  inversely  proportional 
to  the  fourth  power  of  the  radius,  rods  of  some  thickness  require  very  great 
force  to  produce  even  small  twists.  With  very  small  diameters,  such  as 
those  of  a  cocoon  or  glass  thread,  the  proportionality  between  the  angle  of 
torsion  and  the  twisting  force  holds  even  for  several  complete  turns.  We 
may  here  mention  a  very  ingenious  method  of  obtaining  very  fine  threads  of 
glass,  and  even  of  quartz  and  other  minerals,  which  has  been  devised  by  Mr. 
Boys.  It  consists  in  attaching  a  stout  thread  of  the  substance  in  question 
to  a  small  arrow  of  straw,  melting  the  end  so  as  to  form  a  small  drop.  When 
the  arrow  is  shot  from  a  small  cross-bow,  the  drop  remains  behind  in  virtue 
of  its  inertia  (17),  and  a  thread  practically  uniform  but  of  excessive  tenuity  is 
span  out  from  it  and  carried  along  with  the  arrow.  In  this  way  glass  threads 
90  feet  in  length  and  xv^tt^^  ^^  ^^  \nQ}a.  in  diameter  have  been  produced. 
By  the  same  method  melting  quartz  with  the  oxyhydrogen  blowpipe,  threads 
of  this  substance  have  been  produced  which  are  not  more  than  0*00001  inch 
in  diameter.  Such  threads  are  of  great  value  in  torsion  experiments,  for, 
while  they  possess  great  tenacity,  they  are  almost  destitute  of  the  property 
^dastU  fatigue  {%%\ 

9a  mofltieitjr  of  flexure. — A  solid,  when  cut  into  a  rod  or  thin  plate, 
ind  fixed  at  one  end,  after  having  been  more  or  less  bent,  strives  to  return 
to  its  original  position  when  left  to  itself     This  property  is  known  as  the 
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elasticity  of  flexure,  and  is  very  distinct  in  steel,  caoutchouc,  wood,  and 

paper. 

If  a  rectangular  bar  A  B  be  clamped  at  one  end  and  loaded  at  the  other 

end  by  a  weight  W  (fig.  67),  a  flexure  will  be  produced  which  may  be  ob- 
served by  the  calhet[>- 
meter.  The  amount  of 
this  flexure,  X,  is  repre- 
sented by  the  fonnula 

where  P  is  the  load,  /  the 
length  of  ihe  bar,  b  its 
breadth,  h  its  depth  or 
thickness,  ^t  the  modulus 

of    elasticity,    and    k   a 

constant  which  depends 

on  the  manner  in  which 

Fig.  5,,  the  rod  is  supported,  the 

three       principal      cases 

being  represented  in  fig.  68  ;  «  is  that  in  which  the  rod  is  supported  at  one 

end,  as  in  fig.  67  ;  in  i  the  rod  rests  on  knife-edges,  with  both  ends  free  ; 

while  in  c  both  ends  are  rigid ;  if  one  and  the  same  bar  be  fastened  in 

these  different  ways  the  values  of  \  are  respectively  as  64:4;!. 


circle  of  radius  r,  then 


It  will  thus  be  seen  that  if  for  a  given  load  the  depression  is  not  to  be 
greater  with  a  long  beam  than  with  a  short  one,  the  height  must  increase  in 
the  same  ratio  as  the  length. 

ll  is  clear  that  an  accurate  measurement  of  the  flexure  of  a  bar  furnishes 
a  means  of  determining  its  modulus  of  elasticity. 

The  elasticity  of  flexure  is  applied  in  a  vast  variety  of  instances^for 
example,  in  bows,  watch-springs,  carriage- springs  ;  in  spring  balances  it  is 
used  to  determine  weights,  in  dynamometers  to  determine  the  force  of  agents 
in  prime  movers  ;  and,  as  a  properly  of  wool,  hair,  and  feathers,  it  is  applied 
to  domestic  uses  in  cushions  and  mattresses. 

Whatever  be  the  kind  of  elasticity,  there  is,  as  has  been  already  said  (88), 
a  limit  to  it — that  is,  there  is  a  molecular  displacement  beyond  which  bodies 
are  broken,  or  at  any  rale  do  not  regain  their  primitive  form.  This  limit  is 
aff'ected  by  various  cajscs     The  elasticity  of  many  metals  is  increased  by 
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hardening,  whether  by  cold,  by  means  of  the  draw-plate,  by  rollmg,  or  by 
hammering.  Some  substances,  such  as  steel,  cast  iron,  and  glass,  become 
both  harder  and  more  elastic  by  tempering  (94). 

Elasticity,  on  the  other  hand,  is  diminished  by  annealing,  which  consists 
in  raising  the  body  to  a  temperature  lower  than  that  necessary  for  tempering, 
and  alloi^nng  it  to  cool  slowly.  By  this  means  the  elasticity  of  springs 
may  be  regulated  at  pleasure.  Glass,  when  it  is  heated,  undergoes  a 
true  tempering  in  being  rapidly  cooled,  and  hence,  in  order  to  lessen  the 
fragility  of  glass  objects,  they  are  reheated  in  a  furnace,  and  are  carefully 
allowed  to  cool  slowly,  so  that  the  particles  have  time  to  assume  their  most 
stable  position  (94). 

91.  Tanaelty. — Tenacity  is  the  resistance  which  a  body  opposes  to  the 
total  separation  of  its  parts.  According  to  the  manner  in  which  the  external 
force  aas,  we  may  have  various  kinds  of  tenacity  :  tenacity  in  the  ordinary 
sense,  or  resistance  to  traction  ;  relative  tenacity,  or  resistance  to  fracture  ; 
reactive  tenacity,  or  resistance  to  crushing  ;  sheering  tenacity,  or  resistance 
to  displacement  of  particles  in  a  lateral  direction  ;  and  torsional  tenacity,  or 
reastance  to  twisting.  Ordinary  tenacity  is  determined  in  different  bodies 
by  forming  them  into  cylindrical  or  prismatic  wires,  and  ascertaining  the 
weight  necessary  to  break  them. 

Mere  increase  in  length  does  not  influence  the  breaking  weight,  for  the 
weight  acts  in  the  direction  of  the  length,  and  stretches  all  parts  as  if  it  had 
been  directly  applied  to  them. 

Tenacity  is  directly  proportional  to  the  breaking  weight,  and  inversely 
froportiotuil  to  the  area  of  a  transverse  section  of  the  wire. 

Tenacity  diminishes  with  the  duration  of  the  traction.  A  small  force 
continuously  applied  for  a  long  time  will  often  break  a  wire,  which  would  not 
at  once  be  broken  by  a  larger  weight 

Not  only  does  tenacity  vary  with  different  substances,  but  it  also  varies 
with  the  form  of  the  body.  Thus,  with  the  same  sectional  area,  a  cylinder 
has  greater  tenacity  than  a  prism.  The  quantity  of  matter  being  the  same, 
a  hollow  cylinder  has  greater  tenacity  than  a  solid  one  ;  and  the  tenacity  of 
this  hollow  cylinder  is  greatest  when  the  external  radius  is  to  the  internal 
one  in  the  ratio  of  1 1  to  5.  The  shape  has  also  the  same  influence  on  the 
resistance  to  crushing  as  it  has  on  the  resistance  to  traction.  A  hollow 
cylinder  with  the  same  mass,  and  the  same  weight,  offers  a  greater  resistance 
than  a  solid  cylinder.  Thus  it  is  that  the  bones  of  animals,  the  feathers  of 
birds,  the  stems  of  com  and  other  plants,  offer  greater  resistance  than  if  they 
•     were  solid,  the  mass  remaining  the  same. 

Tenacity,  like  elasticity,  is  different  in  different  directions  in  bodies.  In 
vood,  for  example,  both  the  tenacity  and  the  elasticity  are  greater  in  the  direc- 
tion of  the  fibres  than  in  a  transverse  direction.  And  this  difference  obtains 
in  general  in  all  bodies,  the  texture  of  which  is  not  the  same  in  all  directions. 

Wires  by  being  worked  acquire  greater  tenacity  on  the  surface,  and  have 
therefore  a  higher  coefficient,  than  even  somewhat  thicker  rods  of  the  same 
material ;  and,  according  to  some  physicists,  solids  have  a  surface  tension 
anal<^us  to  that  of  liquids  (134).  A  strand  of  wires  is  stronger  than  a  rod 
*hose  section  is  equal  to  the  sum  of  the  sections  of  the  wires. 

Wertheim  found  the  following  nimibers  representing  the  weight  in  kilo- 
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grammes  for  the  limit  of  elasticity,  and  for  the  tenacity  of  wires,  i  mm.  in 
diameter. 


Lead. 
Tin    . 
Silver 
Copper 
Platinum 
Iron  . 
Steel 
Cast-steel 


( drawn 
( annealed 
j  drawn 
(annealed 
J  drawn 
[annealed 
J  drawn 
I  annealed 
(drawn 
t  annealed 
(drawn 
I  annealed 
J  drawn 
( annealed 
f  drawn 
I  annealed 


Limit  of  Elasticity. 

Tenacity. 

Kilogrammes 

Kilogrammes 

0-25 

2-07 

0'20 

1-80 

0-45 

2-45 

0-20 

v^o 

11-25 

29-00 

.         275 

l6*02 

I2-00 

40-30 

3-00 

30-54 

26*00 

34-IO 

.       1450 

23-50 

32-50 

6rio 

5-00 

46-88 

42-50 

70-00 

15-00 

40-00 

55-60 

8o-oo 

5-00 

6575 

The  table  shows  that  of  all  metals  cast  steel  has  the  greatest  tenacity. 
Yet  it  is  exceeded  by  fibres  of  unspun  silk,  a  thread  of  which  i  square  milli- 
metre in  section  can  carry  a  load  of  500  kilogrammes.  Single  fibres  of  cotton 
can  support  a  weight  of  100  to  300  granmies  ;  that  is,  millions  of  times  their 
own  weight. 

In  this  table  the  bodies  are  supposed  to  be  at  the  ordinary  temperature. 
At  higher  temperatures  the  tenacity  rapidly  decreases.  Seguin  made  some 
experiments  on  this  point  with  iron  and  copper,  and  obtained  the  following 
values  for  the  tenacity,  in  kilogrammes,  of  millimetre  wire  at  different  tem- 
peratures : — 

Iron        .        .  at  10°,  60 ;  at  370°,  54  ;  at  500°,  yj  ; 
Copper  .        .      „       21  ;       „         77  ;     »        o- 

92.  BnotUlty. — Ductility  is  the  property  in  virtue  of  which  a  great  num- 
ber of  bodies  change  their  forms  by  the  action  of  traction  or  pressure. 

With  certain  bodies,  such  as  clay,  wax,  &c.,  the  application  of  a  very 
little  force  is  sufficient  to  produce  a  change  ;  with  others,  such  as  the  resins 
and  glass,  the  aid  of  heat  is  needed  ;  while  with  the  metals  more  powerful 
agents  must  be  used,  such  as  percussion,  the  draw-plate,  or  the  roUing-milL 

Malleability  is  that  modification  of  ductility  which  is  exhibited  by  ham- 
mering. The  most  malleable  metal  is  gold,  which  has  been  beaten  into 
leaves  about  the  ^xfTj^nrTjth  of  an  inch  thick. 

The  most  ductile  metal  is  platinum.  Wollaston  obtained  a  wire  of  it 
0-00003  of  ^^  xnoki  in  diameter.  This  he  effected  by  covering  with  silver  a 
platinum  wire  0*01  of  an  inch  in  diameter,  so  as  to  obtain  a  cylinder  0-2  inch 
in  diameter  only,  the  axis  of  which  was  of  platinum.  This  was  then  drawn 
out  in  the  form  of  wire  as  fine  as  possible  ;  the  two  metals  were  equally  ex- 
tended. When  this  wire  was  afterwards  boiled  with  dilute  nitric  acid  the 
silver  was  dissolved,  and  the  platinum  wire  left  intact.  The  wire  was  so  fine 
that  a  mile  of  it  would  have  weighed  only  i  -25  of  a  grain. 
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The  glass  threads  drawn  by  Mr.  Boys'  method  (89)  are  so  fine,  being 
under  the  ^^f^th  of  an  inch,  that  a  mile  would  not  weigh  more  than  one-third 
of  a  grain.  Such  threads  of  quartz  have  a  tenacity  approaching  that  of  steel 
wire. 

93.  Hardneflfl. — Hardness  is  the  resistance  which  bodies  offer  to  being 
scratched  or  worn  by  others.  It  is  only  a  relative  property,  for  a  body  which 
is  hard  in  reference  to  one  body  may  be  soft  in  reference  to  others.  The  re- 
lative hardness  of  two  bodies  is  ascertained  by  trying  which  of  them  will 
scratch  the  other.  Diamond  is  the  hardest  of  all  bodies,  for  it  scratches  all, 
and  is  not  scratched  by  any.  The  hardness  of  a  body  is  expressed  by  re- 
ferring it  to  a  scale  of  hardness  :  that  usually  adopted  is — 

1.  Talc  5.  Apatite  8.  Topaz 

2.  Rock  salt  6.  Felspar  9.  Corundum 

3.  Calcspar  7.  Quartz  10.  Diamond 

4.  Fluorspar 

Thus,  the  hardness  of  a  body  which  would  scratch  felspar,  but  would  be 
scratched  by  quartz,  would  be  expressed  by  the  number  6*5. 

Huegenay  determined  the  weight  necessary  to  force  a  steel  point  to  a 
depth  of  lonmi.,  and  found  the  order  of  the  metals  in  increasing  hardness  as 
follows :  lead,  tin,  aluminium,  gold,  silver,  platinum,  zinc,  copper,  iron,  steel. 
The  pure  metals  are  softer  than  their  alloys.  Hence  it  is  that,  for  jewel- 
lery and  coinage,  gold  and  silver  are  alloyed  with  copper  to  increase  their 
hardness. 

The  hardness  of  a  body  has  no  relation  to  its  resistance  to  compression. 
Glass  and  diamond  are  much  harder  than  wood,  but  the  latter  offers  iar 
greater  resistance  to  the  blow  of  a  hammer.  Hard  bodies  are  often  used 
for  polishing  powders  ;  for  example,  emery,  pumice,  and  tripoli.  Diamond, 
bebg  the  hardest  of  all  bodies,  can  only  be  ground  by  means  of  its  own 
powder, 

A  body  which  moves  with  great  velocity  can  cut  into  bodies  which  are 
harder  than  itself.  Thus  a  disc  of  wrought  iron  rotating  with  a  velocity  of 
II  metres  in  a  second  was  cut  by  a  steel  graver  ;  while  when  it  rotated  with 
a  velocity  of  20  metres,  the  edge  of  the  disc  could  cut  the  graver,  and  with  a 
velocity  of  50  to  100  metres  it  could  even  cut  into  agate  and  quartz. 

A  brittle  body  is  one  in  which  the  connection  between  the  parts  is 
destroyed  by  the  application  of  a  small  force.  Arsenic,  bismuth,  and  heated 
zinc  are  examples  of  brittle  metals  ;  they  are  easily  reduced  to  powder. 

94.  Vemper. — By  sudden  cooling  after  they  have  been  raised  to  a  high 
temperature,  many  bodies,  more  especially  steel,  become  hard  and  brittle. 
By  reheating  and  cooling  slowly,  which  is  called  annealings  hard  and  brittle 
steel  may  be  converted  into  a  soft,  flexible  material,  and  in  general,  by  varying 
the  hmits  of  temperature  within  which  the  change  takes  place,  almost  any 
d^ree  of  elasticity  and  flexibility  may  be  given  to  it.  This  operation  is 
called  tempering.  All  cutting  instruments  are  made  of  tempered  steel. 
There  are,  however,  some  few  bodies  upon  which  tempering  produces  quite 
a  contrary  effect.  An  alloy  of  one  part  of  tin  and  four  parts  of  copper,  called 
taniam  tnetal^  is  ductile  and  malleable  when  rapidly  cooled,  but  hard  and 
brittle  as  glass  when  cooled  slowly. 
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CHAPTER    I 

HYDROSTATICS 

95.  Vrovlnce  of  Bydroatatios. — The  science  of  hydrostatics  treats  of  the 
conditions  of  the  equilibrium  of  liquids,  and  of  the  pressures  they'  exert, 
whether  within  their  own  mass  or  on  the  sides  of  the  vessels  in  which  they 
are  contained. 

96.  Oeneral  oliaraoters  of  Uqnlda. — It  has  been  already  seen  (4)  that 
liquids  are  bodies  whose  molecules  are  displaced  by  the  slightest  force. 
Their  fluidity,  however,  is  not  perfect ;  their  particles  always  adhere  slightly 
to  each  other,  and  when  a  thread  of  liquid  moves,  it  attempts  to  drag  the 
adjacent  stationary  particles  with  it,  and  conversely  is  held  back  by  them. 
This  property  is  called  viscosity  (147),  and  bodies  which  possess  this  property 
in  a  high  degree  are  said  to  be  viscous. 

Gases  also  possess  fluidity,  but  in  a  higher  degree  than  liquids.  The 
distinction  between  the  two  forms  of  matter  is  that  liquids  are  almost  incom- 
pressible and  are  comparatively  inexpansible,  while  gases  are  eminently 
compressible  and  expand  spontaneously. 

The  fluidity  of  liquids  is  seen  in  the  readiness  with  which  they  take  all 
sorts  of  shapes.  Their  compressibility  is  established  by  the  following  experi- 
ment. 

97.  ComproflalMllty  of  liquids. — From  the  experiment  of  the  Florentine 
Academicians  (13),  liquids  were  for  a  long  time  regarded  as  being  completely 
incompressible.  Since  then  researches  have  been  made  on  this  subject  by 
various  physicists,  which  have  shown  that  liquids  are  really  compressible. 

The  apparatus  used  for  measuring  the  compressibility  of  liquids  has  been 
named  xh^  piezometer  (ir*€Yo>,  I  compress  ;  fierpov,  measure).  That  shown  in 
flg.  69  consists  of  a  strong  glass  cylinder  with  very  thick  sides,  and  an 
internal  diameter  of  about  3^  inches.  The  base  of  the  cylinder  is  firmly 
cemented  into  a  wooden  foot,  and  on  its  upper  part  is  fitted  a  metal  cylin- 
der closed  by  a  cap  which  can  be  unscrewed.  In  this  cap  there  is  a  funnel, 
R,  for  introducing  water  into  the  cylinder,  and  a  small  barrel  hermetically 
closed  by  a  piston,  which  is  moved  by  a  screw,  P. 
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In  the  inside  of  ihe  apparatus  there  is  a  glass  vessel,  A,  containing  the 
liquid  to  be  compressed.    The  upper  part  of  this  vessel  terminates  in  a 
capillary  tube,  which  dips  under  mercilry,  O.    This  tube  has  been  previously 
divided  into  parts  of  equal  capacity,  and  it  has  been  determined  how  many 
of  these  parts  the  vessel  A  contains.    The  latter  is  ascertained  by  finding  the 
wdght,  P,  of   the   mercury  which  the  reservoir 
A  contains,  and   the  weight,  p,  of  the  mercury 
contained  in  a  certain  number  of  divisions,  n, 
of  the  capillary  tube.     If  N  be  the  number  of 
divisions  of  the   small   tube  contained   in   the 

whole  reservoir,  we  have  -  -  =    ,   from    which 

M  p 
the  value  of  N  is  obtained.  There  is  further  a 
mammeler.  This  is  a  glass  tube,  B,  containing 
air,  closed  at  one  end,  and  the  other  end  of 
which  dips  under  mercury.  When  there  is  no 
(Bessure  on  the  water  in  the  cylinder,  the  tube 
fl  is  completely  full  of  air  ;  but  when  the  water 
■idiin  the  cylinder  is  compressed  by  means  of 
the  screw  P,  the  pressure  is  transmitted  to  the 
niCTcury,  which  rises  in  the  tube,  compressing 
the  air  which  it  contains.  A  graduated  scale 
faed  on  the  side  of  the  tube  shows  the  reduction 
of  Toliune,  and  this  reduction  of  volume  indicates 
the  pressure  exerted  on  the  liquid  in  the  cylin' 
der,  as  will  be  seen  in  speaking  of  the  mano- 
meter (184). 

In  making  the  experiment,  the  vessel  A  is 
Sled  with  the  liquid  10  be  compressed,  and  the 
cod  dipped  under  the  mercury.  By  means  of 
the  funnel  R  the  cylinder  is  entirely  filled  with  Fig.  69. 

wter.    The   screw  P   being   then   turned,  the 

psion  moves  downwards,  and  the  pressure  exerted  upon  the  water  is  trans- 
milted  lo  the  mercury  and  the  air  ;  in  consequence  of  which  the  mercury 
riits  in  the  tube  B,  and  also  in  the  capillary  tube.  The  ascent  of  mercury 
in  the  capillary  tube  shows  that  the  liquid  in  the  vessel  A  has  diminished 
in  volamc,  and  gives  the  amount  of  its  compression,  for  the  capacity  of  the 
whole  vessel  A  in  terms  of  the  graduated  divisions  on  the  capillary  tube  has 
been  previously  determined. 

in  his  first  experiments,  Oersted  assumed  that  the  capacity  of  the  vessel 
A  remained  the  same,  its  sides  being  compressed  both  internally  and  ex- 
KnuUy  by  the  liquid.  But  this  capacity  diminishes  In  consequence  of  the 
■  ttienial  and  Internal  pressures.  Coliadon  and  Sturm  made  some  experiments 
»no*ilig  for  this  change  of  capacity,  and  found  that  for  a  pressure  equal  to 
81M  of  the  atmosphere,  mercury  experiences  a  compression  of  0-000003  part 
of  its  original  volume,  water  a  compression  of  o'ooooj,  and  ether  a  compression 
((0^00133  piart  of  its  original  bulk.  The  compressibility  of  sea  water  is  only 
about  0-000044  :  't  is  not  materially  denser  even  at  great  depths  ;  .thus  at 
Ik  depth  of  a  mile  its  density  would  be  only  about  ilo'h  greater.    The 
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compressibility  is  greater  the  higher  the  temperature  ;  thus  that  of  ether  at 
14°  is  one-fourth  greater  than  its  compressibility  at  0°. 

It  appears  from  recent  researches  that  the  compressibihty  of  water 
diminishes  with  increase  of  temperature  up  to  a  certain  limit,  beyond  which 
il  increases  again.     This  hmit  seems  to  be  at  about  63°  C. 

As  the  pressure  increases,  the  average  compressibility  for  each  atmosphere 
diminishes. 

Whatever  be  the  pressure  to  which  a  liquid  has  been  subjected,  expert' 
ment  shows  that  as  soon  as  the  pressure  is  removed  the  liquid  regains 
its  original  volume,  from  which  it  is  concluded  that  liquids  are  perfectly 
elastic. 

98.  BqnBUtj-  of  praaanrea.  Vaaeal'a  law. — By  considering  liquids  as 
perfectly  fluid,  and  assuming  them  to  be  uninfluenced  by  the  action  of  gravity, 
the  following  law  has  been  established.  It  is  often  called  PascaTs  law,  for 
it  was  first  enunciated  by  bim. 

Pressure  exerted  anywhere  upon  a  mass  of  liquid  is  transmitted  utuU- 
minished  in  till  directions,  and  acts  with  the  same  force  <m  all  equal  surfaces, 
and  in  a  direction  at  right  angles  to  those  surfaces. 

To  get  a  clearer  idea  of  the  truth  of  this  principle,  let  us  conceive  a  vessel 
of  any  given  form  in  the  sides  of  which  are  placed  various  cylindrical  aper- 
tures, all  of  the  same  size,  and  closed  by  movable  pistons.  Let  us,  further, 
imagine  this  vessel  to  be  filled  with  liquid  and  unaffected  by  the  action  of 
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gravity  ;  the  pistons  will,  obviously,  have  no  tendency  to  move.  If  now  a 
weight  of  P  pounds  be  placed  upon  the  piston  A  (fig.  ^o),  which  has  a 
sur&ce  a,  it  will  be  pressed  inwards,  and  the  pressure  will  be  transmitted  to 
the  internal  faces  of  each  of  the  pistons  B,  C,  D,  and  E,  which  will  each  be 
forced  outwards  by  a  pressure  P,  their  sur&ces  being  equal  to  that  of  the 
first  piston.  Since  each  of  the  pistons  undergoes  a  pressure,  F,  equal  to  that 
on  A,  let  us  suppose  two  of  the  pistons  united  so  as  to  constitute  a  surface  20, 
it  will  have  to  support  a  pressure  2  P.  Similarly,  if  the  piston  were  equal  to 
3u,  it  would  experience  a  pressure  of  3P  ;  and  if  its  area  were  100  or  i,txx) 
times  that  of  a,  it  would  sustain  a  pressure  of  loo  or  1,000  times  P.  In  other 
words,  the  pressure  on  any  part  of  the  internal  walls  of  the  vessel  would  be 
proportional  to  the  surface. 

The  principle  of  the  equality  of  pressure  is  assumed  as  a  consequence  ot 
the  constitution  of  fluids.  By  the  following  experiment  it  can  be  shown  that 
pressure  is  transmitted  in  all  directions,  although  it  cannot  be  shown  that  it 
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b  eqnaOy  transmitted.  A  cylinder  provided  with  a  piston  is  fitted  into  a 
htiHow  sphere  (fig.  71),  in  which  small  cylindrical  jets  are  placed  perpen- 
ilicDlar  to  the  sides.  The  sphere  and  the  cylinder  being  both  filled  with 
irater,  when  the  piston  is  moved  the  liquid  spouts  forth  from  all  the  orifices, 
and  not  merely  from  that  which  is  opposite  to  the  piston. 

The  reason  why  a  satisfactory  quantitative  experimental  demonstration 
the  principle  of  the  equality  of  pressure  cannot  be  given  is,  that  the  in- 
nence  of  the  weight  of  the  liquid  and  of  the  friction  of  the  pistons  cannot 
altogether  eliminated. 

Yet  an  approximate  verification  may  be  effected  by  the  experiment 
ntcd  in  fig.  72.  Two  cylinders  of  different  diameters  are  joined  by  a 
and  filled  with  water.  On  the  surface  of  the  liquid  are  two  pistons,  P 
and  /,  which  hennetically  close  the  cylinders,  but  move  without  friction. 
Let  the  area  of  the  large  piston,  P,  be, 
|for  instance,  thirty  times  that  of  the 
one,  p.  That  being  assumed,  let 
|a  weight,  say  of  two  pounds,  be  placed 
Upon  the  small  piston  ;  this  pressure 
I  will  be  transmitted  to  the  water  and 
llo  the  large  piston,  and  as  this  pres- 
[vure  amounts  to  two  pounds  on  each 
ion  of  its  surface  equal  to  that  of 
swuilt piston^  the  large  piston  must 
be  exposed  to  an  upward  pressure 
thirty  times  as  much,  or  of  sixty  pounds.  If  now  this  weight  be  placed 
upon  the  large  piston,  both  will  remain  in  equilibrium  ;  but,  if  the  weight  is 
greater  or  less,  this  is  no  longer  the  case.  If  S  and  s  are  the  areas  of  the 
large  and  small  piston  respectively,  and  P  and  p  the  corresponding  loads, 

then  ^  =  ?-. ;  whence  P  ^^-, 
/      J  s 

It  is  important  to  observe  that  in  speaking  of  the  transmission  of  pres- 
sures to  the  sides  of  the  containing  vessel,  these  pressures  must  always  be 
apposed  to  be  perpendicular  to  the  sides  ;  for  any  oblique  pressure  may  be 
decomposed  into  two  others,  one  at  right  angles  to  the  side,  and  the  other 
actii^  parallel  with  the  side ;  but,  as  the  latter  has  no  action  on  the  side,  the 
perpendicular  pressure  is  the  only  one^toibe  considered. 


Fig.  7a. 
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99*  TTertleal  downward  pressure :  Its  laws. — Any  given  liquid  being 
in  a  state  of  rest  in  a  vessel,  if  we  suppose  it  to  be  divided  into  horizontal 
layers  of  the  same  density,  it  is  evident  that  each  layer  supports  the  weight 
of  those  above  it.  Gravity,  therefore,  produces  internal  pressures  in  the 
mass  of  a  liquid,  which  vary  at  different  points.  These  pressures  are  sub- 
mitted to  the  following  general  laws  : — 

I.  The  pressure  in  each  layer  is  proportional  to  the  depth, 

II.  With  different  liquids  and  the  same  depth,  the  pressure  is  proportional 
to  the  density  of  the  liquid. 
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III.   The  pressure  is  the  same  at  all  points  of  the  same  korigonlal  layer. 
The  first  two  laws  are  self-evident ;  the  third  necessarily  follows  from  the 
first  and  from  Pascal's  principle. 

Meyer  has  found,  by  direct  experiments,  that  pressure  is  transmitted 
througli  liquids  contained  in  tubes,  with  the  same  velocityas  that  with  which 
sound  travels  in  the  same  circumstances. 

ioo.  Vertlo*l  npw&rd  preaBore. — The  pressure  which  the  upper  layers 
of  a  liquid  exert  on  the  lower  layers  causes  them  to  exert  an  equal  reaction 
in  an  upward  direction,  a  necessary  consequence  of  the  principle  of  trans- 
mission of  pressure  in  all  directions.  This  upward  pressure  is  termed  the 
buoyancy  of  liquids  ;  it  is  very  sensible  when  the  hand  is  plunged  into  % 
liquid,  more  especially  one  of  great  density,  like  mercury. 

The  following  experiment  (fig.  73)  serves  to  exhibit  the  upward  pressure 

of  liquids.     A  large  open  glass  tube,  A,  one  end  of  which  is  ground,  is  fitted 

with  a  ground-glass  disc,  O,  or  still  better,  with  a 

thin  card  or  piece  of  mica,  the  weight  of  which  may 

be  neglected.     To  the  disc  is  fitted  a  string,  C,  1^ 

which  it  can  be  held  against  the  bottom  of  the  tube. 

The  whole  is  then  immersed  in  water,  and  now  tbc 

disc  does  not  fall,  although  no  longer  held  by  the 

string;  it  is  consequently  kept  in  its  position  bytbe 

upward  pressure  of  the  water.     If  water  be  now 

slowly  poured  into  the  tube,  the  disc  will  only  sink 

when  the  height  of  the  water  inside  the  tube  is 

equal  to  the  height  outside.     It  fallows  thence  that 

the  upward   pressure  on  the  disc  is  equal  to  the 

pressure  of  a  column  of  water,  the  base  of  which  is 

''*  ''■  the  ntemal  section  of  the  tube  A,  and  the  height 

the  distance  from  the  disc  to  the  upper  surface  of  the  liquid.      Hence  the 

upward  pressure  of  liquids  at  any  point  is  governed  by  the  same  latvs  as  the 

downivard  pressure. 

tot.  VreMnro  la  Independent  at  tbe  ataapa  of  the  veaael. — The 
pressure  exerted  by  a  liquid,  in  virtue  of  its  weight,  on  any  portion  of  the 
liquid,  or  on  the  sides  of  the  vessel  in  which  it  is  contained,  depends  on  the 
depth  and  density  of  the  liquid,  but  is  independent  of  the  shape  of  Ihe  vastt 
and  of  the  quantity  of  the  liquid. 

This  principle,  which  follows  from  the  law  of  the  equality  of  pressure, 
may  be  experimentally  demonstrated  by  many  forms  of  apparatus.  The 
following  is  the  one  most  frequently  used,  and  is  due  to  Haldat  It  consists 
of  a  bent  tube,  ABC  (fig.  ?4),  at  one  end  of  which,  A,  is  fitted  a  stop-cock,  in 
which  can  be  screwed  two  vessels,  M  and  P,  of  the  same  height,  but  different 
in  shape  and  capacity,  the  first  being  conical,  and  the  other  nearly  cylindri- 
cal. Mercury  is  poured  into  the  tube  ABC,  until  its  level  nearly  reaches  A. 
The  vessel  M  is  then  screwed  on  and  filled  with  water.  The  pressure  of 
the  water  acting  on  the  mercury  causes  it  to  rise  in  the  tube  C,  and  its 
height  may  be  marked  by  means  of  a  little  collar,  a,  which  slides  up  and 
down  the  tube.  The  leiel  of  the  water  in  M  is  also  marked  by  means  of  the 
movable  rod  o.  When  this  is  done,  M  is  emptied  by  means  of  the  stop- 
cock, unscrewed,  and  replaced  by  P.    When  water  is  now  poured  in  this,  the 
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raeroiry,  which  had  resumed  its  original  level  in  the  tube  ABC,  again  rises 

b  C ;  and  when  the  water  in  P  has  the  same  height  as  it  had  in  M,  which  is 

indicated  by  the  rod  o,  the  mercury  will  have  risen  Co  the  height  it  had 

befoe,  which  is  marked  by  the  collar  a.    Hence  the  pressure  on  the  mercury 

in  both  cases  is  the  same.     This  pres- 
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>iT.  as  in  that  of  Haldat,  but  on  a  small  disc  or  stop,  a,  which  closes  a 
Ware,  c,  on  which  is  screwed  the  vessel  M.  The  disc  is  now  fixed  10  the 
bolnre,  but  is  sustained  by  a  thread  attached  to  the  end  of  a  scaie-beam. 
iilKotber  end  is  a  pan,  in  which  weights  can  be  placed  until  ihey  countcr- 
fance  the  pressure  exerted  by  the  water  on  the  stop.  The  vessel  M 
fflg  emptied  is  unscrewed,  and  replaced  by  the  narrow  tube  P.  This 
ing  filial  to  the  same  height  as  the  large  vessel,  which  is  observed  by 
«»M  of  the  mark  o,  it  will  be  observed  that  to  keep  the  disc  in  its  place 
a  ihe  same  weight  must  be  placed  in  the  pan  as  before  ;  which  leads, 

krHbre,  to  the  same  conclusion  as  does  Haldat's  experiment.  The  saine 
nil  is  obtained  if,  instead  of  the  vertical  tube  P,  the  oblique  tube  Q  be 
«»«1  tu  the  tubulure. 

From  a  consideration  of  these  principles  it  will  l>e  readily  seen  that  a 
Tanall  quantity  of  water  can  produce  considerable  pressures.  Let  us 
V"*  any  vessel — a  cask,  for  example — filled  with  water,  and  with  a  long 
Rotr  tube  tightly  fitted  into  the  side.  If  water  is  poured  into  the  tube, 
ttt  will  be  a  pressure  on  the  bottom  of  the  cask  equal  to  the  weight  of  a 
hna  of  water  whose  base  is  the  bottom  itself,  and  whose  height  is  equal 
te  of  the  water  in  the  tube.  The  pressure  may  be  made  as  great  as  we 
Mk  ;  by  means  of  a  narrow  thread  of  water  forty  feet  high  Pascal  suc- 
*^  in  bursting  a  very  solidly  constructed  cask. 
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The  coy  known  as  the  hydrostatic  bellows  depends  on  the  same  principle, 
and  we  shall  meet  with  a  most  important  application  of  it  in  Che  hydraulic 
press  (108). 

From  the  principle  just  laid  down,  the  pressures  produced  at  the  bottom 
of  the  sea  may  be  calculated.  It  will  be  presently  demonstrated  that  the 
pressure  of  the  atmosphere  is  equal  to  that  of  a  column  of  sea  water  about 


thirty-three  feet  high.  At  sea  Che  lead  has  frequently  descended  to  a  depti 
of  thirteen  thousand  feet ;  at  the  bottom  of  some  seas,  therefore,  there  mu! 
be  a  pressure  of  four  hundred  atmospheres. 

102.  VreiaiirB  dd  ttis  Bldas  orTaaaela. — Since  the  pressure  caused  b 
gravity  in  the  mass  of  a  liquid  is  transmitted  in  every  direction,  according-  t 
the  general  law  of  the  transmission  of  fluid  pressure,  it  follows  that  at  ever 
point  of  the  side  of  any  vessel  a  pressure  is  exerted,  at  right  angles  to  tfa 
side,  which  we  will  suppose  Co  be  plane.  The  resultant  of  all  these  pressun 
is  the  total  pressure  on  the  sides.  But  since  these  pressures  increase  j 
proportion  to  the  depth,  and  also  in  proportion  to  the  horizontal  extent  < 
their  side,  their  resultant  can  only  be  obtained  by  calculation,  which  shov 
that  the  tola]  pressure  on  any  given  portion  of  the  side  is  equal  to  ti 
weight  of  a  column  of  liquid  lukich  has  this  portion  of  the  side  for  its  A-p 
and  whose  height  is  the  vertical  distance  from  the  centre  of  gravity  of  ti 
portion  to  the  surface  of  the  liquid.  If  the  side  of  a  vessel  isacurvedsuriac 
the  same  rule  gives  the  pressure  on  the  surface,  but  the  total  pressure 
no  longer  the  resuUant  of  the  fluid  pressures. 

The  point  in  the  side  supposed  to  be  plane,  at  which  the  resultant  of  all  d 
pressure  is  applied,  is  called  the  centre  of  pressure.,  and  is  always  beloiv  t] 
centre  of  gravity  of  the  side.  For  if  the  pressures  exerted  at  different  [>aj 
of  the  plane  side  were  equal,  Che  point  of  application  of  their  resultant,  tl 
centre  of  pressure,  would  obviously  coincide  with  the  centre  of  gravity  of  t] 
side.   But  since  the  pressure  increases  with  the  depth,  the  centre  of  pressv 
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b  necessarily  below  the  centre  of  gravity.    This  point  is  determined  by  cal- 
calation,  which  leads  to  the  following  results  : — 

i.  With  a  rectangular  side  whose  upper  edge  is  level  with  the  water,  the 
centre  of  pressure  is  at  two-thirds  of  the  line  which  joins  the  middle  of  the 
horizcmtal  sides  measured  from  the  top. 

il  With  a  triangular  side  whose  base  is  horizontal,  and  coincident  with 
the  level  of  the  water,  the  centre  of  pressure  is  at  the  middle  of  the  line  which 
joins  the  vertex  of  the  triangle  with  the  middle  of  the  base. 

iii.  With  a  triangular  side  whose  vertex  is  level  with  the  water,  the  centre 
of  pressure  is  in  the  line  joining  the  vertex  and  the  middle  of  the  base,  and 
at  tfaite-fourths  of  the  distance  of  the  latter  from  the  vertex. 

103.  Hydrostatlo  parados. — We  have  already  seen  that  the  pressure  on 
the  bottom  of  a  vessel  depends  neither  on  the  form  of  the  vessel  nor  on  the 
quantity  of  the  liquid,  but  simply  on  the  height  of  the  liquid  above  the 
bottom.  But  the  pressure  thus  exerted  must  not  be  confounded  with  the 
pressure  which  the  vessel  itself  exerts  on  the  body 
vhich  supports  iL  The  latter  is  always  equal  to  the 
combined  weight  of  the  liquid  and  the  vessel  in  which 
it  is  contained,  while  the  former  may  be  either  smaller 
or  gieater  than  this  weight,  according  to  the  form  of 
the  vessel.  This  fact  is  often  termed  the  hydrostatic 
fsrador^  because  at  first  sight  it  appears  paradoxical. 

CD  (fig.  76)  is  a  vessel  comj)osed  of  two  cylin- 
drical parts  of  unequal  diameters,  and  filled  with 
vater  to  a.  From  what  has  been  said  before,  the 
bottom  of  the  vessel  CD  supports  the  same  pressure 
IS  if  its  diameter  were  everywhere  the  same  as  that 
of  its  lower  part  ;  and  it  would  at  first  sight  seem 
that  the  scale  MN  of  the  balance,  in  which  the 
■«9sel  CD  is  placed,  ought  to  show  the  same  weight 
as  if  there  had  been  placed  in  it  a  cylindrical  vessel  having  the  same  height 
'^ water,  and  having  the  diameter  of  the  part  D.  But  the  pressure  exerted 
M  the  bottom  of  the  vessel  is  not  all  transmitted  to  the  scale  MN  ;  for  the 
^^B«n/ pressure  upon  the  surface  ;»^  of  the  vessel  is  precisely  equal  to  the 
^wght  of  the  ex-tra  quantity  of  water  which  a  cylindrical  vessel  would  contain, 
aod  balances  an  equal  portion  of  the  dowmvard  pressure  on  m.  Conse- 
i|Kntiy  the  pressure  on  the  plate  MN  is  simply  equal  to  the  weight  of  the 
vessel  CD  and  of  the  water  which  it  contains. 


CONDITIONS  OF  THE  EQUILIBRIUM  OF   LIQUIDS 

104.  aqvililiriiuii  of  a  liquid  in  a  slaffle  ▼essel. — In  order  that  a  liquid 
ttay  remain  at  rest  in  a  vessel  of  any  given  form,  it  must  satisfy  the  two 
ttowing  conditions  : 

L  Its  surface  must  be  everywhere  perpendicular  to  the  resultant  of  the 
pnts  which  iui  on  the  molecules  of  the  liquid. 

11.  Every  molecule  of  the  mass  of  the  liquid  must  be  subject  in  every 
^incHon  to  equal  and  contrary  pressures. 

The  second  condition  is  self-evident ;  for  if,  in  two  opposite  directions. 


Fig.  76. 
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Fig.  77. 


the  pressures  exerted  on  any  given  molecule  were  not  equal  and  contrary, 
the  molecule  would  be  moved  in  the  direction  of  the  greater  pressure,  and 
,  there  would  be  no  equilibrium.  Thus  the  second  condition  follows  from  the 
principle  of  the  equality  of  pressures,  and  from  the  reaction  which  all  pres- 
sure causes  on  the  mass  of  liquids. 

To  prove  the  first  condition,  let  us  suppose  that  mp  is  the  resultant  of  all 

the  forces  acting  upon  any  molecule  m  on  the 
surfece  (fig.  'J^\  and  that  this  surface  is  inclined 
in  reference  to  the  force  mp.  The  latter  can 
consequently  be  decomposed  into  two  forces, 
mq  and  mf ;  the  one  perpendicular  to  the  sur- 
face of  the  liquid,  and  the  other  to  the  direction 
mp.  Now  the  first  force  mq  would  be  destroyed 
by  the  resistance  of  the  liquid,  while  the  second 
would  move  the  molecule  in  the  direction  ;///,  which  shows  that  the  equili- 
brium is  impossible. 

If  gravity  be  the  force  acting  on  the  liquid,  the  direction  mp  is  vertical 
hence,  if  the  liquid  is  contained  in  a  basin  or  vessel  of  small  extent,  the  sur 
face  ought  to  be  plane  and  horizontal  (67),  because  then  the  direction  a 
gravity  is  the  same  in  every  point.     But  the  case  is  different  with  liquid  sur 
faces  of  greater  extent,  like  the  ocean.     The  surface  will  be  perpendicula 

to  the  direction  of  gravity ;  but  a 
this  changes  from  one  point  to  aiiothei 
and  always  tends  towards  a  point  nca 
the  centre  of  the  earth,  it  follows  tha 
the  direction  of  the  surface  of  the  occa 
will  change  also,  and  assume  a  nearl 
spherical  form. 

105.  SqalUbrlmn  of  tl&e  saa 
liquid  In  seireral  commmil  emtta 
▼easelfl. — When  several  vessels  < 
any  given  form  communicate  wil 
each  other,  there  will  be  equilibriui 
when  I  he  liquid  in  each  vessel  satisfi< 
the  two  preceding  conditions  (104 
and  further,  when  the  surfaces  of  tk 
liquids  in  all  the  vessels  are  in  L 
same  horizontal  plane. 
In  the  vessels  ABCD  (fig.  78),  which  communicate  with  each  other,  1 
us  consider  any  transverse  section  of  the  tube  mn  ;  the  liquid  can  oh 
remain  in  equilibrium  as  long  as  the  pressures  which  this  section  suppac 
from  m  in  the  direction  of  »,  and  from  n  in  the  direction  of  im,  are  equal  ai 
opposite.  Now  it  has  been  already  proved  that  these  pressures  are  respe 
tively  equal  to  the  weight  of  a  column  of  water,  whose  base  is  the  supposi 
section,  and  whose  height  is  the  distance  from  the  centre  of  gravity  of  th 
section  to  the  surface  of  the  liquid.  If  we  conceive,  then,  a  horizontal  plan 
mn^  drawn  through  the  centre  of  gravity  of  this  section,  it  will  be  seen  th 
there  will  only  be  equilibrium  as  long  as  the  height  of  the  liquid  above  th 
plane  is  the  same  in  each  vessel,  which  demonstrates  the  principle  enunciate 


Fig.  78. 
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106.  ■^oUlfertmm  of  BapeTpossd  Il«atda.— In  order  that  there  should 
be  eqailibrium  when  several  faetero^neous  liquids  are  superposed  in  the 
saow  vessel,  each  of  them  must  satisfy  the  conditions  necessary  for  a  single 
liquid  (104) ;  and  further,  iAere  will  bs  a  stable  equilibrium  only  when  ike 
liqwidi  are  arranged  in  the  order  of  their  decreasing  densities  from  the 
hetbmt  upwards. 

The  last  condition  is  experimentally  demonstrated  by  means  of  the  phial 
effoitr  elrments.  This  consists  of  a  long  narrow  bottle  conlaining  mercury, 
water  satuiated  with  carbonate  of  potass,  alcohol  coloured  red,  and  petroleum. 
When  the  phial  is  shaken  the  liquids  mix,  hut  when  it  is  allowed  to  rest  they 
separate  ;  the  mercury  sinks  to  the  bottom,  then  comes  the  water,  then  the 
alcohol,  and  then  the  petroleum.  This  is  the  order  of  the  decreasing  densi- 
ties erf  the  bodies.  TTie  water  is  saturated  with  carbonate  of  potass  to  prevent 
its  mixing  with  the  alcohol. 

This  separation  of  the  liquids  is  due  to  the  same  cause  as  that  which 
cnablei  solid  bodies  to  float  on  the  surface  of  a  liquid  of  greater  density  than 
tbeit  own.  It  is  also  on  this  account  that  fresh  water,  at  the  mouths  of 
riiers,  floats  for  a  long  time  on  the  denser  salt  water  of  the  sea ;  and  it 
is  for  the  same  reason  that  cream,  which  is  lighter  than  milk,  rises  to  the 

107.  SqnUHtrimn  Of  two  dtcermt  liquid*  In  caiwMMiil  e»tlay  veaaela. 

—When  two  liquids  of  ditTerent  densities,  which  do  not  mix,  are  contained 
in  two  communicating  vessels,  they  will  be 
in  equilibrium  when,  in  addition  to  the  pre- 
ceding principles,  they  are  subject  to  the 
fcliowing  :  that  the  heights  above  the  hori- 
tmital  surface  of  contact  of  two  columns  of 
liquid  in  equilibrium  are  in  the  inverse  ratio 
»f  their  densities. 

To  show  this  experimentally,  mercury 
is  poured  into  a  bent  glass  tube,  mn,  fixed 
against  an  upright  wooden  support  (fig.  79), 
and  then  water  is  poured  into  one  of  the 
legs,  AB,  The  column  of  water,  AB,  press- 
ing on  the  mercury  at  B,  lowers  its  level  in 
tile  leg  AB,  and  raises  it  in  the  other  by  a 
"pnatity,  CD  ;  so  that  if,  when  equilibrium 
B  established,  we  imagine  a  horizontal 
pfcme,  BC,  to  pass  through  B,  the  column  ^.- 

rf  water  in  AB  will  balance  the  column  of 

■ercury  CD.  If  the  heights  of  these  two  columns  are  then  measured  by 
■eans  of  the  scales,  it  will  be  found  that  the  height  of  the  column  of  water 
aaboat  13J  times  that  of  the  height  of  the  column  of  mercury.  We  shall 
pHently  see  that  the  density  of  mercury  is  about  13^  times  that  of  water 
*~ni  which  it  follows  that  the  heights  are  inversely  as  the  densities. 

It  may  be  added  that  the  eqailibrium  cannot  exist  unless  there  is  a  sufficient 
1»amity  of  the  heavier  liquid  for  part  of  it  to  remain  in  both  legs  of  the  tube. 

The  preceding  principle  may  be  deduced  by  a  very  simple  calculation. 
Itrfandtf  be  the  densities  of  water  and  mercury,  and  h  and  A'  their  re- 
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spective  heights,  and  let  ^  be  the  force  of  gravity.  The  pressure  on  B  will 
be  proportional  to  the  density  of  the  liquid,  to  its  height,  and  to  the  force  of 
gravity  ;  on  the  whole,  therefore,  to  the  product  dkg.  Similarly,  the  pres- 
sure at  C  will  be  proportional  to  <fh'g.  But  in  order  to  produce  equilibrium, 
dhg  must  be  equal  to  tfh'g,  or  dA^^k'.  This  is  nothing  more  than  an 
algebraical  expression  of  the  above  principle  ;  for  since  the  two  products 
must  always  be  equal,  tf  must  be  as  many  times  greater  than  d  as  h'  is  less 
than  A. 

In  this  manner  the  density  of  a  liquid  may  be  determined.  Suppose  one 
of  the  branches  contained  water  and  the  other  oil,  and  their  heights  were, 
respectively,  15  inches  for  the  oil  and  14  inches  for  the  water.  The  density 
of  water  being  taken  as  unity,  and  that  of  oil  being  called  x,  we  shall  have 

I5>jr=i4xi;  whence  r='-'*xo'933. 

APPLICATIONS  OF  THE  PRECEDING  HYDROSTATIC  PRINCIPLES 

108.  ■rdtknltc  prcsa. — The  law  of  the  equality  of  pressure  has  received 
a  most  important  application  in  the  kvdraulic  press,  a  machine  by  which 


Fig.  80, 

enonnous  pressures  may  be  produced.     Its  principle  is  due  to  Pascal,  but  it 
was  first  constructed  by  Bramah  in  1796. 

It  consists  of  a  cylinder,  B,  with  very  strong  thick  sides  (fig.  80),  in 
which  there  b  a  cast-iron  ram,  P,  working  water-tight  in  the  collar  of  the 
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cylinder.  On  the  ram  P  there  is  a  casi-iron  plale  on  which  the  substance 
to  be  pressed  is  placed.  Foiw  strong  columns  serve  to  support  and  fix  a 
second  plate,  Q. 

By  means  of  a  leaden  pipe,  K,  the  cylinder  B,  which  is  filled  with  water, 
communicates  with  a  small  force-pump.  A,  which  works  by  means  of  a  lever, 
M.  When  the  piston  of  this  pump  fi  ascends,  a  vacuum  is  produced,  and  the 
water  rises  in  the  tube  it,  at  the  end  of  which  there  is  a  rose,  to  prevent  the 
entrance  of  foreign  matters.  When  the  piston  p  descends,  it  drives  the  water 
into  the  cylinder  by  the  tube  K. 

Fig.  81  represents  a  section,  on  a  larger  scale,  of  the  system  of  valve 
necessary  in  working  the  apparatus.  The  valve  o,  below  the  piston  p,  open 
'hen  the  piston  rises, 
and  closes  when  it 
descends.  The  valve 
0,  during  this  descent, 
is  opened  by  the 
pressure  of  the  water 
nhich  passes  by  the 
pipe  K.  The  valve  i 
Li  a  sa/etjK/alve,  held 
by  a  weight  which 
acts  on  it  by  means  of 
a  lever.  By  weight- 
ing the   latter  to  a 

greater  or  less  extent  Pi^  g,_ 

die  pressure  can  be 

regulated,  for  as  soon  as  there  is  an  upward  pressure  greater  than  that  of  the 
•eight  upon  it,  it  opens  and  water  escapes.  A  screw,  r,  serves  to  relieve  the 
pressure,  for  when  it  is  opened  it  affords  a  pass^^e  for  the  efflux  of  the  water 
in  ihe  cylinder  B. 

A  most  important  part  is  the  leather  collar  «,  the  invention  of  which  by 
Btamah  removed  the  difficulties  which  had  been  experienced  in  making  the 
large  ram  work  water-light  when  submitted  to 
gieat  pressures.  It  consists  of  a  circular  piece  of 
stout  leather  (fig.  8z),  saturated  with  oil  so  as  to 
be;  impervious  to  water,  in  the  centre  of  which  a 
circular  hole  is  cut.  This  piece  is  bent  so  that  ' 
a  section  of  it  represents  a  reversed  U,  and  is 
fitted  into  a  groove,  n,  made  in  the  neck  of  the 
cylinder.    This  collar  being  concave  downwards, 

in  proportion  as  the  pressure  increases  it  fits  the  more  tightly  against  the 
ram  P  on  one  side  and  the  neck  of  the  cylinder  on  the  other,  and  quite  pre- 
Tents  any  escape  of  water. 

The  pressure  which  can  be  obtained  by  this  press  depends  on  the  relation 
of  the  piston  P  to  that  of  the  piston  p.  If  the  former  has  a  transverse  section 
fifty  or  a  hundred  limes  as  large  as  the  latter,  the  upward  pressure  on  the 
t»rge  piston  wiU  be  fifty  or  a  hundred  times  that  exerted  upon  the  small  one. 
B;  means  of  the  lever  M  an  additional  advantage  is  obtained.  If  the 
distance  from  the  fulcrum  to  the  point  where  the  power  is  applied  is  five  times 
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the  distance  from  the  fulcrum  to  the  pistoti  p,  the  pressure  on  p  will  be  five- 
times  the  power.  ThuSj  if  a  man  acts  on  M  with  a  force  of  sixty  pounds,  the 
force  transmitted  by  the  piston  p  will  be  300  pounds,  and  the  force  wbkh 
tends  to  raise  the  piston  P  will  be  30,000  pounds,  supposing  the  section  of  P 
is  a  hundred  times  that  of  p. 

The  hydraulic  press  is  used  in  all  cases  in  which  great  pressures  are  re- 
quired. It  is  used  in  pressing  cloth  and  paper,  in  extracting  the  juice  of  beet- 
root, in  compressing  hay  and  cotton,  in  expressing  oil  from  seeds,  and  in 
bending  iron  plates ;  it  also  serves  to  test  the  strength  of  cannon,  of  steam 
boilers,  and  of  chain  cables.  The  parts  composing  the  tubular  bridge  which 
spans  the  Menai  Straits  were  raised  by  means  of  an  hydraulic  press.  The 
cylinder  of  this  machine,  ibe  largest  which  has  ever  been  constructed,  was 
nine  feet  long  and  twenty-two  inches  in  internal  diameter ;  it  was  capable  of 
raising  a  weight  of  two  thousand  tons. 

The  principle  of  the  hydraulic  press  is  advantageously  employed  in  cases- 
in  which  great  power  is  only  required  at  intervals,  such  as  in  opening  dock 
gates,  working  cranes,  in  lifts  in  hotels,  warehouses,  and  the  like.  It  ha^ 
even  been  used  in  working  stage  machinery.  In  these  cases  an  hydraulic  or^s- 
mulator  is  used.  The  piston  P  is  loaded  with  very  great  weights,  and  water 
is  continually  forced  into  the  cylinder  B  by  powerful  pumps.  From  the  bottom 
of  this  cylinder  a  tube  conducts  water  to  any  place  where  the  power  is  to  be 
applied,  and  the  flow  of  even  small  quantities  of  water  which  is  under  high 
pressure  can  perform  a  great  amount  of  work. 

Suppose,  for  instance,  that  the  area  of  the  piston  P  is  four  square  feet,  and 
that  it  has  a  load  of  100  tons  ;  this  represents  a  pressure  of  over  370  pounds 
on  the  square  inch,  or  more  than  25  atmospheres.  When  the  large  piston 
sinks  through  the  A'h  of  an  inch  about  a  pint  of  water  will  flow  out,  and  this 
represents  a  work  of  about  1,100  foot-pounds.  In  London  hydraulic  power 
is  supplied  by  water  delivered  under  a  pressure  of  750  pounds  per  square 
inch{isi). 

109.  THe  water-isTei. — The  watir-level  is  an  application  of  the  con- 
ditions of  equilibrium  in  communicating  vessels.     It  consists  of  a  metal  tube 


bent  at  both  ends,  in  which  are  fitted  glass  tubes,  D  and  E  {fig.  83).     It  is 
placed  on  a  tripod,  and  water  poured  in  until  it  rises  in  both  legs.    When  the^ 
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liquid  is  at  rest,  the  level  of  the  water  in  both  tubes  is  the  same  ;  that  is, 
they  are  both  in  the  same  horizontal  plane. 

This  instrument  is  used  in  levelling,  or  ascertaining  how  much  one  point 
is  higher  than  another.  If,  for  example,  it  is  desired  to  find  the  difference 
between  the  heights  of  B  and  A,  a  levelling-staff'xs  fixed  on  the  latter  place. 
This  staff  consists  of  a  rule  formed  of  two  sliding  pieces  of  wood,  and  sup- 
porting a  piece  of  tin  plate,  M,  in  the  centre  of  which  there  is  a  mark.  This 
staff  being  held  vertically  at  A,  an  observer  looks  at  it  through  the  level 
along  the  surfaces  D  and  £,  and  directs  the  holder  to  raise  or  lower  the  slide 
until  the  mark  is  in  the  prolongation  of  the  line  DE.  The  height  AM  is 
then  measured,  and,  subtracting  it  from  the  height  of  the  level,  the  height  of 
the  point  A  above  B  is  obtained. 

iia  Tbe  •pliit-level. — The  spirit-level  is  both  more  delicate  and  more 
accurate  than  the  water-level  It  consists  of  a  glass  tube,  AB  (fig.  84),  very 
slightly  curved ;    that  is, 

tbe  tube,  instead  of  being  *"^"  ^ 

a  true  cylinder  as  it  seems 
to  be,  is  in  fact  slightly 
curved  in  such  a  manner 
that  its  axis  is  an  arc  of 
a  circle  of  very  large 
radius.  It  is  filled  with 
spirit  with  the  exception 
of  a  bubble  of  air,  which 
tends  to  occupy  the  high- 
est part.  The  tube  is 
placed  in  a  brass  case 
CD  (fig.  85),  which  is  so  arranged  that  when  it  is  in  a  perfectly  horizontal 
position  the  bubble  of  air  is  exactly  between  the  two  points  marked  in  the 
ose. 

To  take  levels  with  this  apparatus,  it  is  fixed  on  a  telescope,  which  can 
be  placed  in  a  horizontal  position. 

HI.  Artesian  wells. — ^All  natural  collections  of  water  exemplify  the 
tendency  of  water  to  find  its  level.  Thus  a  group  ot  lakes,  such  as  the 
great  lakes  of  North  America,  may  be  regarded  as  a  number  of  vessels  in 
communication,  and  consequently  the  waters  tend  to  maintain  the  same 
level  in  all.  This,  too,  is  the  case  with  the  source  of  a  river  and  the  sea, 
and,  as  the  latter  is  on  the  lower  level,  the  river  continually  flows  down  to  the 
sea  along  its  bed,  which  is,  in  fact,  the  means  of  communication  between 
ibctwa 

Perhaps  the  most  striking  instance  of  this  class  of  natural  phenomena  is 
that  of  artesian  wells.  These  wells  derive  their  name  from  the  province 
of  Artois,  where  it  has  long  been  customary  to  dig  them,  and  whence  their 
«sc  in  other  parts  of  France  and  Europe  was  derived.  It  seems,  however, 
that  at  a  very  remote  period  wells  of  the  same  kind  were  dug  in  China  and 
Egypt 

To  understand  the  theory  of  these  wells  it  must  be  premised  that  the 
strata  composing  the  earth's  crust  are  of  two  kinds  :  the  one  permeable  t6 
»atcr,  such  as  sand,  gravel,  &c. ;  the  other  impermeable^  such  as  clay.    Let 


Fig.  85. 
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us  suppose,  then,  a.  geographical  basin  of  greater  or  less  extent,  in  which  the 
two  impermeable  layers  AB,  CD  (fig.  86),  enclose  between  them  a  permeable 
layer,  KK.  Therain-water&llingon  that  part  of  this  layer  which  comes  to  the 
surface,  and  which  is  called  the  outcrop,  will  filler  through  it,  and,  following 
the  natural  fall  of  the  ground,  will  collect  in  the  hollow  of  the  basin,  whence 
it  cannot  escape  owing  to  the  impermeable  strata  above  and  below  jL  If, 
now,  a  vertical  hole,  I,  be  sunk  down  to  the  water-bearing  stratum,  the  water 
striving  to  regain  its  level  will  spout  out  to  a  height  which  depends  on  the 
difference  between  the  levels  of  the  outcrop  and  of  the  point  at  which  the 
perforation  is  made. 


Fig.  36. 

The  waters  which  feed  artesian  wells  often  come  from  a  distance  of 
sixty  or  seventy  miles.  The  depth  varies  in  different  places.  The  well  at 
Crenelle  is  i,8oo  feet  deep  ;  it  gives  656  gallons  of  ivater  in  a  minute,  and 
is  one  of  the  deepest  and  most  abundant  which  have  been  made.  The 
temperature  of  the  water  is  27°  C.  It  follows  from  the  law  of  the  in- 
crease of  temperature  with  the  increasing  depth  below  the  surface  of  the 
ground,  that,  if  this  well  were  210  feel  deeper,  the  water  would  have  all 
the  year  round  a  temperature  of  32°  C. ;  that  is,  the  ordinary  temperature  of 
baths. 

BODIES  IMMERSED   IN   LIQUIDS 

1 1 2.  VreBiura  •nppMtad  \rj  a  iMdj-  Unmersed  In  »  U^nld. — When  a 
solid  is  immersed  in  a  liquid,  every  portion  of  its  surface  is  submitted  to  a 
perpendicular  pressure  which  increases  with  the  depth.  If  we  imagine  all 
these  pressures  decomposed  into  horizontal  and  vertical  pressures,  the  first 
set  are  in  equilibrium.  The  vertical  pressures  are  obviously  unequal,  and 
will  tend  to  move  the  body  upwards. 

Let  us  imagine  a  cube  immersed  in  a  mass  of  water  (fig,  87),  and  that 
four  of  its  edges  are  vertical.  The  pressures  upon  the  four  vertical  feces  being 
clearly  in  equilibriimi,  we  need  only  consider  the  pressures  exerted  on  the 
horizontal  faces  A  and  B.  The  first  is  pressed  downwards  by  a  column  of 
water  whose  base  is  the  face  A,  and  whose  height  is  AD  ;  the  lower  face  B 
is  pressed  upwards  by  the  weight  of  a  column  of  water  whose  base  is  the 


-US] 


Principle  of  Archimedes 


1-— ■ 


Fig.  87. 


103 

fiice  itself,  and  whose  height  is  BD  (100).  The  cube,  therefore,  is  urged 
npwards  by  a  force  equal  to  the  difference  between  these  two  pressures, 
i^ch  latter  is  manifestly  equal  to  the  weight  of  a  colunm  of  water  having 
the  same  base  and  the  same  height  as  this  cube.  Consequently^  this  upward 
fnssure  is  equal  to  the  weight  of  the  volume  of  water  displaced  by  the  im- 
mtnedbody. 

We  shall  readily  see  from  the  following  reasoning  that  every  body  im- 
mersed in  a  liquid  is  pressed  upwards  by  a  force  equal  to  the  weight  of 
the  displaced  liquid.  In  a  liquid  at  rest  let  us  sup- 
pose a  portion  of  it  of  any  given  shape,  regular 
or  irregular,  to  become  solidified,  without  either 
mcrease  or  decrease  of  volume.  The  liquid  thus 
solidified  will  remain  at  rest,  and  therefore  must 
be  acted  upon  by  a  force  equal  to  its  weight,  and 
acting  vertically  upwards  through  its  centre  of 
gravity ;  for  otherwise  motion  would  ensue.  If  in 
the  place  of  the  solidified  water  we  imagine  a  solid 
of  another  substance  of  exactly  the  same  volume 
and  shape,  it  will  necessarily  receive  the  same 
pressures  from  the  surrounding  liquid  as  the  solidi- 
fied portion  did  ;  hence,  like  the  latter,  it  will  sustain 
the  pressure  of  a  force  acting  vertically  upwards 
through  the  centre  of  gravity  of  the  displaced  liquid, 

and  equal  to  the  weight  of  the  displaced  liquid.  If,  as  almost  invariably 
happens,  the  liquid  is  of  uniform  density,  the  centre  of  gravity  of  the  displaced 
liquid  means  the  centre  of  gravity  of  the  immersed  part  of  the  body  supposed 
to  he  of  uniform  density.  This  distinction  is  sometimes  of  importance  :  for 
example,  if  a  sphere  is  composed  of  a  hemisphere  of  iron  and  another  of 
wood,  its  centre  of  gravity  would  not  coincide  with  its  geometrical  centre, 
bat,  if  it  were  placed  under  water,  the  centre  of  gravity  of  the  displaced  water 
would  be  at  the  geometrical  centre — that  is^  would  have  the  same  position 
as  the  centre  of  gravity  of  the  sphere  if  of  uniform  density. 

113.  Viiaeiple  of  Arehimedes. — The  preceding  principles  prove  that 
every  body  immersed  in  a  liquid  is  submitted  to  the  action  of  two  forces  : 
gravity  which  tends  to  lower  it,  and  the  buoyancy  of  the  liquid  which  tends 
to  raise  it  with  a  force  equal  to  the  weight  of  the  liquid  displaced.  The 
weight  of  the  body  is  either  totally  or  partially  overcome  by  its  buoyancy, 
from  which  it  is  concluded  that  a  body  immersed  in  a  liquid  loses  a  part  of 
its  weight  equal  to  the  weight  of  the  displaced  liquid. 

This  principle,  which  is  the  basis  of  the  theory  of  immersed  and  floating 
bodies,  is  called  the  principle  of  Archimedes,  after  the  discoverer.  It  may 
be  shown  experimentally  by  means  of  the  hydrostatic  balance  {fig,  88).  This 
is  an  ordinary  balance,  each  pan  of  which  is  provided  with  a  hook ;  the 
beam  can  be  raised  by  means  of  a  toothed  rack,  which  is  worked  by  a  little 
ptoion,  C.  A  catch,  D,  holds  the  rack  when  it  has  been  raised.  The  beam 
being  raised,  a  hollow  brass  cylinder.  A,  is  suspended  from  one  of  the  pans^ 
and  below  Uiis  a  solid  cylinder,  B,  whose  volume  is  exactly  equal  to  the 
capacity  of  the  first  cylinder  ;  lastly,  an  equipoise  is  placed  in  the  other  pan. 
If  now  the  hollow  cylinder  A  be  filled  with  water,  the  equilibrium  is  disturbed ; 
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but  if  at  the  same  time  the  beam  is  lowered  so  that  the  solid  cylinder  B  be- 
comes immersed  in  a  vessel  of  water  placed  beneath  it,  the  equilibrium  will 
be  restored.  By  being  immersed  in  water  the  cylinder  B  loses  a  piHtion  of 
its  weight  equal  to  that  of  the  water  in  the  cylinder  A.  Now,  as  the  capacity 
of  the  cylinder  A  is  exactly  equal  to  the  volume  of  the  cylinder  B,  the  prin- 
ciple which  has  been  before  laid  down  is  proved. 


114.  Betermlnatlon  ot  the  Toliima  of  a,  feody.— The  principle  of 
Archimedes  furnishes  a  method  for  obtaining  the  volume  of  a  body  of  any 
shapK,  provided  it  is  not  soluble  in  water.  Tht  body  is  suspended  by  a  fine 
thread  to  the  hydrostatic  balance,  and  is  weighed  first  in  the  air,  and  then  in 
distilled  water  at  4''C.  The  loss  of  weight  is  the  weight  of  the  displaced 
water,  from  which  the  volume  of  the  displaced  water  is  readily  calculated. 
But  this  volume  is  manifestly  that  of  the  body  itself.  Suppose,  for  example, 
155  grammes  is  the  loss  of  weight.  Tills  is  consequently  the  weight  of  the 
displaced  water.  Now  it  is  known  ihnt  a  gramme  is  ihe  weight  of  a  cubic 
centimetre  of  water  at  4°  ;  consequently,  the  \'olume  of  the  body  immersed 
isji55^cubic  centimetres. 

115.  SqaiUiiriwiii  of  a«atin(  boUeB.—A  body  when  floating  is  acted 
on  by  two  forces,  namely,  its  weight,  which  acts  vertically  downwards 
through  its  centre  of  gravity,  and  the  resultant  of  the  fluid  pressures,  which 
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(112)  acts  vertically  upwards  through  the  centre  of  gravity  of  the  fluid 
displaced ;  but  if  the  body  is  at  rest  these  two  forces  must  be  equal  and 
act  in  opposite  directions ;  whence  follow  the  conditions  of  equilibrium, 
namely, — 

L  Tk£  floating  body  must  displace  a  volume  of  liquid  whose  weight  equals 
tkat  of  the  body. 

ii.  The  centre  of  gravity  of  the  floating  body  must  be  in  the  same  vertical 
line  ^inth  that  ofthefbdd  displaced 

Thus  in  fig.  89,  if  C  is  the  centre  of  gravity  of  the  body,  and  G  that  of 
the  displaced  fluid,  the  line  G  C  must  be  vertical,  since  when  it  is  so  the 
weight  of  the  body  and  the  fluid  pressure  will  act  in  opposite  directions 
along  the  same  line,  and  will  be  in  equilibrium  if  equal.  It  is  convenient, 
«ith  reference  to  the  subject  of  the  present  article,  to  speak  of  the  line  C  G 
produced,  as  the  axis  of  the  body. 

Next,  let  it  be  inquired  whether  the  equilibrium  be  stable  or  unstable. 
Suppose  the  body  to  be  turned  through  a  small  angle  (fig.  90),  so  that  the 
axis  takes  a  position 
inclined  to  the  vertical 
The  centre  of  gravity 
of  the  displaced  fluid 
will  no  longer  be  G, 
bat  some  other  point, 
G'.  And  since  the  fluid 
I^essure  acts  vertically 
opwards  through  G', 
its  direction  will  cut 
the  axis  in  some  point 
M',  which  will  gene- 
rally have  different  positions  according  as  the  inclination  of  the  axis  to  the 
*Tcrtical  is  greater  or  smaller.  If  the  angle  is  indefinitely  small,|M'  will  have 
a  definite  position  M,  which  always  admits  of  determination,  and  is  called 
the  metacentre. 

If  we  suppose  M  to  be  above  C,  an  inspection  of  fig.  91  will  show  that 
when  the  body  has  received  an  indefinitely  small  displacement,  the  weight 
rf  the  body  W,  and  the  resultant  of  the  fluid  pressures  R,  tend  to  bring  the 
body  back  to  its  original  position  ;  that  is,  in  this  case,  the  equilibrium  is 
stable  (70).  If,  on  the  contrary,  M  is  below  C,  the  forces  tend  to  cause  the 
Mis  to  deviate  farther  from  the  vertical,  and  the  equilibrium  is  unstable. 
Hence  the  rule — 

iiL  Tks  equilibrium  of  a  floating  body  is  stable  or  unstable  according  as 
the  metacentre  is  above  or  below  the  centre  of  gravity. 

The  determination  of  the  metacentre  can  rarely  be  effected  except  by 
■aons  of  a  somewhat  difficult  mathematical  process.  When,  however,  the 
fonn  of  the  inmiersed  part  of  a  body  is  spherical,  it  can  be  readily  deter- 
niined;  for  since  the  fluid  pressure  at  each  point  converges  to  the  centre,  and 
continues  to  dsi  so  when  the  body  is  slightly  displaced,  their  resultant  must 
in  all  cases  pass  through  the  centre,  which  is  therefore  the  metacentre.  To 
^Uustiate  this  :  let  a  spherical  body  float  on  the  surface  of  a  liquid  (fig.  92) ; 
^bffljits  centre  of  gravity  and  the  metacentre  both  coinciding  with  the 
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geometrical  centre  C,  its  equilibrium  is  neutral  (70).  Now  suppose  a  small 
heavy  body  to  be  fastened  at  P,  the  summit  of  the  vertical  diameter.  The 
centre  of  gravity  will  now  be  at  some  point  G  above 
C.  Consequently,  the  equilibrium  is  unstable,  and 
the  sphere,  left  to  itself,  will  instantly  turn  over 
and  wilt  rest  when  P  is  the  lower  end  of  a  vertical 
diameter. 

On  investigating  the  position  of  the  metacentre 
of  a  cylinder,  it  is  found  that,  when  the  ratio  of 
the  radius  to  the  height  is  greater  than  a  certain 
quantity,  the  position  of  stable  equilibrium  is  thai 
in  which  the  axis  is  vertical  ;  but  if  it  be  less  than 
"'■'^  that  quantity,  the  equilibrium  is  stable  when    the 

axis  is  horizontaL  For  this  reason  the  stump  of  a  tree  floats  lengthwise,  but 
a  thin  disc  of  wood  floats  flat  on  the  water.  Hence,  also,  if  it  is  required 
to  make  a  cylinder  of  moderate  length  float  with  its  axis  vertical,  it  is  neces- 
sary to  load  it  at  the  lower  end.  By  so  doing  its  centre  of  gravity  is  brought 
below  the  metacentre. 

The  determination  of  the  metacentre  and  of  the  centre  of  gravity  is  of 
great  importance  in  the  stowage  of  vessels,  for  on  their  relative  positions  the 
stability  depends. 

116.  OartsBtkB  diver. — The  difTerent  effects  of  suspension,  immersion, 

and  floating  are  reproduced  by  means  of  a  well- 
known  hydrostatic  toy,  the  Cartesian  di-uer  (fig.  93). 
It  consists  of  a  glass  cylinder  nearly  full  of  water, 
on  the  top  of  which  a  brass  cap,  provided  with  a 
piston,  is  hermetically  fitted.  In  the  liquid  there  is 
a  little  porcelain  figure  attached  to  a  hollow  glass 
ball  a,  which  contains  air  and  water,  and  floats  on 
the  surface.  In  the  lower  part  of  this  ball  there  is 
a  little  hole  by  which  water  can  enter  or  escape, 
according  as  the  air  in  the  interior  is  more  or  less 
compressed.  The  quantity  of  water  in  the  globe 
is  such  that  very  little  more  is  required  to  make  it 
sink.  If  the  piston  is  slightly  lowered  the  air  is 
compressed,  and  this  pressure  is  transmitted  to  the 
water  of  the  vessel  and  the  air  in  the  bulb.  The 
consequence  is  that  a  small  quantity  of  water 
penetrates  into  the  bulb,  which  therefore  becomes 
heavier  and  sinks.  If  the  pressure  is  relieved,  the 
air  in  the  bulk  expands,  expels  the  excess  of  water 
which  had  entered  it,  and  the  apparatus,  being 
now  lighter,  rises  to  the  surface.  The  experiment 
may  also  be  simplified  by  replacing  the  brass  cap 
and  piston  by  a  cover  of  sheet  india-rubber,  which 
Pjg  ^^  is  tightly  tied  over  the  mouth  j  when  this  is  pressed 

by  the  hand  the  same  effects  are  produced. 

117.  Swtnimioc-Maaaer  of  AbIm*. — Most  fishes  have  an  air-bladder 
below  the  spine,  which  is  called  the  swimming-bladder.     The  fish  can  com- 
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press  or  dilate  this  at  pleasure  by  means  of  a  muscular  effort,  and  produce 
the  same  effects  as  those  just  described — ^that  is,  it  can  either  rise  or  sink  in 
water. 

118.  Swtmmfiig, — The  human  body  is  lighter,  on  the  whole^  than  an 
eqaal  volume  of  water ;  it  consequently  floats  on  the  surface,  and  still  better 
in  sea-water,  which  is  heavier  than  fresh  water.  The  difficulty  in  swimming 
consists,  not  so  much  in  floating,  as  in  keeping  the  head  above  water^  so  as 
to  breathe  freely.  In  man  the  head  is  heavier  than  the  lower  parts,  and 
consequently  tends  to  sink,  and  hence  swimming  is  an  art  which  requires  to 
be  leanied.  With  quadrupeds,  on  the  contrary,  the  head,  being  less  heavy 
than  the  posterior  parts  of  the  body,  remains  above  water  without  any  effort, 
and  these  animals  therefore  swim  naturally. 


SPECIFIC  GRAVITY— HYDROMETERS 

119.  ]>eteniilnatlon  of  speolflo  flrraTlttes. — It  has  been  already  ex- 
plained (24)  that  the  specific  gravity  of  a  body,  whether  solid  or  liquid,  is  the 
number  which  expresses  the  relation  of  the  weight  of  a  given  volume  of  this 
body  to  the  weight  of  the  same  volume  of  distilled  water  at  a  temperature 
of  4**.  In  order,  therefore,  to  calculate  the  specific  gravity  of  a  body,  it  is 
sufficient  to  determine  its  weight  and  that  of  an  equal  volume  of  water,  and 
then  to  divide  the  first  weight  by  the  second :  the  quotient  is  the  specific 
gravity  of  the  body. 

Three  methods  are  conunonly  used  in  determining  the  specific  gravities 
of  solids  and  liquids.  These  are —  i  st,  the  method  of  the  hydrostatic  balance  \ 
2nd,  that  of  the  hydrometer;  and  3rd,  the  specific 
gravity  flask.  All  three,  however,  depend  on  the  same 
principle — that  of  first  ascertaining  the  weight  of  a 
body,  and  then  that  of  an  equal  volume  of  water.  We 
shall  first  apply  these  methods  to  determining  the 
specific  gravity  of  solids,  and  then  to  the  specific 
gravity  of  liquids. 

120.  SpecUle  rniTlfy  of  Bollds. — i.  Hydrostatic 
iatoHce. — To  obtain  the  specific  gravity  of  a  solid 
by  the  hydrostatic  balance  (fig.  88),  it  is  first  weighed 
in  the  air,  and  is  then  suspended  to  the  hook  of  the 
balance  and  weighed  in  water  (fig.  94).  The  loss  of 
weight  which  it  experiences  is,  according  to  Archi- 
medes^ principle,  the  weight  of  a  volume  of  water 
equal  to  its  own  volume ;  consequently,  dividing  the 
weigjit  in  air  by  the  loss  of  weight  in  water,  the  quotient 
is  the  specific  gravity  required.  If  P  is  the  weight 
<rf  the  body  in  air,  P'  its  weight  in  water,  and  D  its 
specific  gravity,  P  —  P''  being  the  weight  of  the  dis- 
placed water,  we  have  D  =  .  ^^'  ^** 

It  may  be  observed  that  though  the  weighing  is  performed  in  air,  yet, 
strictly  speaking,  the  quantity  required  is  the  weight  of  the  body  in  vacuo  j 
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and,  when  great  accuracy  is  required,  it  is  necessary  to  apply  to  the  observed 
weights  a  correction  for  the  weights  of  the  unequal  volumes  of  air  displaced 
by  the  substance,  and  the  weights  in  the  other  scale-pan.  The  water  in 
which  bodies  are  weighed  is  supposed  to  be  distilled  water  at  the  standard 
tempera  lure. 

ii.  Nicholsoris  hydromtier. — The  apparatus  consists  of  a  hollow  metal 
cylinder  B  (fig.  95),  to  which  is  (ixed  a  cone  C,  loaded  with  lead.  The 
object  of  the  latter  is  to  bring  the  centre  of  gravity  below  the  metacentre, 
so  that  the  cylinder  may  float  with  its  axis  vertical.  At  the  lop  is  a  stem 
terminated  by  a  pan,  in  which  is  placed  the  substance  whose  specific  gra.vity 
is  to  be  determined.     On  the  stem  a  standard  point,  o,  is  marked. 

The  apparatus  stands  partly  out  of  the  water,  and  the  first  step  is  to 
ascertain  the  weight  which  must  be  placed  in  the  pan  in  order  10  msLke  the 
hydrometer  sink  to  the  standard  point  o.  Let  this 
weighl  be  125  grains,  and  let  sulphur  be  the  sub- 
stance whose  specific  gravity  is  to  be  determined. 
The  weights  are  then  removed  from  the  pan,  and 
replaced  by  a  piece  of  sulphur  which  weighs  less 
than  125  grains,  and  weights  added  till  the  hydro- 
meter is  again  depressed  to  the  standard  o.  If,  for 
instance,  it  has  been  necessary  to  add  55  grains, 
the  weight  of  the  sulphur  is  evidently  the  differ- 
ence between  I2sand  55  grains  ;  that  is, 70 grains. 
Having  thus  determined  the  weight  of  the  sulphur 
in  air,  it  is  only  necessary  to  ascertain  the  weight 
of  an  equal  volume  of  water.  To  do  this,  the  piece 
of  sulphur  is  placed  in  the  lower  pan  C  at  m,  as  re- 
presented in  the  figure.  The  whole  weight  is  not 
changed ;  nevertheless,  the  hydrometer  no  longer 
sinlcs  to  the  standard  ;  the  sulphur,  by  immersion, 
has  los!  a  part  of  its  weight  equal  to  that  of  the 
water  displaced.  Weights  are  added  to  the  upper 
pj  pan  until  the  hydrometer  sinks  again  to  the  stan- 

dard. This  weight,  344  grains,  for  example,  re- 
presents the  weight  of  the  volume  of  water  displaced  ;  that  is,  of  the  volume 
of  water  equal  to  the  volume  of  the  sulphur.  It  is  only  necessary,  therefore, 
to  divide  70  grains,  the  weight  in  air,  by  34'4  grains,  and  the  quotient, 
a-03,  is  the  specific  gravity. 

If  the  body  in  question  is  lighter  than  water,  it  lends  to  rise  to  the  surfece, 
and  will  not  remain  on  the  lower  pan  C.  To  obviate  this,  a  smalt  movable 
cage  of  fine  wire  is  adjusted  so  as  to  prevent  the  ascent  of  the  body.  The 
experiment  is  in  other  respects  the  same. 

121.  Bpeolflo  KTBTttT  bottle.  VrknametAT. — When  the  specific  gravity 
of  a  substance  in  a  state  of  powder  is  required,  it  can  be  found  most  coni'e- 
niently  by  means  of  \hc  pykrwmdtr,  or  specific  gravity  bottle.  This  instru- 
ment is  a  bottle,  in  the  neck  of  whicli  is  fitted  a  thermometer.  A,  an  enlarge- 
ment on  the  stem  being  carefully  ground  for  this  purpose  (fig.  96).  In  the 
side  is  a  narrow  capillary  stem  widened  at  the  top  and  provided  with  a 
stopper,  as  shown  in  the  figure.    On  this  tube  is  a  mark  m,  and  the  thermo- 
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meter  sto^wr  having  been  inserted,  the  botUe  is  filled  with  water  exactly  to 
this  mark  at  each  weighing.    The  bottle  may  conveniently  have  dimensions 
such  thai  when  the  thermometer  stopper  is  inserted  and  the  liquid  filled  to 
the  mark  m,  it  represents  a  definite  volume.    This  is  done  by  fiUing  the 
tattle  when  wholly  under  water,  and  putting  in  the  stopper  while  it  is  im- 
mersed.   The  bottle  and  the  tube  are  then  completely  filled,  and  the  quantity 
of  uater  in  excess  is  removed  by  blotting-paper.  To  find  the  specific  gravity, 
proaed  as  follows  :    Having  weighed  the  powder,  place  it  m  one  of  the 
scak-pans,  and  with  it  the  bottle  filled  exactly 
to  IK,  and  careflilly  dried.    Then  balance  it  by 
placing  small  shot,  or  sand,  in  the  other  pan. 
Next,  remove  the  bottle  and  pour  the  powder 
into  it,  and,  as  before,  fill  it  up  with  water  to 
the  mark  m.     Or  replacing  the  bottle  in  the 
scale-pan  it  will   no  longer  balance  the  shot, 
9IUC  the  powder  has  displaced  a  volume  ot 
»Her  equal  to  its  own  volume.     Place  weights 
in  the  scale-pan    along  with  the  bottle  until 
ihcy  balance   the   shoL    These  weights   give 
the  weight  of  the  water  displaced.     Then  the 
■eight  of  the    powder   and   the  weight  of  an 
(qnal  bulk  of  water  being  known,  its  specific 
parity  is  determined  as  before.    The  thermo- 
Tieier  gives    the    temperature    at  which    the 
doennination  is  made,  and  thus  renders  it  easy 
lomake  a  correction  (124). 

It  is  important  in  this  determination  to  re- 
"wfe  the  layer  of  air  which  adheres  to  the 
pcwder,  and  unduly  increases  the  quantity  of 
■Mer  expelled.  This  is  effected  by  placing  the 
hMie  under  the  receiver  of  an  air-pump  and 
oJuosiing.  The  same  result  is  obtained  by 
hnling  the  water  in  which  the  powder  is 
placed 

■1:.  i»«elAe  sravltr  of  bodies  •olnUoia 
»tt«r.— If  the  body,  whose  specific  gravity  is 
to  be  detennined  by  any  of  these  methods,  is  F'B'  ^■ 

Kluble  in  water,  the  determination  is  made  in 

Wm  liquid  in  which  it  is  not  soluble,  such  as  oil  of  turpentine  or  naphtha, 
tie  specific  gravity  of  which  is  known.  The  specific  gravity  is  obtained  by 
onltiplying  the  number  obtained  in  the  experiment  by  the  specific  gravity  of 
the  liquid  used  for  the  determination. 

Soppose,  for  example,  a  determination  of  the  specific  gravity  of  potassium 
hasbeen  made  in  naphtha.  For  equal  volumes,  P  represents  the  weight  of 
'"  t  potassium,  P'  that  of  the  naphtha,  and  P"  that  of  water  ;  consequently, 

■in  be  the  specific  gravity  of  the  substance  in  reference  to  naphtha,  and 

:.  the  specific  gravity  of  the  naphtha  in  reference  to  water.    The  product 
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of  these  two  fractions  ^  is  the  specific  gpravity  of  the  substance  compared 

with  water. 

In  determining  the  specific  gravity  of  porous  substances,  they  are  varnished 
before  being  immersed  in  water,  which  renders  them  impervious  to  moisture 
without  altering  their  volume. 

Specific  gravity  of  solids  at  zero  as  compared  with  distilled  water  at  4®  C. 


Platinum,  rolled 

.    22*069 

Rock  crystal . 

.     2-653 

„         cast 

.    20-337 

St.  Gobin  glass 

.     2-488 

Gold,  stamped 

.     19-362 

China  porcelain 

.     2380 

„      cast 

1 

.     19-258 

Sevres  porcelain 

2*140 

Lead,  cast 

.     11-352 

Native  sulphur 

.     2-043 

Silver,  cast     . 

•  IO-474 

Common  salt 

2-220 

Bismuth,  cast 

.     9-822 

Ivory     . 

.       I -917 

Copper,  drawn  wire 

.     8-878 

Anthracite 

.     i-8oo 

„        cast . 

• 

.     8-788 

Magnesia 

.    1740 

Bronze  coinage 

m 

.     8-660 

Sugar    . 

i-6oo 

German  silver 

• 

•     8*432 

Boxwood 

.     1-330 

Brass     . 

• 

■     8383 

Compact  coal 

.     1-329 

Steel,  not  hammered 

.     7-8i6 

Amber  . 

.     1-078 

Iron,  bar 

.     7788 

Sodium. 

0-970 

„    cast 

7-207 

Melting  ice    . 

.     0-930 

Tin,  cast 

.     7-291 

Paraffin 

.    0874 

Zinc,  cast 

.    6-861 

Potassium 

.     0-865 

Antimony,  cast 

.    6712 

Beech    . 

.     0-852 

Iodine    . 

.    4950 

Oak       .        .        . 

.     0845 

Heavy  spar   . 

.    4-430 

Elm 

.     o-8oo 

Faraday's  glass 

•    4360 

Yellow  pine   . 

.     0-657 

Diamond 

3-531 

to  3-501 

Lithium 

•     0-585 

Flint  glass     . 

.     3-329 

Conunon  poplar 

•     0-389 

Statuary  marble 

.     2-837 

Cork      . 

0-240 

Aluminium     . 

.    2-68o 

Snow 

.     0-183 

In  this  table  the  different  woods  are  supposed  to  be  in  the  ordinar}'  air- 
dried  condition. 

123.  Bpeoiflo  gTuvity  of  liquids. — i.  Method  of  the  hydrostatic  balance. 
From  the  pan  of  the  hydrostatic  balance  a  body  is  suspended,  on  whicb 
the  liquid  whose  specific  gravity  is  to  be  determined  exerts  no  chemical 
action  ;  for  example,  a  ball  of  platinum.  This  is  then  successively  weighed 
in  air,  in  distilled  water,  and  in  the  liquid.  The  loss  of  weight  of  the  body 
in  these  two  liquids  is  noted.  They  represent  respectively  the  weights  d 
equal  volumes  of  water  and  of  the  given  liquid,  and  consequently  it  is  on]| 
necessary  to  divide  the  second  of  them  by  the  first  to  obtain  the  requireq 
specific  gravity.  , 

Let  P  be  the  weight  of  the  platinum  ball  in  air,  P'  its  weight  in  water,  PH 

its  weight  in  the  given  liquid,  and  let  D  be  the  specific  gravity  sought.    The! 

weight  of  the  water  displaced  by  the  platinum  is  P-P',  and  that  of  the' 

P  — P'' 
second  liquid  is  P-P",  from  which  we  get  D  *    — ^^ . 
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il  Fahrenheit's  hydrometer.— 1\C\i  instrument  (fig.  97)  resembles  Nichol- 
son's hydrometer,  but  it  is  made  of  glass,  so  as  to  be  used  in  all  liquids.  At 
lis  lower  ertremity,  instead  of  a  pan,  it  is  loaded  with  a  small  bulb  containing 
BWTCuiy.    There  is  a  standard  mark  on  the  stem. 

The  weight  of  the  instniment  is  first  accurately  detennined  in  air ;  it 
is  then  placed  in  water,  and  weights  added  to  the  scale-pan  until  the  mark 
DD  the  stem  is  level  with  the  water.  It  follows, 
from  the  fir^t  principle  of  the  equilibrium  of 
BoUiDg  bodies,  that  the  weight  of  the  hydro- 
nKtcr,  together  with  the  weight  in  the  scale-pan, 
is  equal  to  the  weight  of  the  volume  of  the  dis- 
placed water.  In  the  same  manner  the  weight 
of  u  equal  volume  of  the  given  liquid  is  deter- 
mined, and  the  specific  gravity  is  found  by 
dividing  the  latter  weight  by  the  former. 

Neither  Fahrenheit's  nor  Nicholson's  hydro- 
meter gives  such  accurate  results  as  the  hydro- 
static balance  or  the  specific  gravity  bottle. 

iii.  specific  gravity  bottle.— This  has  been 
already  described  (i3l).  In  determining  the 
specific  gravity  of  a  liquid,  a  bottle  of  special 
construction  is  used  ;  it  consists  of  a  cylindrical 
n=avoir,*(fig.  98),  to  which  is  fused  a  capillary  *"*  "■  f*!* 

tnbc,  c,  and  to  this  again  a  wider  tube,  a,  closed 

»ith  a  stoppier.  The  bottle  is  first  weighed  empty,  and  then  successively 
M  of  water  to  the  mark  c  on  the  capillary  stem,  and  of  the  given  liquid.  If 
the  weight  of  the  bottle  be  subtracted  from  the  two  weights  thus  obtained, 
the  result  represents  the  weights  of  equal  volumes  of  the  liquid  and  of  water, 
from  which  the  specific  gravity  is  obtained  by  division. 

i»,  specific  gravity  bulbs. — The  specific  gravity  of  a  liquid  is  often  de- 
termined for  technical  and  even   scientific  purposes  by  means  of  specific 
gravity  bulbs  ;  these  are  small  hollow  glass  bulbs(fig.  99],  which 
are  prepared  in  series,  loaded  and  adjusted  so  that  they  exactly 
8oat  in  a  liquid  of  a  definite  specific  gravity.     When  carefully 
pttpared  Ihey  are  susceptible  of  considerable  accuracy. 

Solutions  of  certain  metallic  sails  of  high   specific  gravity 
liave  been   used  for  the  mechanical   separation  of  individual 
minerals  of  certain  rocks.     Such  minerals  will  float  or  sink  a 
voiding  as  their  specific  gravities  are  lower  or  higher  than  that 
•i  a  given  solution.     A  saturated  solution  of  the  double  iodide 
of  barium  and  mercury,  the  specific  gravity  of  which  is  3's8,has       '■*-™ 
bem  used  for  this  purpose.   A  saturated  solution  of  borotungstate  of  cadmium 
las  the  specific  gravity  33. 

IZ4.  0»  tbe  o^aarrntloii  of  temperatora  In  asoertMnlnf  •peolOe 
fCMtUva. — As  the  volume  of  a  body  increases  with  the  temperature,  and 
Hthis  increase  varies  with  different  substances,  the  specific  gravity  of  any 
pwn  body  is  not  exactly  the  same  at  different  temperatures  ;  and,  con- 
xqnently,  a  certain  fixed  temperature  is  chosen  for  these  determinations. 
Hui  of  water,  for  example,  has  been  made  at  4°  C,  for  at  this  point  it  has 
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the  greatest  density.  The  specific  gravities  of  other  bodies  are  assumed  to 
be  taken  at  zero  ;  but,  as  this  is  not  always  possible,  certain  corrections  must 
be  made,  which  we  shall  consider  in  the  Book  on  Heat. 

Specific  grcnnties  of  liquids  cU  zerOf  compared  with  that  of  water  at  4°  C. 

as  unity 


Mercury 

.  13-598 

Urine     .... 

I  "020 

Methylene  iodide 

.     3-342 

Distilled  water  at  4°  C. . 

I -000 

Bromine 

.     2960 

„           „     at  0^  C. . 

0999 

Ethylic  iodide 

.     1-946 

Claret    .... 

0-994 

Sulphuric  acid 

.     1-841 

Olive  oil        .        .         . 

0-915 

Chloroform    . 

•     1-525 

Liquid  oxygen 

0-899 

Nitric  acid    . 

1-420 

Oil  of  turpentine    . 

0-870 

Bisulphide  of  carbon 

.     1-293 

Oil  of  lemon  . 

0852 

Glycerine 

.     1-260 

Petroleum 

0-836 

Hydrochloric  acid 

I  -240 

Liquid  carbonic  acid 

0-830 

Blood    . 

i-o6o 

Absolute  alcohol    . 

0793 

Milk      . 

.       IX)29 

Ether     .... 

0-713 

Sea  water 

.     1*026 

Pentane. 

0626 

125.  JJmo  of  tables  of  ftpeoiflo  rniTlfy. — Tables  of  specific  gravity 
admit  of  numerous  applications.  In  mineralogy  the  specific  gravity  of  a 
mineral  is  often  a  highly  distinctive  character.  By  means  of  tables  of 
specific  gravities  the  weight  of  a  body  may  be  calculated  when  its  volume  is 
known,  and  conversely  the  volume  when  its  weight  is  known. 

With  a  view  to  explaining  the  last-mentioned  use  of  these  tables,  it  will  be 
well  to  premise  a  statement  of  the  connection  existing  between  the  British 
units  of  length,  capacity,  and  weight.  It  will  be  sufficient  for  this  purpose 
to  define  that  which  exists  between  the  yard,  gallon,  and  pound  avoirdupois, 
since  other  measures  stand  to  these  in  well-known  relations.  The  yardy 
consisting  of  36  inches,  may  be  regarded  as  the  primary  unit.  Though  it  is 
essentially  an  arbitrary  standard,  it  is  determined  by  this,  that  the  simple 
pendulum  which  makes  one  oscillation  in  a  mean  second,  at  London  on  the 
sea-level,  is  39*13983  inches  long.  The  gallon  contains  277-274  cubic  inches. 
A  gallon  of  distilled  water  at  the  standard  temperature  weighs  ten  pounds 
avoirdupois  or  70,000  grains  troy ;  or,  which  comes  to  the  same  thing,  one 
cubic  inch  of  water  weighs  252-5  grains. 

On  the  French  system  the  metre  is  a  primary  unit,  and  is  so  chosen 
that  10,000,000  metres  are  the  length  of  a  quadrant  of  the  meridian  from 
either  pole  to  the  equator.  The  metre  contains  10  decimetres y  or  100  centi- 
metres^ g^  1,000  millimetres  \  its  length  equals  1*0936  yard.  The  unit 
of  the  measure  of  capacity  is  the  litre  or  cubic  decimetre.  The  unit  of 
weight  is  the  gramme^  which  is  the  weight  of  a  cubic  centimetre  of  distilled 
water  at  4°  C.  The  kilogrcunme  contains  1,000  grammes,  or  is  the  weight  of 
a  decimetre  of  distilled  water  at  4°  C.     'V)x<t  gramme  equals  15*432  grains. 

If  V  is  the  number  of  cubic  centimetres  (or  decimetres)  in  a  certain 
quantity  of  distilled  water  at  4°  C,  and  P  its  weight  in  grammes  (or  kilo- 
grammes), it  is  plain  that  P  »  V.  Now  consider  a  substance  whose  specific 
gravity  is  D  ;  every  cubic  centimetre  of  this  substance  will  weigh  as  much 
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as  D  cubic  centimetres  of  water,  and  therefore  V  centimetres  of  this  sub- 
stance will  weigh  as  much  as  DV  centimetres  of  water.  Hence,  if  P  is 
the  weight  of  the  substance  in  grammes,  we  have  P  =  DV.  If,  however, 
V  =  the  volume  in  cubic  inches,  and  P  the  weight  in  grains,  we  shall  have 
P- 152-5  DV. 

As  an  example,  we  may  calculate  the  internal  diameter  of  a  glass  tube. 
Mercury  is  introduced,  and  the  length  and  weight  of  the  column  at  4°  C, 
are  accurately  determined.  As  the  column  is  cylindricaJ,  we  have  V^nr"/, 
■iiere  r  is  the  radius  and  /  the  length  of  the  column  in  centimetres.  Hence, 
if  D  is  the  specific  gravity  of  mercury,  and  P  the  weight  of  the  column  in 
grammes,  we  have  P  =iir'/D,  and  therefore 


V^ 


n  inches  and  P  in  grains,  we  shall  have  P  »  253'5irrVD  ; 


"V, 


:52-5tD/ 


In  a  similar  manner,  by  determining  the  weight  of  a  given  length,  the 
diameter  of  very  fine  metal  wires  can  be  determined  with  great  accuracy, 

126.  M7dr«i>iBt«rs    of   vmilabla     ImmerBlon. — The    hydrometers    of 
Nicholson  and  Fahrenheit  are  called  hydrometers  of  constant  immersion 
iut  variable  -weighty  because  they  are  always  immersed  to 
the  same  extent,  but  carry  different  weights.    There  are  abo 
kfdromeiers  0/ variable  immersion,  but  of  constant  weight. 

117.  >aui^^'B  bjrdrometar. — This,  which  was  the  first 
of  these  instruments,  may  serve  as  a  type  of  them.  It  con- 
^sis  of  a  glass  tube  (fig.  100)  loaded  at  the  bottom  with 
oxrcury,  and  with  a  bulb  blown  in  the  middle.  The  stem, 
the  external  diameter  of  which  is  as  regiilar  as  possible,  is 
hollow,  and  the  scale  is  marked  upon  it. 

The  graduation  of  the  instrument  differs  according  as 
ihe  liqtiid  for  which  it  is  to  be  used  is  heavier  or  lighter 
than  water.  In  the  first  case,  it  is  so  constructed  that  it 
siolcs  in  water  nearly  to  the  top  of  the  stem,  to  a  point  A, 
*hich  is  marked  lero.  A  solution  of  fifteen  parts  of  salt  in 
eighty-five  parts  of  water  is  made,  and  the  instrtmient  im- 
"•Msed  in  iL  It  sinks  to  a  certain  point  on  the  stem  B, 
ihich  is  marked  1 5  ;  thedistancebetween  Aand  Bis  divided 
ioto  15  equal  parts,  and  the  graduation  continued  to  the 
iwttoni  of  the  stem.  Sometimes  the  graduation  is  on  a  piece  ^'k-  "»■ 
of  paper  inside  the  stem. 

The  hydrometer  thus  graduated  only  serves  forliquids  of  agreater  specific 
Envily  than  water,  such  as  acids  and  saline  solutions.  For  liquids  lighter 
ibu  H'ater  a  different  plan  must  be  adopted.  Beaum^  took  for  zero  the 
point  to  which  the  apparatus  sank  in  a  solution  of  10  parts  of  salt  in  90  of 
"iter,  and  fiDr  10°  he  took  the  level  in  distilled  water.  This  distance  he 
tlnided  into  10°,  and  continued  the  division  to  the  top  of  the  scale. 
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TweddeWs  hydrometer  is  in  common  use  in  England  for  testing  liquids 
denser  than  water.  It  is  graduated  in  such  a  manner  that  the  reading  or 
number  of  degrees  multiplied  by  five  and  added  to  i,ooo  gives  the  specific 
gravity  with  reference  to  water  at  i,ooo.  Thus  io°  Tweddell  represents  the 
specific  gravity  1050,  and  90®  represents  1450. 

The  graduation  of  these  hydrometers  is  entirely  conventional,  and  they 
give  neither  the  densities  of  the  liquids  nor  the  quantities  dissolved.  But 
they  are  very  useful  in  making  mixtures  or  solutions  in  given  proportions 
and  in  evaporating  acids,  alkaline  liquids,  solutions  of  salts,  worts,  syrups, 
and  the  like  to  a  proper  degree  of  concentration,  the  results  they  give  being 
sufficiently  near  in  the  majority  of  cases. 

128.  aa7-&assac*s  alootaolometer. — This  instrument  is  used  to  deter- 
mine the  strength  of  spirituous  liquors  ;  that  is,  the  proportion  of  pure 
alcohol  which  they  contain.  It  differs  from  Beaum^s  hydrometer  in  the 
graduation. 

The  alcoholometer  is  so  constructed  that,  when  placed  in  pure  distilled 
water,  the  bottom  of  its  stem  is  level  with  the  water,  and  this  point  is  zero. 
It  is  next  placed  in  absolute  alcohol,  which  marks  100°,  and  then  successively 
in  mixtures  of  alcohol  and  water  containing  10,  20,  30,  &c,,  per  cent.  The 
divisions  thus  obtained  are  not  exactly  equal,  but  their  difference  is  not  great, 
and  they  are  subdivided  into  10  divisions,  each  of  which  marks  one  per  cent, 
of  absolute  alcohol  in  a  liquid.  Thus  a  brandy  in  which  the  alcoholometer 
stood  at  48°  would  contain  48  per  cent,  of  absolute  alcohol,  and  the  rest 
would  be  water. 

All  these  determinations  are  made  at  15°  C,  and  for  that  temperature 
only  are  the  indications  correct.  For,  other  things  being  the  same,  if  the 
temperature  rises  the  liquid  expands,  and  the  alcoholometer  will  sink,  and 
the  contrary  if  the  temperature  fall.  To  obviate  this  error,  Gay-Lussac  con- 
structed a  table  which  for  each  percentage  of  alcohol  gives  the  reading  of 
the  instrument  for  each  degree  of  temperature  from  0°  up  to  30°.  When  the 
exact  analysis  of  an  alcoholic  mixture  is  to  be  made,  the  temperature  of  the 
liquid  is  first  determined,  and  then  the  point  to  which  the  alcoholometer 
sinks  in  it.  The  number  in  the  table  corresponding  to  these  data  indicates 
the  percentage  of  alcohol.  From  its  giving  the  percentage  of  alcohol,  this  is 
often  called  the  centesimal  alcoholometer, 

129.  SaUmeters. — Salimeters^  or  instruments  for  indicating  the  per- 
centage of  a  salt  contained  in  a  solution,  are  made  on  the  principle  of  the 
centesimal  alcoholometer.  They  are  graduated  by  immersing  them  in  pure 
water,  which  gives  the  zero,  and  then  in  solutions  containing  different  percent- 
ages of  the  salt,  and  marking  on  the  scale  the  corresponding  points.  These 
instruments  are  open  to  the  objection  that  every  salt  requires  a  special 
instrument.  Thus  one  graduated  for  common  salt  would  give  false  indica- 
tions in  a  solution  of  nitre. 

Lactometers  are  similar  instruments,  and  are  based  on  the  fact  thai 
the  average  density  of  a  good  natural  quality  of  milk  is  1*029.  Hence  i 
water  is  added  to  milk,  it  will  indicate  a  lower  specific  gravity.  But  £ 
common  plan  of  adulteration  is  to  remove  cream  from  the  milk,  by  whicl 
its  specific  gravity  is  increased,  and  then  add  water  so  as  to  reproduce  th< 
original  density ;  the  lactometer  will  not  reveal  a  fraud  of  this  kind.     Urina 
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outers  are  frequently  used  in  medicine  to  test  the  variations  in  the  density 
of  urine,  which  accompany  and  characterise  cenain  forms  of  disease. 

130.  l>«BBlinetar. — Rousseai^s  densimeter  {fig.  lol)  is  of  great  use  in  many 
sdenlilic  investigations,  in  determining  the  specific  gravity  of  a  small 
quantity  of  a  liquid.  It  has  the  same  form  as  Beaumf  s 
hydrometer,  but  there  i^  a  small  tube  AC  at  the  top 
of  the  stem,  in  which  is  placed  the  substance  to  be  de- 
termined. A  mark,  A,  on  the  side  of  the  tube  indicates 
a  measure  of  a  cubic  centimetre. 

The  instrument  is  so  constructed  that  when  AC  is 
empty  it  sinks  in  distilled  water  to  a  point,  B,  just  at 
the  bottom  of  the  stem.  It  is  then  lilled  with  distilled 
"■aier  to  the  height  measured  on  the  tube  AC,  which 
indicales  a  cubic  centimetre,  and  the  point  to  which  it 
DOW  sinlcs  is  20°.  The  interval  between  o  and  20  is 
divided  into  20  equal  parts,  and  this  graduation  is 
contiDued  to  the  top  of  the  scale.  As  this  is  of  uniform 
boie,  each  division  corresponds  to  ^  gramme,  or  o'05. 

To  obtain  the  density  of  any  liquid,  bile  for  ex- 
ample, the  tube  is  filled  with  it  up  to  the  mark  A  ;  if 
the  densimeter  sinks  to  20  divisions,  its  weight   is  '^' '°'' 

0D5  (  20'5  =  I  "025  ;  that  is  to  say,  with  equal  volumes,  the  weight  of  water 
being  I,  that  of  bile  is  i  -025.  The  specific  gravity  of  bile  is  therefore  i  025. 
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CHAPTER   II 


CAPILLARITV,  ENDOSMOSE, 


AND  ABSORPTION 


131.  OapUlarr  plieaomeaft.— When  solid  bodies  are  placed  in  contact 
with  liquids,  phenomena  are  produced  which  are  classed  under  the  general  head 
ai  capillary  phenonuna,  because  ihey  arebesi  seen  in  tubes  whose  diameters 
are  so  small  as  to  be  comparable  with  that  of  a  hair.  These  phenomena  are 
treated  of  in  Physics  under  the  head  oi  capillarity  ax  capillary  attrtution;  the 
latter  expression  is  also  applied  to  the  force  which  produces  the  phenomena. 

The  phenomena  of  capillarity  are  very  various,  but  may  all  be  referred 
to  the  relation  of  the  attraction  of  the  liquid  molecules  for  each  other,  or  to 
the  attraction  between  these  molecules  and  solid  bodies.  The  following  are 
some  of  these  phenomena  : — 

When  a  body  is  placed  in  a  liquid  which  wets  it — for  example,  a  glass 
rod  in  water — the  liquid,  asif  not  subject  to  the  action  of  gravitation,  is  raised 
upwards  against  the  sides  of  the  solid,  and  its  surface,  instead  of  being  hori. 
zontal,  becomes  slightly  concave  (5g.  102).     If,  on  the  contrary,  the  solid  is 


Fig.  I. 


Fig.  I. 


one  which  is  not  moistened  by  the  liquid,  as  glass  by  mercury,  the  liquid  is 
depressed  against  the  sides  of  the  solid,  and  assumes  a  convex  shape,  as 
represented  in  fig.  103.  The  surface  of  the  liquid  exhibits  the  same  concavity 
or  convexity  against  the  sides  of  a  vessel  in  which  it  is  contained,  accord- 
ing as  the  sides  are  or  are  not  moistened  by  the  liquid. 

These  phenomena  are  much  more  marked  when  a  tube  of  small 
diameter  is  placed  in  a  liquid.  And  according  as  the  tubes  are  or  are  not 
moistened  by  the  liquid  an  ascent  or  a  depression  of  the  liquid  is  produced 
which  is  greater  in  proportion  as  the  diameter  is  less  (6gs.  104  and  105). 

When  the  tubes  are  moistened  by  the  liquid,  its  surface  assumes  Uie 
form  of  a  concave  hemispherical  segment,  called  the  concave  imniseus 
'fi%.  104) ;  when  the  tubes  are  not  moistened,  there  is  a  convex  meniscut 
(fig.  J05). 
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132.  Kaws  of  tlie  ascent  and  depression  In  capillary  tubes. — ^The 
most  important  law  in  reference  to  capillarity  is  known  as  JurirCs  IcfW,  It 
is :  For  the  sattie  liquid  and  the  same  temperature^  the  mean  height  of  the 
ascent  in  a  capillary  tube  is  inversely  as  the  diameter  of  the  tube.  Thus,  if 
water  rises  to  a  height  of  30  mm.  in  a  tube  i  mm.  in  diameter,  it  will  only 
rise  to  a  height  of  15  mm.  in  a  tube  2  mm.  in  diameter,  but  to  a  height  of 
300  mm.  in  a  tube  0*1  mm.  in  diameter.  This  law  has  been  verified  with 
tubes  whose  diameters  ranged  from  5  mm.  to  0*07  mm.  It  presupposes  that 
the  liquid  has  previously  moistened  the  tube. 

The  mean  height  is  the  height  of  a  cylinder  with  a  circular  base  which 
has  exactly  the  same  volume  as  the  liquid  column  raised.  If  ^  is  this 
height  and  ir  the  diameter  of  the  tube,  Jurin's  law  may  be  expressed  by  the 
equation 

irh  =  const. 

If  r,  the  radius,  is  taken  at  i  mm.,  then  the  height  in  millimetres  to 
which  any  liquid  rises  is  a  measure  of  the  capillary  constant. 

For  various  liquids^  and  the  same  temperature^  the  mean  heights  raised  in 
apiary  tubes  of  the  same  diameter  vary  with  the  ncUure  of  the  liquid.  Of 
all  liquids  water  rises  the  highest ;  thus  in  a  glass  tube  1*29  mm.  in  diameter, 
the  heights  of  water,  alcohol,  and  turpentine  are  respectively  23*16, 9*  18,  and 
985  mm. 

For  the  same  liquid^  and  the  same  temperature^  the  mean  heights  are 
independent  of  the  form  of  the  capillary  tube.  That  is  to  say,  the  shape  of 
the  tube  above  or  below  the  meniscus  has  no  effect  on  the  phenomenon. 
The  columns  raised  would 
be  of  very  unequal  weights, 
but  of  equal  heights,  ^,  in  the 
tubes  represented  in  fig.  106, 
an  of  which  have  the  same 
diameter  when  the  liquid 
stops.  The  coefficient  r  is 
the  diameter  which  corre- 
sponds to  the  region  of  the 
meniscus. 
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Provided  the  liquid  moistens  the  tube^  neither  its  thickness  nor  its  nature 
has  any  influence  on  the  height  to  which  the  liquid  rises.  Thus  water  rises 
to  the  same  height  in  tubes  of  different  kinds  of  glass,  and  of  rock  crystal, 
provided  the  diameters  are  the  same. 

The  height  to  which  a  given  liquid  rises  in  a  capillary  tube  diminishes 
Af  the  temperature  increases.  Thus  in  a  capillary  tube  in  which  water  stood 
at  a  height  cf  307  mm.  at  0°,  it  stood  at  28*6  mm.  at  35**,  and  at  26  mm.  at  80°, 
This  diminution  of  height  is  considerably  greater  than  is  accounted  for  by  the 
dimmished  density  of  the  water ;  for,  while  this  is  about  0*00045  ^^r  each 
d^rec  between  0°  and  100®,  the  mean  diminution  of  the  height  is  0*00182, 
or  about  four  times  as  much. 

Ki  the  same  time  that  the  heights  become  less  the  menisci  are  flattened^ 
» that  from  a  certain  temperature,  which  varies  with  different  liquids,  the 
capillary  surface  becomes  flat  and  horizontal,  and  its  level  is  that  of  the 
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extemal  liquid.  Working  in  closed  vessels,  Wolff  found  this  temperature  to 
be  191®  for  ether,  and  500°  for  water. 

In  regard  to  the  depression  of  liquids  in  tubes  which  they  do  not 
moisten,  Jurin's  law  has  not  been  found  to  hold  with  the  same  accuracy. 
The  reason  for  this  is  probably  to  be  found  in  the  following  circumstances  : — 
When  a.  liquid  moistens  a  capillary  tube,  a  very  thin  layer  of  liquid  is  formed 
against  the  sides,  and  remains  adherent  even  when  the  liquid  sinks  in  the 
tube.  The  ascent  of  the  column  of  liquid  takes  place  then,  as  it  were,  inside 
a  central  tube,  with  which  it  is  physically  and  chemically  identical  The 
ascent  of  the  liquid  is  thus  an  act  of  cohesion.  It  is  therefore  easy  to 
understand  why  the  nature  of  the  sides  of  the  capillary  tube  should  be 
without  influence  on  the  height  of  the  ascent,  which  only  depends  on  the 
diameter. 

With  liquids,  on  the  contrary,  which  do  not  moisten  the  sides  of  the  tube, 
the  capillary  action  takes  place  between  the  sides  and  the  liquid.  The 
nature  and  structure  of  the  sides  are  never  quite  homogeneous,  and  there  is 
always,  moreover,  a  layer  of  air  on  the  inside,  which  is  not  dissolved  by  the 
liquid.  These  two  causes  undoubtedly  exert  a  disturbing  influence  on  the 
law  of  Jurin. 

133.  Aseent  and  depression  between  parallel  or  tnolined  Bnrfkoes. — 
When  two  bodies  of  any  given  shape  are  dipped  in  water,  analogous  phe- 
nomena are  produced,  provided  the  bodies  are  sufficiently  near.  If,  for 
example,  two  parallel  glass  plates  are  immersed  in  water  at  a  very  small 
distance  from  each  other,  water  will  rise  between  the  two  plates  in  the 
inverse  ratio  of  the  distance  which  separates  them.  The  height  of  the 
ascent  for  any  given  distance  is  half  what  it  would  be  in  a  tube  whose  dia- 
meter is  equal  to  the  distance  between  the  plates. 

If  the  parallel  plates  are  immersed  in  mercury^  a  corresponding  depression 
is  produced,  subject  to  the  same  laws. 

If  two  glass  plates,  AB  and  AC,  with  their  planes  vertical  and  inclined  to 
One  another  at  a  small  angle,  as  represented  in  fig.  107,  have  their  ends 
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dipped  into  a  liquid  which  wets  them,  the  liquid  will  rise  between  them.  The 
elevation  will  be  greatest  at  the  line  of  contact  of  the  plates,  and  from 
hence  gradually  less,  the  surface  taking  the  form  of  an  equilateral  hyperbola. 
If  a  drop  of  water  be  placed  within  a  conical  glass  tube  whose  angle  is 
small,  and  axis  horizontal,  it  will  have  a  concave  meniscus  at  each  end 
(fig.  108),  and  will  tend  to  move  towards  the  vertex.     But  if  the  drop  be  of 
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mercary  it  will  have  a  convex  meniscus  at  each  end  (fig.  109),  i^nd  will  tend 
to  move  ftx)m  the  vertex. 

134.  Tension  of  tbe  firee  surftioe  of  liquids. — The  great  mobility  which 
is  characteristic  of  the  liquid  state  undergoes  an  alteration  in  the  neighbour- 
hood of  the  free  surface  of  a  liquid,  or  that  which  is  bounded  by  a  gas  or  by 
a  \-acuum.  This  sur£eLce  has  greater  cohesion  than  any  other.  For,  consider 
any  particle,  a,  at  the  surface 
(fig.  1 10),  and  let  the  sphere 
represent  the  range  through 
which  the  molecular  attrac- 
tim  is  exerted,  or  what  is 
called  the  radius  of  mole- 
adar  activity.  The  attrac- 
tive forces  of  the  adjacent 
particles,  which  are  exerted 
in  all  directions,  may  be 
resolved  into  horizontal  and  ^**'  *'*^ 

vertical  components ;  the  attractions  of  the  former  will  compensate  each 
other.  But  the  attractions  represented  by  the  molecules  within  the  hemi- 
sphere beneath  the  surface  are  not  so  compensated,  and  consequently  the 
latter  will  exercise  a  considerable  pull  towards  the  interior. 

Consider,  again,  a  particle,  ^,  so  much  below  the  surface  that  the  greater 
part  of  the  sphere  comes  into  operation.  If  a  plane,  de^  be  laid  as  much 
below  b  as  the  surface  is  above  it,  the  attractive  forces  from  the  molecules 
within  ^d  will  neutralise  each  other.  But  the  segment  /^remains  uncom- 
pensated, and  exerts  a  pull  similar  to,  though  weaker  than,  that  which  acts 
on  the  molecule  cu 

The  molecule  c  finally  is  surrounded  uniformly  by  its  adjacent  ones,  and 
their  resultant  action  is  zero. 

The  effect  of  these  actions  is  to  lessen  the  mobility  of  particles  at  or 
^"ery  near  the  surface,  while  those  in  the  interior  are  quite  mobile ;  the  sur- 
bat^  as  it  were,  is  stretched  by  an  elastic  skin,  the  result  being  the  same  as 
if  the  surface  Isiyer  exerted  a  pressure  on  the  interior.  This  surface  tension^ 
as  it  is  called,  is  greater,  the  greater  the  cohesion  of  the  liquid. 

When  the  surface  of  a  liquid  increases,  more  particles  enter  into  the 
condition  of  the  surface  layer,  to  effect  which  a  certain  amount  of  work  is 
required.  On  the  other  hand,  when  the  surface  is  diminished,  the  molecules 
pass  into  the  state  of  the  internal  layer,  and  they  perform  work.  The  work 
done  when  a  square  mm.  of  surface  passes  into  the  interior  is  called  the 
c&eficieni  of  surface  tension. 

The  existence  of  this  surface  tension  may  be  illustrated  by  several  inter- 
esting experiments.  In  that  of  Dupr^  (fig.  1 1 1),  a  quadrangular  fiat  vessel, 
ABCD,  is  used,  of  which  one  side, 
CD,  is  movable  about  a  hinge. 
By  means  of  a  string  this  side 
is  pressed  against  a  wedge,  and 

the  vessel  is   filled  with  water.  Fig.  m. 

On  burning  the  wire  the  side  CD' 
reverts  to  its  original  position,  CD.    Now^,  as  the  hydrostatic  pressure  would 
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have  kept  it  pressed  against  the  wedge,  there  must  be  a  tangential  force  at 
work  restoring  it  to  the  vertical,  which  is  an  effect  of  the  surface  tension. 

Another  experiment  by  Mensbrugghe  is  made  by  means  of  a  wire  frame 
^fig.  1 12  A,,  which  is  immersed  in  solution  of  soap,  such  as  is  used  for  blow- 
ing soap  bubbles.     On  removing  this  a  thin 
;  >  film  is  formed.    A  loop  of  fine  silk  thread 

moistened  with  the  liquid  in  question  is  care- 
fully placed  on  the  film,  and  assumes  any 
shape  (fig.  \\ld).  By  means  of  a  spill  of  blot- 
ting pai>er,  the  liquid  is  carefiilly  removed 
from  inside  the  loop,  and  the  contour  is  then 
seen  to  stretch  and  assume  a  circular  form 
(fig.  112^),  which  is  owing  to  the  lateral  pull 
exerted  uniformly  on  the  edge  of  the  loop. 
The  surface  tension  depends  on  the  fonn 
of  the  surface.  I  ts  value  has  been  determined 
in  the  case  of  spheroidal  bodies.  If  the  pres- 
sure which  is  exerted  on  a  plane  surface  be  csdled  P,  the  pressure  p^  on  a 

spherical  surface  of  radius  p,  is  /  =  P  +  ?5?  for  convex,  and  /  =  P  —  ?^  for 

9  9 

concave  surfaces. 

Hence  for  a  spheroidal  shell,  the  internal  radius  OA  (fig.  1 13)  of  which  is 

p,  and  its  thickness  AB  =  ^/,  the  pressure  of  the  outer  layer  is/  =  P  +       ■  -. 

p  +  « 

and  of  the  inner  layer /i «  P  -  ?^,  and  the  resultant  is 

9 

their  difference  =  — ^+  -5-  a  pressure  exerted  inwards, 

p  +  a      p 

since  p  >py  This  is  well  illustrated  by  blowing  a  soap 
bubble  on  a  glass  tube.  So  long  as  the  other  end  of 
the  tube  is  closed,  the  bubble  remains,  the  elastic  force 
of  the  enclosed  air  counterbalancing  the  tension  of 
the  surface ;  but  when  the  tube  is  opdhed,  the  tension 
of  the  surface  being  unchecked,  the  bubble  gradually  contracts  and  finally 
disappears. 

Insects  can  often  move  on  the  surface  of  water  without  sinking.  This 
phenomenon  is  caused  by  the  fact  that,  as  their  feet  are  not  wetted  by  the 
water,  a  depression  is  produced  and  the  elastic  reaction  of  the  surfaice  layer 
keeps  them  up  in  spite  of  their  weight  Similarly,  a  sewing-needle,  gendy 
placed  on  water,  does  not  sink,  because  its  surface,  being  covered  with  an 
oily  layer,  docs  not  become  wetted.  The  pressure  of  the  needle  brings 
about  a  concavity,  the  surface  tension  of  which  acts  in  opposition  to  the 
weight  of  the  needle.  But  if  washed  in  alcohol  or  in  potash,  the  metal  is 
wetted  and  at  once  sinks  to  the  bottom.  * 

Among  the  phenomena  due  to  surface  tension  may  be  mentioned  the  well- 
known  one  of  the  '  tears  of  wine.'  The  surface  tension  of  water  in  contact 
with  air  is  greater  than  that  of  any  other  liquid  except  mercury.  It  is  more 
than  three  times  greater  than  that  of  alcohol.  When  a  wine-glass  is  half  filled 
with  a  strong  wine,  the  wine  rises  up  against  the  sides  like  any  other  liquid; 
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but  the  alcohol  evaporates  rapidly  from  the  surface,  the  consequence  of  which 
is  that  the  liquid  layer  becomes  more  watery.  Near  the  surface  of  the 
liquid  the  strength  of  the  liquid  layer  is  kept  up  by  diffusion ;  but  higher  up, 
owing  to  the  increased  surface  tension  of  the  more  aqueous  wine,  it  creeps  up 
the  sides  and  draws  with  it  some  of  the  stronger  alcoholic  liquid  below,  the 
increasing  weight  of  which  ultimately  causes  it  to  break  and  run  down  in 
drops. 

If  a  thin  layer  of  water  be  spread  on  a  plate,  and  a  drop  of  ether  be 
placed  upon  it,  the  water  retreats  from  the  drop.  Here,  instead  of  the  surface 
tension  between  water  and  air,  we  have  that  between  water  and  ether,  which 
is  smaller  ;  the  effect  is  much  the  same  as  if  there  were  a  tightly  stretched 
india-rubber  skin,  and  a  portion  of  it  were  softened  or  made  thinner. 

135.  Cause  of  tbe  onrrature  of  liquid  Burfaoes  in  contact  witli  solids. 
The  form  of  the  surface  of  a  liquid  in  contact  with  a  solid  depends  on  the 
relation  between  the  attraction  of  the  solid  for  the  liquid,  and  of  the  mutual 
attraction  between  the  molecules  of  the  liquid. 

Let  x«  be  a  liquid  molecule  (fig.  114)  in  contact  with  a  solid.  This 
molecule  is  acted  upon  by  three  forces  :  by  gravity,  which  attracts  it  in  the 
direction  of  the  vertical  mV  \  by  the  attraction  of  the  liquid  F,  which  acts  in 
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Fig.  116. 


the  direction  mY  \  and  by  the  attraction  of  the  plate  «,  which  is  exerted  in 
the  direction  mn.  According  to  the  relative  intensities  of  these  forces,  their 
resultant  can  take  three  positions  : — 

i.  The  resultant  is  in  the  direction  of  the  vertical  wR  (fig.  1 14).  In  this 
case  the  suriace  ni  is  plane  and  horizontal ;  for,  from  the  condition  of  the 
equilibrium  of  liquids,  the  surface  must  be  perpendicular  to  the  force  which 
acts  upon  the  molecules. 

ii  If  the  force  n  increases  or  F  diminishes,  the  resultant  R  is^  within  the 
angle  nwP  (fig.  1 1 5) ;  in  this  case  the  surface  takes  a  direction  perpendicular 
to  «R,  and  becomes  concave. 

iil  If  the  force  F  increases  or  n  diminishes,  the  resultant  R  takes  the 
direction  «R  (fig.  116)  within  the  angle  PwF,  and  the  surface,  becoming 
perpendicular  to  this  direction,  is  convex. 

136.  Znlliiancc  of  onrrati&ro  on  capillary  ptaenomena. — The  elevation 
or  depression  of  a  liquid  in  a  capillary  tube  depends  on  the  concavity  or 
convexity  of  the  meniscus.  In  a  concave  meniscus,  abcd{^%,  117),  the  liquid 
nwlecules  are  sustained  in  equilibrium  by  the  forces  acting  on  them,  and  they 
ewit  no  downward  pressure  on  the  inferior  layers.  On  the  contrary,  in  virtue 
of  molecular  attraction,  they  act  on  the  nearest  inferior  layers,  from  which  it 
Wlows  that  the  pressure  on  any  layer,  mtty  in  the  interior  of  the  tube,  is  less 
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than  if  there  were  no  meniscus.  The  consequence  is  that  the  liquid  rises 
in  the  tube  until  the  internal  pressure  on  the  layer  mn  is  equal  to  the  pressure 
op,  which  acts  externally  on  a  point,  /,  of  the  same  layer. 

Where  the  meniscus  is  convex  (fig.  ii8),  equilibrium  exists  in  virtue  of 
the  molecular  forces  acting  on  the   liquid ;   but  as   the   molecules  which 
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would  occupy  the  same  space  ghik^  if  there  were  no  molecular  action,  do 
not  exist,  they  exert  no  attraction  on  the  lower  layers.  Consequently,  the 
pressure  on  any  layer,  mn,  in  the  interior  of  the  tube,  is  greater  than  if  the 
space  ghik  were  filled,  for  the  molecular  forces  are  more  powerful  than 
gravity.  The  liquid  ought,  therefore,  to  sink  in  the  tube  until  the  internal 
pressure  on  a  layer,  mn,  is  equal  to  the  external  pressure  on  any  point,  p,  of 
this  layer. 

137.  VartouB  oaplllary  ptaenomena. — ^The  attractions  and  repulsions 
observed  between  bodies  floating  on  the  surface  of  liquids  find  their  expla- 
nation in  the  concave  or  convex  curvature  which  the  liquid  assumes  in  con- 
tact with  the  solid.    The  following  are  some  of  them. 

When  two  floating  balls  both  moistened  by  the  liquid — for  example,  cork 
upon  water — are  so  near  that  the  liquid  surface  between  them  is  not  level, 
an  attraction  takes  place.  The  same  eflect  is  produced  when  neither  of  the 
balls  is  moistened,  as  is  the  case  with  balls  of  wax  on  water. 

Lastly,  if  one  of  the  balls  is  moistened  and  the  other  not,  as  a  ball  of  cork 
and  a  ball  of  wax  in  water,  they  repel  each  other  if  the  curved  surfaces  of  the 
liquid  in  their  respective  neighbourhoods  intersect. 

A  drop  of  mercury  on  a  table  has  a  spherical  shape,  which,  like  that  of 
the  heavenly  bodies,  is  due  to  attraction.  The  globule  of  mercury  behaves 
as  if  its  molecules  had  no  weight,  since  it  remains  spherical.  That  is,  the 
molecular  attraction  is  far  greater  than  the  weight,  which  only  alters  the 
shape  of  the  globule  if  the  quantity  of  mercury  is  much  greater ;  it  then 
flattens,  but  always  retains  at  its  edge  the  convex  form  which  molecular 
attraction  imparts  to  it.  A  liquid  immersed  in  another,  with  which  it  does 
not  mix,  of  exactly  the  same  specific  gravity,  such  as  olive  oil  in  a  mixture 
of  alcohol  and  water,  assumes  the  spherical  form  (fig.  62). 

To  this  cause  also  is  due  the  spherical  form  acquired  by  small  masses  of 
liquid  which  fall  through  great  heights,  such  as  raindrops,  and  molten  lead  in 
casting  small  shot. 

When  a  capillary  tube  is  immersed  in  a  liquid  which  moistens  it,  and 
is  then  carefully  removed,  the  column  of  liquid  in  the  tube  is  seen  to  be  twice 
as  long  as  when  the  tube  was  immersed  in  the  liquid.  This  arises  from 
the  fact  that  a  drop  adheres  to  the  lower  extremity  of  the  tube  and  forms  a 
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conx'ex  meniscus,  which  concurs  with  that  of  the  upper  meniscus  to  form  a. 
longer  column  (131)- 

For  the  same  reason  a  liquid  docs  not  overflow  in  a  capillary  tube, 
although  the  latter  may  be  shorter  than  Che  liquid  column  which  would 
otfaemise  be  formed  in  it.  For  when  the  liquid  reaches  the  top  of  the  tube, 
its  upper  surface,  though  previously  concave,  becomes  convex,  and,  as  the 
downward  pressure  becomes  greater  than  if  the  surface  were  plane,  the 
ascending  motion  ceases. 

It  is  from  capillarity  that  oil  ascends  in  the  wicks  of  lamps,  that  water 
rises  in  woods,  sponge,  bibulous  paper,  sugar,  sand,  and  in  all  bodies  which 
possess  pores  of  a  perceptible  size.  In  the  cells  of  plants  the  sap  rises  with 
great  force,  for  here  we  have  to  do  with  vessels  whose  diameter  is  less  than 
ox)i  mm.  Efflorescence  of  salts  is  also  due  to  capillarity  ;  a  solution  rising 
gainst  the  side  of  a  vessel,  the  water  evaporates,  and  the  salt  farms  on  the 


side  a  means  of  furthering  still  more  the  ascent  of  a  liquid.  Capillarity  is, 
moTEOrtr,  the  cause  of  the  following  phenomenon  ; — When  a  porous  sub- 
stance, such  as  gypsum,  or  chalk,  or  even  earth,  is  placed  in  a  porous  vessel 
of  unbaked  porcelain,  and  the  whole  is  dipp>ed  in  water,  tke  water  penetrates 
mta  the  pores,  and  the  air  is  driven  inwards,  with  such  force  that  it  is 
under  four  or  five  times  its  usual  pressure  and  density.  Jamin  has  proved 
this  by  cementing  a  manometer  into  blocks  of  chalk,  gypsum,  &c.,  and  he 
las  shown  the  probability  that  a  pressure  of  this  kind,  exerted  upon  the 
roots,  promotes  the  ascent  of  sap  in  plants. 

138.  ItaMmljuitton  of  tile  oonatant  of  oBplllarltr. — This  determina- 
ii<»  may  be  effected  in  various  ways,  of  which  the  simplest  and  perhaps 
the  most  accurate  is  that  of  measuring  the  ascent  of  a  liquid  in  capillary 
tnbes.    For  this  purpose  capillary  tubes  of  glass  are  used,  the  diameters  of 
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whicli  are  determined  by  introducing  n  thread  of  mercury  into  the  tube  and 
ascertaining  the  weight  of  a  given  length  (12;). 

The  height  to  which  the  liquid  rises  in  the  capillary  tube  may  be  read 
off  by  a  cathetometer  (fig.  1 19).  The  capillary  tube  is  fixed  to  a  cross-piece 
of  wood,  which  is  placed  on  the  edges  of  a  glass  tube,  e  e,  half  filled  with  the 
liquid.  In  order  that  the  liquid  may  properly  moisten  the 
tube,  it  is  sucked  up  by  means  of  a  caoutchouc  tube  beyond 
the  height  at  which  it  finally  stands.  The  cathetometer  is 
then  raised  to  the  level  Un  of  the  lowest  point  of  the 
meniscus.  The  pointed  screw  b.  is  then  turned  until  its  point 
just  graces  the  liquid,  and  the  position  of  the  point  is  read 
off.     The  difference  of  these  two  readings  gives  the  desired 

A  simpler  arrangement  is  the  following  (fig.  izo).  The 
capillary  tube  is  fixed  to  a  strip  of  opaque  glass,  graduated 
in  millimetres.  The  lower  end  of  the  tube,  which  is  fixed 
in  a  suitable  support,  is  first  dipped  in  a  small  vessel  of  the 
liquid,  and  then  the  movable  steel  point  fi,  being  placed 
opposite  the  zero  of  the  graduation,  liquid  is  added  drop 
by  drop  until  its  level  just  grazes  the  point  This  height 
may  be  read  off  by  a  lens. 

In  the  case  of  a  liquid  which  wets  the  tube,  the  force 
which  holds  up  the  liquid  in  the  tube  is  the  surface  tension, 
n  acting  along  the  cross-section  of  the  tube  ;  that  is  2icra, 
where  r  is  the  radius  of  the  tube.  This  force  is  equal  to 
the  weight  of  the  column  of  liquid,  which  is  n-r'Af,  where 
h  is  the  height  of  the  column  of  liquid,  and  s  ics  specific 
gravity.     From  this  we  get  o  -  — ,  and  for  water,  where 

s  is  unity,  a  —  —     This,  which  is  known  as  the  capillary 

f^^^^     constant,  gives  the  weight  supported  by  the  unit  of  length, 

^^  which  is  usually  taken  at  a  milhmetre.    The  following  are 

some  of  the  values  expressed  in  milligrammes  : — 

Water     ....    T^A        Turpentine      .  .    277 

Hydrochloric  add  .        .     71S        Petroleum       .        .        .    257 
Olive  oil  .        .        ,        .    327        Alcohol  ....     2-27 

When  a  small  but  very  hot  flame  is  directed  against  Che  point  of  a  fine 
metal  wire,  such  as  gold  or  platinum,  the  metal  is  melted  and  falls  in  drops 
the  weight  P  of  which  is  found  to  be  very  uniform.  P  is  the  greatest  weight 
which  the  melted  mass  can  support,  and  is  equal  to  2vra,  where  a  is  the 
constant  of  capillarity  and  2r  the  diameter  of  the  wire.  Quincke  has  applied 
this  method  erf' determining  the  constant  in  cases  where  other  methods  are 
not  applicable,  such  as  in  the  case  of  the  noble  metals,  salts,  phosphorus,  &c. 

139.  OamoBa. — Other  phenomena  are  observed  when  two  different  liquids 
miscible  with  each  other  are  separated  by  a  porous  diaphragm.  This  may 
be  best  illustrated  by  means  of  the  apparatus  represented  in -fig.  121,  in  which 
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a  vessel  open  at  the  bottom  is  tied  round  with  a.  bladder.  In  the  neck  a 
long  narron-  tube,  a  a,  is  fitted.  This  vessel  \%  filled  with  solution  of  copper 
ailphate,  so  that  it  stands  at  a  certain  height,  r,  in  the  tube,  and  is  then  placed 
ia  a  larger  vessel  containing  pure  water,  at  the  level 
■  ■-  If  the  temperature  remains  stationary,  it  will  be 
seen  that  after  some  time  the  liquid  in  the  tube  aa, 
vbich  was  originally  at  the  level  r,  has  risen,  while 
u  the  same  time  the  level  of  nn  has  become)  some- 
what lower  ;  it  will  also  be  seen  that  the  outer  liquid 
has  acquired  a  faint  bluish  tinge.  This  process  con- 
tinues  for  some  time  until  the  liquid  has  attained  a 
ceitain  height.  It  thus  appears  that  there  is  an  inter- 
change of  the  two  liquids,  but  the  quantity  of  water  which 
pMses  into  the  sulphate  of  copper  is  greater  than  that 
of  the  solution  which  passes  out.  If  the  experiment 
be  reversed,  that  is,  if  water  is  contained  in  b,  and 
copper  sulphate  in  the  outer  vessel,  the  phenomena 
are  reversed  ;  that  is,  the  level  in  r  sinks,  while  that 
in  nn  rises.  Dutrochet,  who  first  investigated  these 
pbcDomena,  applied  the  term  exosmose  to  the  current 
<^di  passes  from  the  denser  liquid  to  the  less  dense, 
ud  endosmase  to  the  opposite  current,  and  the  appa- 
rains  itself  he  called  an  tndosmometer.  The  pheno- 
neiia  are  now  generally  known  as  those  of  diosmose 

The  conditions  for  the  occurrence  of  osmose  are 
that  the  membrane  be  permeable  to  at  least  one  of 
the  liquids,  and  that  the  liquids  be  different,  but 
citable  of  mixmg,  such  as  alcohol  and  water  ;  there 
is  DOQc,  for  instance,  between  water  and  oil.  Osmose 
may  occur  between  two  liquids  of  the  same  kind,  but  Fig.  m. 

of  different  densities,  such  as  solutions  of  acids  or 
ults  of  dilTerent  strengths ;  here  the  current  is  from  the  weaker  towards 
the  stronger  solution,  and  this  is  general,  osmose  usually  taking  place  towards 
the  denser  hquid.  Alcohol  and  ether  form  an  exception  ;  although  they  are 
specifically  lighter  than  water,  they  behave  in  this  respect  like  liquids  which 
are  denser. 

If  a  tube  filled  with  water  be  closed  at  both  ends  by  a  bladder  (fig.  132), 
and  one  end  is  placed  in  a  vessel  of  water,  the  other  being  in  contact  with 
Ae  air,  the  water  gradually  evaporates  through  the  bladder ;  Jt  is,  however, 
as  rapidly  replaced,  so  that,  in  consequence  of  evaporation,  water  moves 
towanls  the  place  where  this  occurs.  Hence  osmose  plays  a  part  in  the 
wxioii.  The  evaporation  from  the  skin  of  animals  brings  about  a  motion 
(^liquids  from  the  interior  towards  the  evaporating  surface.  In  like  manner, 
the  passage  of  water  to  the  rootlets  of  plants,  as  well  as  the  ascent  of  sap  to 
the  highest  p>oints  of  the  trees,  is  &.voured  by  evaporation  from  branchlets, 
leaves,  flowers,  and  fruit. 

The  well-known  fact  that  dilute  alcohol  kept  in  a  porous  vessel  becbmes 
unccDtrated  depends  on  osmose.     If  a  mixture  of  alcohol  and  water  be 
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kept  for  some  time  in  a  bladder,  the  volume  diminishes,  but  the  alcohol 
becomes  much  more  concentrated.  The  reason  doubtless  is  that  the  bladder 
absorbs  water  more  readily  than  alcohol,  and  accordingly  water  evaporates 
on  the  surface,  and  thus  brings  about  a  concentration  of  the  residue. 

Dutrochet's  method  is  not  adapted  for  quantitative  measurements,  for  it 
does  not  take  into  account  the  hydrostatic  pressure  produced  by  the  column. 
Jolly  examined  the  endosmose  of  various  liquids  by  determining  tlve  weights 
of  the  bodies  diffused.  He  called  the  endosmotic  equivalent  of  a  substance 
the  number  which  expresses  how  many  parts  by  weight  of  water  pass  through 
the  bladder  in  exchange  for  one  part  by  weight  of  the  substance.  The  following 
are  some  of  the  endosmotic  equivalents  which  he  determined  : — 


Sulphuric  acid 

0-4 

Sulphate  of  copper  . 

9'5 

Alcohol  ... 

4*2 

„            magnesium   . 

117 

Chloride  of  sodium 

4*3 

Caustic  potass  . 

215-0 

Sugar     .        ,        .        , 

7-1 

He  also  found  that  the  endosmotic  equivalent  increases  with  the  temperature, 
and  that  the  quantities  of  substances  which  pass  in  equal  times  through  the 
bladder  are  proportional  to  the  strengths  of  the  solutions. 

Porous  diaphragms  differ  very  greatly  in  the  facility  with  which  they 
permit  osmose  ;  of  all  substances  goldbeater's  skin  is  the  best,  being  twice 

as  good  as  vegetables,  and  sixty  or  seventy  times  as  good  as 
porous  earthenware,  which,  however,  is  necessary  in  some 
cases,  for  organic  membranes  are  apt  to  decompose. 

Pfeuffer  has  constructed  what  he  calls  semipermeable 
membranes  by  immersing  a  porous  cell,  such  as  is  used  for 
voltaic  cells,  in  solution  of  copper  sulphate,  and  then  in  one 
of  ferrocyanide  of  potassium.  By  double  decomposition,  a 
coherent  layer  of  ferrocyanide  of  copper  is  found,  which  is 
permeable  to  the  molecules  of  water,  but  not  to  those  of 
sugar,  for  instance.  If  a  solution  of  sugar  be  exposed  to 
pressure  in  such  a  vessel,  pure  water  filters  through  ;  the 
membrane  acts  as  a  molecular  sieve. 

The  whole  phenomena  and  laws  of  osmose  have,  in 
recent  times,  acquired  great  importance  from  the  theoretical  considerations  of 
Van  't  Hoff,  on  the  nature  of  solutions,  of  which  we  may  indicate  the  general 
results. 

If  a  one-per-cent.  solution  of  sugar  be  placed  in  the  vessel  a  in  such  an 
arrangement  as  that  represented  in  fig.  121,  when  the  semi-penneable  dia- 
phragm is  of  ferrocyanide  of  copper,  it  will  be  found  that  after  the  lapse  of 
some  time  the  liquid  will  rise  in  the  tube  to  a  maximum  height  of  53*5  cm.  ; 
this  height  is  a  measure  of  the  osmotic  pressure.  Dealing  with  dilute  solutions, 
it  is  found  that  this  pressure  is  proportional  to  the  concentration  ;  thus,  with 
solutions  of  1,2,  4,  and  6  per  cent,  respectively,  the  corresponding  osmotic 
pressures  are  53*5,  ioi'6, 208*2,  and  307-5,  respectively.  We  shall  afterwards 
see  (293)  that  we  conceive  a  mass  of  gas  as  made  up  of  a  very  large  number 
of  molecules  moving  in  all  directions  with  extreme  velocity,  and  that  the 
pressure  of  a  gas  is  due  to  the  impacts  of  these  molecules  against  the  sides  of 


Fig.  X3a. 
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the  containing  vessel.  Now  in  what  are  called  ideal  solutions — those,  that 
is  to  say,  in  which  the  dimensions  of  the  molecules  (3)  of  the  body  dis- 
solved may  be  disregarded  in  comparison  with  the  space  in  which  they 
are  contained — Van  't  Hoff  considers  that  the  molecules  of  the  body  dis- 
soh'ed  are  animated  by  just  such  a  motion  as  they  possess  in  the  case  of 
gases. 

If  the  pressure  on  a  given  volume  of  gas  be  gradually  increased  its 
volume  will  be  diminished,  and  it  is  found  that  to  reduce  it  to  one-half,  the 
original  pressure  must  be  doubled.  For  a  given  mass  of  gas,  the  product  of 
pressure  and  volume  is  constant ;  this  is  what  is  known  as  Boyle's  law  (180). 
Osmotic  pressure  in  liquids  is  analogous  to  the  pressure  of  gases ;  if  we 
double  the  number  of  molecules  in  a  given  volume  of  liquid,  we  double  the 
pressure,  just  as  we  can  force  two  volumes  of  gas  into  the  space  occupied 
by  one  if  we  double  the  pressure.  This  analogy  between  osmotic  pressure 
is  not  a  fanciful  one,  but  holds  good  in  details  so  far  as  it  has  been  tried.  It 
can  be  shown,  for  instance,  that  the  osmotic  pressure  of  sugar  in  solution  is 
the  same  as  would  be  exerted  by  the  same  weight  of  sugar  if  it  existed  in 
the  state  of  gas  in  the  same  space  as  that  occupied  by  the  solution. 

Gases,  as  will  afterwards  be  shown,  expand  by  a  certain  definite  propor- 
tion when  heated  ;  or,  if  the  volume  be  kept  constant,  the  pressure  is  pro- 
portional to  the  increase  of  temperature.  This  is  also  found  to  hold  with 
the  osmotic  pressure ;  it  increases  in  direct  proportion  to  the  temperature. 

14a  BUn&sion  of  Ugnlds. — If  oil  be  poured  on  water,  no  tendency  to 
intermix  is  observed,  and  even  if  the  two  liquids  be  violently  agitated  to- 
gether, two  separate  layers  are  formed  on  allowing  them  to  stand.  With 
alcohol  and  water  the  case  is  different ;  if  alcohol,  which  is  specifically 
lighter,  be  carefully  poured  upon  water,  so  as  to  form  two  distinct  layers, 
it  will  be  seen  that  the  heavier  water  rises  in  opposition  to  gravity  with  the 
lighter  alcohol,  which,  in  turn,  passes  into  the  denser  liquid  below,  the  liquids 
gradually  intermix,  in  spite  of  the  difference  of  their  specific  gravities ;  they 
diffuse  into  one  another. 

This  point  may  be  illustrated  by  the  experiment  represented  in  fig.  123. 
A  tall  jar  contains  water  coloured  by  solution  of  blue  litmus  ;  by  means  of 
a  funnel  some  dilute  sulphuric  acid  is  carefully  poured  in,  so  as  to  form  a 
layer  at  the  bottom ;  the  colour  of  the  solution  is  changed  into  red,  pro- 
gressing upwards,  and  after  forty-eight  hours  the  change  is  complete — a 
lyiolt  of  the  action  of  the  acid,  and  a  proof,  therefore,  that  it  has  diffused 
throughout  the  entire  mass. 

The  laws  of  this  diffusion,  in  which  no  porous  diaphragm  is  used,  were 
completely  investigated  by  Graham.  The  method  by  which  his  latest 
experiments  were  made  was  the  following : — ^A  small  wide-necked  bottle,  A 
(fig.  124),  filled  with  the  liquid  whose  rate  of  diffusion  was  to  be  examined, 
was  closed  by  a  thin  glass  disc  and  placed  in  a  larger  vessel,  B,  in  which 
vater  was  poured  to  a  height  of  about  an  inch  above  the  top  of  the  bottle. 
The  disc  was  carefully  removed,  and  then  after  a  given  time  successive 
layers  were  carefully  drawn  off  by  means  of  a  siphon  or  pipette,  and  their 
contents  examined. 

The  general  results  of  these  investigations  may  be  thus  stated  : — 

L  When  solutions  of  the  same  substance,  but  of  different  strengths,  are 
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taken,  the  quantities  diffused  in  equal  times  are  proportional  to  the  strengths 
of  the  solutions. 

ii.  In  thecaseof  solutions  containing  equal  weights  of  different  substances, 
(he  quantities  diffused  vary  with  the  nature  of  the  substances.  Saline  sub- 
stances may  be  divided  into  a  number  of  eguidiffusive  groups,  the  rates  of 
diffusion  of  each  group  being  connected  with  the  others  by  a  simple  numerical 
relation. 

iii.  The  quantity  diffused  varies  with  the  temperature.  Thus,  taking  the 
rate  of  diffusion  of  hydrochloric  acid  at  15°  C.  as  unity,  at  49'  C.  it  is  2-i8. 

iv.  If  two  substances  which  do  not  combine. be  mixed  in  solution,  they 
may  be  partially  separated  by  diffusion,  the  more  diffusive  one  passing  out 
most  rapidly.  In  some  cases  even  chemical  decomposition  maybe  effected 
by  diffusion.  Thus,  bisulphate  of  potassium  is  decomposed  into  free  sulphuric 
acid  and  neutral  sulphate  of  potassium, 

V.  If  liquids  be  dilute,  a  substance  will  diffuse  into  water  containing 


another  substance  dissolved,  as  if  into  pure  water ;  but  the  rate  is  materially 
reduced  if  a  portion  of  the  same  diffusing  substance  be  already  present. 
The  following  table  gives  the  approximate  times  of  equal  diffusion  : — 
Hydrochloric  acid      .        .     fo        Sulphate  of  magnesium  .      7*0 
Chloride  of  sodium    .        .    33        Albumen.  .    49^ 

Sugar         ....     7-0        Caramel  ....    980 

It  will  be  seen  from  the  above  table  that  the  difference  between  the  rates 
of  diffusion  is  ver>'  great.  Thus  sulphate  of  magnesium,  one  of  the  least 
diffusible  of  saline  substances,  diffuses  7  times  as  rapidly  as  albumen  and  14 
times  as  rapidly  as  caramel.  These  last  substances,  like  hydrated  silicic 
acid,  starch,  dextrine,  gum,  &c.,  constitute  a  class  of  substances  which  are 
characterised  by  their  incapacity  for  taking  the  crystalline  form,  and  by  the 
mucilaginous  character  of  their  hydrates.  Considering  gelatine  as  the  type 
of  this  class,  Graham  called  them  colloids  (itoXX>j,  glue),  in  contradistinction 
to  the  far  more  easily  diffusible  crystalloid  substances.  Colloids  are  for 
the  most  part  bodies  of  high  molecular  weight,  and  it  is  probably  the 
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krgtr  size  of  their  molecules  which  hinders  their  passing  through  minute 
apertures. 

Graham  devised  a  method  of  separating  bodies  based  on  their  unequal 
diffiisibility,  which  he  called  dialysis.  His  dialyser  (tig.  125)  consists  of  a 
liog  of  gutta-percha,  over  which  is  stretched  while  wet  a  sheet  of  parchment 
paper,  forming  thus  a  vessel  about  two  inches  high  and  ten  inches  in  dia- 
meter, the  bottom  of  which  is  of  parchment  paper.  Afier  pouring  in  the 
mited  solution  to  be  dialysed,  the  whole  is  floated  on  a  vessel  containing  a 


very  laige  quantity  of  water  (lig.  iz6).  In  the  course  of  one  or  two  days  a 
n>on  or  less  complete  separation  will  have  been  effected.  Tlius  a  solution 
ofarsecious  acid  mixed  with  various  kinds  of  food  readily  diffuses  out  The 
process  has  received  important  applications  to  laboratory  and  pharmaceutical 
purposes. 

Emulsions,  such  as  are  of  frequent  use  in  medicine^  are  prepared  by  mixing 
inumately  oil  with  a  solution  of  gum,  albumen,  or  some  oflier  colloid,  and 
water.  As  stated  above,  the  reason  of  difficulty  with  which  a  colloid  diffuses 
ilinrngh  the  membrane  of  another  colloid  is  probably  that  its  molecules  are 
100  large  and  too  near  each  other — in  other  words,  that  the  pores  are  too 
analL  With  an  ordinary  emulsion,  the  minute  droplets  of  oil  are  dispersed 
.  anwQg  the  large  and  difficult  mobile  particles  of  the  colloid,  which  thus 
binder  their  motion,  and  thereby  prevent  them  from  uniting  and  forming  a 
coherent  layer. 
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CHAPTER   III 

HYDRODYNAMICS 

141.  BydrodynamloB. — The  science  which  treats  of  the  motion  of  liquids 
is  called  hydrodynamics  ;  and  the  application  of  the  principles  of  this  science 
to  conducting  and  raising  water  in  pipes  and  to  the  use  of  water  as  a  motive 
power  is  known  by  the  name  of  hydraulics, 

142.  Velocity  of  efflux.  Torrlcelirs  tbeorem. — Let  us  imagine  an 
aperture  made  in  the  bottom  of  any  vessel,  and  consider  the  case  of  a  particle 
of  liquid  on  the  surface,  without  reference  to  those  which  are  beneath.  If 
this  particle  fell  freely,  it  would  have  a  velocity  on  reaching  the  orifice  equal 
to  that  of  any  other  body  falling  through  the  distance  between  the  level  of 
the  liquid  and  the  orifice.  This,  from  the  laws  of  falling  bodies,  is  s/2ghy  in 
which  g  is  the  accelerating  force  of  gravity,  and  h  the  height  If  the  liquid 
be  maintained  at  the  same  level,  for  instance,  by  a  stream  of  water  running 
into  the  vessel,  sufficient  to  replace  what  has  escaped,  the  particles  will 
follow  one  another  with  the  same  velocity,  and  will  issue  in  the  form  of  a 
stream.  Since  pressure  is  transmitted  equally  in  all  directions,  a  liquid 
would  issue  from  an  orifice  in  the  side  with  the  same  velocity,  provided  the 
depth  were  the  same. 

The  law  of  the  velocity  of  efflux  was  discovered  by  Torricelli.  It  may  be 
enunciated  as  follows  : — The  velocity  of  efflux  is  the  velocity  which  a  freely 
falling  body  would  have  on  reaching  the  orifice  after  having  started  from 
a  state  of  rest  at  the  surface.  It  is  algebraically  expressed  by  the  formula 
Z'  =  *j7.gh. 

It  follows  directly  from  this  law  that  the  velocity  of  efflux  depends  on  the 
depth  of  the  orifice  below  the  surface,  and  not  on  the  nature  of  the  liquid. 
Through  orifices  of  equal  size  and  of  the  same  depth,  water  and  mercury 
would  issue  with  the  same  velocity  ;  for  although  the  density  of  the  latter 
liquid  is  greater,  the  weight  of  the  column,  and  consequently  the  pressure, 
are  greater  too.  It  follows  further  that  the  velocities  of  efflux  are  directly 
proportional  to  the  square  roots  of  the  depth  of  the  orifices.  Water  would 
issue  from  an  orifice  100  inches  below  the  surface  with  ten  times  the  velocity 
with  which  it  would  issue  from  one  an  inch  below  the  surface. 

The  quantities  of  water  which  issue  from  orifices  of  different  areas  are 
very  nearly  proportional  to  the  size  of  the  orifice,  provided  the  level  remains 
constant 

143.  Slreotlon  of  tbe  Jet  from  lateral  orlfloes. — From  the  principle 
of  the  equal  transmission  of  pressure,  water  issues  from  an  orifice  in  the  side 
of  a  vessel  with  the  same  velocity  as  from  an  aperture  in  the  bottom  of  a 
vessel  at  the  same  depth.     Each  particle  of  a  jet  issuing  from  the  side  of  a 
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vessel  begins  to  move  horiiontatly  with  the  velocity  above  mentioned,  but  it 
is  at  once  drawn  downward  by  the  force  of  gravity  in  the  same  manner  as  a 
ballet  fired  from  a  gun,  tvith  its  axis  horizontal.  It  is  welt  known  that  the 
bullet  describes  a  parabola  (51)  with  a  vertical  axis,  the  vertex  being  the 
mmileofthe  gun.  Now,  since  each  particle  of  the  jet  moves  in  the  same 
curve,  the  jet  itself  lakes  the  para- 
bolic form  (123). 

In  every  par3.lKi1a  there  is  a. 
certain  point  called  the  focus,  and 
the  distance  from  the  vertex  to  the 
fbms  fixes  the  magnitude  of  a  pan- 
bola  in  much  the  same  manner  as. 
the  distance  from  the  centre  to  the 
circumference  fixes  the  magnitude 
of  a  circle.  Now  it  can  easily  be 
proved  that  the  focus  is  as  much 
bekiw  as  the  surface  of  the  water 
isabove  the  orifice.  Accordingly, if 

■ater  issues  through  orifices  which  ''*  "'■ 

are  smaU  in  comparison  with  the  contents  of  the  vessel,  the  jets  from  orifices 
ai  dilTerent  depths  below  the  surface  take  ditferent  forms,  as  shown  in  fig.  127. 
If  these  are  traced  on  paper  held  behind  the  jet,  then,  knowing  the  horizontal 
distance  and  the  vertical  height,  it  is  easy  to  demonstrate  that  the  jet  forms 
a  parabola. 

144.  SelK^t  or  tbe  Jet. — If  a  jet  issuing  from  an  orifice  in  a  vertical 
direaion  has  the  same  velocity  as  a  body  would  have  which  fell  from  the 
surface  of  the  liqtiid  to  that  orifice,  the  jet  ought  to  rise  to  the  level  of  the 
liquid.  It  does  not,  however,  reach  this  ;  for  the  particles  which  fall  hinder 
it  But  by  inclining  the  jet  at  a  small  angle  with  the  vertical  it  reaches 
about  -f^  of  the  theoretical  height,  the  ditlerence  being  due  to  friction  and 
to  the  resistance  of  the  air.  By  experiments  of  this  nature  the  truth  of 
Totricelli's  law  has  been  demonstrated. 

145.  ^oaatltT'  orannz.  Ven»  eontraota.^If  we  suppose  the  sides  of 
a  vessel  containing  water  lo  be  thin,  and  the  orifice  to  be  a  small  circle  whose 
area  is  A,  we  might  think  that  the  quantity  of  water,  E,  discharged  in  a 
second  would  be  given  by  the  expression  A  Vag"'*,  since  each 
particle  has,  on  the  average,  a  velocity  equal  lo  -Jlgk,  and 
particles  issue  fi-om  each  point  of  the  orifice.  But  this  is  by 
no  means  the  case.  This  may  be  explained  by  reference  to 
fig.  128,  in  which  AB  represents  an  orifice  in  the  bottom  of 
a  vessel — what  is  true  in  this  case  being  equally  true  of  an 
orifice  in  the  side  of  the  vessel.  Every  particle  above  AB 
tndeavours  lo  pass  out  of  the  vessel,  and  in  so  doing  exerts  [ 
a  pressure  on  those  near  it.     Those  that  issue  near  A  and  B  | 

eiert  pressures  in  the  directions  MM  and  NN  ;  those  near  pig.  iig. 

iHe  centre  of  the  orifice  in  the  direction  RQ,  those  in  the 
iniennediate  parts  in  the  directions  PQ,  PQ.     In  consequence,  the  waler 
*ithin  the  space  PQP  is  unable  to  escape,  and  that  which  does  escape, 
instead  of  assuming  a  cylindrical  form,  at  first  contracts,  and  takes  the  form 
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of  a  tnincated  cone.  It  is  found  that  the  escaping  jet  continues  to  contract 
until  at  a  distance  from  the  orifice  about  equal  to  the  diameter  of  the  orifice. 
This  part  of  the  jet  is  called  the  vena  contracta.  It  is  found  that  the  area, 
of  its  smallest  section  is  about  \  or  0-625  ^^^  i^^^'  ^^  ^'^  orifice.  Accord- 
ingly, the  true  value  of  the  efHux  per  second  is  given  approximately  by  the 
formula 

E^o-ezAVa^-A, 

or  the  actual  value  of  E  is  about  0-62  of  its  theoretical  amount. 

146.  Inflneno*  o(  tubes  on  tbe  qnuitlty  of  eflnz. — The  result  given 
in  the  last  article  has  reference  to  an  aperture  in  a  thin  wall.  If  a  cylindrical 
or  conical  efflux  tube,  or  ajutage,  is  fitted  to  the  aperture,  the  amount  of  the 
efflux  is  considerably  increased,  and  in  Some  cases  falls  but  little  short  of 
its  theoretical  amount. 

A  short  cylindrical  ajuiage,whose  length  is  from  two  to  three  times  its  dia- 
meter, has  been  found  to  increase  the  efflux  per  second  to  about  o'SaA^/aj A. 
In  this  case  the  water  on  entering  the  ajutage  forms  a  contracted  vein  (fig. 
129)1  just  as  it  would  do  on  issuing  freely  into  the  air  ;  but  afterwards  it  ex- 
pands, and,  in  consequence  of  the  adhesion  of  the  water  to  the  interior  surface 
of  the  tube,  has,  on  leaving  the  ajutage,  a  section  greater  than  that  of  the 
contracted  vein.    The  contraction  of  the  jet  within  the  ajutage  causes  a  par- 
tial vacuum.   If  an  aperture  is  made  in  the  ajutage,  near  the  point  of  greatest 
contraction,  and  is  fitted  with  avertical  tube,  the 
other  end  of  which  dips  into  water  (fig.  129),  it  is 
found  that  water  rises  in  the  vertical  tube,  thereby 
proving  the  formation  of  a  partial  vacuum. 

If  the  ajutage  has  the  form  of  aconic  frustum 
whose  larger  end  is  at  the  aperture,  the  efflux  in 
a  second  may  be  raised  to  0-92  A^z^A,  provided 
the  dimensions  are  properly  chosen.  If  the 
smaller  end  of  a  frustum  of  a  cone  of  suitable 
dimensions  be  fitted  to  the  orifice,  the  efflux 
may  be  still  further  increased,  and  fall  very  little 
short  of  the  theoretical  amount. 

When  the  ajutage  has  more  than  a  certain 
Fij(.  119.  length,  a  considerable  diminution  takes  place  in 

the  amount  of  the  efflux ;  for  example,  if  its  length 
is  48  times  its  diameter,  the  efflux  is  reduced  to  o^jA^zgi.  This  arises  from 
the  fact  that,  when  wiiler  passes  along  cylindrical  tubes,  the  resistance  in- 
creases with  the  length  of  the  tube  ;  for  a  thin  layer  of  liquid  is  attracted  to 
the  walls  by  adhesion,  and  the  internal  flowing  liquid  rubs  against  this. 
The  resistance  which  gives  rise  to  this  result  is  called  hydraulic  friction  ;  it 
is  independent  of  the  material  of  the  tube,  provided  it  be  not  roughened  ; 
but  depends  in  a  considerable  degree  on  the  viscosity  of  the  liquid ;  for 
instance,  ice-cold  waterexperiences  agreater  resistance  than  lukewarm  water. 
According  to  Prony,  the  mean  velocity  v  of  water  in  a  cast-iron  pipe  of 
the  length  /,  and  the  diameter  d,  under  the  pressure  p,  is  in  metres 
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This  is  on  the  assumption  that  the  tubes  are  straight.  Any  angle  or 
curvature  of  the  tube  diminishes  it,  seeing  that  part  of  the  motion  is  used  up 
in  pressure  against  the  sides.  Thus  Venturi  found  the  time  requisite  to  fill 
a  small  vessel  by  means  of  a  tube  38  inches  in  length  by  3*3  in  diameter  was 
45,  50,  or  70  seconds^  according  as  the  tube  was  straight,  curved,  or  bent  at 
a  right  angle. 

By  means  of  hydraulic  pressure  Trcsca  submitted  solids  such  as  silver, 
lead,  iron  and  steel,  powders  like  sand,  soft  plastic  substances  such  as  clay, 
and  brittle  bodies  like  ice,  to  such  enormous  pressures  as  100,000  kilo- 
grammes, and  has  found  that  they  then  behave  like  fluid  bodies.  His  ex- 
periments show  also  that  these  bodies  transmit  pressure  equally  in  all 
directions  when  the  pressure  is  considerable  enough. 

147.  Bflnx  throuffli  capUlair  tabes. — This  was  investigated  by 
Poisseuille  by  means  of  the  apparatus  represented  in  fig.  130,  in  which  the 
capillary  tube  AB  is  sealed  to  a  glass  tube  on  which  a  bulb  is  blown.  The 
volume  of  the  space  between  the  marks  M  and  N  is  accurately  determined, 
and  the  apparatus,  having  been  filled  with  the  liquid  under  examination 
by  suction,  is  connected  at  the  end  M  with  a  reservoir  of  compressed 
air,  in  which  the  pressure  is  measured  by  means  of  a  mercury  mano- 
meter (183).  The  time  is  then  noted  which  is  required  for  the  level  of  the 
liquid  to  sink  from  M  to  N,  the  pressure  remaining  constant  It  is  thus  found 
toax  V,  the  volume  which  flows  out  in  a  given  time,  is,  with  close  approxi- 
mation, represented  by  the  formula 


v  = 


817/* 


where  /  is  the  length,  and  r  the  diameter  of  the  tube,  p  the  pressure,  and  rj  the 

coefficient  of  internal  friction  (48) ;  which  may  be  defined  as  the  resistance  to 

motion  offered  by  two  layers 

of  the  liquid  of  unit  surface, 

at  mut  distance,  and  moving 

away  from  each  other  with 

miit  velocity.    Knowing  the 

dimensions,  a  determination 

of  the  volume  which  fiows 

out  in  a   given   time  is   a 

ready   means    of   obtaining 

this  coefficient    If  the  liquid 

which  flows  out  through  the 

tube  is  one  which  moistens 

it,  a  layer  of  liquid  adheres 

to  the  side  ;  and  accordingly 

the  friction  which  the  liquid  Fig.  130. 

experiences  is  not  against  the 

sides,  but  is  due  to  that  of  the  particles  against  each  other.    The  coefficient 

of  internal  friction  is  represented  in  the  above  formula  by  1;.     Bodies  with  a 

high  coefficient  of  internal  fHction  are  said  to  be  viscous  (96).    The  liquids 

ether,  water,  sulphuric  acid,  linseed  oil,  Venice  turpentine,  represent,  for 

instance,  a  series  with  increasing  viscosity.    The  reciprocal  of  the  viscosity 
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r-,  is  called  the^wjrf//)' ;  it  appears  probable  that  this  increases  with  the 


temperature  in  thesameratioas  the  conductivity  Tor  electricity  (958).  The  co- 
efficient of  internal  friction  is  greater  in  the  case  of  solution  of  salts  than  with 
water,  and  increases  with  the  strength  of  the  solution.  It  greatly  diminishes 
with  the  temperature,  and,  for  water,  at  60°  is  one-third  what  it  is  at  zero. 

A  convenient  apparatus  for  the  purpose,  more  particularly  for  comparative 
measurements,  is  that  given  by  OstwaJd  (lig.  131).  It  consists  essentially 
of  a  tutie,  de,  which  is  narrowed  at  c,  and  with  a. 
bulb,  to  which  is  attached  the  capillary  ab,  which 
again  terminates  in  the  wider  lube  be.  The  tube 
is  filled  with  liquid  to  cover  the  bulb  from  the  bottle, 
by  aspiration  through  the  caoutchouc  tube  i  ;  the 
liquid  is  then  allowed  to  flow  out,  and  the  time 
noted  which  its  surface  takes  in  falling  from  e  to  a 
mark,  a.  If  the  experiment  be  made  with  water, 
which  is  taken  as  standard,  then,  using  the  same 
apparatus,  other  liquids  may  be  compared  with  it ; 
this  has  the  advantage  of  dispensing  with  a  deter- 
mination of  the  dimensions  of  tbe  lube,  and  par- 
ticularly of  the  diameter — a.  matter  of  importance, 
since  its  fourth  power  occurs  in  the  formula,  and  thus 
any  error  in  its  deierminatinngreatly  affects  the  result. 
If  /  is  the  time  required  for  the  flow  of  the 
given  volume  of  water,  and  /'  that  of  a  liquid  whose 
coefficient  is  ij  and  sp.  gr.  <r,  then 


the  coefficient  of  water  and  its  specific  gravity  being  each  unity. 

148.  rorm  of  tbe  Jot.— After  the  contracted  vein,  the  jet  has  the  form 
of  a  solid  rod  for  a  short  distance,  but  then  begins  to  separate  into  drops, 
which  present  a  peculiar  appearance.  They  seem  to  form  a  series  of  ventral 
and  nodal  segments  (fig.  132).  Theventralscgmcnlsconsist  of  drops  extended 
in  a  horizontal  direction,  and  the  nodal  segments  in  a  longitudinal  direction. 
And  as  the  ventral  and  nodal  segments  have  respectively  a  fixed  position, 
each  drop  must  alternately  become  elongated  and  flattened  while  it  is 
falling  (fig.  133).  Between  any  two  drops  there  are  smaller  ones,  so  that  the 
whole  jet  has  a  tube-like  appearance. 

These  alterations  in  form  have  been  explained  as  being  due  to  vibrations 
in  the  niouih  of  the  vessel  itself.  Their  position  is  modified  by  extraneous 
influences,  such  as  musical  and  other  sounds,  but  only  when  these  influences 
affect  the  edges  themselves.  When  the  vibrations  of  the  vessel  itself  are 
stopped,  the  enlargements  and  contractions  in  the  jet  cease  also  ;  they  are 
Strengthened,  on  the  contrary,  if  a  violoncello,  for  instance,  is  sounded. 

If  the  jet  is  momentarily  illuminated  by  the  electric  spark,  its  structure  is 
well  seen  ;  the  drops  appear  then  to  be  siationarj',  and  separate  from  each 
other.  If  the  aperture  is  not  circular,  the  form  of  the  jet  undergoes  curious 
changes. 
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U9.  aydrftuUc  tooTDlqnet. — If  water  be  ctintained  in  n  vessel,  and  an 
aperture  be  made  in  one  of  the  sides,  the  pressure  at  this  point  is  removed, 
for  ii  is  expended  in  sending  out  the  water  ;  but  it  remains  on  the  other  side  ; 
ud  if  the  vessel  were  movable  In  a  horizontal  direction,  it  would  move  in  a 
direction  opposite  to  Chat  of  the  issuing  jet.  This  is  illustrated  by  the  appa- 
ratus known  as  the  hydraulic  tourniquet  or  Barket's  mill  (fig.  134).  It  con- 
(isis  of  a  glass  vessel,  M,  containing  water,  and  capable  of  moving  about  its 
venical  axis.  At  the  lower  part  there  is  a  tube,  C,  bent  horizontally  in  oppo- 
riw  directions  at  the  two  ends.     If  the  vessel  were  full  of  water  and  the  tubes 

•* 


''9. 

i 


dosed,  the  pressures  on  the  sides  of  C  would  balance  each  other,  being  equal 
xaA  acting  in  contrary  directions ;  but,  being  open,  the  water  runs  out,  and  the 
pressure  is  not  exerted  on  the  open  part,  but  only  on  the  opposite  side,  as 
shown  in  the  figure  A.  And  this  pressure,  not  being  neutralised  by  an 
opposite  pressure,  imparts  a  rotatory  motion  in  the  direction  of  the  arrow, 
the  velocity  of  which  increases  with  the  height  of  the  liquid  and  the  size 
of  the  aperture. 

The  sa.nie  principle  may  be  illustrated  by  the  following  experiment.  A 
ull  cylinder  containing  water,  and  provided  with  a  lateral  stop-cock  near  the 
bottom,  is  placed  on  a  light  shallow  dish  on  water,  so  that  it  easily  floats. 
I>n  opening  the  stop-cock  so  as  to  allow  water  to  flow  out,  the  vessel 
ii  observed  to  move  in  a  direction  diametrically  opposite  to  that  in  which 
the  water  is  issuing.  Similarly,  if  a  vessel  containing  water  be  suspended 
bi"  a  string,  on  opening  an  aperture  in  one  of  the  sides  the  water  will  jet 
out,  and  the  vessel  be  deflected  away  from  the  vertical  in  the  opposite 
direction. 


' 
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Segnei^s  i>i*ater-wheel  and  the  reaction  machine  depend  on  this  principle: 
So  also  do  rotating  fiieworics ;  that  is,  an  unbalanced  reaction  from  the 
heated  gases  which  issue  from  openings  in  them  gives  them  motion  in  the 
opposite  direction. 

15a  "Water-wlieels.  Tvr1ilii«s. — When  water  is  continuously  flowing 
from  a  higher  to  a  lower  level,  it  may  be  made  use  of  as  a  motive  power. 
The  motive  power  of  water  is  generally  utilised  either  by  means  of  water- 
wheels^  turbines^  ramSy  or  hydraulic  engines. 

Water-wheels  are  wheels  provided  with  buckets  or  float-boards  at  the 
circumference,  and  on  which  the  water  acts  either  by  pressure  or  by  impact ; 
They  are  made  to  turn  in  a  vertical  plane  round  a  horizontal  axis,  and  are 
of  two  principal  kinds,  undershot  and  overshot  In  undershot  wheels  the 
float-boards  are  placed  radially,  that  is,  at  right  angles  to  the  circumference 
of  the  wheeL  The  lowest  float-boards  are  immersed  in  the  water,  which 
flows  with  a  velocity  depending  on  the  height  of  the  fell.  Such  wheels  are 
applicable  where  the  quantity  of  water  is  great,  but  the  fell  inconsiderable. 
Overshot  wheels  are  used  with  a  small  quantity  of  water  which  has  a  high 
fall,  as  with  small  mountain  streams.  On  the  circumference  of  the  wheel 
there  are  buckets  of  a  peculiar  shape.  The  water  falls  into  the  buckets  cm 
the  upper  part  of  the  wheel,  which  is  thus  moved  by  the  weight  of  the  water, 
and  as  each  bucket  arrives  at  the  lowest  point  of  revolution  it  discharges  all 
the  water,  and  ascends  empty. 

An  overshot  wheel  driven  by  an  extraneous  force  may  be  used  for  raising 
water,  as  in  dredging  machines  ;  and  an  undershot  one  for  moving  a  vessel 
to  which  its  axis  is  fixed,  as  in  the  paddles  of  steam-vessels. 

The  turbine  is  a  horizontal  water-wheel,  and  is  similar  in  principle  to  the 
hydraulic  tourniquet  or  reaction  wheel  (149).     It  consists  of  a  pair  of  discs, 
one  above  the  other,  connected  together  by  a  number  of  specially  shaped  thin 
arms  or  blades,  which  divide  the  space  between  the  discs  into   an  equal 
number  of  curved  radial  chambers.    The  wheel  works  generally  upon  a 
vertical  axis,  and  one  of  the  discs  is  cut  away  at  the  centre.    In  an  outward 
flow  turbine^  the  water  enters  through  the  opening  so  made  into  the  space 
between  the  discs,  and  passes  outwards  radially  through  the  chambers  above 
mentioned,  causing  the  wheel  to  rotate  by  its  reaction  upon  their  cur^'ed 
walls.     In  order  to  prevent  waste  of  energy  in  giving  useless  rotation  to  the 
water,  the  peripheral  openings  of  the  wheel  are  surrounded  by  a  series  of 
corresponding  fixed  chambers,  whose  sides  (guide-blades)  are  so  curved  thai 
the  water  when  it  leaves  them  has  lost  all  its  rotational  motion,  and  simply 
flows  away  at  right  angles  to  the  axis.     In  an  inward  flow  turbine  the  water 
enters  the  peripheral  opening  of  the  wheel  through  the  guide-blades,  and 
leaves  the  wheel  at  the  centre. 

The  total  theoretical  effect  of  a  fall  of  water  is  never  realised ;  for  the 
water,  after  acting  on  the  wheel,  still  retains  some  velocity,  and  therefore 
does  not  impart  the  whole  of  its  velocity  to  the  wheel.  In  many  cases  water 
flows  past  without  acting  at  all ;  if  the  water  acts  by  impact,  vibrations  are 
produced  which  are  transmitted  to  the  earth  and  lost ;  the  same  effect  is 
produced  by  the  friction  of  water  over  an  edge  of  the  sluice,  in  the  channel 
which  conveys  it,  or  against  the  wheel  itself,  as  well  as  by  the  friction  of 
this  latter  against  the  axle.    A  wheel  working  freely  in  a  stream,  as  with  the 
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corn-mills  on  the  Rhine  near  Mainz,  does  not  utilise  more  than  10  per  cent, 
of  the  theoretical  effect.  One  of  the  most  perfect  fonns  of  turbines  will 
wofi:  up  to  over  80  per  cent.  Turbines  also,  when  properly  designed,  may 
be  made  to  have  a  very  high  efficiency  eitherwith  high  or  low  falls;  while,  on 
account  of  the  great  speed  at  which  they  run,  they  are  very  much  smaller 
Aan  water-wheels  in  proportion  to  their  power.  They  are  thus  more  '  effi- 
cient' motore  than  steam-engines,  which,  even  if  perfect,  can  only  transform 
bto  work  from  25  to  30  per  cent,  of  the  energy  represented  by  the  coal  they 
bnia,  and  seldom  in  practice  utilise  more  than  half  of  this  percentage. 

i;o^  Tbe  Myilranllo  Msm. — If  a  quantity  of  water  flow  through  a  pipe 
openatoneend,  and  iflhis  aperture  be  quickly  closed,  a  sudden  impact  will  be 
exerted  on  the  closure  as  well  as  on  the  sides  of  the  pipe.  Some  of  the 
energy  of  the  falling  water  is  thereby  converted  into  heat,  and  some  exerts  a 
dangerous  pressure  on  the  pipe.  The  existence  of  this  pressure  may  be  readily 
obsCTved  in  any  town  with  a  high-pressure  water  supply,  by  the  sharp  click 
beard  if  the  tap  through  which  water  is  flowing  is  suddenly  closed. 

The  hydraulic  ram  invented  by  Montgolfier  is  an  arrangement  by  which 
theenergy  of  falling  water  is  applied  so  as  to  raise  a  portion  of  it  toa  greater 
bei^t  than  the  reservoir  froin  which  it  is  fed. 

The  principle  of  such  an  arrangement  is  represented  in  fig.  135,  in  which 
E  is  the  reservoir,  A  the  pipe  in  which  the  water  falls,  B  the  channel,  which 
sJMuld  be  long  and 
sttaaght,  a  and  b  the 
vah-es,  C  the  wind- 
chest,  and  D  the 
rising  main.  Water 
fiistflows  out  in  quan- 
tity through  the  valve 

has  acquired  a  certain 

velocit)-  it  raises  that 

vahre,  and  th  e  a  perture 

*  shut.    The  impact  [.-ig_ 

thus  produced,  acting 

CO  the  sides  of  the  pipe  and  on  the  valve  b,  raises  this  valve,  and  a  quantity 

of  water  passes  into  the  wind-chest  shutting  off  air,  and  compressing  it  in 

lie  space  above  the  mouth  (/  of  the  rising  main  D.    This  air  by  its  elastic 

force  closes  the  valve  b,  and  the  water  which  has  entered  is  raised  in  the  main 

pipeD. 

As  soon  as  the  impulsive  action  is  over,  and  the  water  in  the  channel  is 
at  rest,  the  valve  a  falls  again  by  its  own  weight,  the  flow  begins  afresh, 
Md  when  it  has  acquired  sufficient  velocity  the  valve  b  is  again  closed, 
'ikd  the  whole  process  is  repeated. 

In  this  way  water  can  be  raised  to  a  height  several  times  as  great  as  the 
di&ieoce  in  level  from  E  to  the  valve  b.  If  no  energy  were  lost  in 
friction,  and  in  raising  the  valves,  the  height  of  ascent  would  be  to  the  fell 
M  the  quantity  of  water  which  flows  out  at  a  is  to  that  which  is  raised. 
Thuii  of  the  water  flowing  out  of  the  channel  could  be  raised  to  S  times  the 
Iwght  of  the  available  falL 
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151.  SrOrattUc  asctna. — Historically,  falling  water  was  one  of  the 
eariiesl  sources  of  power;  but  it  is  only  in  recent  times  that  attention  has  been 
called  (first  by  Lord  Aimstrong)  to  tbe  advantage  of  using  hydraulic  powcrin 
tow-ns  and  other  places  where  there  is  no  natural  fall  erf'  water  for  driving 
certain  classes  of  machines,  in  those  cases  more  especially  where  the  use  of 
the  machinery  is  only  intermittenL 

For  this  purpose  the  most  important  docks  and  large  warehouses  are 
now  generally  furnished  with  means  of  obtaining  a  water-supply  at  a  veiy 
high  pressure,  generally  about  700  pounds  to  the  square  inch.  Steam- 
pumping  engines  are  employed  to  pump  water  more  or  less  continuously 
into  what  are  practically  large  cylinders  n-ith  immensely  heavy  pistons  loaded 
10  the  required  pressure.  These  vessels  are  called  accumulalors,  and  pipes 
from  them  are  led  away  to  the  various  places  (lock  gates,  sluice  valves, 


cranes,  capstans,  &c.)  where  power  may  be  wanted.  At  each  of  these  places 
there  is  some  kind  of  hydraulic  motor  suitable  to  the  particular  work  to  be 
done,  and  this  motor  can  be  instantaneously  set  to  work  by  opening  the 
communication  between  it  and  the  high-pressure  water  in  the  accumulator 
TTie  motor  used  is  not  uncommonly  a  small  engine  similar  in  principle  to  a 
steam-engine,  and  one  of  the  best  of  these  engines  is  that  illustrated  in 
fig.  136,  which  is  the  invention  of  Schmidt  of  Zurich.  It  consists  of  a 
cylinder  fitted  with  a  piston,  c,  «'hose  rod  is  connected  directly  to  a  crank 
upon  a  horizontal  shaft.  The  cylinder  has  two  ports  or  passages,  a  and  b, 
one  at  each  end,  both  terminating  below  in  openings  upon  a  convex  curved 
face,  which  is  kept  continually  pressed  against  a  similar  concave  face  up>'>n 
the  framing  of  the  engine.  In  this  fixed  face  are  also  an  inlet  port  or  passage 
A,  and  outlet  passages  B.  When  the  cylinder  is  in  the  position  shoum 
in  the  figure,  the  high-pressure  water  is  passing  through  A  and  b,  forcing 
the  piston  along,  and  driving  out  the  already  used  water  through  a  and 
li.    As  the  piston  moves  and  turns  the  crank,  the  cylinder  oscillates  on 
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its  bearings,  and  by  the  time  the  piston  has  got  to  the  end  of  its  stroke, 
the  cylinder  then  being  horizontal,  the  process  is  just  being  reversed,  water 
passing  in  through  A  and  a,  and  out  through  b  and  B.  W  is  an  air-vessel 
for  preventing  shocks. 

This  motor  utilises  90  per  cent,  of  the  available  power  ;  in  this  respect  it 
fu- exceeds  a  steam-engine  which  does  not  utilise  more  than  10  per  cent,  of 
the  power  due  to  the  consiunption  of  the  coal  burnt. 

The  chief  drawback  about  the  use  of  water  power,  except  where  there  is 
a  large  natural  supply  under  pressure,  is  its  expense.  For  each  revolution 
of  the  crank  shaft  two  complete  cylinders  full  of  water  must  be  passed 
through  such  an  engine,  as,  whether  the  power  be  wanted  or  not,  the  water 
cannot  be  expanded  like  steam. 

With  any  given  pressure  it  is  easy  to  find  out  how  much  water  will  be 
required  for  a  given  power.  At  a  pressure  of  30  pounds  per  square  inch, 
for  instance,  one  horse-power  will  require,  supposing  the  efficiency  of  the 

machine  to  be  70  per  cent.  (472),    -  ^3???-'* .  —  =  about  65  5  cubic  feet  or  4,000 

30  X  144  X  07 

gaflons  per  hour,  a  quantity  the  cost  of  which  would  in  most  cases  put  the  use 

of  this  power  out  of  the  question.    The  pressure  in  town  mains  generally 

lies  between  20  and  40  pounds  per  square  inch,  and  it  is  therefore  only  in 

cases  where  a  special  high-pressure  supply  is  available  that  the  power  can  be 

economically  used. 

In  London,  water  is  supplied  to  consumers  by  the  H  ydraulic  Power  Company 
onder  a  presstire  of  700  pounds  ;  and  the  quantity  required  for  one  horse- 
power would  be  about  175  gallons.  The  cost  of  power  supplied  in  this  way 
is  about  fourpence  per  horse-power  per  hour,  which,  although  expensive  for 
continuous  working,  is  not  so  when  it  is  intermittently  used,  and  when 
only  the  quantity  actually  consumed  is  paid  for. 

Water-power  is  usually  represented  by  the  weight  of  the  water  multiplied 
into  the  height  of  the  available  fall ;  or  it  may  also  be  represented  by  half 
the  product  of  the  mass  into  the  square  of  the  velocity.  Both  measurements 
give  the  same  result  (60).  The  water-power  of  the  Niagara  Falls  is  calcu- 
lated to  be  equal  to  four  and  a  half  millions  of  horse-power. 
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CHAPTER   I 
PROPERTIES  OF  GASES.      ATMOSPHERE.      BAROMETERS 


152.  Fliy«le«l  vro9«rtl60  of  ^^mmemm — Gases  are  bodies  which,  unlike 
solids,  have  no  independent  shape,  and,  unlike  Uquids,  have  no  independent 
volume.  Their  molecules  possess  almost  perfect  mobility ;  they  ar«  con> 
ccived  as  darting  about  in  all  directions,  and  are  continually  tending  to 
occupy  a  greater  space.  This  property  of  gases  is  known  by  the  names 
expansibility^  tension^  or  elastic  force  y  from  which  they  are  often  called  elastic 
fluids. 

Gases  and  liquids  have  several  properties  in  common,  and  some  in  which 
they  seem  to  differ  are  in  reality  only  different  degrees  of  the  same  property. 
Thus,  in  both,  the  particles  are  capable  of  moving ;  in  gases  with  almost 
perfect  freedom ;  in  liquids  not  quite  so  freely,  owing  to  a  greater  degree  of 
viscosity  (147).  Both  are  compressible,  though  in  very  different  degrees.  If  a 
liquid  and  a  gas  both  exist  under  the  pressure  of  one  atmosphere,  and  then 
the  pressure  be  doubled,  the  water  is  compressed  by  about  the  ^t^Wit  part, 
while  the  gas  is  compressed  by  one-half.  In  density  there  is  a  great  differ- 
ence :  water,  which  is  the  type  of  liquids,  is  770  times  as  heavy  as  air,  the 
type  of  gaseous  bodies,  while  under  the  pressure  of  one  atmosphere.  A 
spiral  spring  only  shows  elasticity  when  it  is  compressed  ;  it  loses  its  tension 
when  it  has  returned  to  its  primitive  condition.  A  gas  has  no  original  volume ; 
it  is  always  elastic,  or,  in  other  words,  it  is  always  striving  to  attain  a  greater 
volume  ;  this  tendency  to  indefinite  expansion  is  the  chief  property  by  which 
gases  are  distinguished  from  liquids. 

Matter  assumes  the  solid,  liquid,  or  gaseous  form  according  to  the  rela- 
tive strength  of  the  cohesive  and  repulsive  forces  exerted  between  theii 
molecules.   In  liquids  these  forces  balance ;  in  gases  repulsion  preponderates. 

By  the  aid  of  pressure  and  of  low  temperatures,  the  force  of  cohesion 
may  be  so  far  increased  in  many  gases  that  they  are  readily  converted  into 
liquids,  and  we  know  now  that  with  sufficient  pressure  and  cold  they  may  all 
be  liquefied.  On  the  other  hand,  heat,  which  increases  the  vis  znva  of  the 
molecules,  converts  liquids,  such  as  water,  alcohol,  and  ether,  into  the  aSrifbrxn 
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sale  b  which  (hey  obey  all  the  laws  of  gases.  The  aeriform  state  of  liquids 
is  known  by  the  name  of  vapour ;  while  gases  are  bodies  which,  under  ordi- 
luiy  lonperature  and  pressure,  remain  in  the  aeriform  state. 

Id  describing  exclusively  the  properties  of  gases  we  shall,  for  obvious 
reasoos,  refer  to  atmospheric  air  as  their  type. 

153.  axpABalbUitT  of  pMoB. — This  property  of  gases,  their  tendency  to 
issuow  continually  a  greater  volume,  is  exhibited  by  means  of  the  following 

;  experiment : — A  bladder,  closed  by  a  stop- 
cock and  about  half  fiill  of  air,  is  placed  under 
Uw  receiver  of  the  air-pump  (fig.  137),  and  a 
nnium  is  produced,  on  which  the  bladder 
immediately  distends.  This  arises  from  the 
ba  that  the  molecules  of  air  flying  about  in 

'  ill  diiectioDs  (293)  press  against  the  sides 

I  of  tbe  bladder.     Under  ordinary  conditions, 

;  ibis  internal  pressure  is  counterbalanced  by 

i  Ibc  air  m  the  receiver,  which  exerts  an  equal 

[  ind  contiaiy  pressure.     But  when  this  pres- 

'  sore  is  removed,  by  exhausting  the  receiver, 

I  thelntem^  pressure  becomes  evident.  When 

'  lir  is  admitted  into  the  receiver,  the  bladder 
tcsmnes  its  original  form. 

[54.  CanpresBtblUtr  of  caaes. — The 
ampressibility  of  gases  is  readily  shown  by 
^piuumaiic  syringe  (fig.  138).     This  con-  ^-^  ,j^_ 

sins  of  a  stout  glass  tube  closed  at  one  end, 

Bid  provided  with  a  tight-fittiog  solid  piston.  When  the  rod  of  the  piston  is 
;wssed  it  moves  down  in  the  tube,  and  the  air  becomes  compressed  into  a 
BBaller  volume ;  but  as  soon  as  the  force  is  removed  the  air  regains  its 
Kiginal  volume,  and  the  piston  rises  to  its  former  position. 


■5J-  'Velcht  of  raaoa.— From  their  extreme  fluidity  and  expansibility, 
pses  seem  to  be  uninfluenced  by  the  force  of  gravity  :  they  nevertheless 
P*Mess  weight  like  solids  and  liquids.  To  show  this,  a  glass  globe  of  3  or  4 
("arts' capacity  is  taken  (fig.  139),  the  neck  of  which  is  provided  with  a  stop- 
Wi,  which  hermetically  closes  it,  and  by  which  it  can  be  screwed  to  the 
phttof  the  air-pump.  The  globe  is  then  exhausted,  and  its  weight  deter- 
>iud  by  means  of  a  delicate  balance.  Air  is  now  allowed  to  enter,  and  the 
(W)*  again  weighed.     The  weight  in  the  second  case  will  be  found  to  be 


Fig.  X39. 
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greater  than  before,  and  if  the  capacity  of  the  vessel  is  known  the  increase 
will  obviously  be  the  weight  of  that  volume  of  air. 

By  a  modification  of  this  method,  and  with  the  adoption  of  certain  pre- 
cautions, the  weight  of  air  and  of  other  gases  has  been  determined.   Perhaps 

the  most  accurate  are  those  of  Regnault,  who  found  that  a 
litre  of  dry  air  at  0°  C,  and  under  a  pressure  of  760  milli- 
metres, weighs  1*293187  gramme.  Since  a  litre  of  water  (or 
1,000  cubic  centimetres)  at  0°  weighs  '999877  gramme,  the 
density  of  air  is  0*00129334  that  of  water  under  the  same 
circumstances  ;  that  is,  water  is  ^^'>i  times  as  heavy  as  air. 
Expressed  in  English  measures,  100  cubic  inches  of  dry  air 
under  the  ordinary  atmospheric  pressure  of  30  in.  and  at  the 
temperature  of  16°  C.  weigh  31  grains  ;  the  same  volume  of 
carbonic  acid  gas  under  the  same  circumstances  weighs 
47*25  grains  ;  100  cubic  inches  of  hydrogen,  the  lightest  of 
all  gases,  weigh  2-14  grains  ;  and  100  cubic  inches  of 
hydriodic  acid  gas  weigh  146  grains. 

1 56.  Vressnre  exerted  by  r**«>* — Gases  exert  on  their 
own  molecules,  and  on  the  sides  of  vessels  which  contain 
them,  pressures  which  may  be  regarded  from  two  points 
of  view.  First,  we  may  neglect  the  weight  of  the  gas  ; 
secondly,  we  may  take  account  of  its  weight.  If  we  neglect 
the  weight  of  any  gaseous  mass  at  rest,  and  only  consider  its 
expansive  force,  it  will  be  seen  that  the  pressures  due  to  this 
force  act  with  the  same  strength  on  all  points,  both  of  the  mass  itself  and  of 
the  vessel  in  which  it  is  contained.  For  it  is  a  necessary  consequence  of  the 
elasticity  and  fluidity  of  gases  that  the  repulsive  force  between  the  molecules 
is  the  same  at  all  points,  and  acts  equally  in  all  directions.  This  principle 
of  the  equality  of  the  pressure  of  gases  in  all  directions  may  be  shown  ex- 
perimentally by  means  of  an  apparatus  resembling  that  by  which  the  same 
principle  is  demonstrated  for  liquids  (fig.  71). 

If  we  consider  the  weight  of  any  gas,  we  shall  see  that  it  gives  rise  to 
pressures  which  obey  the  same  laws  as  those  produced  by  the  weight  of 
liquids.  Let  us  imagine  a  cylinder,  with  its  axis  vertical,  several  miles  high, 
closed  at  both  ends  and  fiill  of  air.  Let  us  consider  any  small  portion  of 
the  air  enclosed  between  two  horizontal  planes.  This  portion  must  sustain 
the  weight  of  all  the  air  above  it,  and  transmit  that  weight  to  the  air  beneath 
it,  and  likewise  to  the  curved  surface  of  the  cylinder  which  contains  it,  and 
at  each  point  in  a  direction  at  right  angles  to  the  surface.  Thus  the  pressure 
increases  from  the  top  of  the  column  to  the  base ;  at  any  given  layer  it 
acts  equally  on  equal  surfaces,  and  at  right  angles  to  them,  whether  they 
are  horizontal,  vertical,  or  inclined.  The  pressure  acts  on  the  sides  of 
the  vessel,  and  on  any  small  surface  it  is  equal  to  the  weight  of  a  column 
of  gas  whose  base  is  this  surface,  and  whose  height  its  distance  from  the 
summit  of  the  column.  The  pressure  is  also  independent  of  the  shape  and 
dimensions  of  the  supposed  cylinder,  provided  the  height  remain  the  same. 
For  a  small  quantity  of  gas  the  pressures  due  to  its  weight  are  quite 
insignificant,  and  may  be  neglected  ;  but  for  large  quantities,  like  the  atmo- 
sphere, the  pressures  are  considerable,  and  must  be  allowed  for. 
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157.  Tbe  atmosphere:  Its  oompoaltton. — ^The  atmosphere  is  the  layer 
of  air  which  surrounds  our  globe  in  every  part  It  partakes  of  the  rotatory' 
motion  of  the  globe,  and  would  remain  fixed  relatively  to  terrestrial  objects 
but  for  local  circumstances,  which  produce  winds,  and  are  constantly  dis- 
turbing its  equilibrium. 

It  is  essentially  a  mixture  of  oxygen  and  nitrogen  gases  ;  its  average 
composition  by  volume  being  as  follows  : — 

Nitrogen 78*49 

Oxygen 20*63 

Aqueous  vapour                      0*84 

Carbonic  acid 0*04 

ICO*  00 

The  carbonic  acid  arises  from  the  respiration  of  animals  from  the  pro- 
cesses of  combustion,  and  from  the  decomposition  of  organic  substances. 
Boussingault  estimated  that  in  Paris  the  following  quantities  of  carbonic 
acid  are  produced  every  24  hours  : — 

By  the  population  and  by  animals  .        .     1 1,895,000  cubic  feet 
By  processes  of  combustion    .        .        .     92,ioi,ocx>        „ 

iio3)996,ooo       „ 

Notwithstanding  this  enormous  continual  production  of  carbonic  acid 
the  composition  of  the  atmosphere  does  not  vary  ;  for  plants  in  the  process 
of  vegetation  decompose  the  carbonic  acid,  assimilating  the  carbon,  and 
restoring  to  the  atmosphere  the  oxygen,  which  is  being  continually  consumed 
in  the  processes  of  respiration  and  combustion. 

158.  Atmosplierto  preesure. — If  we  neglect  the  perturbations  to  which 
tbe  atmosphere  is  subject,  as  being  inconsiderable,  we  may  consider  it 
as  a  fluid  sea  of  a  certain  depth,  surrounding  the  earth  on  all  sides,  and 
exercising  the  same  pressure  as  if  it  were  a  liquid  of  very  small  density. 
Consequently,  the  pressure  on  the  unit  of  area  is  constant  at  a  given  level, 
being  equal  to  the  weight  of  the  column  of  atmosphere  above  that  level 
whose  horizontal  section  is  the  unit  of  area  (99).  It  will  act  at  right  angles 
to  the  surface,  whatever  be  its  position.  It  will  diminish  as  we  ascend,  and 
increase  as  we  descend  from  that  level.  Consequently,  at  the  same  height, 
the  atmospheric  pressures  on  unequal  plane  surfaces  will  be  proportional  to 
the  areas  of  those  surfaces,  provided  they  be  small  in  proportion  to  the 
beight  of  the  atmosphere. 

In  virtue  of  the  expansive  force  of  the  air,  it  might  be  supposed  that  the 
nolecoles  would  expand  indefinitely  into  the  planetary  spaces.  But,  in  pro- 
portion as  the  air  expands,  its  expansive  force  decreases,  and  is  further 
weakened  by  the  low  temperature  of  the  upper  regions  of  the  atmosphere,  so 
that,  at  a  certain  height,  equilibrium  is  established  between  the  expansive 
iorce  which  separates  the  molecules  and  the  action  of  gravity  which  draws 
ibem  towards  the  centre  of  the  earth.  It  is  therefore  concluded  that  the 
atmosphere  is  limited. 

Frwn  the  weight  of  the  atmosphere,  and  its  increase  in  density,  and  from 
the  observation  of  certain  phenomena  of  twilight,  its  height  has  been  esti- 
Daated  at  from  30  to  40  miles.  Above  that  height  the  air  is  extremely  rarefied, 
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and  at  a  height  of  60  miles  it  is  assumed  that  there  is  a  perfect  vacuum.  On 
the  other  hand,  meteorites  have  heen  seen  at  a  height  of  2cx>  miles,  and,  as 
their  luminosity  is  undoubtedly  due  to  friction  against  air,  there  must  be  air 
at  such  a  height.  This  higher  estimate  is  supported  by  observations  made 
at  Rio  Janeiro  on  the  twilight  arc,  by  M.  Liais,  who  estimated  the  height 
of  the  atmosphere  at  between  198  and  212  miles.  The  question  as  to  the 
exact  height  of  the  atmosphere  must  therefore  be  considered  as  still  awaiting 
settlement. 

As  it  has  been  previously  stated  that  loo  cubic  inches  of  air  weigh  31 
grains,  it  will  readily  be  conceived  that  the  whole  atmosphere  exercises  a 
considerable  pressure  on  the  surface  of  the  earth.  The  existence  of  this 
pressure  is  shown  by  the  following  experiments. 

159.  Cmablnc  forc«  of  tbe  «tmoaplt«r«. —  On  one  end  of  a  stout  glass 
cylinder,  about  5  inches  high,  and  open  at  both  ends,  a  piece  of  bladder  is 
tied  quite  air-tight.  The  other  end,  the  edge  of  which  is  ground  and  well 
greased,  is  pressed  on  the  plate  of  the  air-pump  (fig.  140).  As  soon  as  the 
air  in  the  vessel  is  rarefied  by  working  the  air-pump,  the  bladder  is  depressed 
by  the  weight  of  the  atmosphere  above  it,  and  finally  bursts  with  a  loud 
report  caused  by  the  sudden  entrance  of  the  air. 


A 


H*.  1*0.  Fig,  14,.  T-.S.  14a. 

i6a  MaffdebniT  beinlmpiierea. — The  preceding  experiment  only  serves 
to  illustrate  the  downward  pressure  of  the  atmosphere.  By  means  of  the 
Magdeburg  hemispheres  (figs.  141  and  142),  the  invention  of  which  is  due  to 
Otto  von  Guericke,  burgomaster  of  Magdebui^,  it  can  be  shown  that  the 
pressure  acts  in  all  directions.  This  apparatus  consists  of  two  hollow  brass 
hemispheres  of  4  to  4^  inches  diameter,  the  edges  of  which  are  made  to  fit 
tightly,  and  are  well  greased.  One  of  the  hemispheres  is  provided  with  a 
stop-cock,  by  which  itcanbescrewedontotheair-pump.andon  the  other  there 
is  a  handle.    As  long  as  the  hemispheres  contain  air  they  can  be  separated 
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•ithoni  any  difficulty,  for  the  external  pressure  of  the  atmosphere  is  counter- 
balanced by  the  elastic  force  of  the  air  in  the  interior.  But  when  the  air 
b  the  interior  is  pumped  out  by  means  of  the  air-pump,  the  hemispheres 
cannot  be  separated  without  a  powerful  effort ;  and  as  this  is  the  case  in 
vh^ner  position  they  are  held,  it  follows  that  the  atmospheric  pressure  is 
"  n  all  din     ' 


DETEKUINATION  OK  THE  ATMOSPHKRIC  PRESSURli.     BAROMETERS 

161.  ToTTleatU's  «xpertineiit.— The  above  experiments  demonstrate  the 
eiiSence  of  the  atmospheric  pressure,  but  they  give  no  precise  indication 
as  10  its  amount.  The  following  experiment,  which  was  first  made  in  1643, 
by  Torricelli,  a  pupil  of  Galileo,  gives  an 

exact  measure  of  the  weight  of  the  atmo- 
sphere. 

A  glass  tube  is  taken,  about  a  yard 
long  and  a  quarter  of  an  inch  internal 
liiametei  (fig.  143).  Il  is  sealed  at  one 
end,  and  is  quite  filled  with  mercury. 
The  aperture  C  being  closed  by  the 
Aumb,  the  tube  is  inverted,  the  open  end 
placed  in  a  small  mercury  trough,  and 
ibc  thumb  removed.  The  tube  being  in 
iTcrtical  position,  the  column  of  mercury 
bdIcs,  and,  after  oscillating  sonie  time,  it 
finally  comes  to  rest  at  a  height,  A,  which 
It  the  level  of  the  sea  is  about  30  inches 
above  the  mercury  in  the  trough.  The 
nanny  is  raised  in  the  tube  by  the 
fRSsme  of  the  atmosphere  on  the  mer- 
cnrj  in  the  trough.  There  is  no  contrary 
piessure  on  the  mercury  in  the  tube, 
because  it  is  closed  ;  but,  if  the  end  of 
the  tube  be  opened,  the  atmosphere  will 
ptess  equally  inside  and  outside  the  tube, 
Jnd  the  mercury  will  sink  to  the  level  of 
that  ia  the  trough.  It  has  been  shown  in 
Mrostatics  (107)  that  the  heights  of 
tm)  columns  of  liquid  in  communication 
"ilh  each  other  are  inversely  as  their  Y\v  1* 

<lnisities  ;  and  hence  it  follows  that  the 

preswre  of  the  atmosphere  is  equal  to  that  of  a  column  of  mercury  the 
ta^t  of  which  is  30  inches.  If,  however,  the  weight  of  the  atmosphere 
anunishes,  the  height  of  the  column  which  it  can  sustain  must  also  diminish. 

162.  VueiU-a  eipertmenU.— Pascal,  who  wished  to  ascertain  whether 
me  ftrce  which  sustained  the  mercury  in  the  tube  was  really  the  pressure 
"•Ihe atmosphere,  made  the  following  experiments,  (i.)  If  it  were  the  case, 
utt  the  column  of  mercury  ought  to  be  lower  in  proportion  as  we  ascend  in 
4e  atmospheoe.     He  accordingly  requested  one  of  his  relatives  to  repeal 
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Torricelli's  experiment  on  the  summit  of  the  Puy  de  D6me  in  Auvergne. 
This  was  done,  and  it  was  found  that  the  column  of  mercury  was  aboat 
3  inches  lower,  thus  proving  that  it  is  really  the  weight  of  the  atmosphere 
which  supports  the  mercury,  since,  when  this  weight  diminishes  the  height 
of  the  column  also  diminishes,  (ii.)  Pascal  repeated  Torricelli's  experiment 
at  Rouen  in  1646,  with  other  liquids.  He  took  a  tube  closed  at  one  end 
nearly  50  feet  long,  and,  having  filled  it  with  water,  placed  it  vertically  in  a 
vessel  of  water,  and  found  that  the  water  stood  in  the  tube  at  a  height  of 
34  feet ;  that  is,  I3'6  times  as  high  as  mercury.  But,  since  the  mercury  is  13^ 
times  as  heavy  as  water,  the  height  of  the  column -of  water  was  exactly 
equal  to  that  of  a  column  of  mercury  in  Torricelli's  experiment,  and  it  was 
consequently  the  same  force,  the  pressure  of  the  atmosphere,  which  succes- 
sively supported  the  two  liquids.  Pascal's  other  experiments  with  oil  and 
with  wine  gave  similar  results^ 

163.  Jkmoiuit  of  tbe  atmosptaerio  pressure. — Let  us  assume  that  the 
tube  in  the  above  experiment  is  a  cylinder,  the  section  of  which  is  equal  to  a 
square  inch  ;  then,  since  the  height  of  the  column  of  mercury,  in  round  num-    ' 
bers,  is  30  inches,  the  column  will  contain  30  cubic  inches  ;  and  as  a  cubic 
inch  of  mercury  weighs  3433*5  graips  =  0*49  of  a  pound,  the  pressure  of  such 

a  column  on  a  square  inch  of  surface  is  equal  to  147  pounds.  In  round 
numbers,  the  pressure  of  the  atmosphere  is  taken  at  1 5  pounds  on  the  square 
inch.  A  surface  of  a  foot  square  contains  144  square  inches,  and  therefore 
the  pressure  upon  it  is  equal  to  2,160  pounds,  or  nearly  a  ton.  Expressed 
in  the  metrical  system,  the  standard  atmospheric  pressure  at  0°  and  the  sea- 
level  is  760  millimetres,  which  is  equal  to  29*9217  inches  ;  and  a  caJculation 
similar  to  the  above  shows  that  the  pressure  on  a  square  centimetre  is 
=  I  '032896  kilogramme. 

A  gas  or  liquid  which  acts  in  such  a  manner  that  a  square  inch  of  surface    i 
is  exposed  to  a  pressure  of  1 5  pounds  is  called  a  pressure  of  one  atpnosphert. 
If,  for  instance,  the  elastic  force  of  the  steam  of  a  boiler  is  so  great  that  each 
square  inch  of  the  internal  surface  is  exposed  to  a  pressure  of  90  pounds 
(  -6  X  15),  we  say  it  is  under  a  pressure  of  six  atmospheres. 

The  surface  of  the  body  of  a  man  of  middle  size  is  about  16  square  feet; 
the  pressure,  therefore,  which  a  man  supports  on  the  surface  of  his  body  is 
35.560  pounds,  or  nearly  16  tons.     Such  an  enormous  pressure  might  seem   : 
impossible  to  be  borne  ;  but  it  must  be  remembered  that,  in  all  directions^ 
there  are  equal  and  contrary  pressures  which  counterbalance  one  another. 
It  might  also  be  supposed  that  the  effect  of  this  force,  acting  in  all  directions,   ' 
would  be  to  press  the  body  together  and  crush  it.    But  the  solid  parts  of  the 
skeleton  could  resist  a  far  greater  pressure  ;  and  as  to  the  air  and  liquids  \ 
contained  in  the  organs  and  vessels,  the  air  has  the  same  density  as  the  ^ 
external  air,  and  cannot  be  further  compressed  by  the  atmospheric  pressure ; 
and  from  what  has  been  said  about  liquids  (97),  it  is  clear  that  they  are  vir- 
tually incompressible.  When  the  external  pressure  is  removed  from  any  part 
of  the  body,  either  by  means  of  a  cupping-vessel  or  by  the  air-pump,  the 
pressure  from  within  is  seen  by  the  distension  of  the  surface. 

164.  BUrerent  kinds  of  barometers. — The  instruments  used  for  measur- 
ing the  atmospheric  pressure  are  called  barometers.  In  ordinary  barometers 
the  pressure  is  measured  by  the  height  of  a  column  of  mercury,  as  in  Torn- 
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ceOi's  experiment ;  the  barometers  which  we  are  about  to  describe  are  of  this 
kiod.  But  there  are  barometers  without  a.ny  liquid,  one  of  which,  the  aneroid 
(187),  is  remarkable  for  its  simplicity  and  portability. 

165.  Mstorii  iHuvmater. — The  cistern  barometer  consists  of  a  str^ght 
gUss  tube  closed  at  one  end,  about  33  inches  long,  filled  with  mercury,  and 
dipfMiig  into  a  cistern  containing  the  same  metaU  In  _order  to  render  the 
barometer  more  portable,  and  the  variations  of  level  in  the  cistern  less 
perceptible  when  the  mercur>'  rises  or  falls  in  the  tube,  several  difTerent 
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Ibrms  have  been  constructed.  Fig  [44  representsjone  form  of  the  cistern 
barometer.  The  apparatus  is  fixed  to  a  mahogany  stand,  on  the  upper  part 
oT  which  there  is  a  scale  graduated  in  millimetres  or  inches  from  the  level 
of  the  mercury  in  the  cistern  ;  a  movable  index,  t,  Shows  on  the  scale  the 
lenl  of  the  mercury.  A  thermometer  on  one  aide  ot  the  tube  indicates  the 
temperature. 

There  is  one  feuit  to  which  this  barometer  is  liable,  in  common  with  all 
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others  of  the  same  kind.  The  zero  of  the  scale  does  not  always  correspond 
to  the  level  of  the  mercury  in  the  cistern.  For,  as  the  atmospheric  pressure 
is  not  always  the  same,  the  height  of  the  mercurial  column  varies ;  some- 
times mercury  is  forced  from  the  cistern  into  the  tube,  and  sometimes  from 
the  tube  into  the  cistern,  so  that  in  the  majority  of  cases  the  graduation  of 
the  barometer  does  not  indicate  the  true  height.  If  the  diameter  of  the 
cistern  is  large,  relatively  to  that  of  the  tube,  the  error  from  this  source,  which 
is  known  as  the  error  of  capacity^  is  lessened. 

The  height  of  the  barometer  is  the  distance  between  the  levels  of  the 
mercury  in  the  tube  and  in  the  cistern.  Hence  the  barometer  should 
always  be  perfectly  vertical ;  for  if  not,  the  tube  being  inclined,  the  column  of 
mercury  is  elongated  (fig.  145),  and  the  number  read  off  on  the  scale  is  too 
great.  As  the  pressure  which  the  mercury  exerts  by  its  weight  at  the  base 
of  the  tube  is  independent  of  the  form  of  the  tube  and  of  its  diameter  (loi), 
provided  it  is  not  capillary,  the  height  of  the  barometer  is  independent  of 
the  diameter  of  the  tube  and  of  its  shape,  but  is  inversely  as  the  density  of 
the  liquid.  With  mercury  the  mean  height  at  the  level  of  the  sea  is  29-92, 
or,  in  round  numbers,  30  inches ;  in  a  water  barometer  it  would  be  about 
34  feet,  or  10*33  metres. 

In  marine  barometers  the  error  of  capacity  is  got  rid  of  by  graduating  the 
scale,  not  in  the  true  measurements,  but  by  an  empirical  correction  depending 
on  the  relative  diameters  of  the  tube  and  cistern.  Thus  if  a  rise  of  10  mm. 
in  the  tube  produced  a  fall  of  i  mm.  in  the  cistern,  the  true  change  would  not 
be  10  mm.  but  11  mm.  This  is  obviously  allowed  for  by  dividing  the  space 
of  10  mm.  on  the  scale  into  1 1  mm.  The  correctness  of  such  an  instrument 
depends  on  the  accuracy  with  which  the  scale  is  laid  off. 

166.  Fortln**  barometer. — Fortiris  barometer  differs  in  the  shape  of 
the  cistern  from  that  just  described.  The  base  of  the  cistern  is  made  of 
leather,  and  can  be  raised  or  lowered  by  means  of  a  screw ;  this  has  the 
advantage  that  a  constant  level  can  be  obtained,  and  also  that  the  instru- 
ment is  made  more  portable.  For,  in  travelling,  it  is  only  necessary  to 
raise  the  leather  until  the  mercury,  which  rises  with  it,  quite  fills  the  cistern ; 
the  barometer  may  then  be  inclined,  and  even  inverted,  without  any  fear 
that  a  bubble  of  air  may  enter,  or  that  the  shock  of  the  mercury  may  crack 
the  tube. 

Fig.  146  represents  the  arrangement  of  the  barometer,  the  tube  of  which 
is  placed  in  a  brass  case.  At  the  top  of  this  case  there  are  two  longitudinal 
slits  on  opposite  sides,  so  that  the  level  of  the  mercur>',  B,  is  seen.  The 
scale  on  the  case  is  graduated  in  millimetres.  An  index,  A,  moved  by  the 
hand,  gives,  by  means  of  a  vernier,  the  height  of  the  mercury  tof^th  of  a  milli- 
metre.   At  the  bottom  of  a  case  there  is  a  cistern,  ^,  containing  mercury,  0. 

Fig.  147  shows  the  details  of  the  cistern  on  a  larger  scale.  It  consists  of 
a  glass  cylinder,  b,  through  which  the  mercury  can  be  seen  ;  this  is  closed  at 
the  top  by  a  boxwood  disc  fitted  on  the  under  surface  of  the  brass  cover  M. 
Through  this  passes  the  barometer  tube  E,  which  is  drawn  out  at  the  end, 
and  dips  in  the  mercury  ;  the  cistern  and  the  tube  are  connected  by  a  piece 
of  buckskin,  ce^  which  is  firmly  tied  at  r  to  a  contraction  in  the  tube,  and  at  e 
to  a  brass  tubulure  in  the  cover  of  the  cistern.  This  mode  of  closing 
prevents  the  mercury  from  escaping  when  the  barometer  is  inverted,  while 
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the  pores  of  the  leather  transmit  the  atmospheric  pressure.     The  bottom  of 

ibt  cylioder  b  is  cemented  on  a.  boxwood  cyUnder,  zb,  on  a  contraction  in 

■tiicb,  ii,  is  firmly  tied  the  buckskin,  mn,  which  forms  the  base  of  the  cistern. 

Od  (his  skin  is  fastened  a  wooden  button,  x^  which  rests  against  the  end  of 

a  screw,  C.     According  as  this  is  turned  in  one  direction  or  the  other  the 

^in  mn  is  raised  or  lowered,  and  with  it  the  mercury.     In  using  this  baro-   ' 

meter  the  mercury  is  first  made  exactly  level  with  the  point  a,  which  is 

effected  by  turning  the  screw  C  either  in  one  direction  or  the  other.     The 

graduation   of  the  scale  is 

coutiied  from  this  point  a, 

and   thus    the  distance  of 

the  top  B  of  the  column  of 

mercury  from  a   gives   the 

height   of    the   barometer. 

The  bottom  of  the  cistern 

is  surrounded  by  a   brass 

case,  which  is  fastened  to 

the  co\er  M  by  screws,  k, 

k,  k.     We    have    already 

Ken  (165)   the  importance 

of   having    the    barometer 

quite     vertical,     which      is 

effected    by  the    following 

plan,   known    as    Cardaris 

The  metal  case  contain- 
ing the  barometer  is  fixed 
in  a  copper  sheath  X  by 
two  screws,  a  and  b  (fig. 
1*8).  This  is  provided 
»ith  two  axles  (only  one 
of  which,  o,  is  seen  in  the 
figure),  which  turn  freely  in 
two  holes  in  a  ring,  Y.  In 
a  direction  at  right  angles 
la  that  of  the  axles,  00,  the 

ring   has   also    two  similar  p.     _  Fi     1  a 

axles,  m  and  «,  resting  on  '*'  '"'  '*'  '*  ' 

a  sup^n,  Z.  By  means  of  this  double  suspension  the  barometer  can 
Mdllaie  freely  about  the  axes  mrt  and  00,  in  two  directions  at  right  angles  to 
each  other.  But  as  care  is  taken  that  the  point  at  which  these  axes  cross 
corresponds  to  the  tube  itself,  the  centre  of  gravity  of  the  system,  which 
most  always  be  lower  than  the  axis  of  suspension,  is  below  the  point  of  inter- 
section, and  the  barometer  is  thus  perfectly  vertical. 

167.  tHiy-KoMMM'a  •TpbOB  barometer. — The  syphon  barometer  is  a 
bent  glass  tube,  one  of  the  branches  of  which  is  much  longer  than  the  other. 
The  longer  branch,  which  is  closed  at  the  top,  is  filled  with  mercury  as  in  the 
cistern  barometer ;  while  the  shorter  branch,  which  is  open,  serves  as  a 
cistern.    The  difference  between  the  two  levels  is  the  height  of  the  barometer.  ■ 
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Fig.  149  represents  ihe  syphon  barometer  as  modified  by  Gay-Lussac. 
In  order  to  render  it  more  available  fortravelling,  by  preventing  the  entrance 
of  air,  he  joined  the  two  branches  by  a  capillary  tube  (fig,  150) ;  when  the 
instrument  is  inverted  (fig.  151)  the  lube  always  remains  full  in  virtue  of  its 
capillarity,  and  air  cannot  penetrate  into  the  longer  branch.  A  sudden 
■  shock,  however,  might  separate  the  mercury  and  admit  some  air.  To  avoid 
this,  Bunten  introduced  an  ingenious  modification  into  the  apparatus.     The 


I 


longer  branch  is  drawn  out  to  a  fine  point,  and  is  joined  to  a  tube,  B,  of  the 
form  represented  in  fig.  1 52.  This  arrangement  forms  an  air-trap ;  for  if  air 
passes  through  the  capillary  tube  it  cannot  penetrate  the  drawn-out  extremity 
of  the  longer  branch,  but  lodges  in  the  upper  part  of  the  enlargement  B. 
In  this  position  it  does  not  affect  the  observations,  since  the  vacuum  is 
always  at  the  upper  part  of  the  tube  ;  it  is,  moreover,  easily  removed. 

In  the  syphon  barometer  the  shorter  branch  is  closed,  but  there  is  a 
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opilkry  aperture  in  the  side  i,  through  which  the  atmospheric  pressure  is 
mosmitled. 

The  barometric  height  is  determined  by  means  of  two  scales,  »'hich  have 
common  zero  at  O,  towards  the  middle  of  the  longer  branch,  and  are  gra- 
duated in  contrary  directions,  the  one  from  O  to  E,  and  the  other  from  O  to 
B,  cither  on  the  tube  itself,  or  on  brass  rules  fixed  parallel  to  the  tube.     Two 
sliding  verniers,  m  and  n,  indicate  tenths  of  a  millimetre.     The  total  height  of 
ibt  barometer,  A  B,  is  the  sum  of  the  distances  from  O  to  A  and  from  O  to  B. 
Fig.  I  j3  represents  a  very  convenient  mode  of  arranging  the  open  end  of 
■  syphon  barometer  for  transport.     The  quantity  of  mercury  is  so  arranged 
tbit  when  the  Torricellian  space  is  quite  hlled  with  mercury,  by  inclining  the 
tube  the  enlargement  is  just  filled  to  d.     This  is  closed  by  a  carefttlly  titled 
p  toik  Axed  on  the  end  of  a  glass  lube  about  a  millimetre  in  the  clear,  which 
allows  for  the  expansion  of  mercury  by  heat.     When  the  barometer  is  to  be 
used,  the  cork  and  tube  are  raised. 

■68.  ViwMiDtlan*  In  T«f«rfln«e  to  b>T<nn«Mra>— In  constructing  baro- 
meters mercury  is  chosen  in  preference  to  any  other  liquid,  for,  being  the 
densest  of  all  liquids,  it  stands  at  the  least  height.  When  the  mercurial 
barometer  stands  at  30  inches,  the  water  barometer  would  stand  at  about 
y  feet  (165].  It  also  deserves  preference  because  it  does  not  moisten  the 
.glass.  It  is  necessary  that  the  mercury  be  pure  and  free  from  oxide,  other- 
■^K  It  adheres  to  the  glass  and  lamishes  it.  Moreover,  if  it  is  impure,  its 
density  is  changed,  and  the  height  of  the  barometer  is  too  great  or  too  small. 
Mercury  is  purified,  before  being  used  for  barometers,  by  treatment  with 
dilute  nitric  acid,  and  by  distillation. 

The  space  at  the  top  of  the  tube  (figs.  147  and  149),  which  is  called  the 
Torrictllian  ■vacuum,  must  be  quite  free  from  air  and  from  aqueous  vapour, 
for  otherwise  either  would  depress  the  mercurial  column  by  its  elastic  force. 
To  obtain  this  resuh,  a  small  quantity  of  pure  mercury  is  placed  in  the  tube 
ind  boiled  for  some  time.  It  is  then  allowed  to  cool,  and  a  fiirther  quantity, 
previously  warmed,  added,  which  is  boiled,  and  so  on,  until  the  tube  is  quite 
liill;  in  this  manner  the  moisture  and  the  airwhichadhere  tothesidesof  the 
tube  [193)  pass  off  with  the  mercurial  vapour.  A  barometer  tube  should  not 
be  loo  narrow,  for  otherwise  the  mercury  is  moved  with  difficulty  ;  and  before 
reading  off,  the  barometer  should  be  lapped  so  as  to  get  rid  of  the  adhesion 

A  barometer  is  firee  from  air  and  moisture  if,  when  it  is  inclined,  the 
mercury  strikes  with  a  sharp  metallic  sound  against  the  top 
of  the  tube.     If  there  is  air  or  moisture  in  it,  the  sound  is 
(leadened. 

169.  fJonreotloo  for  oaplllarltj.— In  cistern  barometers 
there  is  always  a  certain  depression  of  the  mercurial  column   ^ 
tine  to  capillarity,  unless  the  internal  diameter  of  the  lube 
exceeds  0-8  inch.      To  make   the    correction    due    to   this 
liepression,  it  is  not  enough  to  know  the  diameter  of  the 
tohe ;  we  must  also  know  the  height  of  the  meniscus  od  (fig.         j.|      ~ — 
r}4),  which  varies    according   as   the    meniscus    has  been 
(bnaed  during  an  ascending  or  descending  motion  of  the  mercury  in  the 
lobe.     Consequently,  the  height  of  the  meniscus  must  be  determined  by 
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bringing  the  pointer  to  the  level  ab,  and  then  to  the  level  dy  when  the  differ- 
ence of  the  readings  will  give  the  height,  od,  required.  These  two  terms— 
namely,  the  internal  diameter  of  the  tube  and  the  height  of  the  meniscus- 
being  known,  the  resulting  correction  can  be  taken  out  of  the  following 
table : 


. 

Height  of  sagitta  of  meniscus  in  inches 

Internal 
diameter 

1 

in  inches 

1 

O'OIO 

>     0*0293 

0*015 
00431 

0'020                    0*025 

0*030 
0*0780 

0*035 

0*040 

0-I57 

0-0555            0*0677 

0-0870 

0x3948 

0*236 

o'oi  19 

0*0176 

0*023 '             0*0294 

0*0342 

0-0398 

0*0432 

0-315 

O'oo6o 

o*oo88 

o*oii8  1   0*0144 

0-0175 

0-0196 

0-022I 

0-394 

0*0039 

0*0048 

0*0063  '   0*0078 

0-0095 

OtJIIO 

OX>I25 

0*472 

0-0020 

0*0029 

0*0036      0*0045 

0-0053 

OXX563  ! 

ox»73 

0-550 

o-ooio 

0*0017 

0*0024    :     0*0029 

0*0034 

0*0039 

0*0044 

In  the  syphon  barometer  the  two  tubes  are  of  the  same  diameter,  so 
that  the  error  caused  by  the  depression  in  the  one  tube  very  nearly  corrects 
that  caused  by  the  depression  in  the  other.  As,  however,  the  meniscus  in 
the  one  tube  is  formed  by  a  column  of  mercury  with  an  ascending  motion, 
while  that  in  the  other  is  formed  by  a  column  with  a  descending  motion, 
their  heights  will  not  be  the  same,  and  the  reciprocal  correction  will  not  be 
quite  exact. 

170.  oorr60tion  for  temperature. — In  all  observations  with  barometers, 
whatever  be  their  construction,  a  correction  must  be  made  for  temperature. 
Mercury  contracts  and  expands  with  different  temperatures,  hence  its  densit)' 
changes,  and  consequently  the  length  of  the  barometric  column  for  this  height 
is  inversely  as  the  density  of  the  mercury,  so  that  for  different  atmospheric 
pressures  the  mercurial  column  might  represent  the  same  height  Accordingly, 
in  each  observation  the  height  obser\^ed  must  be  reduced  to  a  determinate 
temperature.  The  choice  of  this  is  quite  arbitrary,  but  that  of  melting  ice  is 
always  adopted  in  practice.  It  will  be  seen  in  the  book  on  Heat  how  this 
correction  is  made. 

171.  Variations  in  tlie.liei§rlit  of  tbe  barometer. — When  the  barometer 
is  observed  for  several  days,  its  height  is  found  to  vary  in  the  same  place, 
not  only  from  one  day  to  another,  but  also  during  the  same  day. 

The  extent  of  these  variations — that  is,  the  difference  between  the  greatest 
and  the  least  height — is  different  in  different  places.  It  increases  from  the 
equator  towards  the  poles.  Except  under  extraordinary  circumstances,  the 
greatest  variations  do  not  exceed  six  millimetres  under  Uie  equator,  30  under 
the  tropic  of  Cancer,  40  in  France,  and  60  at  25  degrees  from  the  pole.  The 
greatest  variations  are  observed  in  winter. 

'the  mean  daily  height  is  the  height  obtained  by  dividing  the  sum  of  24 
successive  hourly  observations  by  24.  In  our  latitudes  the  barometric  height 
at  noon  corresponds  to  the  mean  daily  height. 

The  mean  monthly  height  is  obtained  by  adding  together  the  mean  daily 


-178]     Relation  of  Barometric   Variations  to   Weather  153 

heights  for  a  month  and  dividing  by  30.     The  mean  yearly  height  is  simi- 
lariy  obtained. 

Under  the  equator,  the  mean  annual  height  at  the  level  of  the  sea  is 
0^758,  or  29*84  inches.  It  increases  from  the  equator,  and  between  the 
latitudes  30®  and  40**  it  attains  a  maximum  of  0^763,  or  30*04  inches.  In 
lower  latitudes  it  decreases,  and  in  Paris  it  does  not  exceed  ©"-ysSS. 

The  general  mean  at  the  level  of  the  sea  is  o"76i,  or  29*96  inches. 

The  mean  monthly  height  is  greater  in  winter  than  in  summer,  in  conse- 
quence of  the  cooler  atmosphere. 

Tw-o  kinds  of  variations  are  observed  in  the  barometer  : — ist,  the  acci- 
iefUal  variations^  which  present  no  regularity  ;  they  depend  on  the  seasons, 
the  direction  of  the  winds,  and  the  geographical  position,  and  are  common 
in  our  climates  ;  2nd,  the  daily  variations^  which  are  produced  periodically 
at  certain  hours  of  the  day. 

At  the  equator,  and  between  the  tropics,  no  accidental  variations  are 
obscned ;  but  the  daily  variations  take  place  with  such  regularity  that  a 
barometer  may  serve  to  a  certain  extent  as  a  clock.  The  barometer  sinks 
from  midday  till  towards  four  o'clock;  it  then  rises,  and  reache^its  maximum 
at  about  ten  o^clock  in  the  evening.  It  then  again  sinks,  and  reaches  a 
second  minimum  towards  four  o'clock  in  the  morning,  and  a  second  maxi- 
mum at  ten  o'clock.  In  the  temperate  zones  there  are  also  daily  variations, 
but  they  are  detected  with  difficulty,  since  they  occur  in  conjunction  with 
accidental  variations. 

The  hours  of  the  maxima  and  minima  appear  to  be  the  same  in  all 
climates,  whatever  be  the  latitude ;  they  merely  vary  a  little  with  the  seasons. 

172.  Oanses  of  barometric  ▼ariations.-rit  is  observed  that  the  course' 
of  the  barometer  is  generally  in  the  opposite  direction  to  that  of  the  thermo- 
meter ;  that  is,  that  when  the  temperature  rises  the  barometer  falls,  and  vice 
vtrsA ;  which  indicates  that  the  barometric  variations  at  any  given  place  are 
produced  by  the  expansion  or  contraction  of  the  air,  and  therefore  by  its 
change  in  density.  If  the  temperature  were  the  same  throughout  the  whole 
extent  of  the  atmosphere,  no  currents  would  be  produced,  and  at  the  same 
bdght  atmospheric  pressure  would  be  everywhere  the  same.  But  when 
any  portion  of  the  atmosphere  becomes  warmer  than  the  neighbouring  parts, 
its  specific  gravity  is  diminished,  and  it  rises  and  passes  away  through 
*J»e  upper  regions  of  the  atmosphere,  whence  it  follows  that  the  pressure 
is  diminished  and  the  barometer  falls.  If  any  portion  of  the  atmosphere 
retains  its  temperature,  while  the  neighbouring  parts  become  cooler,  the  same 
effca  is  produced ;  for  in  this  case,  too,  the  density  of  the  first-mentioned 
portion  is  less  than  that  of  the  others.  Hence,  also,  it  usually  happens  that 
an  extraordinary  fall  of  the  barometer  at  one  place  is  counterbalanced  by 
an  extraordinary  rise  at  another  place.  The  daily  variations  appear  to 
result  firom  the  expansions  and  contractions  which  are  periodically  pro- 
<iiiced  in  the  atmosphere  by  the  heat  of  the  sun  during  the  rotation  of  the 
earth. 

173*  Belatfon  of  tmrometrto  variations  to  tbe  state  of  tlie  weatber.— 
It  has  been  observed  that,  in  our  climate,  the  barometer  in  fine  weather  is 
;(eneially  above  30  inches,  and  is  below  this  point  when  there  is  rain,  snow, 
*«nd,  or  storm ;  and  also,  that  for  any  given  number  of  days  at  which  the 
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barometer  stands  at  30  inches  there  are  as  many  fine  as  rainy  days.  From 
this  coincidence  between  the  height  of  the  barometer  and  the  state  of  the 
weather,  the  following  indications  have  been  marked  on  the  barometer, 
counting  by  thirds  of  sm  inch  above  and  below  30  inches  : — 

Height  State  of  the  weather 

Very  dry. 
Settled  weather 
Fine  weather. 
Variable. 
Rain  or  wind. 
Much  rain. 
Tempest. 

In  using  the  barometer  as  an  indicator  of  the  state  of  the  weather,  we 
must  not  forget  that  it  really  only  serves  to  measure  the  weight  of  the  atmo- 
sphere, and  that  it  only  rises  or  falls  as  the  weight  increases  or  diminishes  ; 
and  although  a  change  of  weather  frequently  coincides  with  a  change  in  the 
pressure,  they  are  not  necessarily  connected.  This  coincidence  arises  from 
meteorological  conditions  peculiar  to  our  climate,  and  does  not  occur  every- 
where. Tha^a  fall  in  the  barometer  usually  precedes  rain  in  our  latitudes  is 
caused  by  the  position  of  Europe.  The  prevailing  winds  here  are  the  south- 
west and  north-east  The  former,  coming  to  us  from  the  equatorial  regions, 
are  warmer  and  lighter.  They  often,  therefore,  blow  for  hours  or  even  days 
in  the  higher  regions  of  the  atmosphere  before  manifesting  themselves  on  the 
surface  of  the  earth.  The  air  is  therefore  lighter,  and  the  pressure  lower. 
Hence  a  fall  of  the  barometer  is  a  probable  indication  of  the  south-west 

winds,  which  gradually  extend  downwards,  and,  reach- 
ing ub,  after  having  traversed  large  tracts  of  water,  are 
charged  with  moisture,  and  bring  us  rain. 

The  north-east  blows  simultaneously  above  -and 
below,  but  the  hindrances  to  the  motion  of  the  current 
on  the  earth,  by  hills,  forests,  and  houses,  cause  the 
upper  current  to  be  somewhat  in  advance  of  the  lower 
ones,'  though  not  so  much  so  as  the  south-west  wind. 
The  air  is  therefore  somewhat  heavier  even  before  we 
perceive  the  north-east,  and  a  rise  of  the  barometer 
affords  a  forecast  of  the  occurrence  of  this  wind, 
which,  as  it  reaches  us  after  having  passed  over  the 
immense  tracts  of  dry  land  in  Central  and  Northern 
Europe,  is  mostly  dry  and  fine. 

When  the  barometer  rises  or  sinks  slowly,  that  is, 
for  two  or  three  days,  towards  fine  weather  or  towards 
rain,  it  has  been  found  from  a  great  number  of  observa- 
tions that  the  indications  are  then  extremely  probable. 
Sudden  variations  in  either  direction  indicate  bad 
weather  or  wind. 

174.  Wlieel  barometer. — The  wheel  barometer^ 
which  was  invented  by  Hooke,  is  a  syphon  barometer, 
and  is  especially  intended  to  indicate  good  and  bad  weather  (fig.  155).  In 
the  shorter  leg  of  the  syphon  there  is  a  fioat  which  rises  and  falls  with  the 
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roticury.  A  string  attached  to  this  float  passes  round  a  pulley,  and  at  the 
otbet  end  there  is  a  weight  somewhat  lighter  than  the  float  A  needle  dxed 
to  the  pulley  moves  round  a  graduated  circle,  on  which  is  marked  stortny, 
rain,  set  fair,  &c.  When  the  pressure  varies  the  float  sinks  or  rises,  and 
moves  the  needle  round  to  the  corresponding  points  on  the  scale. 

The  barometers  ordinarily  met  with  in  houses,  and  which  are  called 
vtailur-^asies,  are  of  this  kind.    They  are,  however,  of  little  use,  for  two 
reasons.     The  first  is,  that  they  are  neither  very  delicate  nor  very  accurate 
in  their  indications.    The  second,[which  applies  equally  to  all  barometers,  is 
that  those  commonly  in  use  in  this  country  are  made  in  London,  and  the 
in^cations,  if  they  are  of  any  value,  are  only  so  for 
a  place  of  the  same  level  and  of  the  same  climatic 
conditions  as  London.    Thus  a  barometer  standing 
ai  a  certain  height  in  London  would  indicate  a  certain 
state  of  weather,  but  if  removed  to  Shooter's  Hill  it 
««ild  stand  half  an  inch  lower,  and  would  indicate 
k  different  state  of  weather.    As  the  pressure  differs 
nth  the  level  and  with  geographical  conditions,  it  is 
necessary  to  take  these  into  account  if  exact  data  are 

175.  nzafl  bBTomeMr, — For  accurate  observa- 
tions Renault  uses  a  barometer  the  height  of  which 
he  measures  by  means  of  a  cathetometer  (88).  The 
cistern  (fig.  1 56)  is  of  cast  iron  ;  against  the  frame  on 
■hich  it  is  supported  a  screw  is  fitted,  which  is  pointed 
»■  both  ends,  and  the  length  of  which  has  been  deter- 
mined, once  for  all,  by  the  cathetometer.  To  mea- 
snie  the  barometric  height,  the  screw  Is  turned  until 
'U  point  grazes  the  surface  of  the  mercury  in  the 
lath,  which  is  the  case  when  the  point  and  its  image 
are  in  contact  The  distance  then  from  the  top  of 
tbe  point  to  the  level  of  the  mercury  in  the  tube  *  is 
measured  by  the  cathetometer,  and  this,  together  with 
tbe  length  ot  the  screw,  gives  the  barometric  height 
with  great  accuracy.  This  barometer  has,  moreover, 
tbe  ad\'antage  that,  as  a  tube  an  inch  in  diameter 
lay  be  used,  the  influence  of  capillarity  becomes 
nuppreciable.  Its  construction,  moreover,  is  very 
ample,  and  the  position  of  the  scale  leads  to  no  kind 
rferror,  since  this  is  transferred  to  the  cathetometer. 
Unfcirtonately,  the  latter  instrument  requires  great 
>auracy  in  its  construction,  and  is  expensive. 

176.  Oijearlne  iMwMnetor. — Jordan  constructed 

»  barometer  in  which  the  liquid  used  is  pure  glycerine.  ^'*'  '^ 

T^is  has  the  specific  gravity  1-26,  and  therefore  the 

«jgth  of  the  column  of  liquid  is  rather  more  than  ten  limes  thai  of  mercury ; 
bence  small  alterations  in  the  atmospheric  pressure  produce  considerable 
oscillations  in  the  height  of  the  liquid.  The  tube  consists  ^of  ordinary  com- 
position gas-tubing  about  j  of  an  inch  in  diameter  and  38  feet  or  so  in  length  ; 
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the  lower  end  is  open  apd  dips  in  the  cistern,  which  may  be  placed  in  a  cellar ; 
the  top  is  sealed  to  a  closed  glass  tube  an  inch  iii  diameter,  in  which  the 
fluctuations  of  the  column  are  observed.  This  may  be  arranged  in  an  upper 
story,  and  the  tubing,  being  easily  bent,  lends  itself  to  any  adjustment  which 
the  locality  requires. 

The  vapour  of  glycerine  has  very  low  tension  al  ordinary  temperatures, 
and  is,  therefore,  not  so  exposed  to  such  back  pressures,  varying  with  the 
temperature,  as  is  water.  On  the  other  hand,  it  readily  attracts  moisture 
from  the  air,  whereby  the  density,  and  therewith  the  height  of  the  liquid 
column,  vary.  This  is  prevented  by  covering  the  liquid  in  the  cistern  with  a 
layer  of  paraffin  oil. 

The  '  Philosophical  Magazine,'  vol.  xxx.  Fourth  series,  page  349,  contains 
,1  detailed  account  of  a  method  of  constructing  a  water  baronteter. 

177.  anrKbeBB'  baurometer.-^The  desire  to  amplify  the  small  variations 
which  take  place  in  the  barometer  has  led  to  a  number  of  contrivances,  one 
of  the  best-known  of  which  was  invented  by  Huyghens 
(fig-  '57)- 

The  barometer  tube  a  is  wider  at  the  closed  end  d, 
and  also  at  c,  where  a  liquid  of  smaller  specific  gravity 
than  mercury,  such  as  coloured  water,  is  poured  on 
the  mercury ;  it  fills  the  rest  of  the  tube  f  and  a  portion 
ofrf. 

Suppose  b  and  c  to  have  the  same  diameter,  which  is 
n  times  that  of  d.  When  the  column  of  mercury  in  b 
sinks  through  x  millimetres,  the  level  of  the  mercury  in 
c  rises  just  as  much,  while  the  coloured  liquid  rises  n» 
millimetres,  and  therefore  its  level  is  (n-  i)j- millimetres 
higher.  A  column  of  this  liquid  (n  -  i)x  in  height  has 
the  same  pressure  as  a  column   of  mercury'"""    '^'in 

height,  where  S  is  the  number  expressing  the  ratio  of  the 
specific  gravities  of  mercury  and  the  liquid. 

Accordingly,  when  the  mercury  in  b  sinks  x  milli- 


is  the  height  of  the  column  of  mercury,  which  corre- 
sponds to  the  decrease  of  atmospheric  pressure.     From 

this  we  have 


Thus,  if  the  section  of  the  tubes  b  and  r  is  20  times  that  of  d,  and  if  the 
coloured  liquid  be  water,  we  have 

i3"6y       ^  ij'fir  ^ 

27-2  +  20-1     46-2 


=  o-294>'. 


Accordingly,  when  an  ordinary  barometer  sinks  through  y  millimetres, 
the  mercury  in  b  sinks  0294)'  millimetre,  while  the  coloured  liquid  in  1/ rises 


L 
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2ox2-294v=5*98y.  Whenever,  that  is,  an  ordinary  barometer  sinks  or  rises 
I  millimetre,  the  coloured  liquid  rises  or  sinks  5*98  millimetres,  or  nearly  six 
times  as  much. 

Such  barometers  are  useful  in  cases  where  the  variations  in  the  height  of 
the  barometer,  rather  than  its  actual  height,  are  to  be  observed.  The  scale 
should  be  placed  behind  the  tube  </,  and  two  points,  fbced,  near  the  top  and 
bottom,  by  comparison  with  standard  barometers  ;  the  interval  between  the 
tvo  is  then  suitably  divided. 

17&  Betemiinatlon  of  liei§rtats  by  tbe  barometer.— Since  the  atmo- 
spheric pressure  decreases  as  we  ascend,  it  is  obvious  that  the  barometer 
viU  keep  on  falling  as  it  is  taken  to  a  greater  and  greater  height.  On  this 
depends  a  method  of  determining  the  difference  between  the  heights  of  two 
stations,  such  as  the  base  and  summit  of  a  mountain.  The  method  may  be 
cxptained  as  follows. 

Accwding  to  Boyle's  law  (180),  if  the  temperature  of  an  enclosed  por- 
tion of  air  is  constant,  its  volume  will  vary  inversely  as  the  pressure ; 
that  is  to  say,  if  we  double  the  pressure  we  shall  halve  the  volume. 
But  if  we  halve  the  volume  we  manifestly  double  the  quantity  of  air 
in  each  cubic  inch — that  is  to  say,  we  double  the  density  of  the  air ; 
and  so  on  in  any  proportion.  Consequently  the  law  is  equivalent  to 
this : —  That  for  a  constant  temperature  the  density  of  air  is  proportional 
to  the  pressure  which  it  sustains. 

Now  suppose  A  and  B  (fig.  158)  to  represent  two  stations,  and    fQ 

that  it  is  required  to  determine  the  vertical  height  of  B  above  A,  it 

being  borne  in  mind  that  A  and  B  are  not  necessarily  in  the  same 

▼ertical  line.     Take  P,  any  point  in  AB,  and  Q,  a  point  at  a  small 

distance  above   P.     Suppose  a  pressure  on  a  square   inch   of  the 

atmosphere  at  P  to  be  denoted  by  p^  and  at  Q  let  it  be  diminished  by 

a  quantity  denoted  by  dp.     It  is  clear  that  this  diminution  equals  the 

vdght  of  the  column  of  air  between  P  and  Q,  whose  section  is  one 

square  inch.     But,  since  the  density  of  the  air  is  directly  proportional  FigTxsS 

I  Id/,  the  weight  of  a  cubic  inch  of  air  will  equal  kgp^  where  k  denotes 

I  a  certain  quantity  to  be  determined  presently,  and  g  the  accelerating  force 

I  of  gravity  (79).     Hence,  if  we  denote  PQ  in  inches  by  dx^  the  pressure  will 

;  be  diminished  by  kpg  .  dx,  and  we  may  represent  this  algebraically  by  the 

equation 

kpg .  dx  =  dp. 

By  a  certain  algebraical  process  this  leads  to  the  conclusion  that 

I  where  X  denotes  the  height  of  AB,  and  P  and  Pj  the  atmospheric  pressures 
I  at  A  and  B  respectively,  the  logarithms  being  what  are  called  *  Napierian 
I  logarithms.'  Now,  if  H  and  H^  are  the  heights  of  the  barometer  at  A  and 
i  B  respectively,  the  temperature  of  the  mercury  being  the  same  at  both 
stations,  their  ratio  equals  that  of  P  to  P.,  and  therefore 

X  =  -j-.log!^-. 
kg        H, 
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It  remains  to  determine  k  and  g, 

(i)  Since  the  force  of  gravity  is  different  for  places  in  different  latitudes, 
g  will  depend  upon  the  latitude  (82).  It  is  found  that  if  ^  is  the  accelerating 
force  of  gravity  in  latitude  0,  and /that  force  in  latitude  45®,  then 

^-        / 

*       I  +  0*00256  cos  20' 

where/ has  a  definite  numerical  value. 

(2)  If  f>  is  the  density  of  air  at  a  temperature  of  /°  C,  under  Q,  the  pres- 
sure exerted  by  29*92  inches  of  mercury,  we  shall  have 

But  it  will  be  afterwards  shown  (332)  that  if  pQ  is  the  density  of  air  under 
the  same  pressure  Q  at  o**  C,  we  shall  have 

where  a  represents  the  coefficient  of  expansion  of  gases.    Therefore 

I  +tf/ 

Now  if  cr  is  the  density  of  mercury,  and  if  the  latitude  is  45®,  we  shall 
have 

Q - 29-92.  cr/; 

and  therefore 


kf^^'SX. 


o-       29-92  (I  +tf/) 

But  p.^-^o-  is  the  ratio  which  the  density  of  dry  air  at  a  temperature  0°  C, 

in  latitude  45°,  under  a  pressure  of  29-92  inches  of  mercury,  bears  to  the 

density  of  mercury  at  0°  C,  and  therefore  Po~^o-  is  a  determinate  number. 

Substituting,  we  have 

_  ti 

X  =  2992  in (i  +  0-00256  cos  2^)  (i  +  «^  log  "-. 

Po  H, 

The  value  of  a  is  0-003665,  which  is  nearly  equal  to  ^Hxr-  ^^  we  substitute 
the  proper  values  for  tr-f-p^,,  and  change  the  logarithms  into  common  loga- 
rithms, and  instead  of  /  use  the  mean  of  T  and  Tj,  the  temperatures  at  the 
upper  and  lower  stations,  it  will  be  found  that 

X  (in  feet)  =  60346  (i  +  000256 cos  20)  (  i  +  ^C^ * 'T J\  j^^  H 

which  is  La  Place's  barometric  formula.  In  using  it,  we  must  remember 
that  T  and  Tj  are  temperatures  on  the  Centigrade  thermometer,  and  that  H 
and  H,  are  the  heights  of  the  barometer  reduced  to  o**  C.  Thus  if  k  is  the 
measured  height  of  the  barometer  at  the  lower  station  we  have 

V        6500/ 

If  the  height  to  be  measured  is  not  great,  one  observer  is  enough.     For 
greater  heights  the  ascent  takes  some  time,  and  in  the  interval  the  pressure 
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may  \'ar>'.  Consequently,  in  this  case  there  must  be  two  observers,  one  at 
each  station,  who  make  simultaneous  observations. 

Let  us  take  the  following  example  of  the  above  formula  : — Suppose  that 
in  latitude  65®  N.  at  the  lower  of  the  two  stations  the  height  of  the  barometer 
was  30*025  inches,  and  the  temperature  of  air  and  mercury  \^^'y^  C,  while 
at  the  upper  the  height  of  the  barometer  was  28*230  inches,  and  the  tempera- 
ture of  air  and  mercury  was  io°'55  C.  What  is  the  height  of  the  upper 
station  above  the  lower  ? 

(i)  Find  H  and  H, :  viz. 

H  =30-035(1  -i7^:3?)=  29-94S. 

Hence  log  ■-    =  1*4763243-  1*4500026  «  0*02632 17. 

-2)  Find  1  +?(J.+Ii)  viz.  1*05574. 

1000 

(3)  Find  I  +0*00256  cos  2^. 

Since  0-002 56  cos  1 30**  =  —  0*002  56  cos  50°  =  —  0*00 1 64  5 , 

therefore  i  +  0*00256  cos  2<^  =  -  0*998355. 

Hence  the  required  height  in  feet  equals 

60346  X  0-998355  X  1*05574  X  0*0263217  -  1674. 

If  H  and  H,  do  not  greatly  differ,  the  Napierian  logarithm  of 

!L  =  2"-"' 
H,     h  +  h; 

H  for  instance,  H  =  3o  and  Hi  =  29  inches,  the  resulting  error  would  not 
exceed  the  t^vW  P^^^  of  the  whole.  Accordingly  for  heights  not  exceeding 
2,000  ft.  we  may,  without  much  error,  use  the  formula 

X  (in  feet)  =  52500  (  I  ^  ^C^+Z^i))  x  -^--JJ'. 

V  1000    /       H  +  H, 

179.  Knliliiutiiii**  observatton*. — The  results  obtained  for  the  difference 
in  height  of  places  by  using  the  above  formula  often  differ  from  the  true 
heights  as  measured  trigonometrically,  to  an  extent  which  cannot  be  ascribed 
to  errors  in  observation.  The  numbers  thus  found  for  the  height  of  places 
are  influenced  by  the  time  of  day,  and  also  by  the  season  of  year,  at  which 
they  are  made.  Ruhlmann  has  investigated  the  cause  of  this  discrepancy 
b\*  a  series  of  direct  barometric  and  thermometric  observations  made  at  two* 
difierent  stations  in  Saxony,  and  also  by  a  comparison  of  the  continuous 
series  of  observations  made  at  Geneva  and  on  the  St.  Bernard. 

Ruhlmann  thus  ascertained  that  the  cause  of  the  discrepancy  is  to  be- 
fottnd  in  the  fact  that  the  mean  of  the  temperatures  indicated  by  the  ther- 
mometer at  the  two  stations  is  not  an  accurate  measure  of  the  actual  mean> 
'  temperature  of  the  column  of  air  between  the  two  stations — a  condition  which 
K  assumed  in  the  above  formula.  The  variations  in  the  temperature  of  the 
colomn  of  air  are  not  of  the  same  extent  as  those  indicated  by  the  thermo- 
nieter,  nor  do  they  follow  them  so  rapidly  ;  they  drag  after  them  as  it  were^ 
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If  the  mean  monthly  temperatures  at  the  two  fixed  stations  are  introduced 
into  the  formula,  they  give  in  winter  heights  which  are  somewhat  too  low, 
and  in  summer  such  as  are  too  high.  The  results  obtained  by  introducing 
the  mean  yearly  temperature  of  the  two  stations  are  veiy  near  the  true  ones. 

This  influence  of  temperature  is  most  perceptible  in  individual  oT^serva- 
tion  of  low  heights.  Thus,  using  the  observed  temperatures  in  the  barometric 
formula,  tlie  error  in  height  of  the  Uetliberg  above  Zurich  (about  1,700  feet) 
was  found  to  be  ^  of  the  total,  while  the  height  of  the  St.  Bernard  above 
Geneva  was  found  within  yjy  of  the  true  height. 

The  reason  why  the  thermometers  do  not  indicate  the  true  temperature 
of  the  air  is 'undoubtedly  because  they  are  too  much  influenced  by  radiation 
from  the  earth  and  surrounding  bodies.  The  earth  is  highly  absorbent,  and 
becomes  rapidly  heated  under  the  influence  of  the  sun's  rays,  and  as  rapidly 
cooled  at  night ;  the  air,  as  a  very  diathermanous  body,  is  but  little  heated 
by  the  sun's  rays,  and  on  the  contrary  is  little  cooled  by  radiation  during 
the  night. 


> 
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CHAPTER  II 

MEASUREMENT  OF  THE  ELASTIC  FORCE  OF  GASES 

i8a  Boyle's  law. — The  law  of  the  compressibility  of  gases  was  dis- 
covered by  Boyle  in  1662,  and  afterwards  independently  by  Mariotte  in  1679. 
It  is  in  England  commonly  called  '  Boyle's  Law,'  and  on  the  Continent 
•  Mariotte's  Law.'    It  is  as  follows  : — 

The  temperature  remaining  the  same,  the  volume  of  a  given  quantity  in 
gas  is  inversely  as  the  pressure  which  it  bears. 

This  law  may  be  verified  by  means  of  an  apparatus  devised  by  Boyle 
(fig-  IS9)-  It  consists  of  a  long  glass  tube  fixed  to  a  vertical  support ;  it  is 
<ipcn  at  the  upper  part,  and  the  other  end,  which  is  bent  into  a  short  vertical 
legiis  closed.  On  the  shorter  leg  there  is  a  scale  which  indicates  equal 
capacities ;  the  scale  against  the  long  leg  gives  the  heights.  The  zero  of 
l)oth  scales  is  in  the  same  horizontal  line. 

A  small  quantity  of  mercury  is  poured  into  the  tube,  so  that  its  level  in 
both  branches  is  at  zero,  which  is  effected  without  much  difficulty  after  a  few 
trials  (fig.  159).  The  air  in  the  short  leg  is  thus  under  the  ordinary  atmo- 
spheric pressure  which  is  exerted  through  the  open  tube.  Mercury  is  then 
poured  into  the  longer  tube  until  the  volume  of  the  air  in  the  smaller  tube 
is  reduced  to  one-half ;  that  is,  until  it  is  reduced  from  10  to  5,  as  shown  in 
fig.  i6a  If  the  height  of  the  mercurial  column,  CA,  be  measured,  it  will  be 
found  exactly  equal  to  the  height  of  the  barometer  at  the  time  of  the  experi- 
ment. The  pressure  of  the  column  CA  is  therefore  equal  to  an  atmosphere 
which,  with  the  atmospheric  pressure  acting  on  'the  surface  of  the  column 
at  C,  makes  two  atmospheres.  Accordingly,  by  doubling  the  pressure,  the 
rohime  of  the  gas  has  been  diminished  to  one-half. 

If  mercury  be  poured  into  the  longer  branch  until  the  volume  of  the  air 
is  reduced  to  one-third,  it  will  be  found  that  the  distance  between  the  level 
of  the  two  tubes  is  equal  to  two  barometric  columns.  The  pressure  is  now 
three  atmospheres,  while  the  volume  is  reduced  to  one-third.  Dulong  and 
Petit  have  verified  the  law  for  air  up  to  27  atmospheres,  by  means  of  an 
apparatus  analogous  to  that  which  has  been  described. 

The  law  also  holds  good  in  the  case  of  pressures  of  less  than  one  atmo- 
sphere. To  establish  this,  mercury  is  poured  into  a  graduated  tube  until  it 
is  about  two-thirds  full,  the  rest  being  air.  It  is  then  inverted  in  a  deep 
trough  M  containing  mercury  (fig.  i6i),  and  lowered  until  the  levels  of  the 
mercury  inside  and  outside  the  tube  are  the  same,  and  the  volume  AB  noted. 
The  tube  is  then  raised,  as  represented  in  the  figure,  until  the  volume  of  air 
AC  is  double  that  of  AB  (fig.  162).  The  height  of  the  mercury  in  the  tube 
above  the  mercury  in  the  trough  CD  is  then  found  to  be  exactly  half  the 
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height  of  the  barometric  column.  The  air  whose  volume  is  now  doubled  is 
now  only  under  the  pressure  of  half  an  atmosphere  ;  for  it  is  the  elastic  force- 
of  this  air  which,  added  to  the  weight  of  the  column  CD,  is  equivalent  to  the 
atmospheric  pressure.    Accordingly  the  volume  is  inversely  as  the  pressure. 


In  general,  if  V  be  the  original  volume  of  a  gas  under  the  pressure  P,  and 
V  the  volume  of  the  same  gas  under  another  pressure  P',  wc  have  the  ratio 

V:V'-P':PorVP  =  V'P'. 

This  may  be  expressed  by  saying  that  i^  temperature  of  a  given  mass  of 

gas  being  constant,  the  product  of  pressure  and  volume  is  constant ;  that  is, 

V\  =  const. 

In  the  experiment  with  Boyle's  tube,  as  the  mass  of  air  remains  the 
some,  its  density  must  obviously  increase  as  its  volume  diminishes,  and  vice 
vend.  The  law  may  thus  be  enunciated  ; — '  For  the  same  temperature  the 
density  of  a  gas  is  proportional  to  its  pressure.'  Hence,  as  water  is  773  times 
as  heavy  as  air,  under  a  pressure  of  773  atmospheres  air  would  be  as  dense 
as  water. 
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Boyle's  law  must  not  be  understood  to  mean  that  gases  of  equal  density 
have  equal  elastic  force  ;  different  gases  of  various  densities  have  the  same 
tension  when  they  are  under  the  same  pressure.  A  given  volume  of  hydrogen 
tinder  the  ordinary  atmospheric  pressure  has  the  same  clastic  force  as  the 
same  volume  of  air,  although  the  latter  is  14  limes  as  heavy  as  the  former. 
Since,  for  the  same  volume,  there  are  the  same  number  of  molecules  in  all 
gases,  the  Ughter  molecules  must  possess  a  greater  velocity  in  order  to  exert 
the  same  pressure  as  the  same  number  of  molecules  of  greater  mass. 

181.  SaylA's  l*w  U  only  appro xlmaMly  tme. — Until  within  the  last 
lew  years  Boyle's  law  was  supposed  to  be  absolutely  true  for  all  gases  at  all 
pressures,  but  Despreti: 
obtained  results  incom- 
patible with  the  law.  He 
look  two  graduated  glass 
tabes  of  the  same  length, 
and  filled  one  with  air 
and  the  other  with  the 
gas  to  be  examined. 
These  tubes  were  placed 
in  the  same  mercury 
iTDUgh,  and  the  whole 
ap^nratus  immersed  in  a 
strong  glass  cylinder  tilled 
with  water.  By  means 
of  a  piston  moved  by  a 
screw  which  worked  in  a 
cap  at  the  top  of  a  cylin- 
der the  liquid  could  be 
subjected  to  an  increasing 
pressure,  and  it  could  be 
seen  whether  the  com- 
pression of  the  two  gases 
was  the  same  or  not.  The 
apparatus  resembled  that 
nsed  for  examining  the 
cotDpressibility  of  liquids 
(fig.  64).  In  this  manner 
Despretz  found  that  car- 
bonic acid,  sulphuretted 
hydrogen,  ammonia,  and  . 
cyaDOgen  are  more  com- 
pressible than  air ;  hydro-  Pi^^  ,5j_ 
gat,  which  has  the  same 

compressibility  as  air  up  to  1 5  atmospheres,  is  then  less  compressible.    From 
these  experiments  it  was  concluded  that  the  law  of  Boyle  was  not'general. 

In  some  experiments  on  the  elastic  force  of  vapours,  Dulong  and  Arago 
had  occasion  to  test  the  accuracy  of  Boyle's  law.  The  method  adopted  was 
exactly  that  of  Boyle,  but  the  apparatus  had  gigantic  dimensions. 

The  gas  to  be  compressed  was  contained  in  a  strong  glass  tube,  GF  (fig. 
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163),  about  six  feet  long  and  closed  at  the  top,  G.  The  pressure  was  pro- 
duced by  a  column  of  mercury,  which  could  be  increased  to  a  height  of  65 
feet,  contained  in  a  long  vertical  tube,  KL,  formed  of  a  number  of  tubes 
firmly  joined  by  good  screws,  so  as  to  be  perfectly  tight 

The  tubes  KL  and  GF  were  hermetically  fixed  in  a  horizontal  iron  pipe, 
DE,  which  formed  part  of  a  mercurial  reservoir,  A.  On  the  top  of  this 
reservoir  there  was  a  force-pump,  BC,  by  which  mercury  could  be  forced  into 
the  apparatus. 

At  the  commencement  of  the  experiment  the  volume  of  the  air  in  the 
manometer  (183)  was  observed,  and  the  initial  pressure  determined,  by 
adding  to  the  pressure  of  the  atmosphere  the  height  of  the  mercury  in  K 
above  its  level  in  H.  If  the  level  of  the  mercury  in  the  manometer  had 
been  above  the  level  in  KL,  it  would  have  been  necessary  to  subtract  the 
difference. 

By  means  of  the  pump,  water  was  injected  into  A.  The  mercury,  being^ 
then  pressed  by  the  water,  rose  in  the  tube  GF,  where  it  compressed  the 
air,  and  in  the  tube  KL,  where  it  rose  freely.  It  was  only  then  necessary 
to  measure  the  volume  of  the  air  in  GF ;  the  height  of  mercury  in  KL 
above  the  level  in  GF,  together  with  the  pressure  of  the  atmosphere,  was 
the  total  pressure  to  which  the  gas  was  exposed.  These  were  all  the  elements 
necessary  for  comparing  different  volumes  and  the  corresponding  tempera- 
tures. The  tube  GF  was  kept  cool  during  the  experiment  by  a  stream  of 
cold  water. 

The  long  tube  was  attached  to  a  long  mast  by  means  of  staples.  The 
ndividual  tubes  were  supported  at  the  junction  by  cords,  which  passed 
round  pulleys  R  and  R*,  and  were  kept  stretched  by  small  buckets,  P,  con- 
taining shot.  In  this  manner  each  of  the  thirteen  tubes  having  been  sepa- 
rately counterpoised,  the  whole  column  was  perfectly  free  notwithstanding  its 
weight. 

Dulong  and  Arago  experimented  with  pressures  up  to  27  atmospheres, 
and  observed  that  the  volume  of  air  always  diminished  a  little  more  than  is 
required  by  Boyle's  law.  But  as  these  differences  were  very  small,  they 
attributed  them  to  errors  of  observation,  and  concluded  that  the  law  was 
perfectly  exact,  at  any  rate  up  to  27  atmospheres. 

Regnault  investigated  the  same  subject  with  an  apparatus  resembling 
that  of  Dulong  and  Arago,  but  in  which  all  the  sources  of  error  were  taken 
into  account,  and  the  observations  made  with  remarkable  precision.  Thus, 
starting  with  a  unit  volume  of  gas  under  a  pressure  of  i  metre  of  mercury  in 
order  to  reduce  this  volume  to  one-half,  the  pressure  should  be  two  metres, 
whereas  the  following  were  the  pressures  actually  required ;  air  1*9978  metre ; 
nitrogen  1*9985  ;  carbonic  acid  1*9829;  and  hydrogen  2*01 1.  Similar  results 
were  obtained  at  higher  pressures  ;  thus  to  reduce  air  to  ^  of  its  original 
volume,  a  pressure  of  197 199  m.  was  required  instead  of  20  ;  and  while  car- 
bonic acid  only  required  16705,  hydrogen  required  20-269  metres. 

It  thus  appears  that  with  increasing  pressures  hydrogen  has  a  greater,  and 
the  other  gases  a  smaller,  volume  than  is  required  by  Boyle's  law. 

Very  much  higher  pressures  have  been  employed  in  similar  experiments 
by  Natterer  and  by  Andrews.  Cailletet  used  a  special  apparatus  by 
which  the  pressure  could  be  raised  to  600  atmospheres.     Amagat  made 
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a  remarkable  series  of  experiments  by  a  method  based  on  Boyle's  experiment. 
The  pressure  could  be  applied  directly  by  means  of  mercury  in  a  steel  tube 
about  1,000  feet  in  length,  arranged  in  the  shaft  of  a  deep  coalpit,  and 
suitably  connected  at  the  bottom  with  a  carefully  calibrated  glass  tube.  In 
this  way  pressures  of  as  much  as  400  atmospheres  could  be  applied,  and  the 
temperatures  remained  constant. 

The  general  result  of  these  experiments  is  to  show  that  at  high  pressures 
the  volume  is  greater  than  that  required  by  Boyle's  law,  agreeing  in  this  respect 
with  hydrogen  at  ordinary  pressures.  This  is  well  illustrated  by  the  deport- 
ment of  ethylene  as  given  in  the  following  table,  where  P  is  the  pressure 
in  metres  of  mercury,  and  PV  the  product  of  pressure  into  volume,  which 
according  to  Boyle's  law  should  be  constant 


Pressure  24 

34-8  45-1 

55-4 

64  72   84  134  214 

303 

PV  21-5 

18-4  12*3 

9-8 

9*4  97  107  15*1   22' I 

29-3 

It  will  thus  be  seen  that  the  product  PV  decreases  with  increasing 
pressure  to  a  minimum,  and  then  increases  again  with  the  pressure. 

The  pressure  at  which  this  minimum  of  compressibility  occurs  is  different 
with  different  gases,  as  is  also  the  extent  of  the  deviation  from  the  law. 

At  a  temperature  of  20°  this  minimum  occurs  at  the  following  pressures 
in  metres  of  mercury  :  nitrogen  and  carbonic  oxide  50,  air  and  ethylene  65, 
oxygen  100,  and  marsh  gas  120. 

182.  ViMi  der  HTftaU'  formula. — Under  high  pressures  gases  do  not,  as 
we  have  seen,  follow  Boyle's  law  with  strictness.  In  order  to  account  for  these 
discrepancies  Van  der  Waals  has  introduced  a  modification  into  the  formula 
PV  ^  const.  (180)  which  is  based  on  the  following  considerations.  We  shall 
afterwards  see  (293)  that  Boyle's  law  may  be  deduced  from  the  dynamical 
theory  oi  gases,  which  assumes  that  they  are  made  up  of  infinitely  small 
particles  moving  with  great  velocities  ;  it  is  also  assumed  that  these  particles 
have  no  cohesion  or  specific  attraction  for  each  other,  and  further  that  they  are 
mere  mathematical  points.  Van  der  Waals  takes  account  of  these  limitations. 
He  considers  that  the  cohesion  a^  which  the  particles  possess,  though  small,  has 
a  certain  value,  the  effect  of  which  is  to  add  itself  to  the  pressure  ;  its  force 
will  be  proportional  to  the  number  of  acting  and  attracting  particles,  and 
will  be  directly  proportional  to  the  square  of  the  density,  or  inversely  propor- 
dooal  to  the  square  of  the  volume.  The  other  correction  is  for  the  volume 
of  the  particles  themselves,  b^  which,  though  exceedingly  small,  has  a  certain 
value.  The  pressure  of  a  given  mass  of  gas  being  due  to  the  number  of 
impacts  which  take  place  in  a  given  time,  it  is  clear  that  if  the  particles  have 
a  certain  magnitude  they  must  collide  against  each  other  more  frequently  than 
if  they  are  mere  mathematical  points  ;  the  influence  on  the  formula  will  be 
that  the  volume  V  will  be  diminished  by  an  amount  which  represents  a  multiple 
of  the  molecular  volume,  or  the  space  actually  occupied  by  the  particles. 

The  formula  of  Boyle's  law,  as  thus  modified  by  Van  der  Waals,  becomes 


(P+  ^^{\-b)=  const. 


It  will  thus  be  seen  that  the  two  influences  mentioned  affect  Boyle's  law 
in  opposite  directions.     With  hydrogen,  where  the  molecules  have  little 
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or  no  attraction,  there  is  no  cohesion,  and  accordingly  the  product  PV 
increases  continuously  with  the  pressure,  and  there  is  no  maximum  of  com- 
pressibility. 

With  other  gases  a  has  a  definite  value  ;  at  low  pressures  the  product 
PV  is  less  than  that  required  by  Boyle's  law,  and  the  influence  of  a  pre- 
^  ponderates  ;  but  as  the  pressure  continuously  increases  this 

diminishes  in  comparison  with  the  influence  of  d,  and  the 
product  now  increases,  and  at  high  pressures  the  gases 
behave  as  does  hydrogen  at  low  ones.  Between  these  a 
maximum  compressibility  is  seen,  which  varies  with  diflerent 
gases  according  to  the  values  of  a  and  d  in  each  case. 

Van  der  Waals  deduced  from  the  experimental  results 
obtained  by  Regnault  for  the  condensation  of  various  gases 
and  for  their  expansion  by  heat,  values  for  a  and  d  for  the 
respective  gases,  which  when  introduced  into  the  formula 
satisfactorily  represent  the  numbers  obtained  by  experiment 
Thus  for  d  he  got  0-00069  >*  this  is  confirmed  by  Budde, 
who  obtained  0*0007  by  an  entirely  different  method. 

183.  Manometers. — Manometers  are  instruments  for 
measuring  the  tension  of  gases  or  vapours.  In  all  such  in- 
struments the  unit  chosen  is  the  pressure  of  one  atmosphere, 
or  30  inches  of  mercury  at  the  standard  temperature,  which, 
as  we  have  seen,  is  nearly  1 5  lbs.  to  the  square  inch. 

The  open-air  manometer  consists  of  a  bent  glass  tube  BD 
(fig.  164),  fastened  to  the  bottom  of  a  reservoir  AC,  of  the 
same  material,  containing  mercury,  which  is  connected  with 
the  closed  recipient  containing  the  gas  or  vapour  the  pres- 
sure of  which  is  to  be  measured.  The  whole  is  fixed  on  a 
long  plank  kept  in  a  vertical  position. 

In  graduating  this  manometer,  C  is  left  open,  and  the 
number  i  marked  at  the  level  of  the  mercury,  for  this  repre- 
sents one  atmosphere.  From  this  point  the  numbers  2,  3, 4, 
5,  6,  are  marked  at  each  30  inches,  indicating  so  many  atmo- 
spheres," since  a  column  of  mercury  30  inches  represents  a 
pressure  of  one  atmosphere.  The  intervals,  from  i  to  2,  and 
from  2  to  3,  &c.,  are  divided  into  tenths.  C  being  then 
placed  in  connection  with  a  boiler,  for  example,  the  mercury 
rises  in  the  tube  BD  to  a  height  which  measures  the  tension 
of  the  vapour.  In  the  figure  the  manometer  marks  2  atmo- 
spheres, which  represents  a  height  of  30  inches,  plus  the 
atmospheric  pressure  exerted  at  the  top  of  the  column 
through  the  aperture  D. 

This  manometer  is  only  used  where  the  pressures  do  not  exceed  5  to  6 
atmospheres.  Beyond  this,  the  length  of  tube  necessary  makes  it  very  in- 
convenient, and  the  following  apparatus  is  commonly  used. 

184.  Manometer  wltb  oonipre»eed  air. — The  manometer  with  com- 
pressed air  is  founded  on  Boyle's  law  :  one  form  is  represented  in  fig.  165, 
which  may  be  screwed  into  a  boiler  or  steam-pipe  where  pressure  is  to  be 
measured.    The  pressure  is  transmitted  through  the  opening  a  into  the 
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vessel  containing  mercury,  in  which 
tube,  which  is  screwed  airtight  in  the 

the  "quantity  of  air 


dosed  space  b.  In  this 
dips  the  open  end  of  the 
tubulure. 

In  the  graduation  of  ihi 
contained  in  the  tube  is  such  that  when  the  aperture  A  c 
miniicates  freely  with  the  atmosphere,  the  level  of  the 
meicury  is  the  same  in  the  tube  and  in  the  tubulure. 
Consequently,  at  this  level,  the  number  i  is  marked  on  the 
scale  to  which  the  tube  is  affixed.  As  the  pressure  acting 
through  the  tubulure  A  increases,  the  mercury  rises  in  the 
tube,  until  its  weight,  added  to  the  tension  of  the  compressed 
air,  is  equal  10  the  external  pressure.  It  would  consequently 
be  incorrect  to  mark  two  atmospheres  in  the  middle  of  the 
tube  ;  for,  since  the  volume  of  the  air  is  reduced  to  one-half, 
its  tension  is  equal  to  two  atmospheres,  and,  together  with 
the  weight  of  the  mercury  raised  in  the  tube,  is  therefore 
more  than  two  atmospheres.  The  position  of  the  number  is 
at  such  a  height  that  the  elastic  force  of  the  compressed 
air,  together  with  the  weight  of  the  column  of  mercury  in 
the  tube,  is  equal  to  two  atmospheres.  The  exact  position  of 
the  numbers  2,  3,  4,  &c.,  on  the  manometer  scale  can  only 
be  determined  by  calculation.  Sometimes  this  manometer 
is  made  of  one  glass  tube  ;  the  principle  is  obviously  the 


185.  Valn^wniAMr. — An  interesting  application  of  Boyle's 
law  is  met  with  in  the  volumomeler,  which  is  used  in  deter- 
minations of  the  specific  gravity  of  solids  which  cannot  be 
brought  into  contact  with  water  or  other  liquids.  A  simple 
form  consists  of  a  glass  tube  with  a  cylinder  G  at  the  top 
rfig.  166),  the  edges  of  which  are  carefully  ground,  and  which 
can  be  closed  hermetically  by  means  of  a  ground -glass  plate 
D.  The  lop  being  open,  the  lube  is  immersed  until  the 
level  of  the  mercury  inside  and  outside  is  the  same  ;  this  is 
represented  by  the  mark  Z.  The  apparatus  is  then  closed 
airtight  by  the  plate,  and  is  raised  until  the  mercury  stands 
at  a  height  h,  above  the  level  Q  in  the  bath.  The  original 
\-olume  of  the  enclosed  air  V,  which  was  under  the  pressure  of 
the  atmosphere,  is  now  increased  to  V  +  t',  since  the  pressure 
has  diminished  by  the  height  of  the  column  of  mercury  h. 
Calling  the  pressure  of  the  atmosphere  at  the  time  of  obser- 
ration^,  we  shaU  have  V  -.N  ■^■v  =  b-k  \  b. 

Placing  now  in  the  cylinder  a  body  K,  whose  volume"*  is 
UDknawn,  the  same  operations  are  repeated ;  the  tube  is'raised 
until  the  mercury  again  stands  at  the  same  mark  as  before,  but 
its  height  above  the  bath  is  now  different :  a  second  reading, 
i„is  obtained,  and  we  have  (V-:r)  :  (V-.r)  +  i/  =  *-A,  :  b. 
Combining  and  reducing,  we  get  j-  =  (V-n/)  (i  -  -).  The 
volume  V 


i  constant,  and  is  determined  numerically,  once  for  all,  by 
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making  the  experiment  with  a  substance  of  known  volume,  such  as  a  glass 
bulb. 

This  apparatus,  which  is  also  known  as  the  sterometer,  is  of  great  value 
in  determining  the  gravimetrical  density  of  gunpowder  ;  this  averages  from 
I  ■67  to  I '84,  and  is  thus  materially  different  from  its  apparent  density,  or 
the  weight  of  a  given  volume  compared  with  that  of  an  equal  volume  of 
water,  which  is  from  o'89  to  o'94. 

l36.  Befnanlt'B  bBronwtrio  nuutonietar, — For  measuring  pressures 
.  of  less  than  one  atmosphere,  Regnault  devised  the  following  arrangemeal, 
which  is  a  modification  of  his  fixed  barometer  (fig.  ]$6).  In  the  same  cistern 
dips  a  second  tube  a  of  the  same  diameter,  open  at  both  ends,  and  provided 
at  the  top  with  a  three-way  cock,  one  of  which  is  connected  with  an  air-pump 
and  the  other  with  the  space  to  be  exhausted.  The  further  the  exhaustion 
is  carried  the  higher  the  mercury  rises  in  the  tube  a.  The  difTerencea 
of  level  in  the  tubes  b  and  a  give  the  pressures.  Hence,  by  measuring  the 
height  ab,  by  means  of  the  cathetometer,  the  pressure  in  the  space  that  is 
being  exhausted  is  accurately  given.  This  apparatus  is  also  called  the 
differentiai  barometer. 

187.  Aneroid  barometAr.— This  instrument  derives  its  name  from  the 
circumstance  that  no  liquid  is  used  in  its  construction  {&,  without ;  vi^par, 
moist)     Fig.  1 67  represents  one  of  the  forms  of  these  instruments,  constructed 


Fig.  16;.  ri«.  168. 

by  Casella  ;  it  consists  of  a  cylindrical  metal  box,  exhausted  of  air,  the  top 
of  which  is  made  of  thin  corrugated  metal,  so  elastic  that  it  readily  yields  to 
alterations  in  the  pressure  of  the  atmosphere. 

When  the  pressure  increases,  the  top  is  pressed  inwards  ;  when,  on  the 
contrary,  it  decreases,  the  elasticity  of  the  lid,  aided  by  a  sprintr,  tends  to 
move  it  in  the  opposite  direction.  These  motions  are  transmitted  by  delicate 
multiplying  levers  to  an  index  which  moves  on  a  scale.     The  ir 
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graduated  empirically  by  comparing  its  indications,  under  different  pressures^ 
»ith  those  of  an  ordinary  mercurial  barometer. 

The  aneroid  has  the  advantage  of  being  portable,  and  can  be  constructed 
of  such  delicacy  as  to  indicate  the  difference  in  pressure  between  the  height 
of  an  ordinary  table  and  the  ground.  It  is  hence  much  used  in  detennining 
heights  in  mountain  ascents.  But  it  is  somewhat  liable  to  get  out  of  order, 
especially  when  it  has  been  subjected  to  great  variations  of  pressure ;  and 
its  indications  must  from  time  to  time  be  compared  with  those  of  a  standard 
barometer. 

The  errors  arising  from  the  use  of  the  aneroid  are  mainly  due  to  the  trans- 
mission of  the  motion  of  the  lid  by  the  multipying  arrangement.  Goldschmid 
ofZiirich  devised  a  form  in  which  the  motion  of  the  lid  is  directly  observed. 

Like  that  of  other  aneroids,  the  lid  of  a  box  a  (fig.  168),  in  which  the 
alterations  of  pressure  are  determined,  is  of  fine  corrugated  sheet  metaL  To 
this  is  5xed  a  horizontal  metal  strip  ^,  on  the  front  end  of  which  is  a  small 
square  ^,  acting  as  index.  This  rises  and  falls  with  the  movement  of  the  lid, 
and  indicates  on  a  scale  ^,  on  the  sides  of  the  slit  dd\  alterations  of 
^nssure  in  centimetres.  To  this  strip  a  second  and  more  delicate  one,  r,  is 
feed,  on  the  front  end  of  which  is  also  fixed  an  index  e\  Before  making  an 
cbservation,  the  horizontal  line  of  this  index  is  made  to  coincide  with  that  of 
t :  this  is  effected  by  means  of  a  micrometer  screw  tn^  which  is  raised  or 
bvered  by  the  movable  ring  h  ;  on  the  corresponding  scale  millimetres  and 
tenths  of  a  millimetre  are  read  off.  To  do  this  the  instrument  is  provided 
vith  a  lens,  not  represented  in  the  figure.  There  is  also  a  small  thermo- 
Bieter  / ;  fh>m  its  indications  a  correction  is  made  for  temperature  according 
to  an  empirical  scale  specially  constructed  for  each  instrument. 

18S.  &awB  of  tlie  mizture  of  %%aM%, — If  a  communication  is  opened 
between  two  closed  vessels  containing  gases,  they  at  once  begin  to  mix 
whatever  be  their  density,  and  in  a  longer  or 
shorter  time  the  mixture  is  complete,  and  will 
oiotinue  so  unless  chemical  action  is  set  up. 
The  laws  which  govern  the  mixture  of  gases 
nay  be  thus  stated : — 

I.  The  mixture  takes  place  rapidly  and  is 
hmogeneotis  ;  that  isy  eacA  portion  of  the  mix- 
ture contains  the  two  gases  in  the  same  propor- 

II.  If  the  gases  severally  and  the  mixture 
V  the  same  temperature^  and  if  the  gases 

severally  and  the  mixture  occupy  the  same 
volume,  then  the  pressure  exerted  by  the  mixture 
9nU  equal  the  sum  of  pressures  exerted  by  the 
fsses  severally. 

From  the  second  law  a  very  convenient 
'ivmala  can  be  easily  deduced. 

^*  ^i>  ^»  "^s  •  •  •  •  t)e  the  volumes  of 
Kveral  gases  under  pressure  of/,,/5,/3  .... 
wspcctivdy.  Suppose  these  gases  when  mixed 
to  have  a  volume  V,  under  a  pressure  P,  the  temperatures  being  the  same 
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By  Boyle's  law  we  know  that  v^  will  occupy  a  volume  V  under  a  pressure^/ 
provided  that 

Vp'  =  T/,/j ;  similarly,  Vfi./  -  v^p^ 

and  so  on.     But  from  the  above  law 

therefore  VP  =  t/j/i  +  7/3;^.^  +  t/j/^j  +   .  .  . 

It  obviously  follows  that  if  the  pressures  are  all  the  same,  the  volume  of  the 
mixture  equals  the  sum  of  the  separate  volumes. 

The  first  law  was  shown  experimentally  by  BerthoUet,  by  means  of  an 
apparatus  represented  in  fig.  169.  It  consists  of  two  glass  globes  pro^dded 
with  stopcocks,  which  can  be  screwed  one  on  the  other.  The  upper  globe 
was  filled  with  hydrogen,  and  the  lower  one  with  carbonic  acid,  whi<^ 
has  22  times  the  density  of  hydrogen.  The  globes,  having  been  fixed  to- 
gether, were  placed  in  the  cellars  of  the  Paris  Observatory  and  the  stopcocks 
then  opened,  the  globe  containing  hydrogen  being  uppermost.  Berthollet 
found  after  some  time  that  the  pressure  had  not  changed,  and  that,  in 
spite  of  the  difference  in  density,  the  two  gases  had  become  uniformly  mixed 
in  the  two  globes.  Experiments  made  in  the  same  manner  with  other 
gases  gave  the  same  results,  and  it  was  found  that  the  diffusion  was  more 
rapid  in  proportion  as  the  difference  between  the  densities  was  greater. 

The  second  law  may  be  demonstrated  by  passing  into  a  graduated  tube, 
over  mercury,  known  volumes  of  gas  at  known  pressures.  The  pressure  and 
volume  of  the  whole  mixture  are  then  measured,  and  found  to  be  in  accord- 
ance  with  the  law. 

Gaseous  mixtures  follow  Boyle's  law,  like  simple  gases,  as  has  been 
proved  for  air  (180),  which  is  a  mixture  of  nitrogen  and  oxygen. 

189.  Absorption  of  rA«o>  by  liquids. — Water  and  many  liquids  possess 
the  property  of  absorbing  gases.  Under  the  same  conditions  of  pressure 
and  temperature  a  liquid  does  not  absorb  equal  volumes  of  different  gases. 
At  the  temperature  0°  C.  and  pressure  760  mm.,  one  volume  of  water  dissolves 
the  following  volumes  of  gas  : — 


Nitrogen 

.      0-020 

Sulphuretted  hydrogen 

4*37 

Oxygen 

.     0-041 

Sulphurous  acid  . 

.      7979 

Carbonic  acid 

.     179 

Ammonia     . 

.  1046*63 

From  the  very  great  condensation,  to  which  the  latter  correspond,  it  may  be 
inferred  that  the  gases  in  solution  are  in  the  liquid  state. 

Gases  are  more  soluble  in  alcohol  than  in  water ;  thus  at  o^  C.  alcohol 
dissolves  4*33  volumes  of  carbonic  acid  gas. 

The  whole  subject  of  gas  absorption  has  been  investigated  by  Bunsen. 
The  general  rules  are  the  following  : — 

I.  For  the  same  gas,  the  same  liquid,  and  the  same  temperature,  the 
weight  of  gas  absorbed  is  proportional  to  the  pressure.  This  may  also  be 
expressed  by  saying  that  at  all  pressures  the  volume  dissolved  is  the  same  ; 
or  that  the  density  of  the  gas  absorbed  is  in  constant*  relation  with  that  of 
the  external  gas  which  is  not  absorbed. 

Accordingly,  when  the  pressure  diminishes,  the  quantity  of  dissolved  gas 
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decreases.    If  a  solution  of  gas  be  placed  under  the  air-pump  and  a  vacuum 
OMJed,  the  gas  obeys  its  expansive  force,  and  escapes  with  effervescence. 

II.  The  quajtiity  of  gas  absorbed  decreases  -with  increase  of  the  tempera- 
bin  ;  that  is  to  say,  when  the  elastic  force  of  the  gas  is  greater.  Thus  at 
15°  water  absorbs  only  i  ■oo  of  carbonic  acid. 

III.  The  quantity  of  gas  -which  a  liquid  can  dissolve  is  independent  of 
tit  nature  and  of  the  quantity  of  other  gases  ivhick  it  may  already  hold  in 
tdxiion. 

This  absorption  of  gases  may  be  determined  by  the  absorptiometer 
i^xesented  in  fig.  170,  which  consists  of  a  graduated  measuring  tube,  A, 
CtHuiKted  by  a.  caoutchouc  tube  with  a  tube  of 
equal  diameter,  B.  The  absorption  vessel,  C,  is 
connected  with  A  by  means  of  a  thin  flexible 
apiUary  lead  tube  ;  a  and  b  are  three-way  stop- 
racks,  and  fan  ordinary  one.  The  vessel  C  is  fitted 
ntfa  air.free  liquid,  and  A  with  the  gas,  which,  by 
SKans  of  the  two  three-way  stopcocks,  is  easily 
■tfected.  The  tube  B  is  raised  or  lowered  until 
Ak  leiel  of  the  mercury  is  the  same  as  in  A,  and 
flit  volume  of  gas  is  read  off.  A  is  now  put  in  con- 
■tction  with  C,  and  the  stopcock  c^  having  been 
.l^JCiied,  B  is  raised  so  that  a  determinale  volume 
^rf  liquid  tuas  out.  An  equal  volume  of  the  gas 
:liiea  passes  into  C,  and  the  absorption  proceeds, 
I C  bting  constantly  shaken.  In  order  to  work  at 
tMBiant  temperature,  A  and  C  may  be  surrounded 
iTitater. 

In  every  gaseous  mixture  each  gas  exercises 
fc  same  pressure  as  it  would  if  its  volume  occu- 
p"td  the  whole  space  ;  and  the  total  pressure  is  *'  "'^ 

equal  to  the  sum  of  the  individual  pressures.    When  a  liquid  is  in  contact 
■ith  a  gaseous  mixture,  it  absorbs  a.  certain  part  jOf  each  gas,  but  less  than 


9  *T)u!d  if  the  whole  space  were  occupied  by  each  gas.    The  quantity  of 
'^  gas  dijsolved  is  proportional  to  the  pressure  which  the  unabsorbed  gas 
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exercises  alone.  Fof  instance,  oxygen  forms  only  about  J  the  quantity  of 
air  ;  and  water,  under  ordinary  conditions,  absorbs  exactly  the  same  quantity 
of  oxygen  as  it  would  if  the  atmosphere  were  entirely  formed  of  this  gas 
under  a  pressure  equal  to  \  that  of  the  atmosphere. 

190.  Durnsios  of  TB>e«. —Phenomena  analogous  to  those  of  endosmose 
{140)  are  seen  in  a  high  degree  in  the  case  of  gases.     When  two  different 
gases  are  separated  by  a  porous  diaphragm,  an  interchange  takes  place 
between  ihem,  and  ultimately  the  composition  of  the  gas  on  both  sides  of  the 
diaphragm  is  the  same  ;  but  the  rapidity  with  which  different  gases  diffuse 
into  each  other  under  these  circumstances  varies  considerably.     There  is, 
however,  an  essential  difference  between  the  phenomena  of  endosmose  and 
those  of  diffusion  ;  for  while  the  inequality  in  the  currents  in  the  former  case 
is  due  lo  the  different  attraction  of  the  material  of  the  diaphragm  for  the  con- 
stituents, in  the  diffusion  of  gases  the  nature  of  this  material  has  no  influence  ; 
from   the  smallness  of  the  pores  the  actions 
are  molecular,  and   not   molar,   and   the   rate 
of  interchange  depends  only  on  the  size  of  the 
molecules,  that  is,  on  the  specific  gravities  of  the 
gases.    The  laws  of  the  diffusion  of  gases  were 
investigated  by  Graham.      Numerous  experi- 
ments illustrate  it,  some  of  the  most  interesting 
of  which  are  the  following  :— 

A  glass  cylinder  closed  at  one  end  is  tilled 
with  carbonic  acid  gas,  its  open  end  tied  over 
with  a  bladder,  and  the  whole  placed  under  a 
jar  of  hydrogen.  Diffusion  takes  place  between 
them  through  the  porous  diaphragm,  and  after 
the  lapse  of  a  certain  time  hydrogen  has  passed 
through  the  bladder  into  the  cylindrical  vessel 
in  much  greater  quantity  than  the  carbonic  acid 
vhich  has  passed  out,  so  that  the  bladder  be- 
comes very  much  distended  outwards  (fig.  171). 
If  the  cylinder  be  filled  with  hydrogen  and  the 
bell-jar  with  carbonic  acid,  the  reverse  pheno- 
menon will  be  produced^thc  bladder  will  be 
distended  inwards  (fig.  172). 

A  tube  about  12  inches  long,  closed  at  one 
end  by  a  plug  of  dry  plaster  of  Paris,  is  filled 
with  dry  hydrogenj  and  its  open  end  then  im- 
mersed in  a  mercury  bath.  Diffusion  of  the 
hydrogen  towards  the  air  takes  place  so  rapidly 
■hat  a  partial  vacuum  is  produced,  and  mercury 
rises  in  the  tube  to  a  height  of  several  inches 
'"'  (fig.  173).     If  several  such  tubes  are  filled  with 

diflerent  gases,  and  allowed  to  diffuse  into  the  air  in  a  similar  manner,  in  the 
same  time,  different  quantities  of  the  various  gases  will  difluse,  and  Graham 
found  that  the  law  regulating  these  diffusions  is  that  the  force  of  diffusion  is 
im'crstly  as  the  square  roots  of  the  densities  of  gases.  Thus,  if  two  vessels 
of  eqiwl  capacity,  containing  oxygen  and  hydrogen,  be  separated  by  a  porous 
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pfng;,  diffiision  takes  place  \  and  after  the  lapse  of  some  time,  for  every  one 
pulofoxyfren  which  has  passed  into  the  hydrogen,  four  parts  of  hydrc^en 
havt  pasxd  into  the  oxygen.  Now,  the  density  of  hydrogen  being  i,  that 
(^mygenis  16;  hence  the  force  of  diffusion  is  inversely  as  the  square  roots 
rf  tbiue  numbers.  It  is  four  times  as  great  in  the  one  which  has  ^^  the 
(loisitr  of  the  other. 

Let  the  stem  of  an  ordinary  tobacco  pipe  be  cemented,  so  that  its  ends 
project,  b  an  outer  glass  tube,  which  can  be  connected  with  an  air-pump 
andthus  exhausted.  On  allowing  then  a  slow  current  of  air  to  enter  one 
tad  of  the  pipe,  its  nitrogen  diffuses  more  rapidly  on  its  way  through  the 
porous  pipe  than  the  heavier  oxygen,  so  that  the  gas  which  emeiges  at  the 
Mber  end  of  the  porous  pipe,  and  which  can  be  collected,  is  richer  in 
n(Jgen,aiid  by  repeating  the  operation  on  the  gas  which  has  passed  through, 
lie  proportion  of  oxygen  is  so  much  increased  that  the  gas  can  relight  a 
soni-atingiiished  taper.  To  this  process,  in 
^ch  one  gas  can  be  separated  from  another  by 
<lidijsioa,  the  term  almolysis  is  given. 

t^g.l74is  an  excellent  illustration  of  the 
icdoo  of  diflusioD.  A  porous  pot,  A,  such  as  is 
used  Tor  voltaic  celb,  is  fixed  by  means  of  a  cork 
Id  the  glass  tube,  which  contains  water  up  to  the 
Wb,  C,  the  upper  part  containing  air.  When  a 
iukercoDtaining  hydrogen,  B,  is  placed  over  the 
p(it,  the  diffusion  of  the  hydrogen  into  it  is  so 
rapid  that  the  water  is  at  once  driven  down  and 
JM  ouL  When  the  beaker  is  removed,  the  gas 
inside  the  pot  being  richer  in  hydrogen,  now 
diffiiics  out  with  great  rapidity,  and  the  water 
rise;  in  the  tube  much  higher  than  its  original 
Icrd. 

191.  aiaaion  of  raiu. — A  gas  can  only 
9ow&<Hn  one  space  10  another  space  occupied 
%  the  same  gas  when  the  pressure  in  the  one 
is  greater  than  in  the  other.  Effusion  is  the 
torn  applied  to  the  phenomenon  of  the  passage 
of  gases  into  vacuum,  through  a  minute  aperture 
not  much  more  or  less  than  0*01 3  millimetre  in 
diimeter,  in  a  thin  plate  of  metal  or  of  glass  ; 
^  in  a  tube  we  are  dealing  with  masses  of 
gues,  and  friction  comes  into  play,  and  in  a 
^ei  aperture  the  particles  would  strike  against 
one  another,  and  form  eddies  and  whirlpools. 
Tie  velocity  of  the  eRlux  is  measured  by  the 
fotmuk  vm,^2gh,  in  which  k  represents  the  «■  ijs. 

prtWire  under  which  the  gas  flows,  expressed  in  terms  of  the  height  of  a 
colmnn  of  the  gas  which  would  exert  the  same  pressure  as  that  of  the  effluent 
gai  Thus  for  air  under  the  ordinary  pressure  (lowing  into  a  vacuum  the 
picssure  is  equivalent  to  a  column  of  mercury  76  centimetres  high  ;  and  as 
owauy  is  approximately  10,500  times  as  dense  as  air,  the  equivalent  column 
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of  air  will  be  76  x  10,500  =  7,980  metres.  Hence  the  velocity  of  efflux  of  air 
into  vacuum  is  =  >/2  x  9-3  x  7980  =  395-5  metres.  This  velocity  into  vacuum 
only  holds,  however,  for  the  first  moment,  for  the  space  contains  a  continu- 
ally increasing  quantity  of  air,  so  that  the  velocity  becomes  continually 
smaller,  and  is  null  when  the  pressure  on  each  side  is  the  same.  If  the  heig^ht 
of  the  column  of  air  kh^  corresponding  to  the  external  pressure,  is  known,  the 
velocity  may  be  calculated  by  the  formula  v  -  ^/2g  (h-h^). 

For  gases  lighter  than  air  a  greater  height  must  be  inserted  in  the  formula, 
and  for  heavier  gases  a  lower  height ;  and  this  change  must  be  inversely  as 
the  change  of  density.  Hence  the  velocities  of  efflux  of  various  gases  tnust 
be  inversely  as  the  square  roots  of  their  densities.  A  simple  inversion  of  this 
statement  is  that  the  densities  of  two  gases  are  inversely  as  the  squares  of 
their  velocities  of  effusion.  On  this  law  Bunsen  has  based  an  interesting 
method  of  determining  the  densities  of  gases  and  vapours,  which  is  of  great 
service  where  only  small  quantities  of  the  substances  are  available. 

The  gas  in  question  is  contained  (fig.  175)  in  a  glass  tube  A,  closed  at  the 
top  with  a  stopper,  S,  in  the  neck,  B.  In  a  little  enlargement  here  a  platinum 
plate  V  is  fixed,  in  which  is  a  fine  capillary  aperture.  The  tube  is  inserted 
in  a  deep  mercury  trough,  CC,  so  that  the  top  r  of  a  glass  swinmier  D  is  level 
with  the  mercury.  The  stopper  S  having  been  removed,  the  gas  issues 
through  the  capillary  aperture,  and  the  time  is  noted  which  elapses  until  a 
mark  /  in  the  swimmer  is  level  with  the  mercury.  Working  in  this  way  with 
different  gases,  it  is  found  that  the  ratios  of  the  times  of  effusion  are  directly 
as.  the  square  roots  of  tlie  densities^  which  is  another  forai  of  the  above 
statement. 

By  this  method  it  may  often  be  ascertained  whether  a  gas  is  a  mixture 
or  not.  Thus  marsh  gas  (CH^)  has  the  same  specific  gravity  (0*554)  as  a 
mixture  in  equal  volumes  of  dimethyl  (C^H^  sp.  gr.  1*039)  and  hydrog^en 
(sp.  gr.  0*069),  and  would  furnish  the  same  results  on  chemical  analysis. 
But  if  the  composition  of  the  gas  which  had  been  subjected  to  diffusion 
were  examined  in  the  two  cases,  it  would  be  found  that  the  residual  marsh 
gas  would  retain  the  same  composition,  while  that  of  the  mixture  would  be 
different,  for  a  relatively  larger  volume  of  the  specifically  lighter  hydrog^en 
would  have  diffused  out. 

192.  Tranapiratlon  of  rasea. — If  gases  issue  through  long,  fine  capillar^'- 
tubes  into  a  vacuum,  the  phenomenon  is  called  transpiration  ;  and  the  rate 
of  efflux,  or  the  velocity  of  transpiratioriy  is  not  the  same  as  the  rate  of  diffu- 
sion, either  through  a  single  aperture  or  through  a  series  of  fine  capillary 
tubes,  as  in  a  porous  diaphragm. 

This  property  of  gases  may  be  investigated  by  means  of  an  apparatus 
analogous  to  that  represented  in  fig.  131,  and  which  consists  essentially  of 
an  arrangement  by  which  gas  under  known  pressure  is  allowed  to  flow 
through  a  capillary  tube  of  known  length  and  diameter. 

The  volume  which  flows  out  in  a  given  time,  at  the  rate  of  transpiration 
is  represented  by  a  formula  which  is  identical  with  that  for  liquids,  namely* 

ZtjI 

when/  is  the  pressure  of  the  gas  on  entering^  and  p^  that  on  leaving  the 
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opUary  tube  ;  r  is  the  diameter,  and  /  the  length  of  the  tube,  and  7  is  the 
coefficient  of  the  internal  friction  of  gases. 

This  furnishes  an  easy  method  of  determining  the  value  of  I]  in  this  formula, 
as  all  the  other  magnitudes  are  capable  of  direct  accurate  measurement. 
This  is  a  most  important  physical  constant,  as  it  occurs  in  many  formula  by 
which  molecular  magnitudes  are  determined,  such  as  the  length  of  the  mean 
&ee  path  of  gases  (293),  the  number  of  impacts  in  a  second,  and  even  the 
dimensions  of  the  molecules  themselves.  Expressed  in  CGS  units,  the  value 
of  If  for  air  is  o'o,i8. 

193.  A.lisorptliiii  of  fBoaa  Ity  aouaa. — -The  surfaces  of  all  solid  bodies 
eiert  an  attraction  on  the  molecules  of  gases  with  which  they  are  in  contact, 
of  such  a  nature  that  they  become  covered  with  a 
more  or  less  thick  layer  of  condensed  gas.  When  a 
fOKK^  body,  such  as  a  piece  of  charcoal,  which  conse- 
quently presents  an  immensely  increased  surface  in 
proportion  to  its  size,  is  placed  in  a  vessel  of  ammonia 
gas  over  mercury  (lig.  176),  the  great  diminution  of 
Tohime  which  ensues  indicates  that  considerable  quan- 
tities {rfgas  are  absorbed. 

Now,  although  there  is  no  absorption  such  as  arises 
Irom  chemical  combination  between  the  solid  and  the 
(,'as  (as  with  phosphorus  and  ox^en),  still  the  quan- 
liiy  of  gas  afa^rbed  is  not  entirely  dependent  on  the 
ptiTsical  conditions  of  the  solid  body;  it  is  influenced 
in  some  measure  by  the  chemical  nature  both  of  the 
solid  and  the  gas.  Boxwood  charcoal  has  vety  great 
absorptive    power.     The   foUowing   table  gives  the  p-     ,^ 

Tohunes  of  gas,  under  standard  conditions  of  tempera- 
rare  and  pressure,  absorbed  by  one  volume  of  boxwood  charcoal  and  of 
meerschaum  respectively  :— 

Chanul  Mecnchaum 

Ammonia 90  15 

Hydrochloric  acid S;  — 

Sulphurous  acid     .....  65  — 

Sulphuretted  hydrogen 55  Ii 

Carbonic  acid 35  5-3 

Carbonic  oxide 9'4  .      fa 

Oxygen 9-3  i-j 

Nitrogen 7-4  16 

Hydrogen 175  05 

Tlie  absorption  of  gases  is  in  general  greatest  in  the  case  of  those  which  are 
most  easily  liquefied. 

Cocoa-nut  charcoal  is  even  more  highly  absorbent;  it  absorbs  171  of 
ammonia,  73  of  carbonic  acid,  and  108  of  cyanogen  at  the  ordinary  pressure; 
the  amotint  of  absorption  increases  with  the  pressure.  The  absorptive 
power  of  pine  charcoal  is  about  half  as  much  as  that  of  boxwood.  The 
charcoal  made  from  cork  wood,  which  is  very  porous,  is  not  absorbent ; 
oeitber  is  grajriiite.   Platinum,  in  the  finely  divided  form  known  as  platinum 
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sponge,  is  said  to  absorb  250  times  its  volume  of  oxygen  gas.  Many  other 
porous  substances,  such  as  meerschaum,  gypsum,  silk,  &c.,  are  also  hig-hly 
absorbent. 

If  a  coin  be  laid  on  a  plate  of  glass  or  metal,  after  some  time,  when 
the  plate  is  breathed  on,  an  image  of  the  coin  appears.  If  a  figure  is  traced 
on  a  glass  plate  with  the  finger,  nothing  appears  until  the  plate  is  breathed 
on,  when  the  figure  is  at  once  seen.  Indeed,  the  traces  of  an  engraving^ 
which  has  long  lain  on  a  glass  plate  may  be  produced  in  this  way. 

These  phenomena  are  known  as  Moser's  images^  for  he  first  investigated 
them,  although  he  explained  them  erroneously.  The  correct  explanation 
was  given  by  Waidelc,  who  ascribed  them  to  alterations  in  the  layer  of  gas, 
vapour,  and  fine  dust  which  is  condensed  on  the  surface  of  all  solids.  If 
this  layer  is  removed  by  wiping,  on  afterwards  breathing  against  the  surface 
more  vapour  is  condensed  on  the  marks  in  question,  which  then  present 
a  different  appearance  from  the  rest. 

If  a  die  or  a  stamp  is  laid  on  a  freshly  polished  metal  plate,  and  one 
therefore  which  has  been  deprived  of  its  atmosphere,  the  layer  of  vapour 
from  the  coin  will  diffuse  on  to  the  metal  plate,  which  thereby  becomes 
altered;  so  that  when  this  is  breathed  on  an  impression  is  seen. 

Conversely,  if  a  coin  be  polished  and  placed  on  an  ordinary  glass  plate, 
it  will  partially  remove  the  layer  of  gas  from  the  parts  in  contact,  so  that  on 
breathing  on  the  plate  the  image  is  visible. 

194.  Oooluaion  of  ruea. — Graham  found  that  at  a  high  temperature 
platinum  and  iron  allow  hydrogen  to  traverse  them  even  more  readily  than 
does  caoutchouc  in  the  cold.  Thus  while  a  square  metre  of  caoutchouc  0-014 
millimetre  in  thickness  allowed  129  cubic  centimetres  of  hydrogen  at  20^  to 
traverse  it  in  a  minute,  a  platinum  tube  1*1  millimetre  in  thickness  and  of  the 
same  surface  allowed  489  cubic  centimetres  to  traverse  it  at  a  bright  red  heat. 

This  is  probably  connected  with  the  property  which  some  metals,  though 
destitute  of  physical  pores,  possess  of  absorbing  gases  either  on  their  surface 
or  in  their  mass,  and  to  which  Graham  has  applied  the  term  occlusion.  It 
is  best  observed  by  allowing  the  heated  metal  to  cool  in  contact  with  the 
gas.  The  gas  cannot  then  be  extracted  by  the  air-pump,  but  is  disengaged 
on  heating.  In  this  way  Graham  found  that  platinum  occluded  four  times 
its  volume  of  hydrogen ;  iron  wire  0*44  its  volume  of  hydrogen,  and  4*15 
volumes  of  carbonic  oxide  ;  silver,  reduced  from  the  oxide,  absorbed  about 
seven  volumes  of  oxygen,  and  nearly  one  volume  of  hydrogen  when  heated 
to  dull  redness  in  these  gases.  This  property  is  most  remarkable  in  palla- 
dium, which  absorbs  hydrogen  not  only  in  cooling  after  being  heated,  but 
also  in  the  cold.  When,  for  instance,  a  palladium  electrode  is  used  in  the 
decomposition  of  water,  one  volume  of  the  metal  can  absorb  980  times  its 
volume  of  the  gas.  This  gas  is  again  driven  out  on  being  heated,  in  which 
respect  there  is  a  resemblance  to  the  solution  of  gases  in  liquids.  By  the 
occlusion  of  hydrogen  the  volume  of  palladium  is  increased  by  0*09827  of 
its  original  amount,  from  which  it  follows  that  the  hydrogen,  which  under 
ordinary  circumstances  has  a  density  of  0*000089546  that  of  water,  has  here  a 
density  nearly  9,868  times  as  great,  or  about  0*88  that  of  water.  Hence  the 
hydrogen  must  be  in  the  liquid  or  even  solid  state ;  it  probably  forms  thus 
an  alloy  with  palladium,  like  a  true  metal — a  view  of  this  gas  which  is 
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strongly  sapported  by  independent  chemical  considerations.    The  physical 

properties,  too,  in  so  far  as  they  have  been  examined,  support  this  view  of  its 

being  an  alloy. 

The  phenomenon  of  occlusion  may  be  illustrated  by  the  following  experi- 

meni  (fig.  177).      A  platinum  wire,  tc,  is  stretched  between  supports  on  a 

glass   plate  ;    one    end   of   a   palladium 

rm,fg,  is  also  fixed,  the  other  end  of 

which  is  attached  to  the  short  arm  of  a  light 

kver  movable  about  o,  the  long  arm   of 

vhich  is  loaded  with  a  weight  (not  repre- 
sented in  the  figure)  to  keep  the  wire  tight. 

The  platinum  wire  is  connected  with  the 

positive  pole  a,  and  the  palladium  with  the 

negative  pole  rf,  of  a  voltaic  battery,  and 

iht  apparatus  is    partially   immersed   in 

uiduiaied  water ;    the  water  is  thereby 

decomposed   into    its  constituent  gases  ; 

oiygen  is  liberated  in  bubbles  from  the 

pUtinum  wire,  but  there  is  no  visible  dis- 
,  fflgaKement at  the  palladium.    Itbecomes  Fig.  177. 

longer,  however,  as  is  seen   by  the  lever 
;  ioo\ing  downwards-     If  the  current  is  reversed,  the  wire  again  C9ntracts,  and 
'■  iJk  ieier  resumes  its  original  position. 
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CHAPTEK   III 

PRESSURE  OF  BODIES  IN  AIR.      BALLOONS 

195.  AroUmedaa'  prlntilple  appUad  to  ■»«■. — ^The  pressure  exerted 

by  giises  on  bodies  immersed  in  them  is  transmitted  equally  in  all  directions, 

as  has  been  shown  by  the  eKperiment 

with  the  Magdeburg  hemispheres.  It 
therefore  follows  that  all  which  has 
been  said  about  the  equilibrium  of 
bodies  in  liquids  applies  to  bodies  in 
air ;  they  lose  a  part  of  their  weight 
equal  to  that  of  the  air  which  they  dis- 
place. 

The  loss  of  weight  in  air  is  demon- 
strated by  means  of  the  baroscope, 
which  consists  of  a  scalebeam,  at  one 
end  of  which  a  small  leaden  weight 
is  supported,  and  at  the  other  there 
is  a  hollow  copper  sphere  (fig.  178). 
In  the  air  they  exactly  balance  each 
other ;  but  when  they  are  placed 
under  the  receiver  of  an  air-pump, 
and  a  vacuum  is  produced,  the  sphere 
_  sinks,  thereby  showing  that  in  reality 

it  is  heavier  than  the  smaller  leaden 
weight.  Before  the  air  is  exhausted  each  body  is  buoyed  up  by  the  weight 
of  the  air  which  it  displaces.  But  as  the  sphere  is  much  the  larger  of  the 
two,  its  weight  undergoes  most  apparent  diminution,  and  thus,  though  in 
reality  the  heavier  body,  it  is  balanced  by  the  small  leaden  weight.  It  may 
be  proved  by  means  of  the  same  apparatus  that  this  loss  is  equal  to  the 
weight  of  the  displaced  air.  Suppose  the  volume  of  the  sphere  is  10  cubic 
inches.  The  weight  of  this  volume  of  air  is  3'i  grains.  If  now  this  weight 
be  added  to  the  leaden  weight,  it  will  overbalance  the  sphere  in  air,  but  will 
exactly  balance  it  in  vacuo. 

The  principle  of  Archimedes  is  true  for  bodies  in  air  ;  all  that  has  been 
said  about  bodies  immersed  in  liquids  applies  to  them  ;  that  is,  that  when  a 
body  is  heavier  than  air  it  will  sink,  owing  to  the  excess  of  its  weight  over 
the  buoyancy.  If  it  is  as  heavy  as  air,  its  weight  will  exactly  counterbalance 
the  buoyancy,  and  the  body  will  fioat  in  the  atmosphere.  If  the  body  is 
lighter  than  air,  the  buoyancy  of  the  air  will  prevail,  and  the  body  will  rise 
in  the  atmosphere  until  it  reaches  a  layer  of  the  same  density  as  its  own. 
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The  force  01  the  ascent  is  equal  to  the  excess  of  the  buoyancy  over  the  weight 
of  the  body.  This  is  the  reason  why  smoke,  vapours,  clouds,  and  air-balloons 
rise  in  the  air. 

AIR-BALLOONS 

196.  Alr-balloona. — Air-balloons  are  hollow  spheres  made  of  some  light 
impermeable  material,  which,  when  filled  with  heated  air,  with  hydrogen 
gas,  or  with  coal  gas,  rise  in  the  air  by  virtue  of  their  relative  lightness. 

They  were  invented  by  the  brothers  Montgolfier  of  Annonay,  and  the 
first  experiment  was  made  at  that  place  in  June  1 783.  Their  balloon  was  a 
sphere  of  forty  yards  in  circumference,  and  weighed  500  pounds.  At  the 
lower  part  there  was  an  aperture,  and  a  sort  of  boat  was  suspended,  in  which 
fire  was  lighted  to  heat  die  internal  air.  The  balloon  rose  to  a  height  of 
2,200  yards,  and  then  descended  without  any  accident. 

Charles,  a  professor  of  physics  in  Paris,  substituted  hydrogen  for  hot  air. 
He  himself  ascended  in  a  balloon  of  this  kind  in  December  1783.  The  use 
of  hot-air  balloons  was  entirely  given  up  in  consequence  of  the  serious 
accidents  to  which  they  were  liable. 

Since  then  the  art  of  ballooning  has  been  greatly  extended,  and  many 
ascents  have  been  made.  That  which  Gay-Lussac  made  in  1804  was  the 
most  remarkable  for  the  &cts  with  which  it  has  enriched  science,  and  for  the 
height  which  he  attained — 23,000  feet  above  the  sea-level.  At  this  height 
the  barometer  sank  to  12*6  inches,  and  the  thermometer,  which  was  31°  C. 
on  the  ground,  was  9  degrees  below  zero. 

In  these  high  regions  the  dryness  was  such  on  the  day  of  Gay-Lussac's 
ascent,  that  hygrometric  substances,  such  as  paper,  parchment,  &c.,  became 
dried  and  crumpled  as  if  they  had  been  placed  near  the  fire.  The  respira- 
tion and  circulation  of  the  blood  were  accelerated  in  consequence  of  the 
great  rarefaction  of  the  air.  Gay-Lussac's  pulse  made  120  pulsations  in  a 
minute  instead  of  66,  the  normal  number.  At  this  great  height  the  sky  had 
a  very  dark  blue  tint,  and  an  absolute  silence  prevailed. 

One  of  the  most  remarkable  of  ascents  was  made  by  Mr.  Glaisher  and 
Mr.  Coxwell,  in  a  large  balloon  belonging  to  the  latter.  This  was  filled  with 
90,000  cubic  feet  of  coal  gas  (sp.  gr.  0*37  to  0*33) ;  the  weight  of  the  load 
was  600  pounds.  The  ascent  took  place  at  i  P.M.  on  September  5, 1861  ;  at 
L28  they  had  reached  a  height  of  15,750  feet,  and  in  eleven  minutes  after  a 
height  of  21,000  feet,  the  temperature  being  — 10*4*' ;  at  1,50  they  were  at 
26,200  feet,  with  the  thermometer  at-i5'2°.  At  1.52  the  height  attained 
was  29,000  feet,  and  the  temperature-  16°  C.  At  this  height  the  rarefaction 
of  the  air  was  so  great,  and  the  cold  so  intense,  that  Mr.  Glaisher  fainted 
and  could  no  longer  observe.  According  to  an  approximate  estimation  the 
lowest  barometric  height  they  attained  was  7  inches,  which  would  correspond 
to  an  elevation  of  from  36,000  to  37,000  feet. 

197.  OoBstmetlon  aad  maaavement  of  balloons. — A  balloon  (fig.  179) 
is  made  of  long  bands  of  silk  sewed  together  and  covered  with  caoutchouc 
▼amish,  which  renders  it  air-tight.  At  the  top  there  is  a  safety-valve  closed 
by  a  spring,  which  the  aeronaut  can  open  at  pleasure  by  means  of  a  cord. 
A  light  wickerwork  boat  is  suspended  by  means  of  cords  to  a  network  which 
entirely  covers  the  balloon. 

N  2 
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A  balloon  of  the  ordinary  dimensions,  which  can  carry  three  persons,  is 
about  i6  yards  high,  12  yards  in  diameter,  and  its  volume,  when  it  is  quite 
full,  is  about  680  cubic  yards.  The  balloon  itself  weighs  200  pounds  ;  the 
accessories,  such  as  the  rope  and  boat,  100  pounds. 

The  balloon  is  filled  either  with  hy- 
drogen or  with  coal  gas.  Although  the 
latter  is  heavier  than  the  former,  it  is 
generally  preferred,  because  it  is  cheaper 
and  more  easily  obtained,  ll  is  passed 
into  the  balloon  from  the  gas  reservoir 
by  means  of  a  flexible  tube.  It  is  im- 
portant not  to  lill  the  balloon  quite 
iiill,  for  the  atmospheric  pressure  dimi- 
nishes as  it  rises,  and  the  gas  inside, 
expanding  in  consequence  of  its  elastic 
force,  tends  to  burst  it.  It  is  suffi- 
cient for  the  ascent  if  the  weight  of 
the  displaced  air  exceeds  that  of  the 
balloon  by  8  or  lo  pounds.  And  this 
force  remains  constant  so  long  as  the 
balloon  is  not  quite  distended  by  the 
dilatation  of  the  air  in  the  interior.  If 
the  atmospheric  pressure,  for  example, 
has  diminished  to  one-half,  the  gas  in  the 
balloon,  according  to  Boyle's  law,  has 
doubled  its  volume.  The  volume  of  the 
air  displaced  is  therefore  twice  as  great  ; 
but  since  its  density  has  become  only 
one-half,  the  weight,  and  consequently 
the  upward,  buoyancy,  are  the  same. 
When  once  the  balloon  is  completely 
dilated,  if  it  continues  to  rise,  the  force  of 
the  ascent  decreases,  for  the  volume  of 
the  displaced  air  remains  the  same,  but 
its  density  diminishes,  and  a  lime  arrives 
at  which  the  buoyancy  is  equal  to  the 
weight  of  the  balloon.  The  balloon  can 
now  only  take  a  horiionlal  direction, 
Fig.  in.  carried  by  the  currents  of  air  which  prevail 

in  the  atmosphere.  The  aeronaut  knows 
by  the  barometer  whether  he  is  ascending  or  descending,  and  by  the  same 
means  he  determines  the  height  which  he  has  reached.  A  long  flag  fixed 
to  the  boat  would  indicate,  by  the  position  it  takes  either  above  or  below, 
whether  the  balloon  is  descending  or  ascending. 

When  the  aeronaut  wishes  to  descend,  he  opens  the  valve  at  the  top  of 
the  balloon  by  means  of  the  cord,  which  allows  gas  to  escape,  and  the 
balloon  sinks.  If  he  wants  to  descend  more  slowly,  or  to  rise  again,  he 
empties  out  bags  of  sand,  of  which  there  is  an  ample  supply  in  the  car.  The 
descent  is  focilitated  by  means  of  a  grappling-iron  fixed  to  the  boat.    When 
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once  this  is  fixed  to  any  obstacle,  the  balloon  is  lowered  by  pulling  the 

The  only  practical  applications  which  air-balloons  have  hitherto  had 
have  been  in  military  reconnoitring.     At  the  battle  of  Fleurus,  in   1794,  a 
captive  balloon — that  is,  one  held  by  a.  rope — was  used,  in  which  there  was 
ao  observer  who  reponed  the  movements  of  the  enemy  by  means  of  signals. 
At  the  battle  of  Solferino  the  movements  and  dispositions  of  the  Austrian 
troops  were  watched  from  a  captive  balloon ;  and  in  the  war  in  America 
balloons  were  frequently  used,  while  their  importance  during  the  siege  of 
Paris  will  not  have  been  forgotten.    The  whole  subject  of  military  ballooning 
*as  treated  in  two  pafiers  by  Col.  Grover  and  by  Col.  Beaumont,  in  a 
i-otume  of  the  Professional  Papers  of  the  Royal  Engineers  \  and  experiments 
ire  in  progress  at  Woolwich  and  at  AJdershot,  with  a  view  of  ascertaining 
the  most  practical  means   of  inflating  balloons,  and  the  best  form  and 
,  equipment    for   service  in  the 
&ld.    It  has  been  proposed  to 
'  Hie  captive  balloons  for  obser- 
is  on  the  changes  of  tem- 
perature in  the  air,  &c.     Air- 
ins  can  only  be  truly  useful 
>hen  they  can  be  guided,  and 
IS  yet  all  attempts  made  with 
ew  have  completely  failed. 
There  is  no  other   course    at 
present  than  to  rise  in  the  air 
muil  there  is  a  current  which 
norc  or  less  the  desired 
direction.      Unfortunately,   the 
CErreDts  in  the  higher  regions 
of  the  atmosphere  are  variable 
»nd  irregular. 

98.  VarAcliaM. — The  ob- 
ject of  the  parachute  is  to  allow 
tile  aenmaut  to  leave  the  bal- 
loon, by  giving  him  the  means 
«*  lessening  the  rapidity  of  his 
descent  It  consists  of  a  large 
Omilar  piece  of  cloth  (fig.  t8o), 
^wit  16  feet  in  diameter,  and 
■Mch  by  the  resistance  of  the  Fig.  iSo. 

lit  spreads  out  like  a  gigantic 

'mbtella.  In  the  centre  there  is  an  aperture  through  which  the  air  com- 
Fcsstdhy  therapidity  of  the  descent  makes  its  escape  ;  for  otherwise  oscilla- 
iwii  might  be  produced,  which,  when  communicated  to  the  boat,  would  be 
dangerous. 

In  fig.  179  there  is  a  parachute  attached  to  the  network  of  the  balloon  by 
neans  of  a  cord  which  passes  round  a  pulley,  and  is  fixed  at  the  other  end 
to  the  boat  When  the  cord  is  cut  the  parachute  sinks,  at  first  very  rapidly 
tat  more  slowly  as  it  becomes  distended,  as  represented  in  the  figure. 
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199.  Oalevlatloii  of  tlie  welglit  wlddi  a  bttUoon  mui  raise. — ^To 

calculate  the  weight  which  can  be  raised  by  a  balloon  of  given  dimensions, 
let  us  suppose  it  perfectly  spherical,  and  premise  that  the  formulae  which 

express  the  volume  and  the  superficies  in  terms  of  the  radius  are  V  «  ^— 

S  « 4irR^  ;  V  being  the  ratio  of  the  circumference  to  the  diameter,  llie 
radius  R  being  measured  in  feet,  let  /  be,  in  pounds,  the  weight  of  a 
square  foot  of  the  material  ot  which  the  balloon  is  constructed  ;  let  P 
be  the  weight  of  the  car  and  the  accessories,  a  the  weight  in  pounds  ot 
a  cubic  foot  of  air  at  zero,  and  under  the  presstue  076",  and  a'  the  weight 
of  the  same  volume,  under  the  same  conditions,  of  the  gas  with  which 
the  balloon  is  inflated  (155).    Then  the  total  weight  of  the  envelope  in 

pounds  will  be  ^rtK^p  ;  that  of  the  gas  will  be  -^"^  —  ;  and  that  of  the  dis- 

placed  air  ^-  -^.     If  X  be  the  weight  which  the  balloon  can  support,  we    i 
3  ; 

have 

3  3 

Whence 

X  =  4E^(fl-aO-4wRV-P- 

But,  as  we  have  before  seen  (197),  the  weight  must  be  less  by  8  or  10  pounds    ^ 
than  that  given  by  this  equation,  in  order  that  the  balloon  may  rise.  \ 
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CHAPTER   IV 

APPARATUS  WHICH   DEPEHD  OK  THE  PROPERTIES  OF  t 


2CX).  Alr-pnoBp. — The  air-pump  is  an  instrument  by  which  a  vacuum  can 
iM  produced  in  a  given  space,  or  rather  by  which  air  can  be  greatly  TareRed, 
Am  an  absolute  vacuum  cannot  be  produced  by  its  means.     It  was  invented 


liy  Otto  von  Guericke  in  1650,  a  few  years  after  the 
meter. 

The  air-pump,  as  now  usually  constructed,  may  be  described  as  follows. 
Fig.  181  represents  a  general  view;  fig.  182  a  section,  nnd  ligs.  183-188 
Tarious  parts ;   the'letters  in  all  the  figures  having  everywhere  the  same 


Tbe  base  VGL  is  of  stout  melal,  and  is  firmly  fixed  on  a  table.    At  one 
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end  two  glass  cylinders  or  barrels  are  firmly  cemented,  and  the  two  leather 
pistons  P  and  P'  work  air-tight  in  them.      To  these  pistons  are  attached 

racks  H,  K,  and  b>' 
means  of  a  handle 
MN,  working  about 
a  pinion  X,  the  pis- 
tons P  and  P'  are 
moved  alternately 
up  and  don-n.  On 
the  plate  V  is  fitted 
a  thick  glass  plate 
withaveiy  true  sur- 
face, tn  its  centre 
is  a  screw  tubulure, 
n,  fixed  into  a  con- 
duit, nc,  in  the  base 
of  the  pump,  and 
which  connects  the 
receiver    and     the 

Fig.  183  gives  a 

vertical  section    of 

one  of  the  pistons 

on  a  larger  scale 

It  consists  of  two 

brass  discs,  A  and 

'^'  '  '■  B,    the    latter    of 

which  is  provided  with  a  tubulure  in  which  is  a  screw,  D  ;  this  presses 

together  a  number  of  leather  washers,  very  slightly  larger  than  the  disc. 

The  leather  is  thoroughly  soaked  with  oil,  and  slides  air-tight  in  the  barrels, 

but  with  slight  friction.     D  is  pierced  by  a  channel  which  connects  it  with 

the  outer  air.     Inthecentreof  the  disc  B  is  a  hole,  (',  closed  by  a  metal  valve, 

Z,  which  is  shod  with  cork,  and  by  means  of  a  rod,  e,  is  kept  in  position  in 

the  channel, 

A  valve,  s,  opens  and  closes  the  orifice  of  the  channel  c  which  is  in  con- 
nection with  the  receiver.  It  is  fixed  to  the  end  of  a  rod,  n,  which  moves,  but 
with  friction,  through  the  piston.  Then  when  the  piston  sinks  il  carries  with 
it  the  rod  a,  and  closes  the  orifice.  As  the  piston  rises  it  lifts  the  rod,  but 
only  for  a  small  distance,  for  the  rod  strikes  against  the  lop  of  the  barrel,  and 
the  piston,  continuing  its  upward  motion,  slides  along  the  rod- 

The  stopcock  T  connects  the  receiver  R  with  the  air-pump  gauge  E  (aol), 
while  S  connects  the  receiver  with  the  barrels.  When  the  receiver  has  been 
exhausted  S  is  turned  through  a  quarter,  and  the  vacuum  is  thus  preserved. 
Air  can  be  admitted  by  opening  a  screw,  r,  at  the  top  of  a  channel  in  the 
stopcock  itselC 

The  piston  P'  being  at  the. bottom  of  the  barrel  (fig.  184),  as  the 
handle  is  worked  the  piston  rises,  and  with  it  the  rod  a  and  the  valve  s, 
while  Z  is  closed  by  its  own  weight  and  the  pressure  of  the  air.  A  panial 
s  ci^ted  under  the  piston,  but  the  valve  s  having  opened  up  con- 
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neclion  with  the  receiver  R,  the  air  in  this  expands  and  fills  both  the  receiver 
aitd  the  baireL  When  P'  begins  to  descend,  the  valve  s  is  closed  by  the 
daceni  of  the  rod  a,  the  rarefied  air  in  the  barrel  can  no  longer  return  to 
the  receiver,  it  gets  more  and  more  condensed,  and  its  elastic  force  is  ulti- 
Diately  so  great  as  to  open  the  valve  Z,  and  the  air  under  the  piston  escapes 
by  the  channel  D  into  the  outer  air,  and  thus  the  rarefaction  produced 
in  the  receiver  is  permanent  At  the  second  stroke  of  the  piston  the 
same  phenomenon  is.  repeated,  until  a  limit  is  reached  at  which,  although 
there  is  aJr  in   the    receiver,  its  elastic   force   is   insufficient  to   raise   the 

It  is  clear  that  when  the  rarefaction  has  proceeded  to  a  considerable 
atent,  the  atmospheric  pressure  on  the  top  of  P  will  be  very  great,  but  it  will 


J 


be  very  nearly  balanced  by  the  atmospheric  pressure  on  the  top  of  the  other 
piston.  Consequently,  the  experimenter  will  have  to  overcome  only  the 
difference  of  the  two  pressures.  This  is  the  reason  why  two  barrels  are 
anployed,  a  plan  first  adopted  by  Hawksbee. 

zoi.  Alr-pamp  ritDK*. — When  the  pump  has  been  worked  some  time, 
Ihe  pressure  in  the  receiver  is  indicated  by  the  difference  of  level  of  the 
■nercury  in  the  two  legs  of  a  glass  tube  bent  like  a  syphon,  one  of  which  is 
opened,  and  the  other  closed  like  the  barometer.  This  little  apparatus, 
which  is  called  the  gauge,  is  fixed  to  an  upright  scale  and  placed  under  a 
Hoall  bell-jar,  E,  which  communicates  with  the  receiver  R  by  a  stopcock,  T, 
UBerted  in  the  tube  leading  from  the  orifice  G  to  the  cylinders  (fig.  182), 

Before  commencing  to  exhaust  the  air  in  the  receiver,  its  elastic  force 
caceeda  the  weight  of  the  column  of  mercury  which  is  in  the  closed  branch 
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and  which  consequently  remains  fuU.  But  as  the  pump  is  worked  the 
elastic  force  soon  diminishes,  and  is  unable  to  support  the  weight  of  the 
mercury,  which  sinks  and  tends  to  stand  at  the  same  level  in  both  legs.  If 
an  absolute  vacuum  could  be  produced,  they  would  be  exactly  on  the  same 
level,  for  there  would  be  no  pressure  either  on  the  one  side  or  die  other.  But 
with  the  very  best  machines  the  level  is  always  about  a  thirtieth  of  an  inch 
higher  in  the  closed  branch,  which  indicates  that  the  vacuum  is  not  absolute, 
for  the  elastic  force  of  the  residue  is  equal  to  the  pressure  of  a  column  of 
mercury  of  that  height. 

Theoretically  an  absolute  vacuum  is  impossible ;  for  since  the  volume 
of  each  cylinder  is,  say,  ^  that  of  the  receiver,  only  ^  of  the  air  in  the 
receiver  is  extracted  at  each  stroke  of  the  piston,  and  consequently  it  is  im- 
possible to  exhaust  all  the  air  which  it  contains.  The  theoretical  degree  of 
exhaustion  after  a  given  number  of  strokes  is  easily  calculated  as  follows : — 
Let  a  denote  the  volume  of  the  receiver,  including  in  that  term  the  pipe ; 
d  the  voliune  of  the  cylinder  between  the  highest  and  lowest  positions  of 
the  piston  ;  and  assume,  for  the  sake  of  distinctness,  that  there  is  only  one 
cylinder :  then  the  air  which  occupied  a  before  the  piston  is  lifted  occupies 
a-k-b  after  it  is  lifted  ;  and  consequently  if  d^^  is  the  density  at  the  end  of  the 
first  stroke,  and  d  the  original  density,  we  must  have 

d.^d-'' 


2 


a  +  lf 
If  d.;^  is  the  density  at  the  end  of  the  second  stroke,  we  have 

d,^d,-^=^d(^^S 

Now  this  reasoning  will  apply  to  n  strokes  ; 
consequently,  </„  =//|— ?_-j 

If  there  are  two  equal  cylinders,  the  same  formula  holds  ;  but  in  this 
case,  in  counting  n,  upstrokes  and  downstrokes  equally  reckon  as  one. 

It  is  obvious  that  the  exhaustion  is  never  complete,  since  d  can  be  zero 
only  when  n  is  infinite.  However,  no  very  great  number  of  strokes  is  re- 
quired to  render  the  exhaustion  virtually  complete,  even  if  a  is  several  times 
greater  than  b.  Thus  \{  a-  lob  a  hundred  strokes  will  reduce  the  density 
from  d  to  0*00007// ;  that  is,  if  the  initial  pressure  is  30  inches,  the  pressure  at 
the  end  of  100  strokes  is  0*021  of  an  inch. 

Practically,  however,  a  limit  is  placed  on  the  rarefaction  that  can  be  pro- 
duced by  any  given  air-pump ;  for,  as  we  have  seen,  the  air  becomes  ulti- 
mately so  rarefied  that,  when  the  pistons  are  at  the  bottom  of  the  cylinder, 
its  elastic  force  cannot  overcome  the  pressure  in  the  valves  on  the  inside  of 
the  piston  ;  they  therefore  do  not  open,  and  there  is  no  further  action  of  the 
pump. 

202.  Boable-exliaiuitlon  stopeoek. — By  means  of  this  device  the  ex- 
haustion of  the  air  can  be  carried  to  a  very  high  degree.  Fig.  185  gives  a 
horizontal  section  of  the  stopcock  Q,  which  by  means  of  a  central  channel 
and  two  lateral  ones  forms  a  communication  with   the  receiver  and  the 
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barrels.  When  the  working  ceases,  that  is,  when  Z  no  longer  rises,  a  quarter- 
torn  is  given  to  Q  (fig.  187).  The  connections  are  now  altered,  as  is  seen  from 
the  horizontal  sections  in  figs.  185  and  187,  and  the  vertical  sections  in  figs. 
187  and  188.  The  new  channels  correspond  now  with  those  of  the  base,  and 
the  light  barrel  is  alone  connected  with  the  receiver  by  the  channel  nmc^ 
while  the  left  is  connected  by  an  oblique  channel  in  the  stopcock  with  a 
central  aperture,  5,  in  the  base  of  the  right  barrel. 

The  right  piston  as  it  rises  exhausts  air  from  the  receiver ;  but  when  it 
sinks  the  exhausted  air  is  drawn  into  the  left  barrel  by  the  apertures  0  and 
^  this  latter  being  always  open,  for  the  corresponding  conical  valve  is  raised. 


Fig.  185. 


Fig.  x86. 


^Sm^iSMm: 


Fig.  187. 


Fig.  188. 


^Tien  the  right  piston  rises  that  of  the  left  sinks  ;  but  the  air  below  does 
not  return  to  the  right  barrel,  for  the  orifice  is  now  closed  by  the  conical 
valve.  As  the  right  cylinder  continues  to  exhaust  the  air  in  the  receiver, 
aad  to  force  it  into  the  left  cylinder,  the  air  accumulates  here,  and  ulti- 
mately acquires  sufficient  pressure  to  raise  the  valve  of  the  piston  P',  which 
was  impossible  before  the  stopcock  was  turned,  for  it  is  only  when  the 
▼ahres  in  the  piston  no  longer  open  that  a  quarter  of  a  turn  is  given  to 
the  stopcock.  In  this  way  a  rarefaction  of  half  a  millimetre  has  been 
attained. 

203.  Btaneld**  air-pump. — Bianchi  invented  an  air-pump  which  has 
several  advantages.  It  is  made  entirely  of  iron,  and  it  has  only  one  cylinder, 
wbich  oscillates  on  a  horizontal  axis  fixed  at  its  base,  as  seen  in  fig.  189. 
A  horizontal  shaft,  with  heavy  fly-wheel  V,  works  in  a  frame,  and  is  turned 
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by  a  handle,  M.  A  crank,  m,  which  is  joined  to  the  top  of  the  piston  rod,  is 
fixed  to  the  same  shaft,  and  consequently  at  every  revolution  of  the  wheel 
the  cylinder  makes  two  oscillations. 

In  some  cases,  as  in  that  shown  in  the  figure,  the  crank  and  the  fly-wheel 
are  on  parallel  axes  connected  by  a  pair  of  cog-wheels.  The  modification 
in  the  action  produced  by  this  arrangement  is  as  follows  :  If  the  cog- 
wheel  on  the  former  axis  has  twice  as  many  teeth  as  that  on  the  latter  axis. 


the  pressure  which  raises  the  piston  is  doubled  j  an  advantage  which  is 
counterbalanced  by  the  inconvenience  that  now  the  piston  will  make  one 
oscillation  for  one  revolution  of  the  fly-wheel. 

The  machine  is  double-acting  ;  that  is,  the  piston  PP  (fig.  190)  produces 
a  vacuum,  both  in  ascending  and  descending.  This  is  effected  by  the  fol- 
lowing arrangements  ;— In  the  piston  there  is  a  valve,  b,  opening  upwards 
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as  m  the  ordinary  machine.    The  piston  rod  AA  is  hollow,  and  in  the  inside 

there  is  a  copper  tube,  X,  by  which  the  air  makes  its  escape  through  the  valve 

*.    At  the  top  of  the  cylinder  there 

is  a  second  valve,  a,  opening  up-  ~~ 

wards.    An  iron  rod,  D,  works  with 

gentle  friction   in  the  piston,  and 

tenninates  at  its  ends  in  two  conical 

Talves,  s  and  s',  which  lit  into  the 

openings  of  the  tube  BB  leading  to 

ihe  receiver. 

Let  us  suppose  the  piston  de- 
scends. The  valve  s'  is  then  closed, 
and,  the  valve  i  being  open,  the  air 
gf  the  receiver  passes  into  the  space 
above  the  piston,  while  the  air  in 
Ae  space  below  the  piston  under- 
%ix^  compression,  and,  raising  the 
nhe,  escapes  by  the  tube  X,  which 
CommoDicates  with  the  atmosphere. 
When  the  piston  ascends,  the  ex- 
jbanstion  takes  place  through  s\  and 
ftbe  valve  s  being  closed,  the  com- 
ifressed  air  escapes  by  the  valve  a. 

The  machine  has  a  stopcock  for 
[AnUe  exhaustion,  similar  to  that 

idy  described  (2C«).     It  is  also 

ingenious  manner.     A 

E,  round  the  rod  is  filled  with 

which  passes  into  the  annular 
between  the  rod  AA  and  the 
X  ;  it  passes  then  into  a  tube 
the  piston,  and,  forced  by  the 
>heric  pressure,  is  uniformly 

itMited  on  the  surface  of  the  Fig.  ,,„ 

The  apparatus,  being  of  iron,  may  be  made  of  much  greater  dimensions 
the  ordinary  air-pump.  A  vacuum  can  also  be  produced  with  it  in  far 
and  in  apparatus  of  greater  size  than  usual. 
104.  B«lealt'a  Bir.pniup.—  In  this  air-pump  the  main  peculiarity  is  its 
which  is  of  considerable  length,  and  consists  of  a  series  of  accurately 
•tructed  metal  discs  bolted  together.  This  works  easily  and  smoothly  in 
barrel,  and  no  packing  or  lubricator  is  used  ;  or  rather,  the  lubricator 
tir  in  the  space  between  the  piston  and  the  barrel.  The  internal 
of  the  air  in  this  narrow  space  is  so  great  that  the  rate  at  which  it 
IS  into  the  barrel  is  far  inferior  to  the  rate  at  which  the  pump  is  exhausi- 
air  from  the  receiver.  And  Maxwell  showed  that  the  internal  friction 
ut  diminished  even  when  its  density  is  greatly  reduced.  Hence  the 
oD  works  very  satisfactorily  up  to  a  considerable  degree  of  exhaustion — to 
millimetre  of  mercury,  for  ir 
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205.  Sprenffel's  alr*piimp. — Sprengel  has  devised  a  form  of  air-pump 
which  depends  on  the  principle  of  converting  the  space  to  be  exhausted  into 
a  Torricellian  vacuum. 

If  an  aperture  be  made  in  the  top  of  a  barometer  tube,  the  mercury  sinks 
and  draws  in  air ;  if  the  experiment  be  so  arranged  as  to  allow  air  to  enter 
along  with  mercury,  and  if  the  supply  of  air  be  limited  while  that  of  mercury 
is  unlimited,  the  air  will  be  carried  away  and  a  vacuum  produced.  The 
following  is  the  simplest  form  of  the  apparatus  in  which  this  action  is  real- 
ised. In  fig.  191,  cd  is  a  glass  tube 
longer  than  a  barometer,  open  at  botb 
ends,  and  connected  by  means  of  india- 
rubber  tubing  with  a  funnel.  A,  filled 
with  mercury  and  supported  by  a  stand. 
Mercury  is  sdlowed  to  fall  in  this  tube 
at  a  rate  regulated  by  a  clamp  at  ir  ; 
the  lower  end  of  the  tube  cd  fits  in  the 
flask  B,  which  has  a  spout  at  the  side 
a  little  higher  than  the  lower  end  of 
cd ;  the  upper  part  has  a  branch  at  jr, 
to  which  a  receiver,  R,  can  be  tig^htly 
fixed.  When  the  clamp  at  c  is  opened, 
the  first  portions  of  mercury  which 
run  out  close  the  tube  and  prevent  air 
from  entering  below.  As  the  mercury 
is  allowed  to  run  down  the  exhaustion 
begins,  and  the  whole  length  of  the 
tube  from  or  to  i/is  filled  with  cylinders 
of  air  and  mercury  having  a  downward 
motion.  Air  and  mercury  escape 
through  the  spout  of  the  flask  B  which 
is  above  the  basin  H ,  where  the  mer- 
cury is  collected.  It  is  poured  back 
from  time  to  time  into  the  funnel  A,  to 
be  re-passed  through  the  tube  until 
the  exhaustion  is  complete.  As  this 
point  is  approached,  the  enclosed  air 
between  the  mercury  cylinders  is  seen 
to  diminish,  until  the  lower  part  of  ca 
forms  a  continuous  column  of  mercury 
about  30  inches  high.  Towards  this 
stage  of  the  process  a  noise  is  heard 
like  that  of  a  water-hammer  when  shaken ;  the  operation  is  completed  urhen 
the  column  of  mercury  encloses  no  air,  and  a  drop  of  mercury  falls  on  the 
top  of  the  column  without  enclosing  the  slightest  air-bubble.  The  height  of 
the  column  then  represents  the  height  of  the  column  of  mercury  in  the 
barometer ;  in  other  words,  it  is  a  barometer  whose  Torricellian  vacuum 
is  the  receiver  R.  This  apparatus  has  been  used  with  great  success  in 
experiments  in  which  a  very  complete  exhaustion  is  required,  as  in  the 
preparation  of  Geissler's  tubes  and  in  incandescent  electrical  lamps.       It 


Fig.  191. 


-SOT]  Bunsen's  Sprengel  Pump  191 

may  be  advajitageously  combined  with  an  exhausting  syringe,  which  first 
removes  the  greater  pan  of  the  air,  the  exhaustion  being  then  completed  as 

The  most  perfect  vacua  are  obtained  by  absorbing  the  residual  gas,  after 

the  exhaustion  has  been  pushed  as  far  as  possible,  either  mechanically  or 

by  some  substance  with  which 

it  combines  chemically.    Thus 

Devar  has  produced  a  vacuum 

which  he  estimates  at  j^  of  a 

millimetre,  by  heating  charcoal 

to  tedness,  in    a   vessel   from 

wbich  air  had  been  exhausted 

by  the  Sprengel  pump,  and  then 

allowing  it  to  cool.     Finkener 

GDed  a  vessel  with  ox^^en,  (hen 

obausted  as  far  as  possible, 

and  finally  heated  to  redness 

Mme  copper  contained  in  the 

»oseL  This  absorbed  the 
ute  quantityof  gas  left,  with 
formation  of  cupric  oxide. 

In  some    of  his  experiments 

Cmokes  obtained  by  chemical 
i  a  vacuum  of  j,§„,  of  a 

nilUmetrc.      In  these  highly 

tare&ed  gases  the  pressure  is  so 

fcir  that  it  is  very  difficult  to 

measure    minute    differences. 

For  such  cases   McLeod   has 

ik-,ised  a  very  valuable  gauge, 
principle  of  which  is  to  con- 

daue   a   measured  volume  of  *■  "''■ 

highly  rarefied  gas  to  a  much  smaller  volume,  and  then  to  measure  its 

pressur*  under  the  new  conditions. 

206.  Sbbcab'b  Sprentrel  pompi — This  is  a  very  convenient  arrangement 

bi  producing  a  vacuum  in  cases  where  a  good  supply  of  water  is  available, 

b  in  laboratories.     A  composition  tube,  a  (fig.  192),  connected  with  the  ser- 

Kt-ppe  (rf  a  water-supply,  is  joined  by  means  of  a  caoutchouc  tube  to  a 
"ass  lube,  cdf,  to  which  is  attached  at  /  a  leaden  lube  about  10  to  12  yards 
Bg.  The  tube  ir  is  connected  with  the  space  to  be  exhausted.  The  water 
Iters  by  a,  and  in  falling  down  the  tube  carries  with  it  air  from  the  space 
I  be  exhausted.  The  supply  of  water,  and  therewith  the  rate  of  exhaustion, 
in  be  regulated  by  the  stopcock  b  ;  the  bent  tube/^,  which  contains  mer- 
iry,  measures  the  degree  of  exhaustion,  which  may  be  reduced  to  a 
«ssare  of  10  to  15  millimetres. 
107.  A>Flr«tlnc  n«tlon  ol  oarrflnta  of  Blr. — When  a  jet  of  liquid  or  ol 

I  gas  passes  through  air,  it  carries  the  surrounding  air  along  with  it,  fresh 

iir  rashes  in  to  supply  its  place,  comes  also  in  contact  with  the  jet,  and  is 

In  like  manner  carried  away.    Thus,  then,  there  is  a  continual  rarefaction 
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of  the  air  round  the  jet,  in  consequence  of  which  it  exerts  an  aspiratoiy 

This  phenomenon  may  be  well  illustrated  by  means  of  an  apparatus  re- 
presented in  fig.  193,  the  analogy  of  which  to  the  experiment  described  (146) 
insists  of  a  wide  glass  tube,  in  the  two  ends  of 
which  are  fitted  two  small  tubes,  ndnad  B  ;  in 
the  bottom  is  a  manometer  lube  containing  a 
j  coloured  liquid.      On  blowing  through  the 
narrow  tube  the  liquid  at  0  is  seen  to  rise. 
If,  on  (he  contrary,  the  wide  tube  is  blown 
into,  a  depression  is  produced  at  o. 

To  this  class  of  phenomena  belongs  the 

fallowing    eicperiment,    which    is    a    simple 

modification  of  one  originally  described  by 

Fig  ,oj  Clement  and  Desormes.   A  tube  is  fixed  in  a 

metal  disc  (fig.  194),  its  end  being  flush  with 

the  surface,     A.  light  disc  is  held  at  a  little  distance  by  means  of  three  metal 

studs.     Holding  the  tube  vertically  with  the  discs  downwards,  and  blowing; 

into  it,  the   movable  disc   is   seen  to  rise  until  it  comes  in  contact  with  the 

upper  one.      The  current  of  air  spreads  out  from  the  centre  of  the  plate 

towards  (he  circumference,  and  in  doing  so  it  is  rarefied  ;  in  consequence  of 

this  lessened  pressure  in  the  space,  the  lower  disc  is  lifted  by  the  external 

pressure  against    the    upper    one,   where    it 

remains  as  long  as   the  blowing  continues. 

The  simplest  plan  of  making  this  experiment 

was  devised  by  Faraday.    Holding  one  hand 

horizontal,   the   palm    downwards  and    the 

fingers  closed,  the  space  between  the  index 

and  middle  finger  is  blown   through.     If  a 

piece  of  light  paper,  of  2  or  3  square  inches, 

is  held  against  the  aperture,  it  does  not  fall 

as  long  as  the  blowing  continues. 

The  old  •water-bellows,  still  used  in  moun- 
tainous places  where  there  is  a  continuous 
fall,  is  a  further  application  of  the  principle. 
Water  falling  from  a  reservoir  down  a 
narrow  tube  divides  and  carries  air  along 
J..  with  it ;  and,   if  (here  are  apertures  in  the 

sides  through  which  air  can  enter,  this  also 
is  carried  along,  and  becomes  accumulated  in  a  reservoir  placed  below,  from 
which  by  means  of  a  lateral  tube  it  can  be  directed  into  the  hearth  of  a 
forge. 

This  may  be  illustrated  by  the  simple  apparatus  represented  in  fig.  igSi  the 
construction  of  which  from  glass  tubes  and  corks  will  be  readily  intelligible.  It 
may  be  remarked  that  the  outer  tube  at  *  is  represented  in  section,  and  that 
the  part  of  the  tubes  o/if  and  gkk  outside  the  cork  are  relatively  much  longer 
horizontally  and  vertically  than  is  here  represented. 

If  (he  vertical  tube/rf  is  fitted  to  a  vessel  of  boiling  water,  as  soon  as 
steam  issues  through  0,  it  not  only  raises  water  from  a  vessel  in  which  the 
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bottom  of  the  tube  gh  dips,  but  drives  it  through  the  aperture  o.  And  if  a 
bent  tube,  with  a  narrow  opening  like  ^,  be  fitted  at  «,  and  directed  upwards, 
a  continuous  jet  of  water  is  produced,  often  reaching  to  the  ceiling. 

This  apparatus  serves  well  to  illustrate  the  principle  of  Giffdr^s  injector^ 
an  extremely  inge- 
nioos  and  important 
apparatus  by  which 
steam-boilers  are  kept 
supplied  with  water. 

The  principle  is 
also  applied  in  a  series 
of  machines  for  mov- 

I  ing  and  lifting  liquids, 

i  and  even  solids  such 
as  com  ;  in  pumping,  in  blowers,  exhausters,  air-pumps,  &c.    An  interesting 

,  application  is  that  of  the  well-known  spray  producer;  this  principle  has 
farther  been  utilised  by  Sprengel  in  supplying  water  to  sulphuric  acid 
diambers. 

By  the  locomotive  steam-pipe  a  jet  of  steam  entering  the  chimney  of  the 
kcomotive  carries  the  air  away,  so  that  fresh  air  must  arrive  through  the 
fire,  and  thus  the  draught  be  kept  up. 

208.  iKorren's  meromr  pomp. — Figs.  196  and  197  represent  a  mercury 
air  pump,  constructed  by  Alvergniat.  It  consists  of  two  reservoirs,  A 
and  B,  connected  by  a  barometer  tube,  T,  and  a  long  caoutchouc  tube,  C. 
The  reservoir  B  and  the  tube  T  are  fixed  to  a  vertical  support,  A,  which  is 
ttovable  and  open,  and  can  be  alternately  raised  and  lowered  through  a  dis- 
tance of  nearly  4  feet.  This  is  effected  by  means  of  a  long  wire  rope,  which 
k  fixed  at  one  end  to  the  reservoir  A,  and  passes  over  two  pulleys,  a  and  ^, 
the  latter  of  which  is  turned  by  a  handle.  Above  the  reservoir  B  is  a  three- 
way  cock,  n ;  to  this  is  attached  a  tube,  d^  for  exhaustion,  and  on  the 
kft  is  an  ordinary  stopcock,  w,  which  communicates  with  a  reservoir  of 
mercury,  7/,  and  with  the  air.  The  exhausting  tube  d  is  not  in  direct  com- 
nnnication  with  the  receiver  to  be  exhausted  ;  it  is  first  connected  with  a 
iwervoir,  ^,  partially  filled  with  sulphuric  acid,  and  designed  to  dr>'  the  gases 
*hich  enter  the  apparatus.  A  caoutchouc  tube,  ^,  makes  communication 
with  the  receiver  which  is  to  be  exhausted.  On  the  reservoir  o-xs  a  small 
■lercury  manometer,  p. 

These  details  being  understood,  suppose  the  reservoir  A  at  the  top  of  its 
.coarse  (fig.  196),  the  stopcock  m  open,  and  the  stopcock  n  turned  as  seen  in 
2 ;  the  caoutchouc  tube  C,  the  tube  T,  the  reservoir  B,  and  the  tube  above 
;«re  filled  with  mercury  as  far  as  v  ;  closing  then  the  stopcock  w,  and  lower- 
ing the  reservoir  A  (fig.  197),  the  mercury  sinks  in  the  reservoir  B,  and  in 
Ae  tube  T,  imtil  the  difference  of  levels  in  the  two  tubes  is  equal  to  the  baro- 
metric height,  and  there  is  a  vacuum  in  the  reservoir  B.  Turning  now  the 
)*lopcock  /r,  as  shown  in  fig.  X,  the  gas  from  the  space  to  be  exhausted  passes 
;iBtD  the  barometer  chamber  B  by  the  tubes  c  and  d^  and  the  level  again 
nks  in  the  tube  T.  The  stopcocks  are  now  replaced  in  the  first  position 
(fig.  Z),  and  the  reservoir  A  is  again  lifted,  the  excess  of  pressure  of  mercury 
'  in  die  caoutchouc  tube  expels,  through  the  stopcocks  n  and  //2,  the  gas  which 

o 
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had  passed  into  the  chamber  B,  and,  if  a  few  droplets  of  mercury  are  carried 
along  with  them,  they  ate  collected  in  the  vessel  v.  The  process  is  repeated 
until  the  mercury  is  virtually  at  the  same  level  in  both  legs. 

Like  Sprengcl's  pump,  this  is  very  slow  in  its  working,  and,  like  it,  is  best 
employed  in  completing  theexhaustionof  a  space  which  has  already  been  par- 
tially rarefied;  for  a  vacuum  of  J5  of  a  millimetre  may  be  obtained  by  its  means. 


Bip.— The  condensing  pump  is  an  apparatus  for 
compressing  air  or  any  other  gas.  The  form  usually  adopted  is  the  follow- 
ing :— In  a  cylinder.  A,  of  small  diameter  (fig.  199),  there  is  a  solid  piston 
the  rod  of  which  is  moved  by  the  hand.  The  cylinder  is  provided  with  a 
screw  which  fits  into  the  receiver  K.  Fig.  198  shows  the  arrangement  of 
the  valves,  which  are  so  constructed  that  the  lateral  valve  o  opens  from  the 
outside,  and  the  lower  valve  i  from  the  inside. 

When  the  piston  descends  the  valve  a  closes,  and  the  elastic  force  of  the 
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compressed  air  opens  the  valve  j,  which  thus  allows  the  compressed  air  to 

pass  into  the  receiver.    When  the  piston  ascends,  s  closes  and  o  opens,  and 

permits  the  entrance  of  fresh  air,  which 

in    turn    becomes     compressed    by   the 

descent  of  the  piston,  and  so  on.     This 

apparatus  is   chiefly   used    for   charging 

liquids    with    gases.      For   this    purpose 

the  stopcock  B  is  connected  with  a  re- 

jervoir  of  the  gas  by  means  of  the  tube 

D.     The  pump  exhausts  this  gas,  and 

forces  it  into  the  vessel  K,  Jn  which  the 

Hqoid  is   contained.      Artificial   gaseous 

waters  a.re  made  by  means  of  analogous 

apparatus. 

The  applications  of  condensed  air  are 

both   numerous    and  important       In    a 

certain    sense    condensed  air   plays   the 

pan  of  a  metal  spring  in  which  is  stored 

up  a  greater  or  less  provision  of  work, 

and  which    can   then  be  utilised  by  ex- 

i  paoding  the  air  at  a  given  moment,  and 

al  a  given  point  in  the   most  favourable 

1  CDodition  for  its  being  applied.     In  some 

cases  the  expansion  is  sudden  and  inter- 

mittent,  as  in  the  air-gun,  the  pneumatic 

.  post,  or  in  air-brakes,  and  in  some  cases 

slow,  gradual,    and    continuous,   as    in 

.  boring  machines. 

One  of  the  most  important  applica- 

,    nons  is  that  to  the  larger  boring  machini 

I    Alps  and  elsewhere.      There,  where  steai 

cwing  to  the  steam  produced,  compressed  a 

!    sopplies  the  power,  but  it  ventilates  the  underground  spaces. 

The  principal  parts  of  such  machines,  which  were  first  employed  on  a 
'  large  scale  in  the  Mont  Cenis  tunnel,  are  as  follows  :^A  sheaf  of  borers  or 
iron  rods  with  punches  on  the  ends  are  mounted  on  a  framework.  Each  of 
these  borers  is  susceptible  of  three  simultaneous  motions,  one  backward  and 
forvi-ard  producing  repeated  shocks  against  the  rock  ;  a  second  analogous  to 
that  of  a  gimlet  ;  while  a  third  moves  the  whole  framework  backwards  and 
forwards. 

This  triple  motion  is  effected  by  a  machine  like  a  steam  engine,  but 
driven  by  compressed  air ;  the  first  motion  by  a  piston,  the  action  of  which 
is  regulated  by  a  slide  valve  (469)  ;  the  other  two  motions  are  eflfected  by 
tneaos  of  a  separate  machine.  The  air  is  under  a  pressure  of  five  atmo- 
sfdieres,  the  compression  being  effected  by  special  machines  worked  by  water 
power.  The  air  by  which  all  this  is  effected  on  expanding  serves  to  cool 
and  ventilate  the  mine. 

't\*t  fiuumatic  post  is  of  great  service  in  London  and  other  large  towns 
in  forwarding  the  actual  written    telegraphic   messages  from  the  several 
\  °* 


s  used  in  tunnelling  through  the 
1  power  would  be  objectionable 
r  is  of  great  service,  for  it  not  only 
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receiving  stations  to  a  central  telegraph  station.  The  messages  are  placed  in 
a  carrier  (fig.  200),  which  is  a  gutta-percha  cylinder  7  in.  long  by  2  in. 
in  diameter,  closed  al  one  end  ;  it  is  covered 
with  felt,  and  there  is  a  welt  of  that  material 
at  one  end  ;  the  felt  projects  at  the  Other,  so 
that  it  can  be  folded  do»Ti  and  held  in 
position  by  an  india-rubber  band,  in  order  to 
f 'K-  "o-  keep  the  contents  in  iheir  place. 

Such  carriers  move  air-tight  in  carefiilly 

turned  leaden  tubes  polished  internally  and  protected  by  being  incased  in  iron 

tubes.     The  propulsion  is  effected  either  by  pressure  or  by  exhaustion  ;  and 

by  suitable  valves  the  tubes  can  be  placed  in  connection  with  compressed  or 

rarefied  air,   so  that  the  carriers  may  either  be  shot  in   one  direction   by 

compressed  air,  or  drawn   in   the   other  by 

rarefied  air.  The  compression  and  rarefaction 

are  produced  by  means  of  powerful  steam 

engines  to  a  pressure  of  about  ten  pounds, 

or  a  vacuum  of  eight  pounds  to  the  inch. 

By  this  means  a  speed  of  nearly  a  mile  in  a 

minute  may  be  obtained  in  tubes  not  more 

than  a  mile  in  length. 

Other  applications  of  compressed  air  are 
in  the  small  pumps  used  by  plumbers  for 
testing  and  for  clearing  gas-pipes,  in  ven- 
tilating mines,  in  supplying  air  to  blast- 
furnaces, in  the  air-brakes  used  in  railw-ay 
trains,  as  motive  power  in  torpedoes,  and  so 
forth. 

Compressed  air  has  long  been  used  in 
Paris  for  the  synchronised  working  of  clocks, 
and  this  has  led  to  its  successful  applica- 
tion on  a  large  scale  for  the  transmission  of 
power  from  a  central  station  for  working 
small  motors.  It  is  distributed  in  tubes 
a  foot  in  diameter  under  a  pressure  of  6 
atmospheres,  and  in  this  way  it  is  possible 
to  work  small  air  motors  at  a  distance 
Fig.  Kpi.  of  four  miles  from  the  source  of  power  with 

an  etficiency  of  50  per  cent, 
210.  V»a  at  tbe  Klr.piump.— A  great   many  experiments  with  the  air- 
pump  have  been  already  described.     Such  are  the  mercurial  rain  (13),  the 
fall  of  bodies   in  vacuo  (76),  the  bladder  (153),  the  bursting  of  a   bladder 
(159),  the  Magdeburg  hemispheres  {160),  and  the  baroscope  (195). 

The  fountain  in  vacuo  {fig,  2oi),is  an  experiment  made  with  the  air-pump, 
and  shows  the  elastic  force  of  the  air.  It  consists  of  a  glass  vessel.  A,  pro- 
vided at  the  bottom  with  a  stopcock,  and  a  tubulute  which  projects  into  the 
interior.  Having  screwed  this  apparatus  to  the  air-pump,  it  is  exhausted, 
and,  the  stopcock  being  closed,  it  is  placed  in  a  vessel  of  water,  R.  Opening 
then  the  stopcock,  the  atmospheric-  pressure  upon  the  water  in  the  vessel 
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makes  it  jet  through  the  tubulurc  into  the 
iDiedoT  of  the  vessel,  as  shown  in  the  draw- 
ing. 

Fig.  202  represents  an  experiment  illus- 
iiatiDg  the  effect  of  atinospheric  pressure  on 
the  human  body.  A  glass  vessel,  ofien  at 
both  ends,  being  placed  on  the  plate  of  the 
machine,  the  upper  end  of  the  cylinder  is 
dosed  by  the  hand,  and  a  vacuum  is  made. 
The  hand  then  becomes  pressed  by  the 
•eight  of  the  atmosphere,  and  can  only  be 
taken  away  by  a  great  effort.  And  as  the 
ciastknty  of  the  fluids  contained  in  the 
oipiis  is  not  counterbalanced  by  the  weight 
of  the  atmosphere,  the  palm  of  the  hand 
twdls,  and  blood  tends  to  escape  from  the 

By  means  of  the  air-pump  it  may  be 
.  ihoiiTi  that  air,  by  reason  of  tiie  oxygen  it  *"**  ""■ 

ins,  is  necessary  for  the  support  of  combustion  and  of  hfe.     For  i 
place  a  lighted  taper  under  the  receiver  and  begin   to  exhai 
Same  becomes   weaker  as  rarefaction    pro- 
ceeds and  is  finally  extinguished.    Similarly 

animal  faints  and  dies  if  a  vacuum  is 
fanned  in  a  receiver  under  which  it  is  placed. 
Mammalia  and  birds  soon  die  in  vacuo. 
Fish  and  reptiles  support  the  loss  of  air  for 

much  longer  time.  Insects  can  live 
Kveral  days  in  vacuo. 

Substances  liable  to  ferment  may  be 
kept  in  vacuo  for  a  long  time  without 
aheraiion,  as  they  are  not  in  contact  with 
oiyj[en,  which  is  necessary  for  fermentation. 
Food  kept  in  air-tight  cases,  from  which  the 
ar  had  been  exhausted,  has  been  found  as 
besh  after  years  as  on  the  first  day. 

ill.  Mera'a  fonnt^n.— Hero's  fountain, 
•hith  derives  its  name  from  its  inventor, 
Ucni,  who  lived  at  Alexandria,  120  B.C, 
depends  on  the  elasticity  of  the  air.  It 
consists  of  a  brass  dish,  D  (fig,  202),  and  of 
two  glass  globes,  M  and  N.  The  dish  com- 
Banicates  with  the  lower  part  of  the  globe  N 
hy  a  long  tube,  B  ;  and  another  lube.  A, 
ODDects  the  two  globes.  A  third  tube 
pKses  through  the  dish  D  to  the  lower  part 
Bf  the  globe  M.  This  tube  having  been 
taken  out,  the  globe  M  is  partially  filled  with 
■iler;  the  lube  is  then  replaced  and._'water 
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is poured  into  the  dish.  The  water  flows  through  the  tube  B  into  the  lower 
globe,  and  expels  the  air,  which  is  forced  into  the  upper  globe  ;  the  air,  thus 
compressed,  acts  upon  water,  and  makes 
it  jet  out  as  represented  in  the  figure.  If 
it  were  not  for  the  resistance  of  the 
atmosphere  and  friction,  the  liquid  would 
rise  to  a  height  above  the  water  in  the 
dish  equal  to  the  difference  of  the  level 
in  the  two  globes. 

21:.  Xntermltteiit  fownf  In. — The 
intermittent  fountain  consists  of  a 
stoppered  glass  globe  {C,  fig.  204), 
provided  with  two  or  three  capillary 
tubulures,  D.  A  glass  tube  open  at  both 
ends  reaches  at  one  end  to  the  upper 
part  of  the  globe  C  ;  the  other  end  termi- 
nates just  above  a  little  aperture  in  the 
dish  B  which  supports  the  whole  appa- 

The  water  with  which  the  globe  C  is 
nearly  two-thirds  filled  runs  out,  by  the 
tubes  D,  as  shown  in  the  figure,  the  in- 
ternal pressure  at  D  being  equal  to  the 
atmospheric  pressure  together  with  the 
weight  of  the  column  of  water  CD,  while 
the  external  pressure  at  that  point  is  only 
that  of  the  atmosphere.  These  condi- 
s  the  lower  end  of  the  glass  lube  is  open  ;  that  is,  so 
r  C  and  keep  the  air  in  C  at  the  same  density  as  the 
external  air;  but  the  apparatus  isarranged 
so  that  the  orifice  in  the  dish  B  does  not 
allow  so  much  water  to  flow  out  as  it 
receives  from  the  lubes  D,  in  consequence 
of  which  the  level  gradually  rises  in  the 
dish,  and  closes  the  loucr  end  of  the  glass 
tube.  As  the  external  air  cannot  now 
enter  the  globe  C,  the  air  becomes  rare- 
fied in  proportion  as  the  flow  continues, 
until  the  pressure  of  the  column  of  water 
CD,  together  with  that  of  the  air  con- 
tained in  the  globe,  is  equal  to  this 
external  pressure  at  D  ;  the  flow  conse- 
quently stops.  But  as  water  continues 
to  flow  out  of  th'.'  dish  B,  the  tubes  D 
become  open  again,  air  enters,  and 
Fis-  »5-  the  flow  recommences,  and  so  on,  as  lon^ 

as  there  is  water  in  the  globe  C. 
313.  The  Biptaon. — The  siphon  is  a  bent  tube  open  at  both  ends,  and 
with  unequal  legs  (fig.  30J.)     It  is  used  in  transferring  liquids  in  the  following 
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manner : — ^The  siphon  is  filled  with  some  liquid,  and,  the  two  ends  being 
dosed,  the  shorter  leg  is  dipped  in  the  liquid,  as  represented  in  fig.  205  ;  or, 
the  shorter  leg  having  been  dipped  in  the  liquid,  the  air  is  exhausted  by 
applying  the  mouth  at  B.  A  vacuum  is  thus  produced ;  the  liquid  in  C  rises 
and  fills  the  tube  in  consequence  of  the  atmospheric  pressure.  It  will 
then  run  out  through  the  siphon  as  long  as  the  shorter  end  dips  in  the 
liquid. 

To  explain  this  flow  of  water  f»-om  the  siphon,  let  us  suppose  it  filled  and 
the  short  leg  immersed  in  the  liquid.  The  pressure  then  acting  on  C,  and 
tending  to  raise  the  liquid  in  the  tube,  is  the  atmospheric  pressure  minus 
the  height  of  the  column  of  liquid  DC.  In  like  nianner,  the  pressure  on 
the  end  of  the  tube  B  is  the  weight  of  the  atmosphere  less  the  pressure  of 
the  column  of  liquid  AB.  But  as  this  latter  column  is  longer  than  CD,  the 
force  acting  at  B  is  less  than  the  force  acting  at  C,  and  consequently  a  flow 
takes  place  proportional  to  the  difference  between  these  two  forces.  The 
flow  will  therefore  be  more  rapid  in  proportion  as  the  difference  of  level 
between  the  aperture  B  and  the  surface  of  the  liquid  in  C  is  greater. 

It  follows  from  the  theory  of  the  siphon  that  it  would  not  work  in  vacuo, 
nor  if  the  height  CD  were  greater  than  that  of  a  column  of  liquid  which 
coimterbalances  the  atmospheric  pressure. 

214.  Tbe  Intermittent  slpbon. — In  the  intermittent  siphon  the  flow  is 
not  continuous.  It  is  arranged  in  a  vessel,  so  that  the  shorter  leg  is  near  the 
bottom  of  the  vessel,  while  the  longer  leg  passes 
through  it  {fi%.  206).  Being  fed  by  a  constant 
supply  of  water,  the  level  gradually  rises  both 
in  the  vessel  and  in  the  tube  to  the  top  of  the 
siphon,  which  it  fills,  and  water  begins  to  flow 
odL  But  the  apparatus  is  arranged  so  that  the 
flow  of  the  siphon  is  more  rapid  than  that  of  the 
tobe  which  supplies  the  vessel,  and  consequently 
the  level  sinks  in  the  vessel  until  the  shorter 
branch  no  longer  dips  in  the  liquid  ;  the  siphon 
is  then  empty,  and  the  flow  ceases.  But  as  the 
vessel  is  continually  fed  from  the  same  source  *^'  " 

the  level  again  rises,  and  the  same  series  of  phenomena  is  reproduced. 

The  theory  of  the  intermittent  siphon  explains  the  natural  intermittent 
springs  which  are  found  in  many  countries,  and  of  which  there  is  an  excel- 
lent example  near  Giggleswick  in  Yorkshire.  Many  of  these  springs  fur- 
nish water  for  several  days  or  months,  and  then,  after  stopping  for  a  certain 
mterval,  again  recommence.  In  others  the  flow  stops  and  recommences 
several  times  in  an  hour. 

These  phenomena  are  explained  by  assuming  that  there  are  subterranean 
^(Kintains,  which  are  more  or  less  slowly  filled  by  springs,  and  which  are  then 
emptied  by  fissures  so  occurring  in  the  ground  as  to  form  an  intermittent 
siphon. 

215.  Btfferent  kinds  of  pumps. — Pumps  are  machines  which  serve  to 
raise  water  either  by  suction,  by  pressure,  or  by  both  efforts  combined  ;  they 
are  consequently  divided  into  suction  or  lift  pumps^  force  pumps  ^  and  suction 
otut  forcing  pumps. 
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The  various  parts  entering  into  the  construction  of  a.  ptunp  are  the  barrel, 
the  piston,  the  valves,  and  the  pipes.    The  barrel  is  a  cylinder  of  metal  c 


'hich  is  the  pisit^n.    The  latter  is 


valves  are  the  t/aiX'7'a/i'?  (fig.  2 
is  a  metaJ  disc  fixed  to  a  hinge 


metal  or  wooden  cylinder 
wrapped  with  tow,and  work- 
ing with  gentle  friction  the 
whole  length  of  the  barrel. 

The  valves  are  discs  of 
metal  or  leather,  which  alter- 
nately dose  the  aprertures 
which  connect  the  barret  with 
the  pipes.  The  most  usual 
iivaive(fig.'2oS).  The  former 


7)  and  the 

•n  the  edge  of  the  orifice  to  be  closed.  loorder 
efTectually  to  close  it,  the  lower  part  of  the  disc  is  covered  witli  thick 
leather.  Sometimes  the  valve  consists  merely  of  a  leather  disc,  of  larger 
diameter  than  (he  orifice,  nailed  on  the  edge  of  the  orifice.  Its  flexibility 
enables  it  to  act  as  a  hinge. 

The  conical  valve  consists  ol  a  metal  cone  lilting  in  an  aperture  of  the 
same  shape.  Below  this  is  an  iron  hoop,  through  which  passes  a  bolt-head 
fixed  to  the  valve.  Tlie  object  of  this 
is  to  limit  the  play  of  the  valve  when 
it  is  raised  by  the  water,  and  to  pre- 
vent its  removal. 

316.  ■notl»ii-pimp>-~Fig.  309  re- 
presents a  model  of  a  suet  ion -puinp 
such  as  is  used  in  lectures,  but  which 
has  essentially  the  same  arrangement 
as  the  pumps  in  common  use.  It 
consists,  1st,  of  a  glais  cylinder,  B, 
at  the  bottom  of  which  is  a  \alve,  S, 
opening  upwards  ;  2nd,  of  a  suction- 
tube,  A,  which  dips  into  the  reservoir 
from  which  water  is  to  be  irtised  ;  3rd, 
of  a  piston,  which  is  moved  up  and 
down  by  a  rod  worked  by  a  handle, 
P.  The  piston  is  pterforated  by  a  hole  ; 
theupperaperture  is  closed  byavalve, 
O,  opening  upwards. 

When  the  piston  rises  from  the 
iKittom  of  the  cylinder  B,  a  vacuum  is 
produced  below,  and  the  valve  O  is 
kept  closed  by  the  atmospheric  pres- 
sure, while  the  air  in  the  pipe  A,  in 
consequence  of  its  elasticity,  raises  the 
*'alve  S,  and  partially  passes  into  the 
cylinder.  The  air  being  thus  rarefied, 
*■  water  rises  in  the  pipe  until  the  pres- 

sure of  the  liquid  column,  together  with  the  pressure  of  the  r&refied  air 
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which  remains  in  the  tube,  counterbalances  the  pressure  of  the  atmosphere 

00  the  water  of  the  reservoir. 

When  the  piston  descends,  the  valve  S  closes  by  its  own  weight,  and  prevents 

the  return  of  the  air  from  the  cylinder  into  the  tube  A.    The  air  compressed 

by  the  piston  opens  the  valve  O,  and  escapes  into  the  atmosphere  by  the 

pipe  C.     With  a  second  stroke  of  the  piston  the  same  series  of  phenomena 

IS  produced,  and  after  a  few  strokes  the  water  reaches  the  cyUnder.     The 

effect  is  now  somewhat  modified  ;  during  the  descent  of  the  piston  the  valve 

S  doses,  and  the  water  raises  the  valve  O,  and  passes  above  the  piston  by 

•  hich  it  is  lifted  into  the  upper  reservoir  D.     There  is  now  no  more  air  in 

the  pump,  and  the  water  forced  by  the  atmospheric  pressure  rises  with  the 

piston,  provided  that  when  it  is  at  the  summit  of  its  course  it  is  not  more 

than  34  feet  above  the  level  of  the  water  in  which  the  tube  A  dips,  for  we 

have  seen  (163)  that  a  column  of  water  of  this  height  is  equal  to  the  pressure 

of  the  atmosphere. 

In  practice  the  height  of  the  lube  A  does  not  exceed  26  to  z8  feet ;  for 

although  the  atmospheric  pressure  can  support  a  higher  column,  the  vacuum 

produced  in  the  barrel  is 

not  perfect,  owing  to  the 
I  bet  that  the  piston  does 
I  not  fit  exactly  on  the 
I  bottom  of  the  turret.  But 
.  Khen  the  water  has  passed 

the  piston,  it  is  the  ascend- 

mg  force  ofthelatterwhich 

nises  it,  and  the  height 

to  which  it  can  be  brought 

depends    on    the    power 

■hich  works  the  pistor. 
117.     •notloa       And 

fcre«  poEMp. — The  action 

cf  this  pump,  a  model  of  . 

which  is   represented  in 

i%.  210,  depends  both  on 

eidiaustioti  and  on  pres- 
sure.   At  the  base  of  the 

barrel,  where   it    is    can- 

nected   with  the  tube  A, 

tiiete  is  a  valve,  S,  which 

(fiens  upwards.    Another 

»alve,  O,  opening  in  the 

Ame  direction,  closes  the 

aperture     of    a    conduit, 

*hich  passes  from  a  hole,  f-„  ,,(^ 

•i  near  the  valve  S,  into 

a  vessel,  M,  which  is  called  the  air-chamber.     From  this  chamber  there  is 

another  tube,  D,  up  which  the  water  is  forced. 

At  each  ascent  of  the  piston  B,  which  is  solid,  the  water  rises  through  the 

tnbe  A  into  the  barrel    When  the  piston  sinks  the  valve  S  closes,  and  the 
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waier  is  forced  through  the  valve  O  into  the  reservoir  M,  and  thence  into 
the  tube  D.  The  height  to  which  it  can  be  raised  in  this  tube  depends 
solely  on  the  motive  force  which  works  the  pump. 

If  the  tube  D  were  a  prolongation  of  the  tube  Jao,  the  flow  would  be 
intermittent  ;  it  would  take  place  when  the  piston  descended,  and  would 
cease  as  soon  as  it  ascended.  But  between  these  tubes  there  is  an 
interval,  which,  by  means  of  the  air  in  the  reservoir  M,  ensures  a  continuous 
flow.  The  water  forced  into  the  reservoir  M  divides  into  two  parts,  one  ot 
which,  rising  in  D,  presses  on  the  water  in  the  reservoir  by  its  weight  ;  while 
the  other,  in  virtue  of  this  pressure,  rises  in  the  reservoir  above  the  lower 
orifice  of  the  tube  D,  compressing  the  air  above.  Consequently,  when  the 
piston  ascends,  and  no  longer  forces  the  water  into  M,  the  ajr  of  the  reser- 
voir, by  the  pressure  it  has  received,  reacts  on  the  liquid,  and  raises  it  in  the 
tube  D,  until  the  piston  again  descends,  so^that  the  jet  is  continuous. 


Fig.  .H. 

3t8.  boMI  wbl«b  tti«  platen  aupporM.— In  the  suction-pump,  when 
once  the  water  fills  the  pipe,  and  ihe  barrel,  as  far  as  ihe  spout,  Ihe  effort 
necessary  to  raise  the  piston  is  eguaJ  to  the  weight  of  a  column  of  -water 
the  base  of  which  is  this  piston,  and  the  height  the  vertical  distance  in  the 
spout  from  the  tn'el  of  the  ■water  in  the  reset  voir ;  that  is,  the  height  to 
luhich  the  water  is  raised.  For  if  H  is  the  alnwspheric  pressure,  h  the 
height  of  the  water  above  the  piston,  and  A'  the  height  of  the  column 
which  fills  the  suction  lube  A  (fig.  310),  and  the  lower  part  of  the  barrel,  the 
pressure  above  the  piston  is  ob\'iously  H  +A,  and  that  below  is  H  -h',  since 
the  weight  of  the  column  h'  tends  to  counterbalance  the  atmospheric  pressure. 
Bui  as  the  pressure  H  -A'  lends  to  raise  the  piston,  the  effective  resistance 
is  equal  to  the  excess  of  H  +  A  over  H-A',  that  is  to  say,  lo  A  +  A". 
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In  the  suction  and  force  pump  it  is  readily  seen  that  the  pressure  which 
the  piston  supports  is  also  equal  to  the  weight  of  a  column  of  water  the  base 
of  which  is  the  section  of  the  piston,  and  the  height  that  to  which  the  water 
is  raised. 

219.  nre-enrlne. — The  fire-engine  is  a  force-pump  in  which  a  steady  jet 
is  obtained  by  the  aid  of  an  air-chamber,  and  also  by  two  pumps  working 
alternately  {fi^^  211).  The  two  pumps  m  and  «,  worked  by  the  same  lever, 
PQ,  are  immersed  in  a  tank,  which  is  kept  filled  with  water  as  long  as  the 
pump  works.  From  the  arrangement  of  the  valves  it  will  be  seen  that  when 
one  pump,  «,  draws  water  from  the  tank,  the  other,  w,  forces  it  into  the  air- 
ckamber  R  ;  whence,  by  an  orifice,  Z,  it  passes  into  the  delivery  tube,  by 
which  it  can  be  sent  in  any  direction. 

Without  the  air-chamber  the  jet  would  be  intermittent.  But  as  the  velo- 
city of  the  water  on  entering  the  reservoir  is  less  than  on  emerging,  the  level 
of  the  water  rises  above  the  orifice  Z,  compressing  the  air  which  fills  the 
rcser\-oir.  Hence,  whenever  the  piston  stops,  the  air  thus  compressed, 
reacting  on  the  liquid,  forces  it  out  during  its  momentary  stoppage,  and  thus 
keeps  up  a  constant  flow. 
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BOOK   V 

ON      SOUND 


CHAPTER   I 

PRODUCTION,   PROPAGATION,  AND  REFLECTION  OF  SOUND 

2 20.  Province  of  acoustios. — The  study  of  sounds  and  that  of  the 
vibrations  of  elastic  bodies  forms  the  province  of  the  science  of  sounds^  or 
acoustics. 

Music  considers  sounds  with  reference  to  the  pleasurable  feeling  they  arc 
calculated  to  excite.  Acoustics  is  concerned  with  the  questions  of  the  pro- 
duction, transmission,  and  comparison  of  sounds  ;  to  which  may  be  added 
the  physiological  question  of  the  perception  of  sounds. 

221.  Sound  and  noise. — Sound  is  the  peculiar  sensation  excited  in  the 
organ  of  hearing  by  the  vibratory  motion  of  bodies,  when  this  motion  is 
transmitted  to  the  ear  through  an  elastic  medium. 

Sounds  are  distinguished  from  noises,  Sound  properly  so  called,  or 
musical  sounds  is  that  which  produces  a  continuous  sensation,  and  the 
musical  value  of  which  can  be  estimated  ;  while  noise  is  either  a  sound 
of  too  short  a  duration  to  be  determined,  like  the  report  of  a  cannon  ;  or 
else  it  is  a  confused  mixture  of  many  discordant  sounds,  like  the  rolling 
of  thunder  or  the  noise  of  the  waves.  Nevertheless,  the  difference  between 
sound  and  noise  is  by  no  means  precise ;  Savart  showed  that  there  are 
relations  of  height  in  the  case  of  noise,  as  well  as  in  that  of  sound ;  and 
there  are  said  to  be  certain  ears  sufficiently  well  organised  to  determine 
the  musical  value  of  the  sound  produced  by  a  carriage  rolling  on  the 
pavement. 

222.  Canse  of  sound. — Sound  is  always  the  result  of  rapid  oscillations 
imparted  to  the  molecules  of  elastic  bodies,  when  the  state  of  equilibrium  of 
these  bodies  has  been  disturbed  either  by  a  shock  or  by  friction.  Such  bodies 
tend  to  regain  their  first  position  of  equilibrium,  but  only  reach  it  after  per- 
forming, on  each  side  of  that  position,  very  rapid  vibratory  movements,  the 
amplitude  of  which  quickly  decreases.  A  body  which  produces  a  sound  is 
called  a  sonorous  or  sounding  body. 

As  understood  in  England  and  Germany,  a  vibration  comprises  a  motion 
to  and  fro  ;  in  France,  on  the  contrary,  a  vibration  means  a  movement  to  or 


-224] 


Sound  t's  propagated  in  all  Elastic  Bodies 


fro.  The  French  vibrations  are  with  us  semi -vibrations,  an  oscillation  or 
vitraHon  is  the  movement  of  the  vibrating  molecule  in  only  one  direction  ; 
\  double  or  complete  -vibration  cocnprises  the  oscillation  both  backwards  and 


;  very  readily  observed. 

n  the  act  of  yielding  a  musical 


1  it,  it  is  rapidly  raised  by  the 


fomards.     Vibrations  of  sounding  bodi 

light  powder  is  sprinkled  on  a  body  which 

Hund,  a  rapid  motion  is  imparled 

loihe  powder,  which  renders  visible 

tbe  vibrations  of  the  body ;  and,  in 

the  same  manner,  if  a   stretched 

cord  be  smartly  pulled  and  let  go, 

its  vibrations  are  apparent  to  the 

eje. 

A  bell-jar  is  held  horizontally 
.in  one  hand  (fig.  212),  and  made 
,  lo  vibrate  by  being  struck  with  the 
!  other ;  if  then  a  piece  of  metal  is  placed  i; 

t  vibtations  of  the  side  ;  touching  the  bell-jar  with  the  hand,  the  sound  ceases, 
|»iid  with  it  the  motion  of  the  metal. 

i      323.  SfrandB  not  praptwa^uA  1°  voo. — The  vibrationsof  elastic  bodies 
only  produce  the  sensation   of  sound  in  us  by  the  i 

■tedium  inteiposed  between  the  air  and  the 
body  and  vibrating  with  it.    This 

medium  is  usually  the  air ;  but  all  gases, 

npour^  liquids  and   solids,  also   transmit 

The  following  experiment  shows  that  the 
pesence  of  a  ponderable  medium  is  neces- 
»r)-  for  the  propagation  of  sound.  A  small 
bell,  which  is  continually  struck  by  a 
small  hammer  by  means  of  clockwork,  or 
ordinary  musical  box,  is  placed  under 
an  air-pump  (fig.  213).  So 
as  the  receiver  is  full  of  air  at  the  ordi- 
Bry  pressure  the  sound  is  transmitted  ;  but 
proportion  as  the  air  is  exhausted  the 
md  becomes  feebler,  and  cannot  be  heard 


To  ensure  the  success  of  the  experiment, 

:  bellwoiic  or  the  musical  box   must  be 

placed  on  wadding ;  for  otherwise  the  vibra- 

icns  would  be  transmitted  to  the  air  through 

I^te  of  the  pump.  " 

224.   »aand   Is  vropaftfed   In  all   elastic  ttodle*.— If,   in  the  above 
Bperiment,  any  vapour  or  gas  be  admitted  after  the  vacuum  has  been  made, 

«Hmd  of  the  bell  will  be  heard,  showing  that  sound  is  propagated  in  (his 
■rdinm  as  in  air. 

Sotmd  is  also  propagated  in  liquids.    When  two  stones  are  struck  against 
'tach  other  under  water,  the  shock  is  distinctly  heard  ;  and  a  diver  at  the 
wn  of  the  water  can  hear  the  sound  of  voices  on  the  bank.     The  sound 
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is,  however,  enfeebled,  as  a  considerable  portion  is  reflected  at  the  boundary 
of  the  two  media. 

The  conductibility  of  solids  is  such  that  the  faint  scratching  of  a  pen  or 
the  ticking  of  a  watch  at  one  end  of  a  long  horizontal  wooden  rod  is  heard 
much  more  distinctly  when  the  ear  is  directly  applied  against  the  other  end 
of  the  rod  than  when  it  is  at  the  same  distance  in  the  air.  Sound  may  even 
reach  the  ear  through  solids  alone  without  passing  through  the  air  ;  for  if  the 
ears  be  closed,  and  the  rod  be  put  between  the  teeth,  the  ticking  is  distinctly 
heard.  The  earth  conducts  sound  so  well  that  at  night,  when  the  ear  is 
applied  to  the  ground,  the  stepping  of  horses,  or  any  other  noise  at  a  great 
distance,  is  heard. 

225.  Proparatlon  of  sound  In  air. — In  order  to  simplify  the  theory  of 
the  propagation  of  sound  in  air,  we  shall  first  consider  the  case  in  which  it 
is  propagated  in  a  cylindrical  tube  of  indefinite  length.  Let  MN  (fig.  214) 
be  a  tube  filled  with  air  at  a  constant  pressure  and  temperature,  and  let  P 
be  a  piston  oscillating  rapidly  from  A  to  a.  When  the  piston  passes  from 
A  to  rt  it  compresses  the  air  in  the  tube.     But  in  consequence  of  the  g^eat 
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compressibility,  the  condensation  of  the  air  does  not  take  place  at  once 
throughout  the  whole  length  of  the  tube,  but  solely  within  a  certain  length, 
/iH,  which  is  called  the  condensed  wave. 

If  the  tube  MN  be  supposed  to  be  divided  into  lengths  equal  to  aH,  and 
each  of  these  lengths  divided  into  layers  parallel  to  the  piston,  it  may  be 
shown  by  calculation  that,  when  the  first  layer  of  the  wave  aH  comes  to  rest, 
the  motion  is  communicated  to  the  first  layer  of  the  second  wave  HH',  and 
so  on  from  layer  to  layer  in  all  parts  of  H'H",H''H'".  The  condensed  wave 
advances  in  the  tube,  each  of  its  parts  having  successively  the  same  degree 
of  velocity  and  condensation. 

When  the  piston  returns  in  the  direction  <iA,  a  vacuum  is  produced 
behind  it,  which  causes  an  expansion  of  the  air  in  contact  with  its  posterior 
face.  The  next  layer,  expanding  in  turn,  brings  the  first  to  its  original  state 
of  condensation,  and  so  on  from  layer  to  layer.  Thus  when  the  piston  has 
returned  to  A,  an  expanded  wave  is  produced  of  the  same  length  as  the  con- 
densed wave,  and  directly  following  it  in  the  tube  where  they  are  propagated 
together,  the  corresponding  layers  of  the  two  waves  possessing  equal  and 
contrary  velocities. 

The  whole  of  a  condensed  and  expanded  wave  forms  an  undulation ; 
that  is,  an  undulation  comprehends  that  part  of  the  column  of  air  aflfected 
during  the  backward  and  forward  motion  of  the  piston.  The  length  of  an 
undulation  is  the  space  which  sound  traverses  during  a  complete  vibration 
of  the  body  which  produces  it.  This  length  is  less  in  proportion  as  the 
vibrations  are  more  rapid. 
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It  is  important  to  remark  that  if  we  consider  a  single  row  of  particles, 
which  when  at  rest  occupy  a  line  parallel  to  the  axis  of  the  cylinder — for 
instance,  those  along  AH"  (fig.  214) — we  shsill  find  they  will  have  respectively 
at  the  same  instant  all  the  various  velocities  which  the  piston  has  had  suc- 
cessively while  oscillating  from  A  to  a  and  back  to  A.  So  that  if  in  fig.  39 
AH'  represents  the  length  of  one  undulation,  the  curved  line  H'PQA  will 
represent  the  various  velocities  which  all  the  points  in  the  line  AH''  have 
dwiuUaneously  \  for  instance,  at  the  instant  the  piston  has  returned  to  A, 
the  particle  at  M  will  be  moving  to  the  right  with  a  velocity  represented  by 
QM  ;  the  particle  at  N  will  be  moving  to  the  left  with  a  velocity  represented 
by  PN,  and  so  on  of  the  other  particles. 

When  an  undulatory  motion  is  transmitted  through  a  medium,  the 
motions  of  any  two  particles  are  said  to  be  in  the  same  phase  when  those 
particles  move  with  equal  velocities  in  the  same  direction  ;  the  motions  are 
said  to  be  in  apposite  phases  when  the  particles  move  with  the  same  velocities 
in  opposite  directions.  It  is  plain  from  an  inspection  of  fig.  39  that  when 
any  two  particles  are  separated  by  a  distance  equal  to  half  an  undulation, 
their  motions  are  always  in  opposite  phases,  but  if  their  distance  equals  the 
length  of  a  complete  undulation  their  motions  are  in  the  same  phase.  A 
little  consideration  wiU  show  that  in  the  condensed  wave  the  condensation 
vill  be  greatest  at  the  middle  of  the  wave,  and  likewise  that  the  expanded 
wa^te  will  be  most  rarefied  at  its  middle. 

It  is  an  easy  transition  from  the  explanation  of  the  motion  of  sound- 
waves in  a  cylinder  to  that  of  their  motion  in  an  unenclosed  medium.  It  is 
simply  necessary  to  apply  in  all  directions  to  each  molecule  of  the  vibrating 
\  body  what  has  been  said  about  a  piston  movable  in  a  tube.  A  series  of 
spherical  waves  alternately  condensed  and  rarefied  is  produced  around  each 
centre  of  disturbance.  As  these  waves  are  contained  within  two  concentrical 
spherical  surfaces,  whose  radii  gradually  increase,  while  the  length  of  the 
imdalation  remains  the  same,  their  mass  increases  with  the  distance  from 
the  centre  of  disturbance,  so  that  the  amplitude  of  the  vibration  of  the  mole- 
'  cules  gradually  lessens,  and  the  intensity  of  the  sound  diminishes. 

It  is  these  spherical  waves,  alternately  condensed  and  expanded,  which 
in  being  propagated  transmit  sound.  If  many  points  are  disturbed  at  the 
same  time,  a  system  of  waves  is  produced  around  each  point.  But  all  these 
waves  are  transmitted  one  through  the  other  without  modifying  either 
their  lengths  or  their  velocities.  Sometimes  condensed  or  expanded  waves 
coincide  with  others  of  the  same  nature  to  produce  an  effect  equal  to  their 
sun  ;  sometimes  they  meet  and  produce  an  effect  equal  to  their  difference. 
If  the  surface  of  still  water  is  disturbed  at  two  or  more  points,  the  co-exist- 
ence of  waves  becomes  sensible  to  the  eye. 

226.  Oanaes  wliloli  Influanoe  tlie  intensity  of  sound. — Many  causes 
modify  the  force  or  the  intensity  of  sound.  These  are  the  distance  of  the 
soonding  body,  the  amplitude  of  the  vibrations,  the  density  of  the  air  at  the 
place  where  the  sound  is  produced,  the  direction  of  the  currents  of  air,  and, 
lastly,  the  neighbourhood  of  other  sounding  bodies. 

i.  The  intensity  of  sound  is  inversely  as  the  square  of  the  distance  of  the 
sonorous  body  from  the  ear.  This  law  has  been  deduced  by  calculation,  but 
it  may  be  also  demonstrated  experimentally.   Let  us  suppose  several  sounds 
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of  equal  intensity — for  instance,  bells  of  the  same  kind,  struck  by  hammers 
of  the  same  weight,  falling  from  equal  heights.  If  four  of  these  bells  are 
placed  at  a  distance  of  20  yards  from  the  ear,  and  one  at  a  distance  of  10 
yards,  it  is  found  that  the  single  bell  produces  a  sound  of  the  same  intensity 
as  the  four  bells  struck  simultaneously.  Consequently,  for  double  the  dis- 
tance the  intensity  of  the  sound  is  only  one-fourth.  A  method  of  com- 
paring the  intensities  of  different  sounds  will  be  described  afterwards  (289). 
The  distance  at  which  sounds  can  be  heard  depends  on  their  intensity. 
The  report  of  a  volcano  at  St.  Vincent  was  heard  at  Demerara,  300  miles 
off,  and  the  firing  at  Waterloo  was  heard  at  Dover. 

ii.  The  intensity  of  the  sound  increases  with  the  amplitude  of  the  znbrations 
of  the  sonorous  body.  The  connection  between  the  intensity  of  the  sound 
and  the  amplitude  of  the  vibrations  is  readily  observed  by  means  of  vibrating- 
cords.  For,  if  the  cords  are  somewhat  long,  the  oscillations  are  perceptible 
to  the  eye,  and  it  is  seen  that  the  sound  is  feebler  in  proportion  as  the  am- 
plitude of  the  oscillations  decreases. 

iii.  The  intensity  of  sound  depends  on  the  density  of  the  air  in  the  place  in 
which  it  is  produced.  As  we  have  already  seen  (222),  when  an  alarum  moved 
by  clockwork  is  placed  under  the  bell-jar  of  an  air-pump,  the  sound  becomes 
weaker  in  proportion  as  the  air  is  rarefied. 

In  hydrogen,  which  is  about  ^  the  density  of  air,  sounds  are  much 
feebler,  although  the  pressure  is  the  same.  In  carbonic  acid,  on  the  con- 
trary, whose  density  is  i  "529,  sounds  are  more  intense.  On  high  mountains, 
where  the  air  is  much  rarefied,  it  is  necessary  to  speak  with  some  effort  in 
order  to  be  heard,  and  the  discharge  of  a  gun  produces  only  a  feeble  sound. 
The  ticking  of  a  watch  is  heard  in  water  at  a  distance  of  23  feet,  in  oil  of  16^, 
in  alcohol  of  13,  and  in  air  of  only  10  feet. 

iv.  The  intensity  of  sound  is  modified  by  the  motion  of  the  atmosphere 
and  the  direction  of  the  wind.     In  calm  weather  sound  is  always  better 
propagated  than  when  there  is  wind  ;  in  the  latter  case,  for  an  equal  distance 
sound  is  more  intense  in  the  direction  of  the  wind  than  in  the   contrary 
direction. 

v.  Lastly,  sound  is  strengthened  by  the  neighbourhood  of  a  sonorous  body. 
A  string  made  to  vibrate  in  free  air  has  but  a  very  feeble  sound  ;  but  when  it 
vibrates  above  a  sounding-box,  as  in  the  case  of  the  violin,  guitar,  or  violon- 
cello, its  sound  is  much  stronger.  This  arises  from  the  fact  that  the  box  and 
the  air  which  it  contains  vibrate  in  unison  with  the  string.  Hence  the  use  of 
sounding-boxes  in  stringed  instruments. 

Attempts  have  been  made  to  get  a  measure  of  the  loudness  of  sound 
which  should  serve  as  a  standard,  by  allowing  leaden  pellets  to  fall  from 
various  heights  on  an  iron  plate  of  some  size.  It  appears  that  within 
certain  limits  the  loudness  is  nearly  proportional  to  the  square  root  of  the 
height  from  which  the  pellet  falls,  and  not  to  the  height  itself.  It  thus 
appears  that  only  a  portion  of  the  energy  of  the  falling  body  is  expended  in 
producing  vibrations  of  the  plate. 

227.  Apparatus  to  strengtlieii  sound. — The  apparatus  represented  in 
fig.  214  was  used  by  Savart  to  show  the  influence  of  boxes  in  strengthening^ 
sound.  It  consists  of  a  hemispherical  brass  vessel,  A,  which  is  set  in  vibra- 
tion by  means  of  a  violin  bow.   Near  it  there  is  a  hollow  cardboard  cylinder 
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B,  dosed  at  the  further  end.  Bymeansofahandle  this  cylinder  can  b«  turned 
on  its  support,  so  as  to  be  inclined  at  any  given  degree  towards  the  vessel 
Tbe  cylinder  is  fixed  on  a  slide,  C,  by  which  means  it  can  be  placed  at  any 
distance  from  A.  When 
[lie  vessel  is  made  to 
vibrate,  the  strengthening 
rf  the  sound  is  very  re- 
nuitable.  But  the  sound 
ksES  almost  all  its  inten- 
sity if  the  cylinder  is 
mmed  away,  and  it  be- 
comes gradually  weaker 
■ben  the  cylinder  is 
removed  to  a  greater  dis- 
tant, showing  that  the 
strengthening  is  due  to 
the  vibration  of  the  air 
in  die  cylinder. 

The  cylinder  B  is 
made  to  vibrate  in  unison 
with  the  brass  vessel  by 
adjusting  it  to  a  certain 

dqxh,  which  is  effected  Fig.  n;. 

by  making  one  part  slide  into  the  other. 

Vitruvius  states  that  in  the  theatres  of  the  ancients  resonant  brass 
T«sels  were  placed  to  strengthen  the  voices  of  the  actors. 

Z38.  ZBaseaee  of  tnbea  on  tbe  traBBmlaalon  «f  Bound. — The  law 
ihat  the  intensity  of  sound  decreases  in  proportion  to  the  square  of  the 
distance  does  not  apply  to  the  case  of  tubes,  especially  if  they  are  straight 
nd  cylindrical.  The  sound-waves  in  that  case  are  not  propagated  in  the 
fcnn  of  increasing  concentrical  spheres,  and  sound  can  be  transmitted  to  a 
gitat  (tistance  without  any  perceptible  alteration.  Biot  found  that  in  ore 
(fihe  Paris  water-pipes,  1,040  yards  long,  the  voice  lost  so  littlcof  its  inten- 
sity that  a  conversation  could  be  kept  up  at  the  ends  of  a  tube  in  a  very  low 
woe.  The  weakening  of  sound  becomes,  however,  perceptible  in  tubes  of 
brge  diameter,  or  where  the  sides  are  rough.  This  property  of  transmitting 
sounds  was  first  used  in  England  for  speaking  tubes.  They  consist  of  caout- 
cbouc  or  metal  tubes  of  small  diameter  passing  from  one  room  to  another. 
If  a  person  speaks  at  one  end  ofthe  tube,  he  is  distinctly  heard  by  a  person 
vitb  his  ear  at  the  other  end. 

FttMn  Riot's  experiments  it  is  evident  that  a  communication  might  be 
made  between  two  towns  by  means  of  speaking  tubes.  The  velocity  of 
soDod  is  1,123  f^^'  ''^  ^  second  at  i6°'6  C,  so  that  a  distance  of  30  miles 
■oold  be  traversed  in  four  minutes, 

229.  SornABlt'B  ezperUnenls. — ^Theoretically,  a  sound-wave  should  be 
pfopagated  in  a  straight  cylindrical  tube  with  a  constant  intensity.  Regnault 
fbuod,  however,  that  in  these  circumstances  the  intensity  of  sound  gradually 
diminishes  with  the  distance,  and  that  the  distance  at  which  it  ceases  to  be 
indible  is  nearly  proportional  to  the  diameter  ofthe  tube. 
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He  reproduced  sound-waves  of  equal  strength  by  means  of  a  small  pistol 
charged  with  a  gramme  of  powder,  and  fired  at  the  open  ends  of  tubes  of 
various  diameters  ;  and  he  then  ascertained  the  distance  at  which  the  sound 
could  no  longer  be  heard,  or  at  which  it  ceased  to  act  on  what  he  calls  a 
sensitive  membrane.  This  was  a  very  flexible  membrane  which  could  be 
fixed  across  the  tube  at  various  distances,  and  was  provided  with  a  small 
metal  disc  in  its  centre.  When  the  membrane  began  to  vibrate,  this  disc 
struck  against  a  metallic  contact,  and  thereby  closed  a  voltaic  circuit,  which 
traced  on  a  chronograph  the  exact  moment  at  which  the  membrane  received 
the  sound-wave. 

Experimenting  in  this  manner,  Regnault  found  that  the  report  of  a  pistol 
charged  as  stated  is  no  longer  audible  at  a  distance  of 

1,159  metres  in  a  tube  of o"*  108  diameter 

3,8>o        »>  »  0-300       „ 

9>540        „  „  i"-ioo       „ 

These  numbers  represent  the  limit  of  distance  at  which  the  sound-wave 
is  no  longer  heard,  but  it  still  acts  on  the  membrane  at  the  distances  of 
4,156,  11,430^  and  19,851  metres  respectively. 

According  to  Regnault  the  principal  cause  of  this  diminution  of  intensity 
is  the  loss  of  vis  viva  against  the  sides  of  the  tube ;  he  found  also  that  sounds 
of  high  pitch  are  propagated  in  tubes  less  easily  than  those  of  low  ones  :  a 
bass  would  be  heard  at  a  greater  distance  than  a  treble  voice. 

230.  Velooity  of  soiuid  iB  air. — Since  the  propagation  of  sound-waves 
is  gradual,  sound  requires  a  certain  time  for  its  transmission  from  one  place 
to  another,  as  is  seen  in  numerous  phenomena.     For  example,  the  sound 
of  thunder  is  only  heard  some  time  after  the  flash  of  lightning  has  been  seen, 
although  both  the  sound  and  the  light  are  produced  simultaneously;  and  in  like 
manner  we  see  a  mason  in  the  act  of  striking  a  stone  before  hearing  the  sound. 
The  velocity  of  sound  in  air  has  often  been  the  subject  of  experimental 
determination.     The  most  accurate  of  the  direct  measurements  was  made 
by  Moll  and  Van  Beck  in  1823.     Two  hills,  near  Amsterdam,  Kooltjesberg 
and  Zevenboomen,  were  chosen  as  stations  :  their  distance  from  each  other 
as  determined  trigonometrically  was   57,971  feet,  or  nearly  eleven  miles. 
Cannons  were  fired  at  stated  inter\-als  simultaneously  at  each  station,  and  the 
time  which  elapsed  between  seeing  the  flash  and  hearing  the  sound  was 
noted  by  chronometers.     This  time  could  be  taken  as  that  which  the  sound 
required  to  travel  between  the  two  stations  ;  for  it  will  be  subsequendy  seen 
that  light  takes  an  inappreciable  time  to  traverse  the  above  distance.     In- 
troducing corrections  for  the  barometric  pressure,  temperature,  and  hygro- 
metric  state,  and  eliminating  the  influence  of  the  wind,  Moll  and  Van  Beck's 
results    as    recalculated    by   Schroder    van  der   Kolk  gave   1,09278  feet 
as  the  velocity  of   sound  in    one   second  in  dry  air  at  o**  C.  and  under 
a  pressure  of  760  mm.     Kendall,  in  a  North  Pole  expedition,  found  that  the 
velocity  of  sound  at  a  temperature  of -40°  was  314  metres.     Stone's  deter- 
minations, made  at  the  Cape  of  Good  Hope  with  very  great  care,  gave  1090*57 
or  332-4  metres,  as  the  velocity  of  sound  at  0°. 

The  velocity  of  sound  at  zero  may  be  taken  at  1,093  feet,  or  ^^^  metres. 
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This  velocity  increases  with  the  increase  of  temperature  ;  it  may  be  calcu- 
lated for  a  temperature  f  from  the  formula 

V  -  1,093  v/(i  +  0*003665/) 

wliere  1,093  is  the  velocity  in  feet  at  o*'  C,  and  0*003665  the  coefficient  of  ex- 
pansion for  i^  C.  This  amounts  to  an  increase  of  nearly  two  feet  for  every 
d^ree  Centigrade.  For  the  same  temperature  it  is  independent  of  the  density 
of  the  air,  and  consequently  of  the  pressure.  It  is  the  same  for  the  same 
lemperatiire  i^-ith  all  sounds,  whether  they  be  strong  or  weak,  deep  or  acute. 
Biot  found,  in  his  experiments  on  the  conductivity  of  sound  in  tubes,  that 
when  a  well-known  air  was  played  on  a  flute  at  one  end  of  a  tube  1,040  yards 
long,  it  was  heard  without  alteration  at  the  other  end,  from  which  he  con- 
cluded that  the  velocity  of  different  sounds  is  the  same.  For  the  same 
icason  the  tune  played  by  a  band  is  heard  at  a  great  distance  without  altera- 
tion, except  in  intensity,  which  could  not  be  the  case  if  some  sounds  travelled 
more  rapidly  than  others. 

This  cannot,  however,  be  admitted  as  universally  true.  Eamshaw,  by  a 
jnathematical  investigation  of  the  laws  of  the  propagation  of  sound,  concludes 
Aat  the  velocity  of  a  souod  depends  on  its  strength  ;  and,  accordingly,  that 
violent  sound  ought  to  be  propagated  with  greater  velocity  than  a  gentler 
This  conclusion  is  confirmed  by  an  observation  made  by  Captain 
.ny  on  his  Arctic  expedition.  '  Duiing  artillery  practice  it  was  found,  by 
IIS  stationed  at  a  considerable  distance  from  the  guns,  that  the  report 
the  cannon  was  heard  before  the  command  to  fire  given  by  the  officer.  And, 
recently.  Mallet  made  a  series  of  experiments  on  the  velocity  with  which 
d  is  propagated  in  rocks,  by  obser\'ing  the  times  which  elapsed  before 
ngs,  made  at  Holyhead,  were  heard  at  a  distance.  He  found  that  the 
the  charge  of  gunpowder,  and  therefore  the  louder  the  report,  the  more 
d  was  the  transmission.  With  a  charge  of  2,000  pounds  of  gunpowder 
velocity  was  967  feet  in  a  second,  while  with  a  charge  of  12,000  it  was 
10  feet  in  the  same  time. 

Jacqaes  made  a  series  of  experiments  by  firing  different  weights  of  pow- 
firom  a  cannon,  and  observing  the  velocity  of  the  report  at  different 
from  the  gun  by  means  of  an  electrical  arrangement.     He  thus 
that,  nearest  the  gun,  the  velocity  is  least,  increasing  to  a   certain 
um  which  is  considerably  greater  than  the  average  velocity.      The 
ity  is  also  greater  with  the  heavier  charge.      Thus  with  a  charge  of 
pound  the  velocity  was  1,187,  ^tid  with  a  charge  of  ^  pound  it  was  1,032 
a  distance  of  from  30  to  50  feet ;  while  at  a  distance  of  70  to  80  it  was  1,267 
1,120:  and  at  90  to  100  feet  it  was  I,21S2  and  1,114  respectively. 
Bravais  and  Martins  found,  in  1844,  that  sound  travelled  with  the  same 
ty  from  the  base  to  the  summit  of  the  Faulhom  as  from  the  summit  to 
base. 

A  laboratory  method  of  determining  the  velocity  of  sounds  consists  in 
a  metronome  (81)  which  is  beating  slowly,  and  is  approached  to  a 
WaSi  until  a  position  is  found  at  which  the  echo  of  one  beat  coincides  with 
tbe  sound  of  another  heard  directly.  The  distance  from  the  wall  is  then 
kalf  the  distance,  which  sound  traverses  in  the  interval  between  two  beats 
0f  the  metronome. 

p  2 


231-  Galinilatlanortli«  veloottr  of  aoniid  in  fmMtm. — From  tbeorei 
;onsiderations  Newton  gave  a  rule  for  calculating  the  velocity  of  soonc 
^ses,  which  may  be  represented  by  the  fonnula 


VI 


in  which  j'  represents  the  I'clocily  of  the  sound,  or  the  distance  it  travel 
a  second,  e  the  elasticity  of  the  gas,  and  if  its  density. 

This  formula  expresses  that  the  velocity  of  the  propagation  of  soimi 
fjufj  is  directly  as  the  square  rool  of  (he  elasticity  of  the  gas,  and  im-et 
IS  the  square  root  of  its  density.  It  follows  that  the  velocity  of  sound  Is 
same  under  any  pressure ;  for  although  the  elasticity  increases  with  incre 
pressure,  according  to  Boyle's  law,  the  density  increases  in  the  same  r 
At  Quito,  where  the  mean  pressure  is  only  218  inches,  the  velocity  is 
same  as  at  the  sea-level,  provided  the  temperature  is  the  same. 

Now  the  measure  of  the  elasticity  of  a  gas  is  the  pressure  to  which 
subjected  ;  hence,  if  g  be  the  force  of  gravity,  h  the  barometric  he 
reduced  to  the  temperature  zero,  and  S  the  density  of  mercury,  also  at  i 
then  for  a  gas  under  the  standard  atmospheric  pressure  and  for  zero,  e  =  j 
Newton's  formula  accordingly  becomes 


=  ^/^• 


Now,  if  we  suppose  the  temperature  of  a  gas  to  increase  from  0°  to  / 
volume  will  increase  from  unity  at  zero  to  1*11/  at  /,  a  being  the  coeffi' 
of  expansion  of  the  gas.  But  the  density  varies  inversely  as  the  voli 
therefore  i/becomes  rf-v-(i  +a/).     Hence 


'■v^; 


"(,,»0. 


Substituting  in  this  fonnula  the  values  in  centimetres  and  gram 
5-=98l,  A  =  76,  rf  =  o-ool293,  we  get  for  the  value  v  a  number  29,795  o 
metres  =  297 '9 5  metres,  which  is  about  one-sixth  less  than  the  experimi 
result.  Laplace  assigned  as  a  reason  for  this  discrepancy  the  heat  prodi 
by  pressure  in  the  condensed  wa\'es ;  and,  by  considerations  based  on 
idea,  Poisson  and  Biot  found  that  Newton's  formula  ought  to  be  wr 
1^    {i  +  rt/)  ^ ;  c  being  the  specific  heat  of  the  gas  for  a    cons 


-v^; 


pi-essure,  and  <f  its  specific  heat  for  a  constant  volume  (460).  The  ave 
value  of  the  constant  -^is  1*41,  and  if  the  formula  be  modilied  by  the  ii 

duciion  of  the  value  V'4'  <"'  i''S75'  the  calculated  numbers  agree  wit} 
experimental  results. 

The  physical  reason  for  introducing  the  constant  a /_,  into  the  equ; 

for  the  velocity  of  sound  may  be  understood  from  the  following  consic 
tions  :^\Ve  have  already  seen  (225)  that  sound  is  propagated  in  air  1 
scries  of  alternate  condensations  and  rarefactions  of  the  layers.  At  ' 
condensation  heat  is  evolved,  and  this  heat  increases  the  elasticity,  and 
the  rapidity  with  wliich  each  condensed  layer  acts  on  the  next ;  but  in 
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rare&ction  of  each  layer  the  same  amount  of  heat  disappears  as  was  deve- 
loped b>'.the  condensation,  and  its  elasticity  is  diminished  by  the  cooling. 
The  effect  of  this  diminished  elasticity  of  the  cooled  layer  is  the  same  as  if 
the  elasticity  of  an  adjacent  wave  had  been  increased,  and  the  rapidity  with 
which  this  latter  would  expand  upon  the  dilated  wave  would  be  greater. 
Thus,  while  the  average  temperature  of  the  air  is  unaltered,  both  the  heating 
which  increases  the  elasticity  and  the  chilling  which  diminishes  it .  concur 
in  increasing  the  velocity. 

Knowing  the  velocity  of  sound,  we  can  calculate  approximately  the  dis- 
tance at  which  it  is  produced.  Light  tmvels  with  such  velocity  that  the 
flash  or  the  smoke  accompanying  the  report  of  a  gun  may  be  considered  to 
he  seen  simultaneously  with  the  occurrence  of  the  explosion.  Counting 
then  the  number  of  seconds  which  elapse  between  seeing  the  flash  and 
hearing  the  sound,  and  multiplying  this  number  by  1,125,  ^^  K^^  ^^®  distance 
in  feet  at  which  the  gun  is  discharged.  In  the  same  way  the  distance  of 
thunder  may  be  estimated. 

232.  Veloolty  of  sound  in  ▼arlons  rases. — Approximately  the  same 
results  have  been  obtained  for  the  velocity  of  solmd  in  air  by  another  method, 
by  which  the  velocity  in  other  gases  could  be  determined.  As  the  wave- 
length X  is  the  distance  which  sound  travels  during  the  time  of  one  oscillation, 

that  is,    of  a  second,  the  velocity  of  sound  or  tne  distance  traversed  m  a 
n 

second  is  ^  =  »X.     Now  the  length  of  an  open  pipe  is  half  the  wave-length 

of  the  fundamental  note  of  that  pipe  ;  and  that  of  a  closed  pipe  is  a  quarter 

of  the  wave-length  (275).     Hence,  if  we  know  the  number  of  vibrations  of 

the  note  emitted  by  any  particular  pipe,  which  can  be  easily  ascertained  by 

means  of  a  sirene,  and  we  know  the  length  of  this  pipe,  we  can  calculate  v. 

Taking  the  temperature  into  account,  Wertheim  found  in  this  way  1,086  feet 

fac  the  velocity  of  sound  in  air  at  zero. 

Further,  since  in  different  gases  which  have  the  same  elasticity,  but  differ 

in  density,  the  velocity  of  sound  varies  inversely  as  the  square  root  of  the 

density,  knowing  the  velocity  of  sound  in  air,  we  may  calculate  it  for  other 

gases ;  thus  in  hydrogen  it  will  be 

/^^Ao -4168  feet. 
>/o-o688    ^ 

This  number  cannot  be  universally  accurate,  for  the  coefficient  ^  differs 

c 

somewhat  in  different  gases.  And  when  pipes  were  sounded  with  different 
gases,  and  the  number  of  vibrations  of  the  notes  multiplied  with  twice  the 
kngth  of  the  pipe,  numbers  were  obtained  which  differed  for.  those  cal- 
culated by  the  above  formula.    When,  however,  the  calculation  was  made, 

introducing  for  each  gas  its  special  valve  of  -,  the  theoretical  results  agreed 

very  well  with  the  observed  ones. 

By  the  above  method  the  following  values  have  been  obtained  : — 

Chlorine 677  feet  in  a  second. 

Carbonic  acid         ......        856         „ 
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Oxygen 1040  feet  in  a  second. 

Air 1093  „ 

Carbonic  oxide 1 106         „ 

Hydrogen      .        .  ....  4163         „ 

233.  Boppler's  principle. — When  a  sounding  body  approaches  the  ear» 
the  note  perceived  is  somewhat  higher  than  the  true  one  ;  but  if  the  source 
of  sound  recedes  from  the  ear,  the  note  perceived  is  lower.  The  truth  of 
this,  which  is  known  as  Doppler' s  principle^  will  be  apparent  from  the  follow- 
ing considerations  : — When  the  source  of  sound  and  the  ear  are  at  rest,  the 
ear  receives  n  waves  in  a  second  ;  but  if  the  ear  approaches  the  sound,  or 
the  sound  approaches  the  ear,  it  receives  more  ;  just  as  a  ship  meets  more 
waves  when  it  ploughs  through  them  than  if  it  is  at  relt.  Conversely,  the  ear 
receives  a  smaller  number  when  it  recedes  from  the  source  of  sound.  The 
effect  in  the  first  case  is  as  if  the  sounding  body  emitted  more  vibrations  in. 
a  second  than  it  really"  does,  and  in  the  second  case  fewer.  Hence  in  the 
first  case  the  note  appears  higher  ;  in  the  second  case  lower. 

If  the  distance  which  the  ear  traverses  in  a  second  towards  the  source  of 
sound  (supposed  to  be  stationar)')  is  s  feet,  and  the  wave-length  of  the  par- 

ticular  note  is  X  feet,  then  there  are  :r-  waves  in  a  second ;  or  also  -  ,  for 

A  c 

X  =  -  ,  where  c  is  the  velocity  of  sound  (230).     Hence  the  ear  receives  not 


n 


ns 


only  the  n  original  waves,  but  also  -    in  addition.     Therefore  the  number 
of  vibrations  which  the  ear  actually  receives  is 

n'  =  n  +  ^i  =  n(i  +  -) 
c  c 

for  an  ear  which  approaches  a  note  ;  and  by  similar  reasoning  it  is 

c  c 

for  an  ear  receding  from  a  tone. 

To  test  Doppler's  theor>'  Buys  Ballot  stationed  trumpeters  on  the  Utrecht 
railways  and  also  upon  locomotives,  and  had  the  height  of  the  approaching 
or  receding  notes  compared  with  stationary  ones  by  musicians.  He  thus 
found  both  the  principle  and  the  formula  fully  confirmed.  Similar  conclu- 
sive experiments  were  made  by  Scott  Russell  on  English  railways.  The 
observation  may  often  be  made  as  a  fast  train  passes  a  station  in  whicn 
an  electrical  alarum  is  sounding.  Independently  of  the  difference  in  loud- 
ness, an  attentive  ear  can  detect  a  difference  in  pitch  on  approaching  or  on 
leaving  the  station.  A  speed  of  about  40  miles  an  hour  sharpens  the  note 
of  the  whistle  of  an  approaching  train  by  a  semitone,  and  flattens  it  to  that 
extent  as  the  train  recedes. 

Doppler's  principle  may  also  be  established  by  direct  laboratory  ex- 
periments. Rollmann  fixed  a  long  rod  on  a  turning  machine,  at  the  end 
of  which  was  a  large  glass  bulb  with  a  slit  in  it,  which  sounded  like  a 
humming-top  when  a  tangential  current  of  air  was  blown  against  the  slit. 
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The  uniform  and  sufficiently  rapid  rotation  of  the  sphere  developed  such 
a  current,  and  produced  a  steady  note,  the  pitch  of  which  was  higher  or 
lower  in  each  rotation  according  as  the  bulb  came  nearer,  or  receded  from, 
the  observer. 

The  principle  may  also  be  illustrated  by  means  of  a  timing-fork  with  wide 
branches,  and  producing  a  very  high  note  of  2,046  vibrations.  When  this  is 
loudly  sounded,  and,  being  held  in  front  of  a  smooth  wall,  is  moved  towards  it 
with  a  velocity  of  a  metre  in  a  second,  the  direct  note  and  that  reflected 
from  the  wall  undergo  opposite  changes,  so  that  an  observer  hears  distinctly 
twelve  beats  in  a  second  (262). 

254.  ▼•loeity  of  sound  in  Uqoids. — The  velocity  of  sound  in  water 
was  experimentally  determined  in  1827  by  CoUadon  and  Sturm.  They 
moored  two  boats  at  a  known  distance  in  the  Lake  of  Geneva.  The  first 
supported  a  bell  immersed  in  water,  and  a  bent  lever  provided  at  one  end 
with  a  hammer  which  struck  the  bell,  and  at  the  other  with  a  lighted  wick,  so 
arranged  that  it  ignited  some  powder  the  moment  the  hammer  struck  the 
belL  To  the  second  boat  was  affixed  an  ear-trumpet,  the  bell  of  which  was 
in  water,  while  the  mouth  was  applied  to  the  ear  of  the  observer,  so  that  he 
could  measure  the  time  between  the  flash  of  light  and  the  arrival  of  sound  by 
the  water.  By  this  method  the  velocity  was  found  to  be  4,708  feet  in  a  second 
at  the  temperature  S^^'i,  or  four  times  as  great  as  in  air. 

The  velocity  of  sound,  which  is  different  in  different  liquids,  can  be  cal- 
culated by  a  formula  analogous  to  that  given  above  (230)  as  applicable  to 

gases,thatis,z'=  /'^  J  ;  in  which  g^  //,  and  d  have  their  previous  signi- 
ficance ;  while  /*  is  the  coefficient  of  the  compressibility  for  the  liquid  in  ques- 
tion (97),  that  is,  its  diminution  in  volume  by  a  pressure  of  one  atmosphere — 
and  d  is  the  density.  In  this  way  were  obtained  the  numbers  given  in  the 
following  table.  As  in  the  case  of  gases,  the  velocity  varies  with  the  tem- 
perature, which  is  therefore  appended  in  each  case. 


River  water  (Seine; 

13" 

c. 

=  4714  feet 

in  a  second 

»»                >»               .        .        . 

30 

=   5013 

Artificial  sea  water 

20 

«  4761 

Mercury 

10 

-  4866 

Solution  of  common  salt 

18 

=   5132 

Absolute  alcohol     . 

.     23 

=   3854 

Turpentine      .... 

24 

=   3976 

Ether 

B 

=  3801 

It  will  be  seen  how  close  is  the  agreement  between  the  two  values  for 
the  velocity  of  sound  in  water,  the  only  case  in  which  they  have  been 
dircaly  compared.  There  is  considerable  uncertainty  about  the  values  for 
other  liquids,  owing  to  the  doubt  as  to  the  values  for  their  compressibility. 

235.  ▼•lodtj  of  sound  In  solids. — As  a  general  rule,  the  elasticity  of 
solids,  as  compared  with  the  density,  is  greater  than  that  of  liquids,  and 
consequently  the  propagation  of  sound  is  more  rapid. 

The  difference  is  well  seen  in  an  experiment  by  Biot,  who  found  that  when 
a  bell  w^as  struck  by  a  hammer,  at  one  end  of  an  iron  tube  3,120  feet  long. 
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two  sounds  were  distinctly  heard  at  the  other  end.  The  first  of  these  was 
transmitted  by  the  tube  itself  with  a  velocity,  x ;  and  the  second  by  the  en- 
closed'air  with  a  known  velocity,  a.  The  interval  between  the  sounds  was 
25  seconds.    The  value  of  :r  obtained  from  the  equation 


3120 
a 


3120 

X 


25 


shows  that  the  velocity  of  sound  in  the  tube  is  nearly  9  times  as  great  as  that 
in  air. 

That  the  report  of  the  firing  of  cannon  is  heard  at  far  greater  distances 
than  peals  of  thunder,  is  doubtless  owing  to  the  fact  that  the  sound  in  the 
former  case  is  mainly  transmitted  through  the  earth. 

To  this  class  of  phenomena  belongs  the  fact  that  if  the  ear  is  held  against 
a  rock  in  which  a  blasting  is  being  made  at  a  distance,  two  distinct  reports 
are  heard — one  transmitted  through  the  rock  to  the  ear,  and  the  other  trans- 
mitted through  the  air.  The  conductivity  of  sound  in  solids  is  also  well 
illustrated  by  the  fact  that  in  manufacturing  telegraph  wires  the  filing  at  any 
particular  part  can  be  heard  at  distances  of  miles  by  placing  one  end  of  the 
wire  in  the  ear.     The  toy  telephone  also  is  based  on  this  fact. 

The  velocity  of  sound  in  wires  has  also  been  determined  theoretically 

by  Wertheim  and  others,  by  the  formula  v  =  ^ ^^  in  which  /i  is  the  modulus 

of  elasticity  (89),  while  d  is  the  mass  in  unit  volume,  which  is  equal  to  the 
specific  gravity,  or  the  weight  of  unit  volume  divided  by  the  acceleration  of 

gravity,  or  - . 

This  may  be  illustrated  from  a  determination  by  Wertheim  of  the  velocity 
of  sound  in  a  specimen  of  annealed  steel  wire,  the  specific  gravity  s  of  which 
was  7*631  and  its  modulus  21,000(88).  That  is,  a  weight  of  21,000  kilo- 
grammes would  double  the  unit  length  of  a  wire  i  sq.  mm.  in  cross  section,  if 
this  were  possible  without  exceeding  the  limit  of  elasticity.  This  is  equal  to 
2,100,000,000,  or  21  X  10®  grammes  on  a  wire   i  sq.  cm.  in  cross  section. 

Hence 

/2100000000  X  q8i  o  r    . 

v=    /±J±^i!rrr^_^.V  =  519581  cm.  =  17047  feet 
V  7-63 

The  following  table  gives  the  velocity  in  various  bodies,  expressed  in  feet 
per  second,  mostly  from  the  experimental  determinations  of  Wertheim  and 
of  Stefan : — 


Caoutchouc 

roo  to  200 

Oak 

12622 

Tallow . 

1180 

Cedar    . 

.     13120 

Wax     . 

2394 

Elm       . 

> 

»35i6 

Paraffin 

4250 

Ash 

> 

I53M 

Lead    . 

4653 

Fir 

15316 

Gold     . 

7021 

Walnut 

»5744 

Silver   . 

8806 

Glass 

■ 

• 

16057 

Pine 

■ 

10900 

Steel  wire 

• 

■ 

16336 

Copper 

• 

a 

1 2 194 

Wrought  iror 

\  and 

steel 

.    16498 
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The  numbers  for  caoutchouc  are  of  the  same  order  of  magnitude  as  those 
for  the  propagation  of  a  ner\-ous  impulse,  and  suggest  that  this  impulse  is 
transmitted  by  longitudinal  vibrations  (281)  like  those  of  sound. 

In  the  case  of  wood  these  velocities  are  in  the  directions  of  the  fibres, 
and  are  considerably  greater  than  across  the  rings  or  along  the  rings  ;  thus 
with  fir  the  velocities  are  4,382  and  2,572  for  these  directions  respectively. 

From  a  recent  determination  of  the  elasticity  of  ice,  Trowbridge  and 
Macrae  have  deduced  the  velocity  of  sound  in  it  to  be  9,600  feet  per  second, 
2,900  metres,  or  about  9  times  that  of  air. 

Mallet  investigated  the  velocity  of  the  transmission  of  sound  in  various 
rocks,  and  found  that  it  is  as  follows  : — 


Wet  sand 

Contorted,  stratified  quartz  and  slate  rock 
Discontinuous  granite    .... 
Solid  granite 


825  feet  in  a  second. 
1088 
1306 
1664 


>> 


>» 


>> 


A  direct  experimental  method  of  determining  the  velocity  of  sound  in 
solids,  gases,  and  vapours  will  be  described  subsequently  (277). 

If  a  medium  through  which  sound  passes  is  heterogeneous,  the  waves  ot 
sound  are  reflected  on  the  different  surfaces,  and  the  sound  becomes  rapidly 
enfeebled.  Thus  a  soft  earth  conducts  sound  badly,  while  a  hard  ground 
which  forms  a  contact  mass  conducts  it  well.  So  also  we  hear  badly 
through  air  spaces  which  are  filled  with  porous  materials,  such  as  shavings, 
sawdust,  cinders,  and  the  like. 

236.  Sefleotlon  of  sound. — So  long  as  sound-waves  are  not  obstructed 
in  their  motion  they  are  propagated  in  the  form  of  concentric  spheres  ;  but 
when  they  meet  with  an  obstacle  they  follow  the  general  law  of  elastic 
bodies  ;  that  is,  they  return  upon  themselves,  forming  new  concentric  waves, 
which  seem  to  emanate  from  a  second  centre  on  the  other  side  of  the  obstacle. 
This  phenomenon  constitutes  the  reflection  of  sound. 

Fig.  216  represents  a  series  of  incident  waves  reflected  from  an  obstacle, 
PQ.     Taking   for   example  the  incident  wave   MCDN,  emitted  from  the 


Fig.  216. 

centre  A,  the  corresponding  reflected  wave  is  represented  by  the  arc  CKD, 
of  a  circle  whose  centre  a  is  as  far  behind  the  obstacle  PQ  as  A  is  before  it. 
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If  any  point,  C,  of  the  reflecting  surface  be  joined  to  the  centre  of  sounds 
and  if  the  perpendicular  CH  be  let  fall  on  the  surface  of  this  body,  the  angle 
ACH  is  called  the  angle  of  incidence^  and  the  angle  BCH,  formed  by  the 
prolongation  of  aQ^  is  the  angle  of  reflection^ 

The  reflection  of  sound  is  subject  to  the  two  following  laws  : — 

I.  The  angle  of  reflection  is  equal  to  the  angle  of  incidence, 

II.  The  incident  sonorous  ray  and  the  reflected  ray  are  in  the  same  plane 
perpendicular  to  the  reflecting  surface. 

From  these  laws  it  follows  that  the  wave,  which  in  the  figure  is  propa- 
gated in  the  direction  AC,  takes  the  direction  CB  after  reflection,  so  that  an 
observer  placed  at  B  hears  a  second  sound,  which  appears  to  come  from  C, 
besides  the  sound  proceeding  from  the  point  A. 

The  laws  of  the  reflection  of  sound  are  the  same  as  those  for  light  and 
radiant  heat,  and  may  be  demonstrated  by  similar  experiments.  One  of  the 
simplest  of  these  is  made  with  conjugate  mirrors  (see  chapter  on  Radiant 
Heat)  ;  if  in  the  focus  of  one  of  these  mirrors,  which  should  be  rather  large, 
a  watch  is  placed,  the  ear  placed  in  the  focus  of  the  second  mirror  hears  the 
ticking  very  distinctly  even  when  the  mirrors  are  at  a  distance  of  12  or  13 
yards.  The  mirrors  should  be  large,  so  that  the  head  does  not  prevent  too 
large  a  proportion  of  the  waves  from  the  first  mirror  from  falling  on  the 
other.  With  smaller  mirrors  the  bell  of  an  ear  trumpet  is  held  at  the  focus, 
and  the  tube  end  is  placed  in  the  ear,  which  is  held  on  one  side  of  the 
mirror. 

In  like  manner,  the  explosion  of  fulminating  mercury  in  the  focus  of  one 
mirror  causes  that  of  iodide  of  nitrogen  placed  in  that  of  the  other. 

237.  Bolioes  and  rasonanoes. — An  eclw  is  the  repetition  of  a  sound  in 
the  air,  caused  by  its  reflection  from  some  obstacle. 

A  very  sharp  quick  sound  can  produce  an  echo  when  the  reflecting^ 
surface  is  55  feet  distant :  but  for  articulate  sounds  at  least  double  that 
distance  is  necessary,  for  it  may  be  easily  shown  that  no  one  can  pronounce 
or  hear  distinctly  more  than  five  syllables  in  a  second.  Now,  as  the  velo- 
city of  sound  at  ordinary  temperatures  may  be  taken  at  1,125  feet  in  a  second, 
in  a  fifth  of  that  time  sound  would  travel  225  feet.  If  the  reflecting  surface 
is  112*5  feet  distant,  in  going  and  returning  sound  would  travel  through  225 
feet.  The  time  which  elapses  between  the  articulated  and  the  reflected 
sound  would,  therefore,  be  a  fifth  of  a  second,  the  two  sounds  would  not 
interfere,  and  the  reflected  sound  would  be  distinctly  heard.  A  person 
speaking  with  a  loud  voice  in  front  of  a  reflector,  at  a  distance  of  112*5  feet, 
can  only  distinguish  the  last  reflected  syllable  :  such  an  echo  is  said  to  be 
monosyllabic.  If  the  reflector  were  at  a  distance  of  two  or  three  times  112-5 
feet,  the  echo  would  be  dissyllabic^  trisyllabic,  and  so  on. 

When  the  distance  of  the  reflecting  surface  is  less  than  1:2*5  feet,  the 
direct  and  the  reflected  sound  are  confounded.  They  cannot  be  heard 
separately,  but  the  sound  is  strengthened.  This  is  what  is  often  called 
resonance y  and  is  frequently  observed  in  large  rooms.  Bare  walls  and  par- 
ticularly woodwork  are  very  resonant ;  they  reflect  the  sound  and  add  to  it 
the  effect  of  their  own  vibrations,  so  that  the  sound  is  prolonged  and 
enforced.  In  a  large  meeting-room  this  may  considerably  aid  a  speaker's 
voice  ;  too  great  resonance,  however,  hinders  the  distinct  perception  of  the 
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words.  Tapestry  and  hangings,  on  the  contrary,  which  are  bad  reflectors, 
deaden  the  sound.  To  control  or  eliminate  the  effects  of  resonance  is  a 
difiicult  problem  in  the  acoustics  of  the  building  art. 

Multiple  echoes  are  those  which  repeat  the  same  sound  several  times  ; 
this  is  the  case  when  two  opposite  surfaces  (for  example,  two  parallel  walls) 
successively  reflect  sound.  There  are  echoes  which  repeat  the  same  sound 
20  or  50  times.  An  echo  in  the  chiteau  of  Simonetta,  in  Italy,  repeats  a 
sound  30  times.  At  Woodstock  there  is  one  which  repeats  from  17  to  20 
syllables. 

As  the  laws  of  reflection  of  sound  are  the  same  as  those  of  light  and 
heat,  curved  surfaces  produce  acoustic  foci  like  the  luminous  and  calorific 
foci  produced  by  concave  reflectors.  If  a  person  standing  under  the  arch  of 
a  bridge  speaks  with  his  face  turned  towards  one  of  the  piers,  the  sound  is 
reproduced  near  the  other  pier  with  such  distinctness  that  a  conversation 
can  be  kept  up  in  a  low  tone,  which  is  not  heard  by  anyone  standing  in  the 
intermediate  spaces. 

There  is  a  square  room  with  an  elliptical  ceiling  on  the  ground  floor  of  the 
Conservatoire  des  Arts  et  Metiers,  in  Paris,  which  presents  this  phenomenon 
in  a  remarkable  degree  to  persons  standing  in  the  two  foci  of  the  ellipse. 

Whispering  galleries  are  formed  of  smooth  walls  having  a  continuous 
curved  form.  The  mouth  of  the  speaker  is  presented  at  one  point,  and 
the  ear  of  the  hearer  at  another  and  distant  point.  In  this  case,  the 
sound  is  successively  reflected  from  one  point  to  the  other  until  it  reaches 
the  ear. 

In  the  whispering  gallery  of  St.  Paul's,  the  faintest  sound  is  thus  conveyed 
from  one  side  to  the  other  of  the  dome,  but  it  is  not  heard  at  any  intermediate 
points.  Placing  himself  close  to  the  upper  wall  of  the  Colosseum,  a  circular 
building  130  feet  in  diameter,  Wheatstone  found  a  word  to  be  repeated  a 
great  many  times.  A  single  exclamation  sounded  like  a  peal  of  laughter, 
while  the  tearing  of  a  piece  of  paper  resembled  the  patter  of  hail. 

It  is  not  merely  by  solid  surfaces,  such  as  walls,  rocks,  ships'  sails,  &c., 
that  sound  is  reflected.  It  is  also  reflected  by  clouds,  and  it  has  even  been 
shown  by  direct  experiment  that  a  sound  in  passing  from  a  gas  of  one  density 
into  another  is  reflected  at  the  surface  of  separation  as  it  would  be  against 
a  solid  surface.  Kow,  difierent  parts  of  the  earth's  surface  are  unequally 
heated  by  the  sun,  owing  to  the  shade  of  trees,  evaporation  of  water,  and 
other  cayses,  so  that  in  the  atmosphere  there  are  numerous  ascending  and 
descending  currents  of  air  of  different  density.  Whenever  a  sound  wave 
passes  from  a  medium  of  one  density  into  another  it  undergoes  partial  reflec- 
tion, which,  though  not  strong  enough  to  form  an  echo,  distinctly  weakens 
the  direct  sound.  This  is  doubtless  the  reason,  as  Humboldt  remarked,  why 
sound  travels  further  at  night  than  at  daytime,  even  in  the  South  American 
forests,  where  the  animals,  which  are  silent  by  day,  fill  the  atmosphere  at 
night  with  thousands  of  confused  sounds.  To  this  may  be  added  that  at 
night  and  in  repose,  when  other  senses  are  at  rest,  that  of  hearing  becomes 
more  acute.    This  is  the  case  with  persons  who  have  become  blind. 

It  has  generally  been  considered  that  fog  in  the  atmosphere  is  a  great 
deadener  of  sound  ;  it  being  a  mixture  of  air  and  globules  of  water,  at  each 
of  the  innumerable  surfaces  of  contact  a  portion  of  the  \'ibration  is  lost. 
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The  evidence  as  to  the  influence  of  ibis  property  is  conflicting  ;  recent  re- 
searches ofTyndall  show  that  a  white  fog,  or  snow,  or  hail,  is  not  an  important 
obstacle  to  the  transmission  of  sound,  but  that  aqueous  vapour  is.  Expe- 
riments made  on  a  large  scale,  in  order  to  ascertain  the  best  form  of  fog 
signals,  gave  some  remarkable  results. 

On  some  days,  which  optically  were  quite  clear,  certain  sounds  could  not 
be  heard  at  a  distance  for  inferior  to  that  at  which  they  could  be  heard  even 
during  a  thick  haze.  Tyndall  ascribes  this  result  to  the  presence  in  the 
atmosphere  of  aqueous  vapour,  which  forms  in  the  air  innumerable  stri;v 
that  do  not  interfere  with  its  optica!  clearness,  but  render  it  acoustically 
turbid,  the  sound  being  reflected  by  this  invisible  vapour  just  as  light  is  by 
the  visible  cloud. 

These  conclusions,  first  drawn  from  observations,  have  been  verified  by 
laboratory  experiments.  Tyndall  has  shown  that  a  medium  consisting  ot 
alternate  layers  of  light  and  heavy  gas,  such  as  coal  gas  and  carbonic 
acid,  deadens  sound,  and  also  that  a  medium  consisting  oF  alternate  strata 
of  heated  and  ordinary  air  exerts  a  similar  influence.  The  same  is  the  case 
with  an  atmosphere  containing  the  vapours  of  volatile  liquids.  So  long  as 
the  continuity  of  air  is  preserved,  sound  has  great  power  of  passing  through 
the  interstices  of  solids  ;  thus  it  will  pass  through  twelve  folds  of  a  dry  silk 
handkerchief,  but  is  stopped  by  a  single  layer  if  it  is  welted. 

238,  Bomwtlon  oTBonnd.— It  will  be  found  afterwards  (536)  that  refrac- 
tion is  the  change  of  direction  which  light  and  heat  experience  on  passing  from 
one  medium  to  another.  It  has  been  shown  by  Hajech  that  the  laws  of  the 
refraction  of  sound  are  the  same  as  those  for  light  and  heat :  he  used  tubes 
filled  with  various  gases  and  liquids,  and  closed  by  membranes ;  the  mem- 
brane at  one  end  Mas  at  right  angles  to  the  axis  of  the  tube,  while  the  other 
made  an  angle  with  it.  When 
these  tubes  were  placed  in 
an  aperture  in  the  wall  bc- 

I'.Lv-..  produced    in    front    of    the 

.......:.>B      mj^  j„  ong  room,  that  of  a 

tuning-fork  for  instance,  was 
heard  in  directions  in  the 
other  varying  with  the  in- 
clination of  the  secpnd  mem- 
brane, and  with  the  nature 
of  the  substance  with  which 
the  tube  was  filled.  Accurate 

measurements   showed   that 

Fig.  ai7.  the  law  held  that  the  sines 

of  the  angle  of  incidence 
and  of  refraction  arc  in  a  constant  ratio,  and  that  this  ratio  is  equal  to  that 
of  the  velocity  of  sound  in  the  two  media. 

Thus  the  velocity  of  sound  in  water  is  not  very  different  rom  that  in 
hydrogen,  and  the  deviations  produced  are  nearly  equal. 

Sondhauss  conlinned  the  analogy  of  the  refraction  of  sound-waves  to 
those  of  light  and  heat.     He  constructed  lenses  of  gas  by  cutting  equal 
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s^iments  out  of  a  large  collodion  balloon,  and  fastening  them  on  the  two 
sides  of  a  sheet-iron  ring  a  foot  in  diameter,  so  as  to  form  a  double  convex 
lens  about  4  inches  thick  in  the  centre  (fig.  212).  This  was  filled  with  car- 
bonic acid,  and  a  watch  A  was  placed  in  the  direction  of  the  axis  ;  the  point 
was  then  sought  on  the  other  side  of  the  lens  at  which  the  sound  was  most 
distinctly  heard.  It  was  found  that  when  the  ear  was  removed  from  the 
axis  the  sound  was  scarcely  perceptible,  but  that  at  a  certain  point  B  on  the 
axial  line  it  was  very  distinctly  heard.  Consequently,  the  sound-waves  in 
passing  from  the  lens  had  converged  towards  the  axis  ;  their  direction  had 
been  changed ;  in  other  words,  they  had  been  refracted. 

The  refraction  of  sound  may  be  easily  demonstrated  by  means  of  one 
of  the  very  thin  india-rubber  balloons  used  as  children's  toys,  inflated 
by  carbonic  acid.  If  the  balloon  be  filled  with 
hydrogen,  no  focus  is  detected ;  it  acts  like  a 
concave  lens,  and  the  divergence  of  the  rays  is 
increased,  instead  of  their  being  converged  to  the 
ear. 

A  direct  proof  of  the  refraction  of  sound  is 
given  by  the  experiments  of  Schellbach  and  Bohm. 
The  source  of  sound  was  a  film  of  collodion 
stretched  across  a  ring,  ab  (fig.  218),  and  which 
was  put  in  vibration  by  electrical  sparks  at  o.  A 
disc  of  paper,  ^,  sprinkled  with  fine  charcoal  powder, 
was  suspended  in  the  vessel  BB'.  When  this 
vessel  contained  air,  rings  of  dust  were  formed,  the 
centre  of  which  was  at  /  in  the  direction  of  the 
propagation  of  the  sound.  But  if  the  vessel  was 
filled  with  carbonic  acid  the  centre  of  the  rings 
li-as  found  to  be  aty,  showing  that  the  sound  had  been  refracted  towards  the 
perpendicular  on  passing  from  air  into  the  denser  medium  ;  and  measure- 
ments showed  that  the  position  of  the  point/'  was  in  accordance  with  the 
law  of  refraction  for  light  Experiments  suitably  modified  showed  that,  when 
h)xirogen  was  substituted  for  carbonic  acid,  the  sound  was  bent  away  from 
the  perpendicular. 

It  has  long  been  known  that  sound  is  propagated  in  a  direction  against 
that  of  the  wind  with  less  velocity  than  with  the  wind.  This  is  probably 
due  to  a  refraction  of  sound  on  a  large  scale.  The  velocity  of  wind  along 
the  ground  is  always  considerably  less  than  at  a  greater  height ;  thus,  the 
vek)city  at  a  height  of  8  feet  has  been  observed  to  be  double  what  it  is  at  a 
height  of  one  foot  above  the  ground.  Hence  the  front  of  a  condensed  wave 
ffig.  213),  which  was  originally  vertical,  becomes  tilted  upwards  and  with  the 
tower  part  forward ;  and,  as  the  direction  of  the  wave-motion  is  at  right 
angles  to  the  front  of  the  wave,  the  effect  of  the  coalescence  of  a  number  of 
these  rays,  thus  directed  upwards,  is  to  produce  an  increase  of  the  sound  in 
the  higher  regions.  The  rays  which  travel  with  the  wind  will,  for  similar 
reasons,  be  refracted  downwards,  and  thus  the  sound  be  better  heard. 

259.  SpMkkiiir  tmmpet.  Bar  tmmpet. — These  instruments  depend 
bodi  on  the  reflection  of  sound  and  on  its  conductibility  in  tubes. 

The  speaking  trumpet^  as  its  name  implies,  is  used  to  render  the  voice 
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audible  at  great  distances,  more  especially  on  board  ship.  It  consists  i 
slightly  conical  tin  or  brass  tube  (fig.  219),  very  much  wider  at  one  end  (wl 
is  called  the  bell),  and  provided  with  a  mouthpiece  at  the  other.  It  i 
much  as  7  feet  in  length,  the  bell  being  1  foot  in  diameter. 

The  larger  the  dimensions  of  this  instrument  the  greater  is  the  disti 
at  which  the  voice  is  heard.  Its  action  is  usually  ascribed  to  the  succei 
reflections  of  sound-waves  from  the  sides  of  the  tube,  by  which  the  it- 
tend  more  and  more  to  pass  in  a  direction  parallel  to  the  axis  of 
instrument  It  has,  however,  been  objected  to  this  explanation  that 
sounds   emitted   by   the   speaking   trumpet  are  not  stronger  solely  in 


H 


Fig.  119. 

lirecCion  of  the  axis,  but  in  all  directions  ;  that  the  bell  would  not  ten 
produce  parallelism  in  the  sound-wave,  whereas  it  certainly  exerts  consi 
able  influence  in  strengthening  the  sound.  According  to  Hassenfratz  the 
acts  by  allowing  a  large  mass  of  air  to  be  set  in  consonant  vibration  be 
t  begins  to  be  diffused.  This  is  probably  also  the  reason  why  sound  tra 
tiest  in  the  chief  direction  of  the  sounding  body  ;  thus  the  report  of  a  can 
:he  sound  of  a  wind  instrument  in  the  line  of  the  tube,  the  voice  in 
direction  of  the  mouth,  &c 

The  ear  trumpet  is  used  by  persons  who  are  hard  of  bearing.  1 
sssentially  an  inverted  speaking  trumpet,  and  consists  of  a  conical  met 
:ube,  one  of  whose  extremities,  terminating  in  a  bell,  receives  the  sound,  v 
he  other  end  is  introduced  into  the  ear.  This  instrument  is  the  revcD 
he  speaking  trumpet  The  bell  serves  as  a  mouthpiece  ;  that  is,  it  rece 
:he  sound  coming  from  the  mouth  of  the  person  who  speaks.  These  soi 
tre  transmitted  by  a  series  of  reflections  to  the  interior  of  the  trumpe 
hat  the  waves,  which  would  become  greatly  diffused,  are  concentraiei 
he  ear,  and  produce  a  far  greater  effect  than  divergent  waves  would  I 


240.  St*tba«a«p«. — One  of  the  most  useful  applications  of  acous 
irinciples  is  the  stethoscope.  Figs.  220,  221  represent  an  improved  for 
his  instrument  devised  by  Konig.     Two  sheets  of  caoutchouc,  c  and  it 
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fixed  to  the  circular  edge  of  a  hollow  metal  hemisphere ;  the  edge  is  provided 
with  a  stopcock,  so  that  the  sheets  can  be  inflated,  and  then  present  the  ap- 
pearance of  a  double  convex  lens,  as  represented  in  section  in  fig.  220.  To 
a  tubulure  on  the  hemisphere  is  fixed  a  caoutchouc  tube  terminated  by  horn 
or  ivory,  ^,  which  is  placed  in  the  ear  (fig.  221). 

When  the  membrane  c  of  the  stethoscope  is  applied  to  the  chest  of  a  sick 
person  the  beating  of  the  heart  and  the  sounds  of  respiration  are  transmitted 
to  the  air  in  the  chamber  «,  and  from  thence  to  the  ear  by  means  of  the 
flexible  tube.  If  several  tubes  are  fixed  to  the  instrument,  as  many  observers 
may  simultaneously  auscultate  the  same  patient. 
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CHAPTER   II 

OF  THE  NUMBER  OF  VIBRATIONS 

341.  SOiVsrt'a  ^p«rMaa. — Savarfs  toothed  iuhccl,  so  called  from  the 
name  of  its  inventor,  is  an  apparatus  by  which  the  absolute  number  of  vibra- 
tions corresponding  to  a  given  note  can  be  determined.  It  consists  of  a 
solid  oak  frame  in  which  there  are  two  wheels,  A  and  B  (fig.  222] ;  the  larger 
wheel.  A,  is  connected  with  the  toothed  wheel  by  means  of  a  strap  and  a 
multiplying  wheel,  thereby  causing  the  toothed  wheel  to  revolve  with  great 
^■elocity  ;  a  card,  E,  is  fixed  on  the  frame,  and,  in  revolving,  the  toothed 
u'heel  strikes  againsc  it  and  causes  it  to  vibrate.  The  card,  being  struck  by 
each  tooth,  makes  as  many  vibrations  as  there  are  teeth.  At  the  side  of  the 
apparatus  there  is  an  indicator,  H,  which  gives  the  number  of  revolutions  of 
the  wheel,  and  consequently  the  number  of  vibrations  in  a  given  time. 


When  the  wheel  is  moved  slowly,  the  separate  shocks  against  the  card 
are  distinctly  heard  ;  but  if  the  velocity  is  gradually  increased,  the  sound 
becomes  higher  and  higher.  Having  obtained  the  sound  whose  number  of 
vibrations  is  to  be  determined,  the  revolution  of  the  wheel  is  continued  with 
the  same  velocity  for  a  certain  number  of  seconds.  The  number  of  turns  of 
the  toothed  wheel  B  is  then  read  off  on  the  indicator,  and  this  multiplied 
by  the  number  of  teeth  in  the  wheel  gives  the  total  number  of  vibrations. 
Dividing  this  by  the  corresponding  number  of  seconds,  the  quotient  gives 
the  number  of  vibrations  per  second  for  the  given  sound. 

242.  sirene. — The  sirene  is  an  apparatus  which,  like  Savart's  wheel,  is 
used  to  measure  the  number  of  vibrations  of  a  body  in  a  given  lime.     TTie 
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r,  Cagniard  Latour,  because  it 


name  'sirene'  was  given  to  it  by  its 
yields  sounds  under  water. 

Il  is  made  entirely  of  brass.  Fig.  22j  represents  it  fixed  on  the  table  of 
a  bellows,  by  which  a  continuous  current  of  air  can  be  sent  through  it.  Figs. 
:z4and  22;  show  the  internal  details.  The  lower  part  consists  of  a  cylin- 
drical bolt,  O,  closed  by  a  fixed  plate,  B.  On  this  plate  a  vertical  rod,  T,  rests, 
to  which  is  6«d  a  disc,  A,  moving  with  the  rod.  In  the  plate  B  there  arc 
equidistant  circular  holes,  and  in  the  disc  A  are  an  equal  number  of  holes  of 
ihc  same  size,  and  the  same  distance  from  the  centre  as  those  of  the  plate. 
These  holes  are  not  perpendicular  to  the  disc  ;  they  are  all  inclined  to  the 
ume  extent  in  the  same  direction  in  the  plate,  and  to  the  same  extent  in 
ibe  opposite  direction  in  the  disc,  so  that  when  they  are  opposite  each  other 
ihey^have  the  appearance  represented  in  ot«,  fig.  224.  Consequently,  when 
a  current  of  air  from  the  bellows  reaches  the  hole  m,  it  strikes  obliquely 


against  the  sides  of  the  hole  n,  and  imparts  to  the  disc  A  a  rotary  motion  in 
the  direction  nA. 

For  the  sake  of  simplicity,  let  us  first  suppose  that  in  the  movable  disc 
A  there  are  eighteen  holes,  and  in  the  fixed  plate  B  only  one,  which  faces 
one  of  the  upper  holes.  The  wind  from  the  bellows  striking  against  the 
sides  of  the  latter,  the  movable  disc  begins  to  rotate,  and  the  space  between 
two  of  its  consecutive  holes  closes  the  hole  in  the  lower  plate.  But  as  the 
disc^continues  to  turn  from  its  acquired  velocity,  two  holes  are  again  opposite 
each  other,  a  new  impulse  is  produced,  and  so  on.  During  a  complete 
revolution  of  the  disc  the  lower  hole  is  eighteen  times  open  and  eighteen 
limes  dosed.  A  series  of  effluxes  and  stoppages  is  thus  produced,  which 
makes  the  air  vibrate,  and  ultimately  produces  a  sound  when  the  successive 
impulses  are  sufficiently  rapid.  If  the  fixed  plate,  like  the  moving  disc,  had 
eighteen  hole*,  each  hole  would  separately  produce  the  same  effect  as  a 


226  On  Sound  [242- 

separate  one,  the  sound  would  be  eighteen  times  as  intense,  but  the  number 
of  vibrations  would  not  be  increased. 

In  order  to  know  the  number  of  vibrations  corresponding  to  the  sound 
produced,  it  is  necessary  to  know  the  number  of  revolutions  of  the  disc  A  in 
a  second.  For  this  purpose  an  endless  screw  on  the  rod  T  transmits  the 
motion  to  a  wheel,  a^  with  loo  teeth.  On  this  wheel,  which  moves  by  one 
tooth  for  every  turn  of  the  disc,  there  is  a  catch,  P,  which  at  each  complete 
revolution  moves  one  tooth  of  a  second  wheel,  b  (fig.  225).  On  the  axis  of 
these  wheels  there  are  two  needles,  which  move  round  dials  represented  in 
fig.  223.  One  of  these  indices  gives  the  number  of  turns  of  the  disc  A,  the 
other  the  number  of  hundreds  of  turns.  By  means  of  two  screws,  D  and  C, 
the  wheel  a  can  be  uncoupled  from  the  endless  screw. 

Since  the  pitch  of  the  sound  rises  in  proportion  to  the  velocity  of  the  disc 
A,  the  wind  is  forced  until  the  desired  sound  is  produced.  The  same  current 
is  kept  up  for  a  certain  time — two  minutes,  for  example — and  the  number  of 
turns  read  off.  This  number,  multiplied  by  18  and  divided  by  120,  gives 
the  number  of  vibrations  in  a  second.  For  the  same  velocity  of  rotation  the 
sirene  gives  the  same  sound  in  air  as  in  water ;  the  same  is  the  case  with 
all  gases ;  and  it  appears,  therefore,  that  any  given  sound  depends  on  the 
number  of  vibrations  produced,  and  not  on  the  nature  of  the  sounding  body. 

The  buzzing  and  hunmiing  noise  of  certain  insects  is  not  vocal,  but  is 
produced  by  very  rapid  flapping  of  the  wings  against  the  air  or  the  body. 
The  sirene  has  been  ingeniously  applied  to  count  the  velocity  of  the  undu- 
lations thus  produced,  which  is  effected  by  bringing  it  into  unison  with  the 
sound.  It  has  thus  been  found  that  the  wings  of  a  gnat  flap  at  the  rate 
of  1,500  times  in  a  second.  If  a  report  is  produced  in  a  space  with  two 
parallel  walls  at  no  great  distance  apart,  the  sound  is  reflected  from  one  ta 
the  other,  and  reaches  the  ear  at  regular  and  frequent  intervals  ;  that  is,  the 
repetition  of  the  echo  acts  as  a  note. 

A  modification  of  the  sirene  known  as  Brown's  steam-homy  in  which  high- 
pressure  steam  is  employed  instead  of  compressed  air,  is  used  as  '^^  fog-signal. 
Its  shrill  and  penetrating  note  is  better  adapted  than  an  ordinary  fog-horn^ 
or  even  cannon,  for  being  heard  over  the  noise  of  breakers. 

243.  Bellows. — In  acoustics  a  bellows  is  an  apparatus  by  which  wind 
instruments,  such  as  the  sirene  and  organ-pipes,  are  worked.  Between  the 
four  legs  of  a  table  there  is  a  pair  of  bellows,  S  (fig.  226),  which  is  worked 
by  means  of  a  pedal,  P.  D  is  a  reservoir  of  flexible  leather,  in  which  is  stored 
the  air  forced  in  by  the  bellows.  If  this  reservoir  is  pressed  by  means  of 
weights  on  a  rod,  T,  moved  by  the  hand,  the  air  is  driven  through  a  pipe,  K, 
into  a  chest,  C,  fixed  on  the  table.  In  this  chest  there  are  small  holes  closed 
by  leather  valv«s,  which  can  be  opened  by  pressing  on  keys  in  fix>nt  of  the 
box.    The  sirene  or  sounding  pipe  is  placed  in  one  of  these  holes. 

244.  Uiiilt  of  perceptible  sounds. — Previous  to  Savarfs  researches, 
physicists  assumed  that  the  ear  could  not  perceive  a  sound  when  the  number 
of  vibrations  was  below  16  for  deep  sounds,  or  above  9,000  for  acute  sounds. 
But  he  showed  that  these  limits  were  too  close,  and  that  the  faculty  of  per- 
ceivmg  sounds  depends  rather  on  their  intensity  than  on  their  height ;  so 
that  when  extremely  acute  sounds  are  not  heard,  it  arises  from  the  fact  that 
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tbey  have  not  been  produced  with  sufficient  intensity  to  affect  the  organ  of 
hearing. 

By  increasing  the  diameter  of  the  toothed  wheel,  and  consequently  the 
amplitude  and  intensity  of  the  vibrations,  Savart  pushed  the  limit  of  acute 
sounds  to  24,000  vibrations  in  a  second. 

For  deep  sounds  he  substituted  for  the  toothed  wheel  an  iron  bar  about 
two  feet  long,  which  revolved  on  a  horizontal  axis  between  two  thin  wooden 
pUles,  about  0*08  of  a.n  inch  from  the  bar.  As  often  as  the  bar  passed  a 
grave  sound  was  produced,  due  to  the  displacement  of  the  air.  As  the 
motioo  was  accelerated  the  sound  became  continuous,  very  grave,  and 
deafening.  By  this  means  Savart  found  that,  with  7  to  S  vibiations  in  a 
xcood,  the  ear  perceived  a 
distinct  but  very  deep  sound, 

Despreti,  however,  who 
investigated  the  same  sub- 
ject, disputed  Savant's  results 
as  to  the  limits  of  deep 
sounds,  and  considers  that 
no  sound  is  audible  (hat  is 
made  by  less  than  16  vibra- 
tions per  second.  Helm- 
holtz  holds  that  the  pcrccp- 
tbn  of  a  sound  begins  at  jo 
vihrations,  and  only  has  a 
definite  musical  value  when 
the  number  is  more  than  40. 
Below  30  the  impression  of 
a  number  of  separate  beats 
is  produced.  On  the  other 
hand,  acute  sounds  are  aud- 
ible up  to  those  correspond- 
ing to  38/xxi  vibrations  in  a 
second.  Such  sounds,  how- 
ever, are  far  from  pleasur- 
able :  they  affect  the  ear  as  if 
it  bad  been  pricked  with  a 
pin  or  needle.  '"  "*' 

The  discordant  results  obtained  by  these  and  other  observers  for  the 
limit  of  audibility  of  higher  notes  are  no  doubt  due  to  the  circumstance 
that  different  observers  have  different  capacities  for  the  perception  of 
sounds.  Preyer  has  investigated  this  subject  by  means  of  experimental 
methods  of  greater  precision  than  any  that  have  hitherto  been  applied 
for  this  purpose.  The  minimum  limit  for  the  normal  ear  he  found  to  lie 
between  16  and  34  single  vibrations  in  a  second ;  the  maximum  limit  reached 
41/xx) ;  but  many  persons  with  average  powers  of  hearing  were  found  to  be 
absolutely  deaf  to  notes  of  16,000,  12,000,  or  even  fewer  vibrations. 

h  appears  that  the  limit  of  audibility  for  any  particular  ear  is  increased 
viih  the  strength  of  the  sound.  Paucher  examined  this  by  sounding  a 
poiieifiil  sirene  by  steam  ;  he  found  that  with  steam  of  i  atmosphere  pres- 
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sure  the  upper  limit  was  at  48,000  vibrations,  with  1 
60,000,  while  with  steam  of  2^  atmospheres  it  had  nc 
72,000  vibrations. 

245.  Sniutmers  ^vKpUo  mctttoA. — When  the  sirene  or  Savart's  wheel 
is  used  to  detcnnine  the  exact  number  of  vibrations  corresponding  to  a  given 
note,  it  is  necessary  to  bring  the  sounds  which  they  produce  into  unison 
with  the  given  note,  and  this  cannot  be  done  exactly  unless  the  experi- 
menter has  a  practised  ear.  Duhanicl's  graphic  method  is  very  simple  and 
exact,  and  free  from  this  difGculty.  It  consists  in  fixing  a  fine  point  to  the 
body  emitting  the  note,  and  causing  it  to  trace  the  vibrations  on  a  properly 
prepared  surface. 

The  apparatus  consists  of  a  wood  or  metal  cylinder,  A  (fig.  227),  fixed  to 
3  vertical  axis,  O,  and  turned  by  a  handle.  The  lower  part  of  the  axis  is  a 
screw  working  in  a  fixed  nut,  so  that  according  as  the  handle  is  turned  from 
left  to  right,  or  from  right  to  left,  the  cylinder  is  raised  or  depressed.    Round 
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the  cylinder  is  rolled  a  sheet  of  paper  covered  with  an  inadhesive  film  of 
lampblack.  On  this  film  the  vibrations  register  themselves.  This  is  effected 
as  follows.  Suppose  the  body  emitting  the  note  to  be  a  steel  rod.  It  is  held 
firmly  at  one  end,  and  carries  at  the  other  a  line  point  which  grazes  the  sur- 
faces of  the  cylinder.  If  the  rod  is  made  to  vibrate  and  the  cylinder  is  at  rest, 
the  point  would  describe  a  short  line  ;  but  if  the  cylinder  is  turned,  the  point 
produces  an  undulating  line,  containing  as  many  undulations  as  the  point 
has  made  vibrations.  Consequently,  the  number  of  vibrations  can  be  counted. 
s  only  to  determine  the  time  in  which  the  vibrations  were  ntade. 
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There  are  several  ways  of  doing  this.  The  simplest  is  to  compare  the 
curve  traced  "by  the  vibrating  rod  with  that  traced  by  a  tuning-fork  (251), 
which  gives  a  known  number  of  vibrations  per  second — for  example,  500. 
The  prong  of  the  fork  is  furnished  with  a  point,  which  is  placed  in  contact 
with  the  lampblack.  The  fork  and  the  rod  are  then  set  vibrating  together, 
and  each  produces  its  own  undulating  trace.  When  the  paper  is  unrolled, 
it  is  easy,  by  counting  the  number  of  vibrations  each  has  made  in  the  same 
distance,  to  determine  the  number  of  vibrations  made  per  second  by  the 
elastic  rod.  Suppose,  for  instance,  that  the  tuning-fork  made  150  vibrations, 
while  the  rod  made  165  vibrations.  Now  we  already  know  that  the  tuning- 
fork  makes  one  vibration  in  the  ^^  part  of  a  second,  and  therefore  150 
vibrations  in  \%^  of  a  second.     But  in  the  same  time  the  rod  makes  165 

vibrations ;  therefore  it  makes  one  vibration  in  the 5 — -_    of  a  second, 

500  X 165 

and  hence  it  makes  per  second  ^ — ^ — ^.  or  550  vibrations. 

150 


230  On  Sound  [246- 


CHAPTER  III 

THE  PHYSICAL   THEORY  OF   MUSIC 

246.  Vroperties  of  musloal  notes. — ^A  simple  musical  note  results  from 
continuous  rapid  isochronous  vibrations,  provided  the  number  of  the  vibra- 
tions falls  within  the  very  wide  limits  mentioned  in  the  last  chapter  (244). 
Musical  notes  are  in  most  cases  compound.  The  distinction  between  a 
simple  and  a  compound  musical  note  will  be  explained  later  in  the  chapter. 
The  tone  yielded  by  a  tuning-fork  furnished  with  a  proper  resonance-box  is 
simple  ;  that  yielded  by  a  wide-stopped  organ  pipe,  or  by  a  flute,  is  nearly 
simple  ;  that  yielded  by  a  musical  string  is  compound. 

Musical  notes  have  three  leading  qualities,  namely,  pitchy  intensity^  and 
timbre  or  quality, 

i.  TYit.  pitch  of  a  musical  note  is  determined  by  the  number  of  vibrations 
per  second  yielded  by  the  body  producing  the  note. 

ii.  The  intensity  of  the  note  depends  on  the  extent  of  the  vibrations.  It 
is  greater  when  the  extent  is  greater,  and  less  when  it  is  less.  It  is,  in  fact, 
proportional  to  the  square  of  the  extent,  or  amplitude  of  the  vibrations  which 
produce  the  note. 

iii.  The  timbre  or  stamp  or  quality  is  that  peculiar  property  of  note  which 
distinguishes  a  note  when  sounded  on  one  instrument  from  the  same  note 
when  sounded  on  another,  and  which  by  some  is  called  the  colour.  Thus 
when  the  C  of  the  treble  stave  is  sounded  on  a  violin  and  on  a  flute,  the  two 
notes  will  have  the  same  pitch ;  that  is,  they  are  produced  by  the  same  number 
of  vibrations  per  second,  and  they  may  have  the  same  intensity,  and  yet  the 
two  notes  will  have  very  distinct  qualities  ;  that  is,  their  timbre  is  different. 
The  cause  of  the  peculiar  timbre  of  notes  will  be  considered  later  in  the 
chapter. 

247.  Musical  Intervals. — Let  us  suppose  that  a  musical  note,  which  for 
the  sake  of  future  reference  we  will  denote  by  the  letter  C,  is  produced  by 
///  vibrations  per  second  ;  and  let  us  further  suppose  that  any  other  musical 
note,  X,  is  produced  by  n  vibrations  per  second,  n  being  greater  than  tn ; 
then  the  interval  from  the  note  C  to  the  note  X  is  the  ratio  n  :  /«,  the  interval 
between  two  notes  being  obtained  \iy  division^  not  hy  subtraction.  Although 
two  or  more  notes  may  be  separately  musical,  it  by  no  means  follows  that 
when  sounded  together  they  produce  a  pleasant  sensation.  On  the  con- 
trary, unless  they  are  concordant^  the  result  is  harsh,  and  usually  unpleasing. 
We  have,  therefore,  to  inquire  what  notes  are  fit  to  be  sounded  together. 
Now,  when  musical  notes  are  compared,  it  is  found  that  if  they  are  separated 
by  an  interval  of  2  :  i,  4  :  i,  &c.,  they  so  closely  resemble  one  another  that 
they  may  for  most  purposes  of  music  be  considered  as  the  same  note.  Thus, 
suppose  c  to  stand  for  a  musical  note  produced  by  2;//  vibrations  per  second, 
then  C  and  c  so  closely  resemble  each  other  as  to  be  called  in  music  by 
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the  same  name.  The  interval  from  C  to  ^  is  called  an  octave^  and  c  is 
said  to  be  an  octave  above  C,  and  conversely  C  an  octave  below  c.  If  we  now 
consider  musical  sounds  that  do  not  differ  by  an  octave,  it  is  found  that 
if  we  take  three  notes,  X,  Y,  and  Z,  resulting  respectively  from  /,  ^,  and  r 
\ibrations  per  second,  these  three  notes  when  sounded  together  will  be  con- 
cordant if  the  ratio  of  p'.q  \r  equals  4:5:6.  Three  such  notes  form  a 
harmonic  triads  and  if  sounded  with  a  fourth  note,  which  is  the  octave  of 
X,  constitute  what  is  called  in  music  a  major  chord.  Any  of  the  notes  of  a 
chord  may  be  altered  by  one  or  more  octaves  without  changing  its  distinc- 
tive character  ;  for  instance,  C,  E,  G,  and  c  are  a  chord,  and  C,  ^,  ^,  g  form 
the  same  chord. 

If,  however,  the  ratio  P  '•  q  '-  r  equals  10  :  12  :  15,  the  three  sounds  are 
slightly  dissonant,  but  not  so  much  so  as  to  disqualify  them  from  producing 
a  pleasing  sensation.  When  these  three  notes  and  the  octave  to  the  lower 
are  sounded  together,  they  constitute  what  in  music  is  called  a  minor  chord. 

248.  TlM  miuiieal  scale. — ^The  series  of  sounds  which  connects  a  given 
note  C  with  its  octave  c  is  called  the  diatonic  scale  or  gamut  The  notes 
composing  it  are  indicated  by  the  letters  C,  D,  £,  F,  G,  A,  B.  The  scale 
b  then  continued  by  taking  the  octaves  of  these  notes,  namely,  ^,  d,  ^yfigy  ^»  ^> 
and  again  the  octaves  of  these  last,  and  so  on. 

The  notes  are  also  known  by  names,  viz.,  do  or  «/,  re^  mi,  fa,  sol,  la,  si, 
do.  The  relations  existing  between  the  notes  are  these  : — C,  E,  G  form 
a  major  triad,  G,  B,  d  form  a  major  triad,  and  F,  A,  c  form  a  major  triad. 
C,  G,  and  F  have,  for  this  reason,  special  names,  being  called  respectively 
the  tom'Cj  dominant,  and  sud-dominant,  and  the  three  triads  the  tonic, 
dominant^  and  sub-dominant  triads  or  chords  respectively.  Consequently, 
the  numerical  relations  between  the  notes  of  the  scale  will  be  given  by  the 
three  proportions — 

C:E:  G::4:5:6 
G:B:2D::4:5:6 
F  :  A  :  2C  ::  4  :  5  :  6 

Hence,  if  m  denotes  the  number  of  double  vibrations  corresponding  to 
the  note  C,  the  number  of  vibrations  corresponding  to  the  remaining  notes 
win  be  given  by  the  following  table — 


do 

re 

mi 

/« 

sol 

la 

si 

do 

C 

D 

E 

F 

G 

A 

B 

c 

m 

\m 

\m 

%m 

\m 

Ini 

¥ 

zm 

The  intervals  between  the  successive  notes  being  respectively — 

C  to  D     D  to  E     E  to  F     F  to  G     G  to  A    A  to  B     B  to  ^ 
8 
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It  will  be  observed  here  that  there  are  three  kinds  of  intervals,  J,  ^^,  and 
it ;  of  these  the  first  two  are  called  a  tone,  the  last  a  semitone,  because  it 
is  about  half  as  great  as  the  interval  of  a  tone.  The  two  tones,  however,  are 
not  identical,  but  differ  by  an  interval  of  g  J,  which  is  called  a  comma.  Two 
notes  which  differ  by  a  comma  can  be  readily  distinguished  by  a  trained 
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The  interval  betxcen  tbe  took  and  any  cxe  b  dcnominatecl  b; 
ti'ia  <jif  th<;  la:ier  Dole  m  tbe  scaJe  :  ihua  ihe  in:en-al  fmm  C  to  G 
\.  Th^  srale  we  have  nov  considered  i>  called  tbe  major  scale,  as  1 
ned  of  fi/ijor  triads.  If  the  minor  triad  v«rc  sabstitnted  for  tbe  n 
::ale  would  be  formed  that  couid  be  strictly  called  a  minor  scale. 
e»  are  txsually  written,  howc»"er,  the  as^tnding  scale  is  so  formed 
tonic  bean  a  minm  triad,  tbe  dominant  and  sub-dominant  bear  t 
ds,  while  in  tbe  deicendtng 5ca\e  they  all  bear  )in>!(»r  triads.  Practi 
mimical  composition,  the  dotninani  triad  is  alwa>-s  major.  If  the  : 
rn  abcive  are  examineil,  it  w-jll  be  found  that  in  Hit  major  seal 
rval  from  C  to  E  equals  j,  while  in  the  minor  scale  it  equals  }. 
tier  interval  is  called  a  major  third,  the  latter  a  minor  thiid.  Hem 
or  third  exceeds  tbe  minor  third  by  an  interval  ctf  }).  This  inter 
ed  a  semitone,  though  very  dilTerent  from  (be  interval  above  call< 
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seen  from  ihe  last  article  that  the  term  *  semitone '  does  not  den 
stant  inter^'al,  being  in  one  case  equivalent  to  44  iuid  in  aoother 
s  found  convenient  for  tbe  purposes  of  music  to  introduce  notes 
liate  to  the  seven  notes  of  the  gamut  ;  this  is  done  by  raising  or  low 
ic  notes  by  an  imerval  of  jj.  When  a  'note  (say  C)  is  increased  b 
rval,  it  is  said  to  be  sliarpened,  and  is  denoted  by  the  symbol  Cf ,  1 
sharp' ;  that  is,  C3  -^C=  %\.  When  it  is  lowered  by  the  same  inter 
aid  to  \ic flattened,  and  is  represented  thus^Bb,  called  'B  flat'  ;  ti 
Bb-^i-  If  the  effect  of  this  be  examined,  it  will  be  found  tb^ 
iber  of  notes  in  the  scale  from  C  up  to  £  has  been  increased  from 
wcnty-one  notes,  all  of  which  can  be  easily  distinguished  by  thi 
IS,  reckoning  C  to  equal  I,  we  have — 

C        Cb        Db        D        Dn         Eb        E        &c. 

Hitherto  we  have  made  the  note  C  the  tonic  or  key-note.  Any  oti 
twenty-one  distinct  notes  above  mentioned,  e.g.,  G,  or  F,  or  Cl 
I  be  made  the  key-note,  and  a  scale  of  notes  constructed  with  refc 
I.  This  will  be  found  to  give  rise  in  each  case  to  a  scries  of  notes, 
^hich  are  identical  with  those  contained  in  the  series  of  which  C  i 
-note,  but  most  of  them  different.  And  of  course  the  same  would  b 
the  minor  scale  as  well  as  for  the  major  scale,  and  indeed  for  other: 
ch  may  lie  constructed  by  means  of  the  fundamental  triads. 
250.  On  miuioal  taiiip«KiiiHiit. — The  number  of  notes  that  arise 
construction  of  the  scales  described  in  the  last  article  is  so  great 
ve  quite  unmanageable  in  the  practice  of  music  \  and  particular! 
tic  designed  for  instruments  with  fixed  notes,  such  as  the  pianofoi 
p.  Accordingly,  it  becomes  practically  important  to  reduce  the  nu 
lotcs,  which  is  done  by  slightly  altering  their  just  proportions. 
cess  is  called  temperament.  By  tempering  the  notes,  howei-er,  mo 
dissonance  is  introduced,  and  accordingly  several  different  systei 
pcriiment  have  been  devised  for  rendering  this  dissonance  as  slig 
sible.    The  system  usually  adopted  is  called  the' system  of  equal  Um^ 
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mmS.  It  consists  in  retaining  the  octaves  pure,  and  in  subslituling  between 
C  and  c  eleven  notes  at  equal  intervals,  each  interval  being,  of  course,  the 
twelfth  root  of  a,  or  1-05946.  By  this  means  the  distinction  between  the 
lemitones  is  abolished,  so  that,  for' example,  CS  and  Db  become  the  same 
OoCe.  The  scale  of  twelve  notes  thus  formed  is  called  the  chromatic  scale. 
It  of  course  follows  that  major  triads  become  slightly  dissonant  Thus,  in 
the  diatonic  scale,  if  we  reckon  C  to  be  i,E  is  denoted  by  1-25000,  and  Gby 
1-50000.  On  the  system  of  equal  temperament,  if  C  is  denoted  by  i,  E  is 
denoted  by  1-25992,  and  G  by  1-49831. 

If  individual  intervals  are  made  pure  while  the  errors  are  distributed  over 
the  others,  such  a  system  is  called  that  of  unequal  temperament.  Of  this 
class  is  Kimberger's,  in  which  nine  of  the  tones  are  pure. 

Although  the  system  of  equal  temperament  has  the  advantage  of  afford- 
mg  the  greatest  variety  of  (ones  with  as  small  a  number  of  notes  as  possible, 
yet  it  has  the  drawback  that  no  chord  of  an  equally  tempered  instrument, 
loch  as  the  piano,  is  perfectly  pure.  And  as  musical  education  mostly  has 
its  basis  on  the  piano,  even  singers  and  instrumentalists  usually  give  equally- 
ttmpcred  interials.  Only  in  the  case  of  string  quartet  players,  who  have 
fteed  themselves  from  school  rules,  and  m  that  of  vocal  quartet  singers,  who 
fing  much  without  accompaniment,  does  the  natural  pure  tcmperamentassert 
kseU^  and  thus  produce  the  highest  musical  effect. 

251.  Tba  niunlier  of  TlbraMoiia  prodaolnr  eaob  note.  Tbe  tanlnf- 
*»k. —  Hitherto  we  have  denoted  the  number  of  vibrations  corresponding  to 
the  note  C  by  /»,  and  have  not  assigned  any 
■nmerical  value  to  that  symbol.  In  the  theory 
of  music  it  is  frequently  assumed  that  the  middle 
C  corresponds  to  256  double  vibrations  in  a 
second.  This  is  the  note  which,  on  a  pianoforte 
of  seven  octaves,  is  produced  by  the  white  key 
on  the  left  of  the  two  black  keys  close  to  the 
centre  of  the  keyboard.  This  number  is  con- 
venient as  being  continually  divisible  by  two, 
■md  is  therefore  frequently  used  in  numerical 
iHostrations.  It  is,  however,  arbitrary.  An 
instrument  is  in  tune  provided  the  intervals 
between  the  notes  are  correct,  when  c  is  yielded 
by  any  number  of  vibrations  per  second  not 
differing  much  from  256.  Moreover,  two  instru- 
ments are  in  tune  with  one  another  if,  being 
Kparately  in  tune,  they  have  any  one  note,  for 
instance  C,  yielded  by  the  same  number  of  vibra- 
tions. Consequently,  if  two  instruments  have 
one  note  in  common,  they  can  then  be  brought 
into  tune  jointly  by  having  their  remaining  notes  pj,  ^^ 

•epaiately  adjusted  with  reference  to  the  funda- 

inental  note.  A  tuning-fork  or  diapason  is  an  instrument  yielding  a  con- 
stant sound,  and  is  used  as  a  standard  for  tuning  musical  instruments.  It 
cwisists  of  an  elastic  steel  rod,  bent  as  represented  in  fig.  228.  It  is  made 
ii>  vibrate  either  by  drawing  a  bow  across  the  ends,  or  by  striking  one  of 
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the  legs  against  a  small  hammer  covered  with  leather,  or  by  rapidly  sepa- 
rating the  two  prongs  by  means  of  a.  steel  rod  as  shown  in  the  figure.  The 
vibration  produces  a  note  which  is  always  the.same  for  the  same  tuning-fork. 
The  note  is  strengthened  by  fixing  the  tuning-fork  on  a  box  open  at  one  end, 
called  a  sounding  or  resonance  box,  adjusted  so  as  to  strengthen  the  special 
note  of  the  tuning-fork.  The  length  of  this  column  of  air  enclosed  in  the 
box  is  a  quarter  that  of  the  wave-length  of  the  note  which  the  tuning-fork 
emits.  The  vibrations  of  the  air  produce  the  same  note  as  the  fork  itself ;  the 
vibrations  of  the  tuning-fork,  being  communicated  to  the  column  of  air  in  the 
box,  set  it  in  vibration,  by  which  a  strong  and  pure  note  is  obtained  (255). 

The  standard  tuning-fork  in  any  country  represents  its  accepted  concert 
pitch. 

It  has  been  remarked  for  some  years  that  not  onlyihas  the  pitch  of  the 
tuning-fork  been  getting  higher  in  the  large  theatres  of  Europe,  but  also 
that  it  is  not  the  same  in  London,  Paris,  Berlin,  Vienna,  Milan,  &c.  This  is 
a  source  of  great  inconvenience  both  to  composers  and  singers,  and  a  com- 
mission was  appointed  in  1859  to  establish  in  France  a  tuning-fork  of  uniform 
pitch,  and  to  prepare  a  standard  which  would  serve  as  an  invariable  type. 
In  accordance  with  the  recommendations  of  that  body,  a  normal  tuning-fork 
has  been  established,  which  is  compulsory  on  all  musical  establishments 
in  France,  and  a  standard  has  been  deposited  in  the  Conservatory  of  Music 
in  Paris.  It  performs  437*5  double  vibrations  per  second,  and  gives  the 
standard  note  a  or  la,  or  the  a  in  the  treble  stave  (252).  Consequently,  with 
reference  to  this  standard,  the  middle  c  or  do  would  result  from  261  double 
vibrations  per  second. 

In  England,  a  committee,  appointed  by  the  Society  of  Arts,  recommended 
that  a  standard  tuning-fork  should  be  one  constructed  to  yield  528  double 
vibrations  in  a  second,  and  that  this  should  represent  c'  in  the  treble  stave. 
This  number  has  the  advantage  of  being  divisible  by  2  down  to  33,  and  is  in 
fact  the  same  as  the  normal  tuning-fork  adopted  in  Stuttgart  in  1834,  which 
makes  440  vibrations  in  the  second,  and,  like  the  French  one,  corresponds 
to  a  in  the  same  stave. 

In  exact  determinations  of  pitch  the  temperature  must  be  taken  into 
account.  Heat  acts  on  the  tuning-fork  by  expanding  it,  and  also  by 
diminishing  the  elasticity  of  the  metal.  Both  effects  concur  in  lowering 
the  pitch.  Thus  Konig  found  that  a  tuning-fork  which  made  512  vibrations 
at  20°  C.  varied  by  0*0572  for  each  degree  Centigrade,  Stone  and  McLeod 
found  the  number  0*055. 

An  international  conference  at  Vienna  in  1885  adopted  a  tuning-fork 
of  polished  mild  cast-steel  with  prismatic  prongs,  making  435  vibrations  in 
a  second  at  1 5°  C,  as  the  standard  a  note. 

252.  Masioal  notation.  Musloal  raaffe. — It  is  convenient  to  have 
some  means  of  at  once  naming  any  particular  note  in  the  whole  range  of 
musical  sounds  other  than  by  stating  its  number  of  vibrations.  Perhaps  a 
convenient  practice  is  to  call  the  octave,  of  which  the  C  is  produced  by  an 
eight-foot  organ  pipe,  by  the  capital  letters  C,  D,  E,  F,  G,  A,  B  ;  the  next 
higher  octave  by  the  corresponding  small  letters,  c,  d,  e,  f,  g,  a,  b  \  and  to 
designate  the  octaves  higher  than  this  by  the  index  placed  over  the  letter, 
thus,  ^,  d\  e\  f,  g\  a\  b\  and  the  higher  series  in  a  similar  manner.     The 
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same  principle  may  be  applied  to  the  notes  below  C  ;  thus  the  octave  below 
C  is  Q,  and  the  next  lower  one  C^^. 

Hence  we  have  the  series 

C,,  Z,Qc(f  c"  c"'  d\ 

In  musical  writing  the  notes  are  expressed  by  signs  which  indicate  the 
length  of  time  during  which  the  note  is  to  be  played  or  sung,  and  are  written 
on  a  series  of  lines  called  a  stave.    Thus 


# 


? 


d 


stands  for  the  octave  in  the  treble  clef,  of  which  the  top  note  is  the  standard 
^  and  the  bottom  is  the  middle  c.  When  the  five  lines  are  insufficient  they 
are  continued  above  and  below  the  stave  by  what  are  called  leger  lines. 
In  order  to  ^void  confusion,  a  bass  clef  is  used  for  the  lower  notes  ;  and  it 

may  be  remarked  that^     ~|        and  fe- —  '  stand  for  the  same  note 

(251),  which  is  the  middle  c. 

The  deepest  note  of  orchestral  instruments  is  the  E,  of  the  double  bass, 
vhich  makes  41  f  vibrations,  taking  the  key-note  as  making  440  vibrations 
in  a  second.  Some  organs  and  pianofortes  go  as  low  as  C„,  with  32  vibra- 
tions in  a  second,  some  grand  pianos  even  as  low  as  \,,  with  27^  vibrations. 
But  the  musical  character  of  all  these  notes  below  E^  is  imperfect,  for  we 
aie  near  the  limit  at  which  it  is  possible  for  the  ear  to  combine  the  separate 
vibrations  to  a  musical  note  (244).  These  notes  can  only  be  used  musically 
with  their  next  higher  octave,  to  which  they  impart  a  certain  character  of 
depth  and  richness. 

In  the  other  direction,  pianofortes  go  to  <?*'  with  3,520  or  even  if'  with  4,224 
vibrations  in  a  second.  The  highest  note  of  the  orchestra  is  probably  the 
d'  of  the  piccolo  flute,  which  makes  4,752  vibrations.  Although  the  ear  can 
distinguish  sounds  which  are  still  higher,  they  have  no  longer  a  pleasurable 
character.  And  while  the  notes  which  are  distinguishable  by  the  ear  range 
between  16  and  38,000  vibrations,  or  1 1  octaves,  those  which  are  musically 
available  range  from  about  40  to  4,000  vibrations,  or  within  7  octaves. 

253.  IVave-lenytli  of  a  ^Iven  note.  Amplitude  of  osolUatlon. — 
Knowing  the  number  of  vibrations  which  a  sounding  body  makes  in  a 
second,  the  corresponding  wave-length  is  easily  calculated.  For  since  sound 
tra\'els  at  about  1,120  feet  in  a  second,  if  a  body  only  made  one  vibration  in 
a  second  its  wave-length  would  be  1,120  feet ;  if  it  made  two,  the  wave-length 
would  be  half  of  1,120  feet ;  if  it  made  three,  the  third,  and  so  on — that  is, 
iJu  ^vave-lengtA  of  any  note  is  the  quotient  obtained  by  dividing  the  vetocity 
of  sound  by  the  number  of  vibrations;  and  this  whatever  the  height  of  the 
sound,  since  the  velocity  is  the  same  for  high  and  low  notes. 

Hence,  calling  v  the  velocity  of  sound,  /  the  wave-length,  n  the  number 

o^  vibrations  in  a  second,  we  have  v « /«, from  which  n=  -  ;  that  is,  the  num- 
ber of  vibrations  is  inversely  as  the  wave-length. 
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The  amplitude  of  oscillation  which  is  required  for  the  production  of 
audible  sounds  is  very  small.  Lord  Rayleigh  determined  it  in  the  case  of 
the  waves  due  to  a  pipe  which  sounded  the  note  /*',  and  which  could  be 
heard  at  a  distance  of  820  metres.  He  found  that  the  amplitude  of  the  oscil- 
lation of  these  waves  could  not  be  greater  than  o'o6  of  a  millimetre. 

254.  On  oompound  mviBloal  tones  and  l&annonlOB. — When  any  given 
note  (say  C)  is  sounded  on  most  musical  instruments,  not  that  note  alone  is 
produced,  but  a  series  of  notes,  each  being  of  less  intensity  than  the  one 
preceding  it.  If  C,  which  may  be  called  the  primary  note,  is  denoted  by 
unity,  the  whole  series  is  given  by  the  numbers  i,  2,  3,  4,  5,  6,  7,  &c.  ;  in 
other  words,  first  the  primary  C  is  sounded,  then  its  octave  becomes  audible, 
then  the  fifth  to  that  octave,  then  the  second  octave,  then  the  third,  fifth, 
and  a  note  between  the  sixth  and  seventh  to  the  second  octave,  and  so  on. 
These  secondary  notes  are  called  the  harmonics  of  the  primary  note.  Though 
feeble  in  comparison  with  the  primary  note,  they  may,  with  a  little  practice, 
be  heard  when  the  primary  note  is  produced  on  most  musical  instruments  ; 
when,  for  instance,  one  of  the  lower  notes  is  sounded  on  the  pianoforte, 

254^.  Consonance  and  resonance. — A  singular  property  of  bodies  in 
a  state  of  vibration  is  that  of  setting  in  vibration  bodies  at  rest.  Thus,  if 
two  tuning-forks,  tuned  so  as  to  give  accurately  the  same  note,  be  at  some 
distance  from  each  other,  and  one  of  them  be  sounded,  the  other  will  be  set 
in  vibration  and  emit  the  same  note.  But,  if  one  of  the  forks  be  put  sligbtly 
out  of  tune  with  the  other,  by  attaching  a  piece  of  wax  to  one  prong,  for  in- 
stance, then  the  excitation  of  either  one  will  have  no  effect  on  the  other. 

It  is  remarkable  that  the  successive  action  of  a  series  of  impulses  of  small 
mechanical  force  should,  as  in  this  case,  be  able  to  set  a  relatively  very  hea\'>' 
body — such  as  a  tuning-fork — in  vibration  ;  but  for  this  there  are  many  purely- 
mechanical  analogies.  Thus,  if  a  series  of  pulls  be  exerted  in  regular  inter- 
vals on  the  rope  of  a  large  church  bell,  the  superposition  of  these  small  mo- 
tions will  ultimately  set  the  bell  swinging.  A  regiment  of  soldiei's  marching^ 
in  step  over  an  iron  bridge  at  Angers  set  it  in  such  powerftil  oscillation  as  to 
endanger  its  stability.  In  like  manner,  the  position  of  a  ship  in  the  trough  of 
the  sea  is  very  dangerous,  when  the  period  of  vibration  of  the  waves  coincides 
with  that  of  its  own  vibration. 

This  phenomenon,  that  a  body  in  a  state  of  vibration  has  the  power  of 
causing  an  independent  body  at  rest  to  vibrate  in  the  same  period,  is  called 
consonance. 

If  a  metal  wire  freely  suspended  in  the  air  be  tightly  stretched  and  then  be 
set  in  vibration,  the  note  which  it  emits  will  be  feeble,  seeing  that  from  its  small 
surface  it  can  set  in  vibration  only  small  masses  of  air.  So,  too,  a  tuning-fork 
when  sounded  gives  but  a  feeble  note  ;  but  if  its  stem  be  held  on  a  table  the 
note  becomes  far  louder. 

The  reinforcement  of  a  sound  by  attaching  the  sounding  body  to  a  large, 
dr>%  elastic  wooden  plate,  called  a  sound-board,  or  to  a  wooden  box  enclosing^ 
a  mass  of  air,  is  called  resonance ;  the  vibrations  of  the  sounding  body  are 
transmitted  to  the  sound-board,  which,  being  set  in  vibration,  communicates 
its  motion  to  large  masses  of  air. 

Although  the  terms  consonance  and  resonance  are  sometimes  used  indis- 
criminately, there  are  distinctions  between  them. 
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ic  excitation  of  an  independent  body  to  vibrate  in  unison 
3dy  ;  it  begins  later  than  the  sounding  body,  and  con- 
^come  silent.  Resonance  begins  and  ends  with  the  sound 
A  sound-board  strengthens  and  imparts  a  general  sono- 
ries  of  notes.  The  more  a  body  diverges  from  the  form 
oaches  that  of  a  rod,  the  more  is  its  resonance  litniled 

wever,  there  is  a  certain  amount  of  tuning-  For  the  loud 
the  'cello  a  large  resonance-box  is  used,  and  a  smaller 
oles  of  the  violin.     Small  enclosed  volumes  of  air  also 

aolti's  aa*l7*U  of  aonmd.— For  the  purpose  of  e\peri- 
;  presence  of  the  harmonics  as  distinct  tones.  Von  Heim- 
niment  which  he  called  a  resonance-globe.  This  may  be 
ing  experiment,  which  is  an  illustration  of  what  has  been 
s  article,  and  is  indeed  analogous  in  principle  with  that 
227  :— If  an  empty  glass  cylinder  be  taken,  and  a 
t  be  held/over  the  mouth  of  the  vessel,  the  air  will  not  be 
ess  it  be  of  a  certain  definite  length  ;  such,  indeed,  that 


the  fundamental  note  corresponds  to  the  wave-length  of 
by  the  tuning-fork.  Now,  by  pouring  in  water  we  can 
of  the  column  of  air,  and  by  trial  can  hit  off  the  exact 
is  attained  the  note  of  the  tuning-fork  will  be  heard  to 
Tccd  (2Z7).  A  resonance-globe  (fig.  229)  is  a  glass  globe 
ar  note,  furnished  with  two  openings,  one  of  which,  a,  is 
;  origin  of  the  sound,  and  the  other,  i,  by  means  of  an 
>  applied  to  the  ear.  if  the  note  proper  to  the  resonance- 
ihe  harmonics  of  the  compound  note  that  is  sounded, 
by  the  globe,  and  thereby  rendered  distinctly  audible, 
ngs  being  the  same,  the  note  proper  to  a  given  globe 
■neter  of  the  globe  and  that  of  the  uncovered  opening, 
neans  of  a  series  of  such  globes,  the  whole  series  of 
'en  compound  tone  can  be  rendered  distinctly  audible, 
put  beyond  a  doubt. 

,ent  acoustical-instrument  maker,  has  made  an  important 
resonance-globe,  to  which  he  has  given  the  fonn  repre- 
The  resonator  is  cylindrical,  and  the  end  which  receives 
rawn  out,  so  that  the  volume  may  be  increased  at  pleasure. 
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As  the  sound  thereby  becomes  deeper,  the  same  resonator  may  be  tuned  to 
a  variety  of  notes.  On  the  tubulure  fits  a  caoutchouc  tube  by  which  the 
vibrations  may  be  transmitted  in  any  direction, 

256.  Xtfnlc'i  apparatnm  for  tbe  anaJyala  of  aannd. — As  the  successive 

application  to  the  ear  of  various  resonators  is  both  slow  and  tedious,  Konig 
de\ised  a  remarkable  apparatus  in  which  a  series  of  resonators  act  on  mano- 
metric  flames  (28S) ;  the  soimds  thus,  as  it  were,  become  visible,  and  niay 
be  shown  to  a  large  auditory. 


n  iron  frame  (5g.  231)  on  which  are  fixed  in  two  parallel 
lines  fourteen  resonators  tuned  so  as  to  give  the  notes  from  F,  to  c" — that  is 
to  say,  four  octaves  and  a  half;  or  notes  of  which  the  highest  give  the  lower 
harmonics  of  the  primary.  On  the  right  is  a  chamber,  C,  which  is  supplied 
with  coal  gas  by  the  caoutchouc  tube  D,  and  on  which  are  placed  eight 
gas-jets,  each  provided  with  a  manometric  capsule  (288).  Each  jet  is  con- 
■ected  with  the  chamber  C  by  a  special  caoutchouc  tube,  while  behind  the 
apparatus  a  second  tube  connects  the  same  jet  to  one  of  the  resonators. 
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On  the  right  of  the  jets  is  a  system  of  rotating  mirrors  identical  wiih  that 
described  tn  article  =S8. 

These  details  being  understood,  suppose  the  largest  resonator  on  the  right 
toned  lo  resound  with  the  note  i,  and  seven  others  with  the  hannonics  of 
this  note.  Let  the  sound  I  be  produced  in  part  of  this  apparatus  ;  if  it  is 
simple,  the  lower  resonator  alone  answers,  and  the  corresponding  flame  is 
alone  dentated  ;  hut  if  the  fundamental  note  is  accompanied  by  one  or  more 
of  its  harmonics,  the  corresponding  resonators  speak  at  the  same  time,  which 
is  recognised  by  the  dentation  of  their  flames  ;  and  thus  the  constituents  of 
^^  sound  may  be  detected. 

257.  BrBttaaala  or  ■onnd*. — Not  only  did  Von  Helmholtz  succeed  in 
decomposing  sounds  into  their  constituents ;  he  also  verilied  the  result  of 
his  analysis  by  performing  the  reverse  operation,  the  synthesis  ;  that  is,  he 


reproduced  a  given  sound  by  combining  the  individual  sounds  of  which^is 
tesooators  had  shown  that  it  was  composed.  The  apparatus  which  he  used 
for  this  purpose  consists  of  eleven  tuning-forks,  the  first  of  which  yields  the 
fondament^  note  of  256  vibrations,  or  C,  nine  others  its  harmonics,  while  the 
Seventh  serves  as  make  and  break  to  cause  the  diapasons  to  vibrate  by  means 
of  electro-magnets.  Each  diapason  has  a  special  electro-magnet,  and  more- 
over a  resonator,  which  strengthens  it. 

All  these  diapasons  and  their  accessories  are  arranged  in  parallel  lines  of 
fi^v  (fig.  333),  the  first  comprising  the  fundamental  note  and  its  uneven  har~ 
"""■i^  )i  5)  7i  and  9  ;  the  second  the  even  harmonics,  i,  4,  6,  8,  and  10  ; 
beyond,  there  is  the  diapason  break,  K,  arranged  horizontally.  One  of  its 
pra^i  is  provided  with  a  platinum  point  which  grazes  the  surface  of  mercury 
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coDiained  in  a  small  cup,  the  bottom  of  which  is  connected  by  a  coppir  wire 
with  an  electro- magnet  placed  in  front  of  the  diapason. 

The  apparatus  being  thus  arranged,  a  wire  from  a  voltaic  battery  is  con- 
nected with  the  binding-screw,  c,  and  this  with  the  electro- magnet,  E  ;  which 
in  turn  is  connected  with  those  of  the  nine  following  diapasons,  and  then 
with  the  diapason,  K,  itself  So  long  as  the  diap:ison  does  not  vibrate  the 
current  does  not  pass,  for  the  platinum  point  does  not  dip  in  the  mercury 
cup  which  is  connected  with  the  other  pole  of  the  battery.  But  when  the 
diapason  is  made  to  vibrate  by  means  of  a  bow,  the  current  passes.  Owin^ 
to  their  elasticity,  the  limbs  of  the  tuning-fork  soon  revert  to  their  original 
position,  the  point  is  no  longer  in  the  mercury,  the  current  is  broken,  and  so 
on  at  each  double  vibration  of  the  diapason.  The  intermittence  of  the 
current  being  transmitted  to  all  the  otheretectro-magnets,  they  are  alternately 
active  and  inactive.  Hence  they  communicate  to  all  the  diapasons  by  their 
attraction  the  same  number  of  vibrations.  This  is  the  case  with  the  diapason 
I,  which  is  tuned  in  unison  with  the  diapason  break  ;  but  the  diapason  3, 
being  tuned  to  make  three  times  as  many  vibrations,  makes  three  i-ibrations 
at  each  break  of  the  current ;  that  is  to  say,  the  electro -magnet  only  attracts 
it  at  every  third  vibration  ;  in  tike  manner,  diapason  5  only  receives  a  fresh 
impulse  every  five  vibrations,  and  so  on. 

The  following  is  the  working  of  the  apparatus  ; — The  resonator  of  each 
diapason  is  closed  by  a  clapper,  O  (fig.  233),  so  that  the  sounds  made  by  the 
diapasons  are  scarcely  perceptible  when  the  clappers  are  lowered.  Each  of 
these  is  fixed  to  the  end  of  a  bent  lever,  the  shorter  arm  of  «hich  is  worked 
by  a  cord,  a,  which  is  con- 
nected with  one  of  the 
keys  of  a  keyboard  placed 
in  front  of  the  apparatus 
(fig.  232).  When  a  key  is 
depressed,  the  cord  moves 
the  lever,  which  raises  the 
clapper,  and  the  resonator 
then  acts  by  strengthening 
its  diapason.  Hence  by 
depressing  any  key  we 
may  add  to  the  funda- 
mental sounds  any  of  the 
nine  primary  harmonic- , 
and  thus  reproduce  the 
sounds,  the  composition 
Fij..  -J,,  of  which  has  been  deter- 

mined by  analysis.  Thus 
by  depressing  all  the  keys  at  once  we  obtain  the  sound  of  an  open  pipe  in 
unison||with  the  deepest  diapason.  By  depressing  the  key  of  the  fundamental 
note  and  those  of  its  uneven  harmonics,  we  obtain  the  sound  of  a  closed  pipe. 
2;8.  K«*Dlu  of  VoB  RelmlMltB'a  rsBemrataBa.^By  both  his  analytical 
and  synthetical  investigations  into  sounds  of  the  most  varied  kinds — those 
from  various  musical  instruments,  the  human  voice,  and  even  noises — Von 
Helmholtz  has  fully  succeeded  in  explaining  the  different  timbre  or  quality  of 
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sounds.  It  is  due  to  the  different  intensities  of  the  harmonics  which  accom- 
pany the  primary  tones  of  these  sounds.  The  leading  results  of  these  re- 
searches into  the  colour  (246)  of  sounds  may  be  thus  stated  : — 

i.  Simple  notes,  as  those  produced  by  a  tuning-fork  with  a  resonance-box, 
and  by  wide  covered  pipes,  arc  soft  and  agreeable  without  any  roughness, 
but  weak,  and  in  the  deeper  notes  dull. 

ii.  Musical  sounds  accompanied  by  a  seties  of  harmonics,  say  up  to  the 
sixth,  in  moderate  strength,  are  full  and  musical.  In  comparison  with  simple 
tones  ihey  are  grander,  richer,  and  more  sonorous.  Such  are  the  sounds  of 
open  organ-pi[>es,  of  the  pianoforte,  &c. 

iiL  If  only  the  uneven  harmonics  are  present,  as  in  the  case  of  narrow 
stopped  pipes,  of  pianoforte  strings  struck  in  the  middle,  clarionets,  &c.,  the 
mmtd  becomes  indistinct  ;  and,  when  a  greater  number  of  harmonics  is 
aiidible,  the  sound  acquires  a  nasal  character. 

iv.  If  the  harmonics  beyond  the  sixth  and  seventh  are  very  distinct, 
Ac  Mund  becomes  sharp  and  rough.  If  less  strong,  the  harmonics  are  not 
prejudicial  la  the  musical  usefulness  of  the  notes.  On  the  contrary,  they 
are  usefiil  as  imparting  character  and  expression  to  the  music.  Of  this  kind 
are  most  stringed  instruments,  and  most  pipes  furnished  with  tongues,  &c. 
Sounds  in  which  harmonics  are  particularly  strong  acquire  thereby  a  pecu- 
lady  penetrating  character  ;  such  are  those  yielded  by  brass  instruments. 

2;9.  Vr*4netlon  of  toobI  aoniida. — The  trachea  or  windpipe  is  a  tube 
■iiieh  terminates  at  one  end  in  the  lungs,  and  at  the  other  in  the  larynx, 
■Well  is  the  true  organ  of  vocal  sound.  Fig.  234  represents  a  horizontal 
section  of  this  organ.  It  consists  of  a  number  of  cartilaginous  structures, 
W,  which  are  connected  by  various  muscles, 

W  irbich  great   variety  and  control   in  the  ^  f 

luxions  are  attainable.  These  muscles  are 
connected  with,  and  move,  two  elastic  mem- 
branes or  bands  with  broad  bases  fixed  to 
•be  larynx,  and  with  sharp  edges,  cc  ;  these 
Ke  called  the  vocal  chords.    According  to 

Ihe  pressure  of  the  muscles,  these  chords  are  [ 

■acre  or  less  lightly  stretched,  and  the  space  k 

between  them,  the  vocal  slit,  is  narrower  or 
•ider  accordingly.     In   ordinary  breathing, 
lif  passes  through  the  triangular  aperture 
L    ';  but  when  in  singing  this  is  closed,  the  Fig.  i-n. 

"Kal  chords  are  stretched  and  arc  put  in 

libtation  hy  the  current  of  air,  and  produce  tones  which  are  higher  the  more 
ligfitly  the  chords  are  stretched  and  the  narrower  is  the  vocal  sliL  These 
ies  can  be  effected  with  surprising  rapidity,  so  that  in  this  respect  the 
in  voice  far  exceeds  anything  that  can  be  made  artificially, 
he  notes  produced  by  men  are  deeper  than  those  of  women  or  boys, 
use  in  them  the  larynx  is  longer  and  the  vocal  cords  larger  and  thicker  ; 
e,  though  equally  elastic,  they  vibrate  less  swiftly.  The  vocal  chords 
ie  18  millimetres  long  in  men,  and  12  millimetres  long  in  women.  Chest 
■  lie  due  to  the  fact  that  the  whole  membrane  vibrates,  while  the  fel- 
KHo  is  produced  by  a  vibration  of  the  extreme  edges  only.    The  ordinary 
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compass  of  the  individual  voice  is  within  two  octaves,  though  this  is  exceeded 
by  some  celebrated  singers.  Catalani,  for  instance,  is  said  to  have  had  a 
range  of  3i  octaves. 

The  wave-length  of  the  sounds  emitted  bya  man's  voice  in  ordinary  con- 
versation is  from  8  feet  to  12  feet, and  that  of  a  woman's-voice  is  from  2  feet 
to  4  feet 

The  vowel  sounds  can  be  produced  in  any  pitch,  and  the  difference  in 
them  arises  from  the  fact  that  to  form  a  given  vowel  sound  one  or  more 
characteristic  notes,  which  are  always  the  same,  must  be  added.  These 
change  with  the  syllable  pronounced,  but  depend  neither  on  the  height  of 
the  note  nor  on  the  person  who  emits  them. 

Tlie  fonn  and  cavity  of  the  mouth  can  be  greatly  modified  by  the  extent 
to  which  it  is  opened,  by  the  altered  position  of  the  tongue,  and  so  forth.  It 
thus  forms  a  resonator  which  can  be  quickly  and  completely  controlled. 
When  the  mouth  is  adjusted  so  as  to  produce  the  broad  A,  as  in  father,  it 
has  then  a  sort  of  funnel  shape,  with  the  wide  part  outward  ;  for  O,  as  iti 
more,  the  effect  is  like  that  of  a  bottle  with  a  wide  neck  ;  and  for  U,  as  ia 
poor,  it  is  that  of  a  similar  bottle  with  a  narrow  neck.  For  the  other  vowels, 
such  as  A,  E,  and  I,  the  effect  is  as  if  the  bottle  were  prolonged  by  a  tube, 
formed  by  contracting  the  tongue  against  the  palate. 

If  now,  while  the  mouth  is  adjusted  for  the  position  in  which  it  could 

utter  the  vowel  U,  difTerent  vibrating  tuning-forks  are  successively  held  in 

front  of  it,  only  that  emitting  the  note  /  will  be  found  to  be  reinforced  by 

the  enclosed  column  of  air  vibrating  in  unison  with  iL     This  is  accordingly 

the  characteristic  note  of  that  vowel  ;  in  like  manner,  b'  is  the  note  for  O, 

and  b"  that  for  A.    The. other  vowel  sounds,  such  as  I,  have  a  higher  and 

lower  characteristic  note  ;  thus  those  of  A,  as  in  day,  are  d  and  a'",  of  l,y 

and  rf'.     In  most  cases,  however,  the  deeper  notes  have  but  little  influence. 

36a  VarimptlOD  ol  aonndB.     Ttte  tmx. — The  organ  of  hearing  in  man 

consists  of  several  structures  ;  there  is  first  the  outer  ear  (fig.  235)  by  which 

the  sound  is  collected  and 

transmitted  through    the 

auditory  passage,  a,    to 

the  drum  or  tympanum,  t. 

This  is  a  delicate  tightly 

stretched    membrane    or 

skin  which  separates  the 

outer  ear  from  the  middle 

ear  or  tympanic  cavity, 

which  is  a  cavity  in  the 

temporal  bone  in  which 

are  several  small  bones 

whose    dimensions     are 

considerably  exaggerated 

in  the    figure.      One    of 

these,  the  hammer,  d,  is 

*  '*■  '''■  attached  at  one  end  to  the 

Avm,  and  at  the  other  is  jointed  to  the  anvil,  e ;  the  latter  is  connected  by 

means  of  the  stirrup  6one,/,  to  the  irt'ol  window,  an  aperture  closed  by  a 
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&ie  membrane,  and  which  separates  the  tympanic  cavity  from  the  labyrinth. 
The  tympanic  cavity  is  also  connected  by  the  Eustachian  tube^  b^  with  the 
Qvity  of  the  mouth,  so  that  the  air  in  it  is  always  under  the  same  pressure. 

The  labyrinth  is  a  complicated  structure  filled  with  fluid ;  it  is  entirely  of 
bone,  with  the  exception  of  the  oval  window  already  mentioned  and  the 
rciand  window^  o.  The  labyrinth  consists  of  three  parts  :  the  vestibule, 
wbich  is  closed  by  the  oval  window  ;  the  three  semicircular  canals,  k ;  and 
ftc  spiral-shaped  cochlea^  or  snail  shell,  s.  This  is  separated  throughout  its 
cadre  length  by  a  division  partly  of  bony  projection  and  partly  of  membrane  ; 
lie  upper  part  of  this  division  is  connected  with  the  vestibule,  and  therefore 
lith  the  oval  window,  while  the  lower  part  is  connected  with  the  round 
•indow.  In  the  labyrinthine  fluid  of  this  part  the  termination  of  the  auditory 
unt  is  spread,  the  other  end  leading  to  the  brain. 

The  membranous  part  of  this  diaphragm  is  lined  with  about  3,ocx5 
titremely  minute  fibres,  which  are  the  terminations  of  the  acoustic  nerve  n. 
Jfedj  of  these,  which  are  called  Corliss  fibres,  seems  to  be  tuned  for  a 
faiticular  note  as  if  it  were  a  small  resonator.  Thus  when  the  vibrations  of 
toy  particular  note  reach  these  fibres,  through  the  intervention  of  the  stirrup 
boDe  and  the  fluid  of  the  labyrinth,  one  fibre  or  set  of  fibres  only  vibrates  in 
tesoD  with  this  note,  and  is  deaf  for  all  others.  Hence  each  simple  note 
ly  causes  one  fibre  to  vibrate,  while  compound  notes  cause  several ;  just 
when  we  sing  with  a  piano,  only  the  fundamental  note  and  its  harmonics 
rate.  Thus,  however  complex  external  sounds  may  be,  these  microscopip 
can  analyse  them  and  reveal  the  constituents  of  which  they  are 

261.  laterfereiice  of  soiind. — It  two  waves  of  sound  of  the  same  length 

in  the  same  direction,  and  if  they  coincide  in  their  phases,  they 

len  one  another ;  if,  however,  their  phases  differ  by  half  a  wave-length, 

neutralise  each  other,  and  silence  is  the  result.    This  is  called  Xh^  inter- 

of  sound. 

It  may  be  illustrated  by  a  number  of  experiments,  of  which  that  repre- 

ited  in  fig.  236  is  one  of  the  simplest  and  most  convenient.     Two  T-shaped 

ss  tubes,  oboe  and  nedf,  are  connected  at  one  end  by  a  short  india-rubber 

ady  while  at  the  other  ends  they  are  connected  by  a  long  india-rubber 

^    The  end  o  pro- 

with  a  caoutchouc  tube 

ibdd  in  one  ear,  the  other 

being    closed,    and    a 

ig-fork    is    sounded    in 

It  of  the  long  free  tube. 

If  the  length  of   the 

■nibber  tube  cqf  be  half 

wave-length  of  the  note 

laced  by  the   fork,   the 

win  reach  the  ear  in  completely  opposite  phases  ;  they  will  accordingly 
lise  each  other  and  no  sound  will  be  heard.     But  if  this  india-rubber 
is  dosed  by  pinching  it,  the  jiote^is  at  once  heard.     If  the  tuning-fork 
the  note  <:,  the  note  it  produces  makes  528  vibrations  in  a  second,  and 
« length  of  the  tube  should  be  34  centimetres. 

R  2 


Fig.  236. 
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262.  »ot«. — If  the  notes  are  different  and  are  not  quite  in  the  same 
phase,  they  alternately  weaken  and  strengthen  each  other ;  they  are  said  to 
beat  with  one  another.  This  may  be  explained  as  follows  : — Suppose  AB,  in 
fig.  237,  to  be  a  row  of  particles  transmitting  the  sound  :  suppose  the  ^'ibra- 
tions  producing  the  one  note  to  be  indicated  by  the  continuous  cur>'ed  line ; 
then,  on  the  one  hand,  the  ordinates  of  the  different  points  of  AB  give  the 
velocities  with  which  those  points  are  simultan^ausiy  moving,  and,  on  the 
other  hand,  each  point  will  have  successively  the  different  velocities  repre- 
sented by  the  successive  ordinates.  In  like  manner,  let  the  dotted  line  show 
the  vibrations  which  produce  the  second  note.  And,  for  the  sake  of  distinct- 
ness, suppose  the  number  of  vibrations  in  a  second  producing  the  former 
note  to  be  to  that  producing  the  latter  in  the  ratio  of  3  :  2.  Now,  let  us  con- 
sider any  point  which  when  at  rest  occupies  the  position  :  N ;  draw  die 
ordinate,  cutting  the  former  curve  in  P  and  the  latter  in  Q.  If  the  notes 
were  sounded  separately,  the  velocity  of  N  at  a  given  distance  produced  by 
the  former  note  would  be  PN,  and  that  of  N  at  the  same  instant  produced 

Fig.  237.  by    the    latter     note 

would  be  QN.  C<»- 
sequently,  as  they  are 
sounded  together,  the 
actual  velocity  of  N 
at  the  given  instant 
is  the  sum  of  thes^ 
^\^~li      '  ^    or  PN+QN.      If  at 

the  same  instant  we 
^*^'  *38-  consider  the  point  m^ 

its  velocity  will  consist  of  pn  and  ng  jointly  ;  but,  as  these  are  in  opposite 
directions,  its  actual  amount  will  be/;i  -  nq.  Hence  the  actual  velocity  resuk- 
ing  from  the  coexistence  of  the  two  notes  will  be  indicated  by  the  cune  ia 
fig.  238,  whose  ordinates  equal  the  (algebraical)  sum  of  the  corresponding^ 
ordinates  of  the  two  curves  in  fig.  237  ;  that  is,  if  AN,  A»,  .  .  .  represent 
equal  distances  in  both  figures,  the  curve  is  described  by  taking  RN  equal 
toPN  +  QN,  m  equal  to  pn-qn^  and  so  on.  This  curve  shows  by  its 
successive  ordinates  the  simultaneous  velocities  of  the  different  particles  oT 
AB,  and  the  successive  velocities  communicated  to  the  drum  of  the  ear.  \xl 
inspection  of  the  figure  will  show  that  the  velocities  are  first  great,  thca 
small,  then  great,  and  so  on,  the  drum  being  first  moved  rapidly  for  a  short 
time,  then  for  a  short  time  nearly  brought  to  rest,  and  so  on.  In  short,  the 
effect  of  the  beating  of  notes  on  the  ear,  as  compared  with  that  of  2 
continuous  note,  is  strictly  analogous  to  the  effect  produced  on  the  eye  by  a 
flickering  as  compared  with  a  steady,  light. 

It  may  be  proved  that  when  two  simple  notes  are  produced  by  m  and  k 
double  vibrations  per  second,  they  produce  m  —  n  beats  per  second  ;  thus,  if 
C  is  produced  by  128,  and  D  by  144,  double  vibrations  per  second,  on  being 
sounded  together  they  will  produce  16  beats  per  second.  It  has  been  ascer- 
tained that  the  beats  produced  by  two  notes  are  not  audible  unless  the  ratio 
/«  :  /I  is  less  than  the  ratio  6  :  5.  Hence,  in  the  case  represented  by  fig.  237, 
though  the  alternations  of  intensity  exist,  they  would  not  be  audible.  Also, 
if  the  notes  have  very  different  intensities,  the  intensity  of  the  beat  is  very 
much  disguised. 
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It  is  found  that  when  beats  are  fewer  than  10  per  second  or  more  than  70 
per  second  they  are  disagreeable,  but  not  to  the  extent  of  producing  discord. 
Beats  from  10  to  70  per  second  may  be  regarded  as  the  source  of  all  discord 
in  masic,  the  maximum  of  dissonance  being  attained  when  about  30  beats 
are  produced  in  a  second.  For  example,  if  c  and  B  are  sounded  together 
Ae  effect  is  very  discordant,  the  interval  between  those  notes  being  16  :  15, 
SDtbat  the  beats  are  audible,  and  the  number  of  beats  per  second  being  16. 
On  the  other  hand,  if  C,  E,  and  »G  are  sounded  together  there  is  no  disso- 
Mncc :  but  if  C,  E  G,  B  are  sounded  together  the  discord  is  very  marked, 
iince  C  produces  r,  which  is  discordant  with  B.  It  will  be  remarked  that 
C,  £,  G  is  a  major  triad,  while  E,  G,  B  is  a  minor  triad. 

A  compound  musical  note,  being  composed  of  simple  notes  represented 
^  ^  2, 3, 4,  5,  6,  7,  &c.,  does  not  give  rise  to  any  simple  notes  capable  of 
Iwducing  an  audible  beat  up  to  the  seventh — the  sixth  and  seventh  are  the 
pist  that  produce  nn  audible  beat.  It  is  for  this  reason  that  there  is  no 
lace  of  roughness  in  a  compound  note,  unless  the  seventh  harmonic  be 
bdible. 

I  If  we  were  to  represent  graphically  a  compound  note,  we  should  proceed 
bconstract  a  curve  out  of  simple  notes  of  different  intensities  in  the  same 
ner  as  fig.  238  is  constructed  from  two  simple  notes  of  equal  intensity 
nted  by  fi%.  lyj.  It  is  evident  that  the  resulting  curve  will  take 
'erent  forms  according  to  the  presence  or  absence  of  different  harmonics 
their  different  intensities  ;  in  other  words,  the  quality  or  timbre  of  the 
xs  produced  by  different  instruments  will  depend  upon  the  form  of  the 
itions  producing  the  sound. 

Beats  not  too  fast  to  be  readily  counted  arise  between  adjacent  notes  in 
lower  octaves  of  large  organs.    They  are  also  met  with  in  the  sounds 
church  bells,  and  in  those  emitted  by  telegraph  wires  when  vibrating 
uUy  in  a  strong  wind.    They  are  heard  very  distinctly  in  the  latter 
by  pressing  one  ear  against  a  telegraph-post  and  closing  the  other. 
By  means  of  beats,  the  notes  emitted  by  two  musical  instruments  may  be 
t  into  very  accurate  unison,  by  continuing  the  tuning  until  the  beats 
ppear.    In  order  to  make  tuning-forks  produce  the  normal  number  of 
vibrations,  on  auxiliary  tuning-fork  is  used  which  makes  436  vibrations  ; 
of  the  forks  under  experiment  must  then  make  with  this  4  beats  in  a 
d,  which  can  be  controlled  with  very  great  accuracy. 
265.  ComblnatloiiAl  notes. — Besides   the   beats   produced  when  two 
cal  notes  are  sounded  together,  there  is  another  and  distinct  pheno- 
on,  which  may  be  thus  described : — Suppose  two  simple  notes  to  be 
oltaneously  produced  by  n  and  m  vibrations  per  second.     It  has  been 
by  Von  Helmholtz  that  they  generate  a  series  of  other  notes.   The  prin- 
one  of  these,  which  may  be  called  the  differential  note,  is  produced 
«— «  ribrations  per  second.     Its  intensity  is  usually  very  small,  but  it  is 
ctly  audible  in  beats.     It  has  been  called  the  grcnte  harmonic,  as  its 
is  generally  much  lower  than  that  of  the  notes  by  which  it  is  generated. 
^  been  supposed  to  be  caused  by  the  beats  becoming  too  numerous  to 
distinguished,  and  coalescing  into  a  continuous  sound,  and  this  supposition 
»  countenanced  by  the  fact  that  its  pitch  is  the  same  as  the  beat  number. 
^  supposition  is  shown  to  be  erroneous,  first   by  the  existence  of  the 
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differential  tones  for  intervals  that  do  not  beat ;  and,  secondly,  by  the  fact 
that,  under  certain  circumstances,  both  the  beats  and  the  differential  tones 
may  be  heard  together. 

264.  Tbe  pltyBloal  oonstitutloB  of  mnsleal  ol&ords. — Let  us  suppose 
two  compound  notes  to  be  sounded  together,  say  C  and  G  ;  then  we  obtain 
two  series  of  notes  each  consisting  of  a  primary  and  its  harmonics,  namely^ 
denoting  C  by  4,  the  two  series,  4,  8,  12,  16. .  . .  and  6,  12,  18, 24,  &c.     Now^ 
if,  instead  of  producing  the  two  notes  C  and  G,  we  had  sounded  the  octave 
below  C,  we  should  have  produced  the  series,  2,  4,  6,  8,  10,  12, 14, 16, 18,  &c. 
It  is  plain  that  the  two  former  series  when  joined  differ  from  the  last  in  the 
following  respects  : — {a)  The  primary  note  2  is  omitted,    {b)  In  the  case  of 
the  last  series,  the   consecutive  notes  continually  decrease   in   intensity  ; 
whereas  in  the  two  former  series,  4  and  6  are  of  the  same  intensity,  8  is  of 
lower  intensity,  but  the  two   12's  will   strengthen  each  other,  and  so  on. 
(c)  Certain  of  the  harmonics  of  the  primary  2  are  omitted ;  for  example,  10,  14, 
&c.,  do  not  occur  in  either  of  the  two  former  series.     In  spite  of  these  dif- 
ferences, however,  the  two  compound  notes  affect  the  ear  in  a  manner  ver>- 
closely  resembling  a  single  compound  note ;  in  short,  they  coalesce  into  a 
single  note  with  an  artificial  colour.     It  may  be  added  that  in  the  case  above 
taken  C  and  G  produce  as  a  combination  note  2  (that  is,  6  -  4) ;  so  that, 
strictly  speaking,  the  2  is  not  wanted  in  the  series  produced  by  C  and  G^ 
only  it  exists  in  very  diminished  intensity.      The   same   explanation    will 
apply  to  all  possible  chords ;  for  example,  in  the  case  of  the  major  chord, 
C,  £,  G,  we  have  a  note  of  artificial  colour  expressed  by  the  series  of  simple 
tones,  4,  5,  6,  8,  10,  12,  15,  16,  18,  &c.,  together  with  the  combination  notes, 

I,  I,  2.  It  will  be  remarked  that  in  the  whole  of  this  series  there  are  no  dis- 
sonant notes  introduced,  except  15,  16,  and  16,  18,  and  this  dissonance  will 
be  inappreciably  slight,  since  15  is  the  third  harmonic  of  5,  and  16  the 
fourth  harmonic  of  4,  so  that  their  intensities  will  be  different,  as  also  will  be 
the  intensities  of  16  and  18.  On  the  other  hand,  nearly  all  the  notes  which 
form  a  natural  compound  note  are  present,  namely,  there  are  i,  2,  4,  5,  6,  8, 
10,  12,  &c.,  in  place  of  i,  2,  3,  4,  5,  6,  7,  8,  9,  10,  11,  12,  &c.  In  short,  the 
major  triad  differs  only  from  a  natural  compound  note  in  that  it  consists  of 
a  series  of  simple  notes  of  different  intensities,  and  omits  those  which,  by 
beating  with  the  neighbouring  note,  would  produce  dissonance ;  for  example^ 
7,  which  would  beat  with  6  and  8  ;  9,  which  would  beat  with  8  and  10  ;  and 

II,  which  would  beat  with  10  and  12.  It  is  this  circumstance  which  renders 
the  major  chord  of  such  great  importance  in  harmony.  If  the  constituents 
of  the  minor  chord  are  similarly  discussed,  namely,  three  compound  tones 
whose  primaries  are  proportional  to  10,  12,  15,  it  will  be  found  to  differ  from 
the  major  chord  in  the  following  principal  respects  : — {a)  The  primary  of  the 
natural  tone  to  which  it  approximates  is  very  much  deeper  than  that  of  the 
corresponding  major  chord,  {b)  It  introduces  the  differential  notes,  2,  3,  5^ 
which  form  a  major  chord.  Now  it  has  already  been  remarked  that  when  a 
major  and  minor  chord  are  sounded  together  they  are  distinctly  dissonant  ; 
for  example,  when  C,  E,  G,  A  are  sounded  together.  Accordingly,  the  feet 
of  the  differential  notes  forming  a  major  chord  shows  that  an  elementary 
dissonance  exists  in  every  minor  chord. 
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CHAPTER  IV 

VIBRATIONS  OF  STRETCHED  STRINGS  AND  OF  COLUMNS  OF  AIR 

265.  Vlbratloiis  of  strlnffs. — By  a  string  is  meant  the  string  ,'of  a 
musical  Instnunenti  such  as  a  violin,  which  is  stretched  by  a  certain  force, 
and  is  conunonly  of  catgut,  or  is  a  metal  wire.  The  vibrations  which 
strings  experience  may  be  either  transverse  or  longitudinal  \  but  practically 
the  former  are  alone  important.  Transverse  vibrations  may  be^produced 
by  drawing  a  bow  across  the  string,  as  in  the  case  of  the  violin  ;  or  by 
striking  the  string,  as  in  the  case  of  the  pianoforte  ;  or  by  pulling  it  trans- 
versely, and  then  letting  it  go  suddenly,  as  in  the  case  of  the  guitar  and  harp. 

266.  Sonometer. — The  sonometer  is  an  apparatus  by  which  the  trans^ 
verse  vibrations  of  strings  may  be  studied.     It  is  also  called  the  monochord^ 


Fig.  339. 

because  it  has  often  only  one  string.  In  addition  to  the  string,  it  consists 
of  a  box  of  thin  wood,  which  has  the  effect  of  strengthening  the  sound  ;  this 
it  does  by  presenting  a  far  larger  area  to  the  air  that  the  string  itself. 
On  this  there  are  two  fixed  bridges,  A  and  D  (fig.  239),  over  whichTand 
over  the  pulley  n  passes  the  string,  which  is  usually  a  metal  wire.  This 
is  fastened  at  one  end,  and  stretched  at  the  other  by  weights,  P,  which  can 
be  increased  at  wilL  By  means  of  a  third  movable  bridge,  B,  the  length  of 
that  portion  of  the  wire  which  is  to  be  put  in  vibration  can  be  altered  at 
pleasure. 

267.  &awB  of  tlfte  transverse  Tibratlone  of  etrlnffe. — If  /  be  the 
length  of  a  string — that  is,  the  vibrating  part  between  two  bridges,  A  and  B 
(fig.  239)— r  the  radius  of  the  string,  d  its  density,  P  the  stretching  weight, 
and  n  the  number  of  vibrations  per  second,  it  is  found  by  calculation  that 

«  "  —  A  I -^ ;  IT  being  the  ratio  of  the  circumference  to  the  diameter,  g 
vrl^  vd 

the  acceleration  of  gravity. 
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This  fonnula  expresses  the  following  laws  : — 

I.  The  stretching  weight  or  tension  being  const  ant ^  the  number  of  vibra- 
tions in  a  second  is  inversely  as  the  length, 

II.  The  number  of  vibrations  in  a  second  is  inversely  as  the  diameter  of 
the  string, 

III.  The  number  of  vibrations  in  a  second  is  directly  as  the  sqtiare  root  of 
the  stretching  weight  or  tension, 

IV.  The  number  of  vibrations  of  a  string  in  a  second  is  inversely  eu  the 
square  root  of  its  density. 

These  laws  are  applied  in  the  construction  of  stringed  instruments,  in 
which  the  length,  diameter,  tension,  and  material  of  the  strings  are  so 
chosen  that  given  notes  may  be  produced  from  them. 

268.  Xxperimental  ▼eiifloatlon  of  tlie  laws  of  tlie  transverse  vtbira- 

tlon  of  strinrs* — Law  of  the  lengths.    In  order  to  prove  this  law,  we  may  call 

o  mind  that  the  relative  numbers  of  vibrations  of  the  notes  of  the  gamut  are 

CDEFGABc 

I    115   8   8^2 

If  now  the  entire  length  of  the  sonometer  be  made  to  vibrate,  and  then,  by 
means  of  the  bridge  B,  the  lengths  f ,  f ,  |,  |,  f ,  ^,  §,  which  are  the  inverse  of 
the  above  numbers,  be  successively  made  to  vibrate,  all  the  notes  of  the 
gamut  are  successively  obtained,  which  proves  the  first  law. 

Law  of  the  diameters.  This  law  is  verified  by  stretching  upon  the  sono- 
meter two  cords  of  the  same  material,  the  diameters  of  which  are  as  3  to  2, 
for  instance.  When  these  are  made  to  vibrate,  the  second  cord  gives  the 
fifth  above  the  other ;  which  shows  that  it  makes  three  vibrations  while  the 
first  makes  two. 

Law  of  the  tensions.  Having  placed  on  the  sonometer  two  identical 
strings,  they  are  stretched  by  weights  which  are  as  4  :  9.  The  second  now 
gives  the  fifth  of  the  first,  from  which  it  is  concluded  that  the  numbers  of 
their  vibrations  are  as  2  :  3  ;  that  is,  as  the  square  roots  of  the  tensions.  If 
the  two  weights  are  as  16  to  25,  the  major  third  or  f  would  be  obtained. 

Law  of  the  densities.  Two  strings  of  the  same  radius,  but  different 
densities,  are  fixed  on  the  sonometer.  Having  been  subjected  to  the  same 
stretching  weight,  the  position  of  the  movable  bridge  on  the  denser  one  is 
altered  until  it  is  in  unison  with  the  other  string.  If  then  d  and  d  are  the 
densities  of  the  two  strings,  and  /  and  /'  the  lengths  which  vibrate  in  unison, 

we  find    -=  ■ ,,,    But  as  we  know  from  the  first  law  that  „  =    -,  we  have 
/       \/d  /'       n 

ft  J'JP' 

-^  -  y—  ,  which  verifies  this  law.    Thus,  if  a  copper  wire  whose  density  is  9, 

n        >/  d 

and  a  catgut  string  of  the  density  i,  are  of  equal  length  and  diameter,  and 

are  stretched  by  the  same  weight,  the  vibrations  of  the  copper  wire  will  be 

one-third  as  rapid  as  those  of  the  string. 

The  laws  of  vibrating  strings  presuppose  that  they  are  long,  flexible,  and 

tightly  stretched  ;  but  if  they  are  short,  stout,  and  but  little  stretched,  the 

rigidity  of  the  string  comes  into  play,  and  the  number  of  vibrations  they 

make  is  higher  than  the  theoretical  number  ;  the  effect  of  the  rigidity  is  the 

same  as  if  a  constant  weight  were  added  to  the  stretching  weight. 
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269.  Vod6B  and  loops. — Let  us  suppose  the  string  AD  (fig.  239)  to  begin 
vibrating,  the  ends  A  and  D  being  fixed,  and,  while  it  is  doing  so,  let  a  point 
B  be  brought  to  rest  by  a  stop,  and  let  us  suppose  DB  to  be  one-third  part 
of  AD.  The  part  DB  must  now  vibrate  about  B  and  D  as  fixed  points  in  the 
maimer  indicated  by  the  continuous  and  dotted  lines  (fig.  240) ;  now  all  parts 
of  the  same  string  tend  to  make  a  vibration  in  the  same  time  ;  accordingly,  the 
part  between  A  and  B  will  not  perform  a  single  vibration,  but  will  divide  into 
two  at  the  point  C,  and  vibrate  in  the  manner  shown  in  the  figure.  If  BD 
were  one-fourth  part  of  AD  (fig.  241),  the  part  AB  would  be  subdivided  at 
C  and  C  into  three  vibrating  portions  each  equal  to  BD.  The  points  B,  C,  C 
are  called  nodes  or  nodal  points ;  the  middle  point  of  the  part  of  the  string 
between  any  two  consecutive  nodes  is  called  a  loop  or  ventral  segment.  It 
«ill  be  remarked  that  the  ratio  of  BD  :  BA  must  be  that  of  some  two  whole 
numbers,  for  example ;  i  :  2,  i  :  3, 2  :  3,  &c. ;  otherwise  the  nodes  cannot  be 
formed,  since  the  two  portions  of  the  string  cannot  then  be  made  to  vibrate 
at  the  same  time,  and  the  vibrations  will  interfere  with  and  soon  destroy  one 
anodier. 

If  now  we  refer  to  fig.  240,  the  existence  of  the  node  at  C  can  be  easily 
proved  by  bending  some  light  pieces  of  paper  and  placing  them  as  riders 
on  the  string,  say  three  pieces,  one  at  C  and  the  others  respectively  mid- 
way between  B  and 
C  and  between  C 
and  A  The  one  at 
C  experiences  only 
a>-ery  slight  motion, 
and  remains  in  its 
place,  thereby  prov- 
inj[  the  existence  of 
a  node  at  C  ;  the 
other  two  are  vio- 
lently shaken,  and  in 
most  cases  thrown 
«ff  the  string. 

When  a  musical 


Fig.  240. 


Fig.  941. 


String  vibrates  between  fixed  points,  A  and  B,  its  motion  is  not  quite  so 
simple  as  might  be  inferred  from  the  above  description.  In  point  of  fact, 
partial  vibrations  are  soon  produced,  and  superimposed  upon  the  primary 
vibrations.  The  partial  vibrations  correspond  to  the  half,  third,  fourth,  &c., 
parts  of  the  string.  It  is  by  these  partial  vibrations  that  the  harmonics  are 
produced  which  accompany  the  fundamental  note  due  to  the  primary  vibra- 
tions ;  they  are  usually,  however,  so  feeble  as  to  be  imperceptible  to  ordinary 
ears. 

270.  Vlad  iBstnuneBto. — In  the  cases  hitherto  considered,  the  sound 
results  from  the  vibrations  of  solid  bodies,  and  the  air  only  serves  as  a  vehicle 
for  transmitting  them.  In  wind  instruments,  on  the  contrary,  when  the  sides 
^the  tube  are  of  adequate  thickness,  the  enclosed  column  of  air  is  the  sound- 
ing body.  In  fact,  the  substance  of  the  tubes  is  without  influence  on  the 
fundamental  note  ;  with  equal  dimensions,  it  is  the  same  whether  the  tubes 
are  of  glass,  of  wood,  or  of  metal    These  different  materials  simply  do  no 
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Fig.  343.  Fig.  243. 


more  than  give  rise  to  different  harmonics,  and  thereby  impart  a  different 
quality  to  the  compound  tone  produced. 

In  reference  to  the  manner  in  which  the  air  in  tubes  is  made  to  vibrate^ 
wind  instruments  are  divided  into  mouth  instruments  and  reed  instruments. 

271.  Montli  liMtnimenta. — In  mouth  instruments  all  parts  of  the  mouth- 
piece are  fixed.     Fig.  243  represents  the  mouthpiece  of  an  organ  pipe,  and 

fig.  242  that  of  a  whistle,  or  of  a  flageolet.  In  both 
figures,  the  aperture  ib  is  called  the  mouth  ;  it  is 
here  that  air  enters  the  pipe  ;  b  and  o  are  the  Ups^ 
the  upper  one  of  which  is  bevelled.  The  mouth- 
piece is  fixed  at  one  end  of  a  tube,  the  other  end  of 
which  may  be  either  opened  or  closed.  In  fig.  243 
the  tube  can  be  fitted  on  a  wind-chest  by  means  of 
the  foot  P. 

When  a  rapid  current  of  air  enters  by  the  mouthy 
it  strikes  against  the  upper  lip,  and  a  shock  is  pro- 
duced which  causes  the  air  to  issue  from  bo  in  an 
intermittent  manner.  In  this  way  pulsations  are 
produced  which,  transmitted  to  the  air  in  the  pipe, 
make  it  vibrate,  and  a  sound  is  the  result.  In 
order  that  a  pure  note  may  be  produced,  there  must 
be  a  certain  relation  between  the  form  of  the  lips 
and  the  magnitude  of  the  mouth  ;  the  tube  also 
ought  to  have  a  great  length  in  comparison  with  its  diameter.  The  number 
of  vibrations  depends  in  general  on  the  dimensions  of  the  pipe  and  the 
velocity  of  the  current  of  air. 

272.  Seed  inetmmeiita. — In  reed  instruments  a  simple  elastic  tongue 
sets  the  air  in  vibration.  The  tongue,  which  is  either  of  metal  or  of  wood,  is 
moved  by  a  current  of  air.  The  mouthpieces  of  the  oboe,  the  bassoon,  the 
clarionet,  the  child's  trumpet,  are  different  applications  of  the  reed,  which, 
it  may  be  remarked,  is  seen  in  its  simplest  form  in  the  Jew's-harp.  Some 
organ  pipes  are  reed  pipes,  others  are  mouth  pipes. 

Fig.  244  represents  a  model  of  a  reed  pipe  as  commonly  shown  in 
lectures.  It  is  fixed  on  the  wind-chest  Q  of  a  bellows,  and  the  vibrations  of 
the  reed  can  be  seen  through  a  glass  plate,  £,  fitting  into  the  sides.  A 
wooden  horn,  H,  strengthens  the  sound. 

Fig.  245  shows  the  reed  out  of  the  pipe.  It  consists  of  four  pieces  :  ist, 
a  rectangular  wooden  tube  closed  below  and  open  above  at  o ;  2nd,  a  copper 
plate,  cc^  forming  one  side  of  the  tube,  and  in  which  there  is  a  longitudinal 
aperture,  through  which  air  passes  from  the  tube  MN  to  the  orifice  o  ;  3rd, 
a  thin  elastic  plate,  /,  called  the  tongU€y  which  is  fixed  at  its  upper  end,  and 
which  grazes  the  edge  of  the  longitudinal  aperture,  nearly  closing  it ;  4th,  a 
curved  wire,  r,  which  presses  against  the  tongue,  and  can  be  moved  up  and 
down.  It  thus  regulates  the  length  of  the  tongue  and  determines  the  pitch 
of  the  note.  It  is  by  this  wire  that  reed  pipes  are  tuned.  The  reed  being 
replaced  in  the  pipe  MX,  when  a  current  of  air  enters  by  the  foot  P,  the 
tongue  is  compressed,  it  bends  inwards,  and  affords  a  passage  to  air,  which 
escapes  by  the  orifice  o.  But,  being  elastic,  the  tongue  regains  its  original 
position,  and,  performing  a  series  of  oscillations,  successively  opens  and  closes 
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the  oriScb     In  this  way  sound  waves  result  and  produce  a  note  whose 
piicb  increases  with  the  velocity  of  the  current. 

In  this  reed  the  tongue  vibrates  alternately  before  and  behind  the  aper- 
ture, and  just  escapes  grazing  the  edges,  as  is  seen  in  the  harmonium,  con- 
certina, &C. ;  such  a  reed  is  called  a  free  reed.    But  there  arc  other  reeds, 
called  beating  or  striking  reeds, 
b  which  the  tongue,  which  is 
higtr  than  the  orifice,  strikes 
a^nst  the  edges  at  each  oscil- 
lation,   closing    it   like   a.   flap. 
The  reed  of  the  clarionet,  repre- 
:  seated  in  6g.  246,  is  an  example 

of  this;  it  is  kept  in  its  place  by  

Ibe  pressure  of  the  lips.    The  \ 

;  reeds  of  the  oboe  and  bassoon 
:  are  also  of  this  kind. 

273.  of  tlla  notaB  vradBiMd 
ky  tbe  Huns  pips.— Daniel 
Bemouilli  discovered  that  the 
»in«  organ  pipe  can  be  made 
to  yield  a  succession  of  notes  by 
properiy  varying  the  force  of  the 
cmrent  of  air.  The  results  he 
anived  at  may  be  thus  stated  : — 

L  If  the  pipe  is  open  at  the  '' 

end  opposite  to  the  mouthpiece, 
then,  tienoting  the  fundamental 

note  by  1,  we  can,  by  gradually  

increasing  the  force  of  the  cur-  „  F*      6. 

rent  of  air,  obtain  successively  '*' ' 

the  notes  2,  3,  4,  5,  &c- ;  that  is  to  say,  all  the  harmonics  of  the  primary  note, 

ii.  If  the  pipe  is  closed  at  the  end  opposite  to  the  mouthpiece,  then, 
denoting  the  fundamental  note  by  i,  we  can,  by  gradually  increasing  the 
force  of  the  current  of  air,  obtain  successively  the  notes  3,  J,  7,  &c.  ;  that  is 
to  say,  only  the  uneven  harmonics  of  the  primary  note. 

A  closed  and  an  open  pipe  yield  the  same  fundamental  note  if  the  closed 
pipe  is  half  the  length  of  the  open  pipe,  and  if  in  other  respects  they  are  the 
ume  ;  or,  what  is  an  equivalent  statement,  with  a  closed  and  an  open  pipe 
itf  the  same  length  the  former  gives  a  note  an  octave  higher  than  the  latter. 

In  any  case,  it  is  impossible  to  produce  from  the  given  pipe  a  note  not 
included  in  the  above  series  respectively. 

Although  the  above  laws  are  enunciated  with  reference  to  an  ot^ran  pipe, 
they  are  true  of  any  other  pipe  of  uniform  section. 

174-  On  tte  nodes  nnd  loops  or  nn  orfsn  pipe. — The  vibrations  of 
ibe  air  producing  a  musical  note  take  place  in  a  direction  parallel  to  the  axis 
of  the  pipe — not  transversely,  as  in  the  case  of  the  portions  of  a  vibrating 
string.  Id  the  former  case,  however,  as  well  as  in  the  latter,  the  phenomena 
cf  fades  and  loops  may  be  produced.  But  now  by  a  node  must  be  imder- 
stood  a  section  of  the  column  of  air  contained  in  the  pipe,  where  the  particles 
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remain  at  rest,  but  where  there  arc  rapid  alternations  of  condensation 
rarefaction.  By  &  loop  or  ventral  segment  TtMS,\.  be  understood  a  sect: 
the  column  of  air  contained  in  the  pipe  where  the  vibrations  of  the  par 
of  air  have  the  greatest  amplitudes,  and  where  there  is  no  change  of  de 
The  sections  of  the  column  of  air  are,  of  course,  made  at  right  angles 
axis.  When  the  column  of  air  is  divided  into  several  vibrating  portia 
is  found  that  the  distance  between  any  two  consecutive  loops  is  cor 
and  that  it  is  bisected  by  a  node.  We  can  now  consider  separately  the 
of  the  open  and  closed  pipes. 

].  In  the  case  of  a  stopped  pipe,  the  bottom  is  always  a  node,  fo 
layer  of  air  in  contact  with  it  is  necessarily  at  rest,  and  only  unde 
'n  density.  At  the  mouthpiece,  on  the  contrary,  where  the  a: 
it  density  (that  of  the  atmosphere),  and  the  vibration  is  at  its  i 
mum,  there  is  always  a  loop.    In  any  stopfied  pipe  there  is  at  least  one 


f   -f 


Fig.  =48.        Fig.  349- 


Fij.  ijo. 


and  one  loop  (lig.  247) ;  the  pipe  then  yields  its  fundamental  note,  nnc 
distance  VN  from  the  loop  to  the  node  is  equal  to  half  a  condense 
rarefied  wave- length. 

If  the  current  of  air  be  forced,  the  mouthpiece  always  remains  a 
and  the  bottom  a  node,  the  column  divides  into  three  equal  parts  (fig. 
and  an  intermediate  node  and  loop  are  formed.  The  sound  produced  i 
first  harmonic  When  the  second  harmonic  (5)  is  produced,  there  are 
intermediate  nodes  and  two  loops,  and  the  tube  is  then  subdivided  into 
equal  parts  (fig.  249),  and  so  on. 

ii.  In  the  case  of  the  open  pipe,  whatever  note  it  produces,  there  mu 
a  loop  at  each  end,  since  the  enclosed  column  of  air  is  in  contact  will 
external  air  at  those  points.  When  the  primary  note  is  produced,  thett 
be  a  loop  at  each  end,  and  a  node  at  the  middle  section  of  the  pipe,  the  n 
and  loops  dividing  the  column  into  Iwo  equal  parts  (fig.  350).  Wher 
first  harmonic  (3)  is  produced,  there  will  be  a  loop  at  each  end,  and  a 
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>cing' divided  into _/i>ur  equal  parts  by  the  alternate 
Wlien  the  second  harmonic  (3)  is  produced,  the 

id  into  six  equal  parts  by  the  allemate  nodes  and 
It  will  be  remarked  thai  the  successive  modes 

'  column  are  the  only  ones  compatible  with  the 

[ual  intervals  of  nodes  and  loops,  and  with  the 

h  end  of  the  pipe. 

iments  by  which  the  existence  of  nodes  and  loops 


le  is  stretched  over  a  pasteboard  ring,  and  has 
ind,  it  can  be  gradually  let  down  a  tube,  as  shown 
the  tube  to  be  producing  a  musical  note.  As  the 
11  be  set  in  vibration  by  the  vibrating  air.  But 
will  cease  to  vibrate,  for  there  the  air  is  at  rest. 
>f  sand,  too,  will  be  at  rest,  and  their  quiescence 
f  the  node.  On  the  other  hand,  when  the  mem- 
t  is,  a  point  where  the  amplitude  of  the  vibrations 
um — it  will  be  violently  agitated,  as  will  be  shown 
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by  the  agitation  of  the  grains  of  sand.  And  thus  the  positions  of  the  loops 
can  be  rendered  manifest. 

{b.)  Again,  suppose  a  pipe  to  be  constructed  with  holes  bored  in  one  of 
its  sides,  and  these  covered  by  little  doors  which  can  be  opened  and  shut,  as 
shown  in  fig.  253.  Let  us  suppose  the  little  doors  to  be  shut  and  the  pipe  to 
be  caused  to  produce  such  a  note  that  the  nodes  are  at  N  and  N',  and  the 
loops  at  V,  V,  v.  At  the  latter  points  the  density  is  that  of  the  external 
air,  and  consequently  if  the  door  at  V  is  opened  no  change  is  produced  in 
the  note.  At  the  former  points,  N  and  N',  condensation  and  rarefaction  are 
alternately  taking  place.  If  now  the  door  at  N'  is  opened,  this  alter- 
nation of  density  is  no  longer  possible,  for  the  density  at  this  open  point 
must  be  the  same  as  that  of  the  external  air,  and  consequently  N'  becomes 
a  loop,  and  the  note  yielded  by  the  tube  is  changed.  The  change  of  notes 
produced  by  changing  the  fingering  of  the  flute  is  one  form  of  this  experi- 
ment. 

{c,)  Suppose  A,  in  fig.  254,  to  be  a  pipe  emitting  a  certain  note,  and  sup- 
pose P  to  be  a  plug,  fitting  the  tube,  fastened  to  the  end  of  a  long  rod  by 
which  it  can  be  forced  down  the  tube.  Now,  when  the  plug  is  inserted, 
whatever  be  its  position,  there  will  be  a  node  in  contact  with  it.  Conse- 
quently, as  it  is  gradually  forced  down,  the  note  yielded  by  the  pipe  will 
keep  on  changing.  But  every  time  it  reaches  a  position  which  was  occupied 
by  a  node  before  its  insertion,  the  note  becomes  the  same  as  the  note 
originally  yielded.  For  now  the  column  of  air  vibrates  in  exactly  the  same 
manner  as  it  did  before  the  plug  was  put  in. 

{d.)  Fig.  256  shows  another  mode  of  illustrating  the  same  point,  which  is 
identical  in  principle  with  Konig's  manometric  flames.  The  figure  repre- 
sents an  organ  pipe,  on  one  side  of  which  is  a  chest,  P,  filled  with  coal  gas, 
by  means  of  the  tube  S.  The  gas  from  the  chest  comes  out  in  three  jets,  A, 
B,  C,  and  is  then  ignited.  The  manner  in  which  the  gas  passes  from  the 
chest  to  the  point  of  ignition  is  shown  in  the  smaller  figiure,  which  is  an 
enlarged  section  of  A.  A  circular  hole  is  bored  in  the  side  of  the  pipe  and 
covered  with  a  membrane,  r.  A  piece  of  wood  is  fitted  into  the  hole  so  as 
to  leave  a  small  space  between  it  and  the  membrane.  The  gas  passes  from 
the  chest,  in  the  direction  indicated  by  the  arrow,  into  the  space  between 
the  membrane  and  the  piece  of  wood,  and  so  out  of  the  tube  ;«,  at  the  mouth 
of  which  it  is  ignited.  Now  suppose  the  pipe  to  be  caused  to  yield  its 
primary  note,  then,  as  it  is  an  open  pipe,  there  ought  to  be  a  node  at  B, 
its  middle  point.  Consequently,  there  ought  to  be  rapid  changes  of  density 
at  B  ;  these  would  cause  the  membrane  r  to  vibrate,  and  thereby  blow  out 
the  flame  w,  and  this  is  what  actually  happens.  If  by  increasing  the  force 
of  the  wind  the  octave  to  the  primary  note  is  produced,  B  will  be  a  loop, 
and  A  and  C  nodes.  Consequently,  the  flames  at  A  and  C  will  now  be  ex- 
tinguished, as  is,  in  point  of  fact,  the  case.  But  at  B,  there  being  no  change 
of  density,  the  membrane  is  unmoved,  and  the  flame  continues  to  bum 
steadily. 

By  each  and  all  of  these  experiments  it  is  shown  that  in  a  given  pipe, 
whether  open  or  closed,  there  are  always  a  certain  number  of  nodes,  and 
midway  between  any  two  consecutive  nodes  there  is  always  a  loop  or  ventral 
segments 
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275.  Fonnslae  relattve  to  the  nvinber  of  vlbratloiis  produoed  by  a 
■wfeal  plpo. — It  follows  from  what  has  been  said  that  the  column  of  air 
in  stopped  pipes  is  always  divided  by  the  nodes  and  loops  into  an  uneven 
Aufflber  of  parts  which  are  equal  to  each  other,  and  each  of  which  is  a  quarter 
of  a  complete  vibration  (figs.  247,  248,  and  249),  while  in  an  open  pipe  it  is 
ifividcd  into  an  even  number  of  such  parts  (figs.  250,  251,  252).  If  L  be  th« 
length  of  the  pipe,  /  the  wave-length  of  the  sound  which  it  emits,  and/  any 

^ole  number,  then  for  stopped   pipes  we  have   L  =  (2/  +1)     ;  and  for 

4 

open  pipes  L  =  2^  __=-?_.     Replacing  in  each  of  these  formulae  /  by  its  value 

4     2 

-(2S3)j*'eliave  L  =  (2/>+ i)   -   andL  =  ^;  from  which  for  stopped  pipes 

'M  4/1  in 

jTw  have  «  =  t=?jt  ^z?'  and  for  open  ones  n  =  ^~, 

Al^  2L 

The  laws  connecting  the  length  of  pipes  with  the  note  produced  only  hold 
fcr  narrow  pipes — those,  for  instance,  whose  length  is  not  less  than  12  times 
tbeir  diameter ;  for  shorter  pipes  organ-builders  have  various  empirical  rules. 
Within  wide  limits  the  formula  holds,  L' =  L  ~  J4  "^bere  L  is  the  theoretical 
ifingth,  V  the  length  sought,  while  d  is  the  diameter  of  the  roimd  pipe. 

1^  in  the  first  formula,  we  give  Xop  the  successive  values  o,  i,  2, 3,  4,  &c., 

,"« have  «  =  ^,   "^,    5.^,   that  is,   the  fundamental    sound    and    all    its 

4L»    4I-'    4I-' 
uneven  harmonics ;  and  in  the  formula  for  the  open  pipe  we  get  similarly 

^.j  ---,  ■_  >  &C-J  that  is,  the  fundamental  note  and  all  its  harmonics  even 
m  2L    2L 

md  uneven. 

276.  Biplanatioii  of  tbe  existence  of  nodes  and  loops  in  a  musloal 

llpe.— The  existence  of  nodes  and  loops  is  to  be  explained  by  the  co- 
tetence  in  the  same  pipe  of  two  equal  waves  travelling  in  contrary 
Erections. 

Let  A  (fig.  257)  be  a  point  firom  which  a  series  of  waves  sets  out  towards 
%.  and  let  the  length  of  these  waves,  whether  of  condensation  or  rarefaction. 


^AC,  CD,  DB.  And  let  B  be  the  point  from  which  the  series  of  exactly 
rCqoal  waves  sets  out  towards  A.  It  must  be  borne  in  mind  that  in  the  case 
,  •f  a  wave  of  condensation  originating  at  A  the  particles  move  in  the  direc- 
'  w  A  to  B,  but  in  a  wave  of  condensation  originating  at  B  they  move  in  the 
•firection  B  to  A.  Now  let  us  suppose  that  condensation  at  C,  caused  by  the 
^  «ave  from  A,  begins  at  the  same  instant  that  condensation  caused  by  the 
'  •ave  from  B  begins  at  D.  Consequently,  restricting  our  attention  to  the 
panicles  in  the  line  CD,  at  any  instant  the  velocities  of  the  particles  in  CD 
*K  to  the  former  wave  will  be  represented  by  the  ordinates  of  the  curve 
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SPRT,  while  those  due  to  the  wave  from  B  will  be  represented  by  the  co- 
ordinates of  the  curve  TQrS.  Then,  since  the  waves  travel  with  the  same 
velocity,  and  are  at  C  and  D  respectively  at  the  same  instant,  we  must  have, 
for  any  subsequent  instant,  CR  equal  to  Dr.  If,  therefore,  N  is  the  middle 
point  between  C  and  D,  we  must  have  rN  equal  to  RN,  and  consequently 
PN  equal  to  QN  ;  that  is  to  say,  if  the  particle  at  N  transmitted  only  one 
vibration,  its  motion  at  each  instant  would  be  in  the  opposite  phase  to  that 
of  its  motion  if  it  transmitted  only  the  other  vibration.  In  other  words,  the 
particle  N  will  at  every  instant  tend  to  be  moved  with  equal  velocity  in 
opposite  directions  by  the  two  waves,  and  therefore  will  be  permanently  at 
rest.  That  point  is  therefore  a  node.  In  like  manner,  there  is  a  node  at  N' 
midway  between  A  and  C,  and  also  at  N''  midway  between  B  and  D.  In 
regard  to  the  motion  of  the  remaining  particles,  it  is  plain  that  their  respec- 
tive velocities  will  be  the  (algebraical)  sum  of  the  velocities  they  would  at 
each  instant  receive  from  the  waves  separately.  Hence,  at  the  instant  indi- 
cated by  the  diagram,  they  are  given  by  the  ordinates  of  the  curve  HNK. 
This  curve  will  change  from  instant  to  instant,  and  at  the  end  of  the  time 
occupied  by  the  passage  of  a  wave  of  condensation  (or  of  rarefaction)  from 
C  to  D  will  occupy  the  position  shown  by  the  dotted  line  k^k.  It  is  evident 
therefore  that  particles  near  N  have  but  small  changes  of  velocity,  whilst  those 
near  C  and  D  experience  large  changes  of  velocity. 

If  the  curve  HK  were  produced  both  ways,  it  would  always  pass  through 
N'  and  N" ;  the  part,  however,  between  N  and  N'  would  sometimes  be  on 
one  side,  and  sometimes  on  the  other  side  of  AB.  Hence  all  the  particles 
between  N'  and  N  have  simultaneously,  first  a  motion  in  the  direction  A  to 
B,  and  then  a  motion  in  the  direction  B  to  A,  those  particles  near  C  having^ 
the  greatest  amplitude  of  vibrations.  Accordingly  near  N  and  N'  there  will 
be  alternately  the  greatest  condensation  and  rarefaction. 

This  explanation  applies  to  the  case  in  which  AB  is  the  axis  of  an  open 
organ  pipe,  A  being  the  end  where  the  mouthpiece  is  situated.  The  waves 
from  B  have  their  origin  in  the  reflections  of  the  series  of  waves  from  A-  In 
the  particular  case  considered,  the  note  yielded  by  the  pipe  is  that  indicated 
by  3  ;  that  is,  the  fifth  above  the  octave  to  the  primary  note.  A  similar  ex- 
planation can  obviously  be  applied  to  all  other  cases,  and  whether  the  end 
be  opened  or  closed.  But  in  the  latter  case  the  series  of  waves  from  the 
closed  end  must  commence  at  a  point  distant  from  the  mouthpiece  by  a 
space  equal  to  one  half,  or  three  halves,  or  five  halves,  &c.,  of  the  length  of 
a  wave  of  condensation  or  expansion. 

277.  Kiindrs  determlBation  of  flie  velocity  of  sound. — Kundt  has 
devised  a  method  of  determining  the  velocity  of  sound  in  solids  and  in 
gases  which  can  be  easily  performed  by  means  of  simple  apparatus,  and  is 
capable  of  great  accuracy.  A  glass  tube,  BB',  about  two  yards  long  (fig.  258) 
and  two  inches  in  internal  diameter,  is  closed  at  one  end  by  a  movable 
stopper,  b;  the  other  end  is  fitted  with  a  cork,  KK,  which  tightly  grasps  a 
glass  tube,  AA',  the  same  length,  but  of  smaller  diameter.  This  is  closed 
at  one  end  by  a  piston,  a^  which  moves  with  gentle  friction  in  the  outer 
tube,  BB'.  Then  by  rubbing  the  free  end  of  the  tube,  AA,  with  a  wet  cloth, 
it  produces  longitudinal  vibrations,  and  these  transmit  their  motion  to  the 
air  in  the  tube  ab.     If  the  tube  ab  contain  some  lycopodium  powder,  or,  still 
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better,  powdered  cork,  this  is  set  in  active  vibration  and  then  arranges  itself 
in  small  patches  in  a  certain  definite  order,  as  represented  in  the  figure,  the 
nature  and  arrangement  of  which  depend  on  the  vibrating  part 
of  the  rod  and  the  tube. 

These  heaps  represent  the  nodes,  and  the  mean  distance  d 
between  them  can  be  measured  with  great  accuracy ;  it  repre-. 
sents  the  distance  between  two  nodes,  or,  half  a  wave-length  ; 
that  is,  the  wave-length  of  the  sound  in  air  is  2d.  If  the  rod 
has  the  length  s  and  is  grasped  in  the  middle  by  the  cork  KK, 
by  the  law  of  the  longitudinal  vibrations  of  rods  (281),  the 
wave-length  of  the  sound  it  then  emits  is  twice  its  length,  or  2s, 
That  is,  the  wave-length  of  the  vibrating  column  of  air  is  to 
that  in  the  rod  as  2d :  2s.  As  the  velocity  of  sound  in  any 
body  is  equal  to  the  wave-length  in  that  body  multiplied  by  the 
number  of  vibrations  in  a  second ;  and  since  the  number  of 
\ibrations  is  here  the  same  in  both  cases,  for  the  note  is  the 
same,  the  velocity  of  sound  in  the  glass  is  to  the  velocity  of 
sound  in  air  as  2sn  :  2dny  that  is,  SiS  s  :  d.  Thus  when  the  glass 
tube  was  clamped  in  the  middle  by  KK,  so  that  the  length  a^ 
W2S  equal  to  half  the  length  of  the  tube  AA^,  the  number  of  the 
ventral  segments  was  found  to  be  eight.  This  corresponds  to 
a  ratio  of  wave-length  of  i  to  16 ;  in  other  words,  the  velocity 
of  sound  in  glass  is  16  times  greater  than  that  in  air. 

The  method  is  capable  of  great  extension.  By  means  of 
^  stopcock  my  different  gases  could  be  introduced  instead  of 
air,  and  corresponding  differences  found  for  the  length  of  the 
ventral  segments ;  from  which,  by  a  simple  calculation,  the  cor- 
responding velocities  were  found.  Thus  the  velocities  of  sound 
in  carbonic  acid,  coal  gas,  and  hydrogen  were  found  to  be 
respectively  o'8, 1*56,  and  3*56  that  of  air,  or  nearly  as  the  inverse 
squares  of  the  densities. 

So,  also,  by  varying  the  material  of  the  rod  AA',  different 
velocities  are  obtained.  Thus  the  velocity  in  steel  was  found  to 
be  1 5*24,  and  in  brass  10*87  that  of  air. 

Kundfs  figures  may  likewise  be  obtained  by  providing  glass 
tubes  a  yard  or  two  in  length  with  lycopodium  powder,  as  in 
the  above  experiment,  and  hermetically  sealing  them  at  both 
ends.  The  tubes  are  then  put  into  longitudinal  vibrations ; 
instead  of  air  they  may  be  filled  with  hydrogen  or  any  other  gas. 

Using  this  method,  with  iron  filings  instead  of  lycopodium,  Kundt  and 
Lehmann  determined  the  velocity  of  sound  in  water  contained  in  glass  tubes 
of  various  diameters  and  thicknesses  ;  the  thicker  the  tubes  and  the  smaller 
their  diameter,  the  more  nearly  do  the  results  agree  with  those  required  by 
theory  and  with  those  obtained  by  Colladon  and  Sturm  (234). 

By  surrounding  the  tube  with  a  jacket  which  can  be  raised  to  various 
constant  temperatures  by  the  vapours  of  different  liquids,  the  velocity  pf 
sound  in  such  vapours  may  be  determined. 

278*  Hheinloal  barmoBloon. — The  air  in  an  open  tube  may  be  made  to 
give  a  sound  by  means  of  a  luminous  jet  of  hydrogen,  coal  gas,  &c.    When 
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a  glass  tube  about  12  inches  long  is  held  over  a  lighted  jet  of  hydrogen 
(fig.  259),  a  note  is  produced,  which,  if  the  tube  is  in  a  certain  position,  is  the 
fundamental  note  of  the  tube.    The  sounds  are  considered  to  arise  from  the 

successive,  exceedingly  rapid  explosions  produced 
by  the  periodic  combinations  of  the  atmospheric 
oxygen  with  the  issuing  jet  of  hydrogen.  The 
apparatus  is  called  the  chemical  harmonianu 

The  note  depends  on  the  size  of  the  flame  and 
the  length  of  the  tube  :  with  a  long  tube,  by  vary- 
ing the  position  of  the  jet  in  the  tube,  the  series  of 
notes,  in  the  ratio  i  :  2  :  3  :  4  :  5,  is  obtained. 

If,  while  the  tube  emits  a  certain  sound,  the 
voice  or  the  sirene  (242)  be  gradually  raised  to  the 
same  height,  as  soon  as  the  note  is  nearly  in 
unison  with  the  harmonicon,  the  flame  becomes 
agitated,  jumps  up  and  down,  and  is  finally  steady 
when  the  two  sounds  are  in  unison.  If  the  note 
of  the  sirene  is  gradually  heightened  the  pulsations 
again  commence  ;  they  are  the  optical  expressions 
of  the  beats  (262)  which  occur  near  perfect  unison. 
If,  while  the  jet  bums  in  the  tube  and  produces 
a  note,  the  position  of  the  tube  is  slightly  altered, 
a  point  is  reached  at  which  no  sound  is  heard.  If 
now  the  voice,  or  the  sirene,  or  the  tuning-fork,  be 
pitched  at  the  note  produced  by  the  jet,  it  begins 
to  sing,  and  continues  to  sing  even  after  the  sirene 
is  silent.  A  mere  noise,  or  shouting  at  an  incorrect  pitch,  agitates  the  flame, 
but  does  not  cause  it  to  sing. 

These  effects  may  also  be  conveniently  studied  by  means  of  a  gas-burner, 
over  which,  at  a  distance  of  four  inches,  a  ring  covered  with  fine  wire  gauze 
is  fixed.  The  gas  is  lighted  above  the  gauze,  and  forms  a  very  sensitive 
flame,  especially  when  a  moderately  wide  tube  is  held  over  the  gauze.  If 
the  gauze  is  raised  with  the  tube,  the  flame  becomes  duller  and  smaller,  but 
begins  to  sound  with  a  uniform  loud  tone.  If  now  the  gauze  is  lowered  so 
that  the  flame  is  just  silent,  it  begins  at  once  when  a  sound  is  produced,  but 
ceases  with  the  sound. 

If  a  metal  tube  4  cm.  wide  and  15  to  20  cm.  high,  closed  at  the  bottom 
by  a  wire  gauze,  is  held  vertically  over  a  Bunsen's  jet,  an  acute  sound  is 
heard,  almost  as  loud  as  the  whistle  of  a  locomotive,  on  lighting  the  gas 
inside  the  tube. 

Such  sensitive  flames  are  very  conveniently  produced  by  means  of  coal  gas 
stored  in  pressure  bags,  connected  by  means  of  a  caoutchouc  tube  with  a 
slender  conical  brass  tube,  ending  in  a  steatite  burner  having  a  fine  aperture. 
Pressure  is  applied  to  the  bags  and  the  supply  of  gas  is  regulated  by  a  tap. 
In  this  way  the  gas  when  ignited  may  be  made  to  bum  with  a  flame  A,  a 
couple  of  feet  in  length,  which  is  highly  sensitive ;  the  slightest  noise  in 
the  room,  the  crumpling  off  paper  for  example,  causes  this  form  to  change  to 
that  of  B ;  the  rattling  of  keys  or  the  sound  of  a  whistle  causes  it  to  shrink 
still  more. 


Fig.  359. 
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379.  Striaced  iBstmmeiita. — Stringed  musical  instruments  depend  on 
the  production  of  transverse  vibrations.     In  some^  such  as  the  piano,  the 
sounds  are  constanty  and  each  note  requires  a  separate  string ;  inothers^ 
such  as  the  violin  and  guitar,  the  sounds  are  varied  by 
the  fingering,  and  can  be  produced  by  fewer  strings. 

In  the  piano  the  vibrations  of  the  strings  are  produced 
bf  the  stroke  of  the  hammer^  which  is  moved  by  a  series 
ii  bent  levers  communicating  with  the  keys.  The  sound 
is  strengthened  by  the  vibrations  of  the  air  in  the  sound- 
ing board  on  which  the  strings  are  stretched.  Whenever 
a  key  is  struck,  a  damper  is  raised  which  falls  when  the 
imger  is  removed  from  the  key,  and  stops  the  vibrations 
4if  the  correspondmg  string.  By  means  of  a  pedal  all  the 
I  clampers  can  be  simultaneously  raised,  and  the  vibrations 
then  last  for  some  time. 

The  harp  is  a  sort  of  transition  from  the  instruments 
vidi  constant  to  those  with  variable  sounds.  Its  strings 
correspond  to  the  natural  notes  of  the  scale  ;  by  means 
of  the  pedals  the  length  of  the  vibrating  parts  can  be 
•ciianged,  so  as  to  produce  sharps  and  flats.  The  sound 
'  is  strengthened  by  the  sounding-box,  and  by  the  vibra- 
tions of  aU  the  strings  harmonic  with  those  played. 

In  the  violin  and  guitar  each  string  can  give  a  great 
-number  of  sounds  according  to  the  length  of  the  vibrat- 
ing part,  which  is  determined  by  the  pressure  of  the 
fillers  of  the  left  hand  while  the  right  hand  plays  the  bow, 
or  twitches  the  strings  themselves.  In  both  these  instnmients  the  vibra- 
tions are  communicated  to  the  upper  face  or  belly  of  the  sounding-box  by 
means  of  the  bridge  over  which  the  strings  pass.  These  vibrations  are 
.conunnnicated  from  the  upper  to  the  lower  face  or  back  of  the  box  either  by 
the  sides  or  by  an  intermediate  piece  called  the  sound-post.  The  air  in  the 
interior  is  set  in  vibration  by  both  faces,  and  the  strengthening  of  the  sound 
is  produced  by  all  these  simultaneous  vibrations.  The  value  of  the  instru- 
ment consists  in  the  perfection  with  which  all  possible  sounds  are  intensified, 
which  depends  essentially  on  the  quality  of  the  wood,  the  mellowness  of 
L  which  increases  with  age,  and  on  the  relative  arrangement  of  the  parts. 

The  number  and  strength  of  the  harmonics  produced  in  a  twitched  or 
stroked  string  varies  with  the  manner  in  which  it  is  sounded,  and  with  the 
aatnre  of  the  string.  The  sharper  the  edge  of  the  exciting  body  the  shorter 
and  broader  are  the  waves,  and  therefore  the  higher  and  stronger  are  the 
harmonics  and  the  shriller  the  clang  ;  if  the  strings  are  struck  with  a  metal 
md  the  harmonics  are  so  predominant  that  the  fundamental  note  is  scarcely 
kard,  and  thus  what  is  called  a  hollow  sound  is  produced.  The  tone  is 
Ibllest  when  struck  with  the  finger,  and  somewhat  less  so  with  a  soft  hammer, 
as  in  the  piano.  The  deeper  harmonics  are  often  stronger  than  the  funda- 
mental note,  so  that  the  note  is  not  so  strong,  but  is  richer ;  all  the  har- 
monics, whose  nodes  are  in  the  place  struck,  are  wanting.  If  a  string  is  struck 
in  the  middle,  none  of  the  even  harmonics  are  produced,  and  therefore  all  the 
octaves  of  the  fundamental  note  are  wanting  ;  the  tone  is  nasal  and  hollow. 


Fig.  360. 
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This  is  the  characteristic  of  a  note  which  is  wanting  in  the  harmonics  nearer 
and  most  allied  to  the  fundamental  note.  If  the  string  is  struck  near  one  end, 
the  clang  has  a  jingling  character.  Instrument  makers,  led  by  practised 
ears,  have  long  found  it  advantageous  that  the  piano  be  struck  at  about 
one-seventh  of  the  length  of  the  string  ;  the  reason  for  this  advantage  lies  in 
the  fsict  that  in  this  way  the  seventh  and  ninth  harmonics,  which  are  unhar- 
raonic  with  each  other,  are  deadened,  while  the  deeper  harmonics — the 
octaves,  fifths,  thirds — preponderate,  and  the  clang  is  rich  and  harmonious. 

The  higher  harmonics  £ade  away  in  gut-strings  more  rapidly  than  io 
metal  wires  ;  hence  the  guitar  and  the  harp  are  not  so  jingling  as  the  zither. 

280.  ^UTind  instramentB. — All  wind  instruments  may  be  referred  to  the 
different  types  of  sounding  tubes  which  have  been  described.  In  some,  such 
as  the  organ,  the  notes  ^x^fixed^  and  require  a  separate  pipe  for  each  note, 
in  others  the  notes  are  variable^  and  are  produced  by  only  one  tube :  the 
flute,  horn,  &c.  are  of  this  class. 

In  the  organ  the  pipes  are  of  various  kinds  ;  namely,  mouth  pipes,  open 
and  stopped,  and  re^  pipes  with  apertures  of  various  shapes.  By  means  of 
stops  the  organist  can  produce  any  note  by  both  kinds  of  pipe. 

In  theyfi//^,  the  mouthpiece  consists  of  a  simple  lateral  circular  a|>erturc ; 
the  current  of  air  is  directed  by  means  of  the  lips,  so  that  it  grazes  the  edge 
of  the  aperture.  The  holes  at  different  distances  are  closed  either  by  the 
fingers  or  by  keys  ;  when  one  of  the  holes  is  opened,  a  loop  is  produced  in 
the  corresponding  layer  of  air,  which  modifies  the  distribution  of  nodes  and 
l.oops  in  the  interior,  and  thus  alters  the  note.  The  whistling  of  a  key  is 
similarly  produced. 

The  pandcpan  pipe  consists  of  stopped  pipes  of  different  lengths  corre- 
sponding to  the  different  notes  of  the  gamut. 

In  the  trumpet,  the  horn,  the  trombone,  comet-k-piston,  and  of^icleide,, 
the  lips  form  the  reed,  and  vibrate  in  the  mouthpiece.  In  the  horn^  difieient 
notes  are  produced  by  altering  the  distance  of  the  lips.  In  the  trombone^ 
one  part  of  the  tube  slides  within  the  other,  and  the  performer  can  aker 
at  will  the  length  of  the  tube,  and  thus  produce  higher  or  lower  notes.  In 
the  comet-d'Piston^  the  tube  forms  several  convolutions ;  pistons  placed  at 
different  distances  can,  when  closed,  cut  off  communication  with  other  parts 
of  the  tube,  and  thus  alter  the  length  of  the  vibrating  column  of  air. 
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CHAPTER  V 

VIBRATION  OF  RODS,  PLATES    AND   MEMBRANES 


2Zim  Vlbratloii  Of  rod*. — The  term  rods  is  applied  in  acoustics  to  solids 

vhose  length  is  considerable  in  proportion  to  their  breadth  and  thickness  ; 

lAey  are,  nevertheless,  so  broad  and  thick  that,  while  they  have  not  the 

llexibility  of  strings,  they  are  yet  elastic  enough  to  vibrate  without  being 

I  stretched  like  strings.    They  are  ordinarily  of  wood,  glass, 

metal,  and  more  particularly  of  tempered  steel.   Like  strings, 

they  have  two  kinds  of  vibrations,  longitudituU  and  tram- 

Vtne.    Longitudinal  vibrations  are  produced  by  fixing  the 

fodat  any  part,  and  rubbing  it  lengthwise  with  a  piece  of 

dodi  sprinkled  with  resin. 

The  point  at  which  the  rod  is  clamped  is  a  node ;  if  it 
is  damped  in  the  middle  and  put  in  longitudinal  vibrations, 
it  gives  the  fundamental  note,  its  wave-length  being  twice 
its  own  length.  This  is  thus  analogous  to  the  case  of  an 
spen  pipe.  If  the  rod  is  clamped  at  one  quarter  its  length  it 
^^es  the  octave  of  the  fundamental  note. 

If  the  same  rod  is  clamped  at  both  ends,  and  made  to 
vibrate  longitudinally,  its  wave-length  is  four  times  its  own 
length ;  the  case  is  analogous  to  that  of  a  stopped  pipe. 

The  elongation  due  to  longitudinal  vibration  is  as  great 
as  would  be  due  to  a  pull  of  several  tons.  If  a  glass  rod 
(fig.  261)  is  made  to  vibrate  longitudinally  by  rubbing  it  with 
a  wetted  cloth,  the  glass  is  seen  to  split  off  at  the  ends  in  a 
nambcr  of  ring-shaped  fragments.  Here  the  effect  is  due  to 
the  superposition  of  small  vibrations ;  a  small  effect  frequently 
repeated  may  give  rise  to  effects  far  exceeding  those  due  xo 
only  one  application. 

Transverse  vibrations  are  produced  by  clamping  one  end 
^  a  rod,  or  otherwise  holding  it  firmly,  and  then  passing  a 
bow  across  the  free  part. 

It  is  shown  by  calculation  that  the  number  of  transverse 
vibrations  made  in  a  given  time  by  rods  and  thin  plates  of 
tiu  same  material  is  directly  as  their  thickness  and  inversely 
as  the  square  of  their  length.  The  width  of  the  plate  does  not  affect  the 
number  of  vibrations.  A  wide  plate,  however,  requires  a  greater  force  to 
set  it  in  motion  than  a  narrow  one. 


Fig.  361. 
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Thc  laws  of  the  longitudinal  vibrations  of  strings  are  expressed  in  the 
formula  «  =  ^i\f^\ '"  which  n,r,l,d,  and  g  have  all  the  same  meaning 
as  in  ihe  (bnnula  for  the  transverse  vibrations,  while  ^  is  the  modulus  of 
elasticity  of  the  siring,  the  number  which  expresses  the  weight  by  which  it 
must  be  stretched  in  order  to  elongate  by  its  own  length  (88). 

Fig.  362  represents  an  instniment  invented  by  Marloye,  and  known  as 

Marloy^t  harp,  based  on  the  longitudinal  vibration  of  rods.     It  consists  of 

a  solid  wooden  pedestal,  in  which  are  lixed  twenty  thin  deal  rods,  some 

coloured  and  others  white.    They  are  of  such  a  length  that  the  white  rods 

give  the  diatonic  scale,  while  the  coloured  ones  give  the  semitones   and 

complete  the  chromatic  scale.     The 

instnmient  is  played  by  rubbing  the 

rods  in  the  direction  of  theirlength 

between  the  finger  and  thumb,  which 

have  been  previously  covered    with 

powdered  resin.    Tlie  notes  produced 

resemble  those  of  a  pandxan  pipe. 

The  tuning-fork,  the  triangle,  and 
muucal  boxes  are  examples  of  the 
transverse  vibrations  of  rods.  In 
musical  boxes,  small  plates  of  steel 
of  diflerent  dimensions  are  fixed  on 
a  rod,  like  the  teeth  of  a  comb.  A 
cylinder  whose  axis  is  parallel  to  this 
rod,  and  whose  surface  is  studded 
with  steel  teeth,  arranged  in  a  certain 
order,  is  placed  near  the  plates.  By 
means  of  a  clockwork  motion,  the 
cylinder  rotates,  and  the  leeth  striking 
the  steel  plates  set  them  in  vibration, 
producing  a  tunc,  which  depends  on 
the  arrangement  of  the  teeih  on  the 

'  The  velocity  of  sound  in  any  solid 

maybe  determined  experimentally  by 

clamping  it  at  one  end  and  putting  it 

•''B-  '*'-  in  longitudinal  vibrations.   The  length 

of  a   stopped  pipe  which   gives   the 

same  note  is  next  ascertained.  The  velocity'of  sound  in  the  material  in  question 

is  thus  to  its  velocity  in  air  in  the  same  ratio  as  the  length  of  the  rod  to  the 

length  of  the  stopped  pipe.     Thus  a  rod  of  alder  a  metre  in  length  was 

found  10  give  the  same  longitudinal  note  as  a  stopped  pipe  J  cm.  in  length  ; 

the  velocities  are  accordingly  as  100  :  7,  or  the  velocity  of  sound  in  this  wood 

is  14-3  times  that  in  air. 

Stefan  has  determined  the  velocity  of  sound  in  soft  bodies  by  attaching 
them,  in  the  form  of  rods,  to  long  glass  or  wooden  rods.  The  compound 
rod  was  made  to  vibrate  and  the  number  of  vibrations  of  the  note  was 
determined.     Knowing  this,  and  also  the  velocity  of  sound  in  the  longer  rod. 
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the  velocity  in  the  shorter  rod  was  at  once  obtained.  By  this  method  some 
of  llie  numbeia  in  the  table  in  article  Z35  were  obtained. 

Sdatching  and  scisping  sounds  are  produced  by  moving  a  rod  over  a 
smooth  sor^Ke ;  the  rod  is  thereby  put  in  vibration  ;  the  vibrations  are 
[^ular  for  a  short  interval,  but  frequently  change  their  period  during  the 
motioii. 

282.  Vlbratiea  of  vl«t«i.— In  order  to  make  a  plate  vibrate,  it  is  Hxed 
in  the  centre  (fig.  263),  and  a  bow  rapidly  drawn  across  one  of  the  edges  ; 
or  '•1':^  it  is  fixed  at  any  point  of  its  surface,  and  caused  to  vibrate  by 
lapdhf  drawing  a  string  covered  with  resin  against  the  edges  of  a  central 
hole  (fig.  264). 

Vibrating  plates  contain  nodal  lines  (269),  which  vary  in  number  and 
position  according  to  the  form  of  the  plates,  their  elasticity,  the  mode  of 
etcitatimi,  and  the  number  of  vibrations.  These  nodal  lines  may  be  made 
Tisible  by  covering  the  plate  with  fine  sand,  before  it  is  made  to  vibrate. 
As  soon  the  vibasrations  comtnence,  the  sand  leaves  the  vibrating  parts 
and  accumulates  on  the  nodal  lines,  as  seen  in  figs.  263  and  264. 


Fig-  i«j.  ri(.  164- 

The  position  of  the  nodal  lines  may  be  determined  by  touching  the 
points  at  which  it  is  desired  to  produce  thetn.  Their  number  increases  with 
the  number  of  vibrations  ;  that  is,  as  the  note  given  by  the  plates  is  higher. 
The  nodal  lines  always  possess  great  symmetry  of  form,  and  the  same  form 
is  always  produced  on  the  same  plate  under  the  same  conditions.  They 
wre  discovered  by  Chladni,  and  the  plates  are  known  as  Chladni's  plates. 

The  vibrations  of  plates  are  governed  by  the  following  law  -.—In  plates 
«/  the  same  kind  and  shape.,  and  giving  the  same  system  of  nodal  lines,  the 
tttanber  0/ vibrations  in  «  second  is  directly  as  the  thickness  of  the  plates,  and 
inversely  as  their  area. 

Gongs  and  cymbals  are  examples  of  instruments  in  which  sounds  are 
produced  by  the  vibration  of  metal  plates.  The^^j  and  the  steel  harmo- 
mon  depend  on  the  vibrations  of  glass  and  of  steel  plates  respectively. 

Bells,  which  are  to  be  regarded  as  curved  plates,  never  vibrate  as  a  whole 
but  when  they  ^ve  their  fundamental  note  in  four  equal  parts  which  are 
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separated  by  nodal  lines.  This  can  be  shown  by  suspending  pith  balls  by 
silk  threads  from  the  ends  of  glass  rods  arranged  crosswise,  so  that  the  pith 
balls  just  rest  against  the  rim  of  a  bell  jar  held  vertically  with  the  mouth 
upwards.  When  this  is  made  to  sound  by  drawing  a  bow  across  the  edge, 
the  balls  are  powerfully  repelled  from  the  ventral  segments,  but  with  fiar  less 
force  from  the  nodes. 

Bells  are  also  capable  of  vibrating  in  6,  8,  10,  or  12  parts,  producing  thus 
a  corresponding  series  of  over-tones.  The  note  of  a  bell  is  higher  in  pro- 
portion as  the  sur&ce  is  smaller  and  the  substance  thicker. 

If  water  is  poUred  into  a  bell  jar  which  is  made  to  vibrate  by  means  of  a 
violin  bow,  the  suriace  of  the  water  forms  a  series  of  nodes  and  segments, 
and  water  is  projected  in  the  form  of  spray  from  the  ventral  segments.  If 
alcohol  or  ether  be  used  instead  of  water,  a  number  of  droplets  form  and 
group  themselves  into  beautiful  starlike  figures. 

283.  Vitoratloii  of  membranes. — In  consequence  of  their  flexibility, 
membranes  cannot  vibrate  unless  they  are  stretched,  like  the  skin  of  a  drum. 


Fig.  265. 

The  sound  they  give  is  more  acute  in  proportion  as  they  are  smaller  and 
more  tightly  stretched.  To  obtain  vibrating  membranes,  Savart  fastened 
gold-beater's  skin  on  wooden  frames*. 

In  the  drum^  the  skins  are  stretched  on  the  ends  of  a  cylindrical  box. 
When  one  end  is  struck,  it  communicates  its  vibrations  to  the  internal 
column  of  air,  and  the  sound  is  thus  considerably  strengthened.  The  cords 
stretched  against  the  lower  skin  strike  against  it  when  it  vibrates,  and  pro- 
duce the  sound  characteristic  of  the  drum. 

Membranes  either  vibrate-  by  direct  percussion,  as  in  the  drum,  or  they 
may  be  set  in  vibration  by  the  vibrations  of  the  air,  as  Savart  had  observed, 
provided  these  vibrations  are -sufficiently  intense.  Fig.  265  shows  a  mem- 
brane vibrating  under  the  influence  of  the  vibrations  in  the  air  caused  by 
a  sounding  bell.  Fine  sand  strewn  on  the  membrane  shows  the  formation 
of  nodal  lines  just  as  upon  i^ates. 

Membranes  are  eminently  fitted  for  taking  up  the  vibrations  ol  the  air,  on 
account  of  their  small  mass,  their  large  surface,  and  the  readiness  with  which 
they  subdivide.  With  a  pretty  strong  whistle,  nodal  lines  may  be  produced 
in  a  membrane  stretched  on  a  frame,  even  at  the  distant  end  of  a  large  room. 

The  phenomenon  so  easily  produced  in  easily-moved  bodies  is  also  found 
in  larger  and  less  ek^tic  masses  ;  the  pillars  and  walls  of  a  church  vibrate 
more  or  less  while  the  bells  are  being  rung. 
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CHAPTER  VI 

GRAPHICAL  METHOD  OF  STUDYING  VIBRATORV  MOTIONS 

2S4.  XlaMjons*  matliod  of  nutklnc  vtbratlOBB  kpp*r«nt. — The  method 
«f  Lissajous  exhibits  the  vibratory  motion  of  bodies  either  directly  or  by 
projection  on  a  screen. .  It  has  also  the  great  advantage  that  the  vibratory 
■notions  of  two  sounding  bodies  maybe  compared  7w/Ao«/  the  aid  of  the  car., 
so  as  to  obtain  the  exact  relation  between  them. 

This  method,  which  depends  on  the  persistence  of  visual  sensations  on 
the  retina  {625),  consists  in  fixing  a  small  mirror  on  the  vibrating  body,  so  as 
to  vibrate  with  it,  and  impart  to  a  luminous  ray  a  vibratory  motion  similar 
to  its  own. 

Lissajous 'uses  tuning-forks,  and  fixes  to  one  of  the  prongs  a  smalt  metal 
mirror,  m  (fig.  366),  and  to  the  other  a  counterpoise,  »,  which  is  necessary 


to  make  the  tuning-fork  vibrate  regularly  for  a  long  time.  At  a  few  yards' 
■^stance  firom  the  mirror  there  is  a  lamp  surrounded  by  a  dark  chimne)', 
in  wtucb  is  a  small  hole  giving  a  single  luminous  point.  The  tuning- 
fork  behtg  at  rest,  the  eye  is  placed  so  that  the  luminous  point  is  seen  at 
e.  The  tuning-fork  is  then  made  to  vibrate,  and  the  image  elongates  so 
as  to  form  a  persistent  image,  oi,  which  diminishes  in   proportion  as  the 
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amplitude  of  the  oscillation  decreases.  If,  during  the  oscillation  of  the 
mirror,  it  is  made  to  rotate  by  rotating  the  tuning-fork  on  its  axis,  a  sinuous 
line,  oix,  is  produced  instead  of  the  straight  line  oi.  These  different  effects 
are  explained  by  the  successive  displacements  of  the  luminous  pencil,  and 
by  the  duration  of  these  luminous  impressions  on  the  eye  after  the  cause 
has  ceased — a  phenomenon  to  which  we  shall  revert  in  treating  of  vision. 

If,  instead  of  viewing  these  effects  directly,  they  are  projected  on    a 
screen,  the  experiment  is  arranged  as  shown  in  fig.  367  ;  the  pencil  reflected 


from  the  vibrating  mirror  iS  reflected  a  second  time  from  the  fixed  mirror,  m^ 
which  sends  it  towards  an  achromatic  lens,  I,  placed  so  as  to  project  the 
images  on  the  screen. 

385.  oomblnatloa  of  twa  THirBtoiT  motion*  In  tho  Mtm*  dlroeUon. — 
Lissajous  resolved  the  problem  of  the  optical  combination  of  two  vibratory 
motions— vibrating  at  first  in  the  same  direction,  and  then  at  ri^t  angles  to 
each  other. 

Fig.  368  represents  the  experiment  as  arranged  for  combining  two- 
parallel  motions.  Two  tuning-forks  provided  with  mirrors  are  so  arranged 
that  the  light  reflected  fi'om  one  of  them  reaches  the  other,  which  is  almost 
parallel  to  it,  and  is  then  sent  towards  a  screen  after  having  passed  through 

If  now  the  first  tuning-fork  alone  vibrates,  the  image  on  the  screen  is 
the  same  as  in  fig.  268  ;  but  if  they  both  vibrate,  supposing  they  are  very 
nearly  in  unison,  the  elongation  increases  or  diminishes  according  as  the 
simultaneous  motions  imparted  to  the  image  by  the  vibrations  of  the  mirrors 
do  or  do  not  coincide. 
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If  the  tuning-fbrks  pass  their  position  of  equilibrium  in  the  same  time 
and  in  the  same  direction,  the  image  attains  its  maximum  ;  and  the  image 
is  at  its  minimum  when  they  pass  at  the  same  time  but  in  opposite  direc- 
tims.  Between  these  two  extreme  cases,  the  amplitude  of  the  image  varies 
according  to  the  time  which  elapses  between  the  exact  instant  at  which  the 
tuoing-fbrics  pass  through  their  position  of  rest  respectively.    The  ratio  of 


this  time  to  the  time  of  a  double  vibration  is  called  a  ttiffirence  of  phase  of 
the  vibration. 

If  the  tuning-forks  are  exactly  in  unison,  the  luminous  appearance  on  the 
soecD  experiences  a  gradual  diminution  of  length  in  proportion  as  the  ampli- 
tade  of  the  vibration  diminishes  ;  but  if  the  pitch  of  one  is  very  little  altered, 
the  magnitude  of  the  image  varies  periodically,  and,  while  the  beats  resulting 


from  the  imperfect  harmony  are  distinctly  heard,  the  eye  sees  the  concomi- 
tant pulsations  of  the  image. 

z8&  Optieftl  «onUii«ttoii  «f  two  MbrMtorr  vuMoa*  »,x  rtfbt  Kacles 
<•  M^  vthm. — The  optical  combination  of  two  rectangular  vibratory 
nutions  is  effected  as  shown  in  fig.  269  ;  that  is,  by  means  of  two  tuning- 
forics,  one  of  which  is  horizontal  and  the  other  vertical,  and  both  provided 
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with  mirrors.  It  the  horizontal  fork  first  vibrates  alone,  a  horizontal  luminous 
outline  is  seen  on  the  screen,  while  the  vibration  of  the  other  produces  a 
vertical  image.  If  both  tuning-forks  vibrate  simultaneously,  the  two  motions 
combine,  and  the  reflected  pencil  describes  a  more  or  less  complex  curve, 
the  form  of  which  depends  on  the  number  of  vibrations  of  the  two  tuning-- 
forks in  a  given  time.  This  curve  gives  a  valuable  means  of  comparing  the 
number  of  vibrations  of  two  sounding  bodies. 


Fig.  270 

Fig.  270  shows  the  luminous  image  on  the  screen  when  the  tuning-forks 
are  in  unison  j  that  is,  when  the  number  of  vibrations  is  equal. 

The  fractions  below  each  curve  indicate  the  differences  of  phase  between 
them.  The  initial  form  of  the  curve  is  determined  by  the  difference  of  phase. 
The  curve  retains  exactly  the  same  form^when  the  tuning-forks  are  in  unison, 
provided  that  the  amplitudes  of  the  two  rectangular  vibrations  decrease  in 
the  same  ratio. 


Fig.  271. 


If  the  tuning-forks  are  not  quite  in  unison,  the  initial  difference  of  phase 
is  not  preserved,  and  the  curve  passes  through  all  its  variations. 

Fig.  271  represents  the  different  appearances  of  the  luminous  image 
when  the  difference  between  the  tuning-forks  is  an  octave ;  that  is,  when  the 
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numbers  of  their  vibrations  are  as  i  :  2  ;  and  fig.  272  gives  the  series  of 
corves  when  the  numbers  of  the  vibrations  are  as  3  :  4. 

It  will  be  seen  that  the  curves  are  more  complex  when  the  ratios  of  the. 


■  ■■■ 


numbers  of  vibrations  are  less  simple.     Lissajous  ocamined  these  cun'e 
theoretically,  and  has  calculated  their  general  equations. 

When  these  ejcperiments  are  made  with  the  electric  light,  instead  of  a 
ordinary  lamp,  the  phenomena  are  remarkably  brilliant. 


287.  Uknm  acatTB  Vb«B>at*ffTCtpta. — This  apparatus  registers  not  only 
the  vibrations  produced  by  solid  bodies,  but  also  those  produced  by  wind  in- 
Kimnenis,  by  the  voice  in  singing,  and  even  by  any  noise  whatsoever ;  for 
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iDstance,  that  of  thunder,  or  the  report  of  a  cannon.  ] 
soidal  barrel,  AB,  about  a  foot  and  a  half  long  and  a  f 
meter,  niade  of  plaster  of  Paris.  The  end  A  is  op 
closed  by  a  solid  bottom,  to  the  middle  of  which  is  twe 
at  an  elbow  and  terminated  by  a  ring,  on  which  is  fixei 
which,  by  mean^  of  a  second  ring,  can  be  stretched  t< 
Near  the  centre  of  the  membrane,  fixed  by  sealing-w 
which  acts  as  a  style,  and,  of  course,  shares  the  movemi 
In  order  that  the  style  shall  not  be  at  a  node,  the  st: 
with  a  movable  piece,  i,  or  subdi-vider,  which,  being  nv 
braoe  tirst  at  one  point  and  then  at  another,  enable 
alter  the  arrangements  of  the  nodal  lines  at  will.  1 
divider,  the  point  is  made  to  coincide  with  a  loop  ;  tbf 
vibrations  of  the  membrane  are  at  a  maximum. 

When  a  sound  is  produced  near  the  apparatus,  th 
the  membrane,  and  the  style  will  vibrate  in  unison  will: 
to  trace  on  a  sensitive  surface  the  vibrations  of  the  s 
For  this  purpose  there  is  placed  in  front  of  the  memb 
C,  turning  round  a  horizontal  axis  by  means  of  a  ha 


longed  axis  of  the  cylinder  a  screw  is  cut  which  w( 
quenlly,  when  (he  handle  is  turned,  the  cylinder  grad 
direction  of  its  axis.  Round  the  cylinder  is  wrapi 
covered  with  a  thin  layer  of  lampblack. 

The  apparatus  is  used  by  bringing  the  prepared  \ 
the  ptoint  of  the  style,  and  then  setting  the  cylinder  in 
So  long  as  no  sound  is  heard,  the  style  remains  at  res 
the  lampblack  along  a  line  which  is  a  helix  on  the  c; 
comes  straight  when  the  paper  is  unwrapped.  But  v 
the  membrane  and  the  style  vibrate  in  unison,  and  thi 
longer  straight,  but  undulates,  each  undulation  corre: 
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vibiatioa  of  the  style.      Consequently,  the  figures  thus  obtained  faithfully 
denote  the  number,  amplitude,  and  isochronistn  of  the  vibrations. 

Fig.  274  shows  the  trace  produced  when  a  simple  note  is  sung,  and 
strengthened  by  means  of  an  upper  octave.  The  latter  note  is  represented 
by  the  curve  of  lesser  amplitude.  Fig.  275  represents  the  sound  produced 
jointly  by  two  pipes  whose  notes  differ  by  an  octave.  The  lower  line  of 
fig.  276  represents  the  rolling  sound  of  the  letter  R  when  pronounced  with 
a  ring. 

The  upper  line  of  fig,  276  represents  the  perfectly  isochronous  vibrations 
of  a  tuning-fork  placed  near  the  ellipsoid.  This  line  was  traced  by  a  fine 
point  on  one  branch  of  the  fork,  which  was  thus  found  to  make  exactly  500 
vibrations  persecond.  Hence,  each  undulation  of  [he  upper  line  corresfxinds 
to  the  i^  part  of  a  second  ;  and  thus  these  lines  become  very  eicact  means 
of  measuring  short  intervals  of  time.  For  example,  in  fig.  276  each  of  the 
separate  shocks  producing  the  rolling  sound  of  the  letter  R  corresponds  to 
about  18  double  vibrations  of  the  tuning-fork,  and  consequently  lasts  about 
^  or  about  i^  of  a  second. 

388.  XftMlr'B  nunoiiiMrte  flMoea.— Konig's  method  consists  in  trans- 
nutting  the  motion  of  the  waves  which  fonn  a  sound  to  gas  flames,  which, 
by  their  pulsations,  indicate  the  nature  of  the  sounds.     For  this  purpose  a 


Fij.  w 

metal  capsule,  represented  in  section  at  A,  fig.  277,  is  divided  into  two  com- 
partments by  a  thin  membrane  of  caoutchouc  1  on  the  right  of  the  figure 
is  a  gas  jet,  and  below  it  a  tube  conveying  coal  gas  ;  on  the  left  is  a  tubu- 
Inre,  to  which  may  be  attached  ii  caoutchouc  tube.    The  other  end  of  this 
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may  be  placed  at  the  node  of  an  organ  pipe  (274),  or  it  terminates  in  a 
mouthpiece  in  front  of  which  a  given  note  may  be  sung  :  this  is  the  arrange- 
ment  represented  in  fig.  277. 

Fi,.  17B. 


When  the  sound-waves  enter  the  capsule  by  the  mouthpiece  and  the 
tube,  the  membrane  yielding  to  the  condensation  and  rarefaction  of  the 
waves,  the  coal  gas  in  the  compartment  on  the  right  is  alternately  contracted 
and  expanded,  and  hence  are  produced   alternations  in  the  length  of   the 


Hame,  which  are,  however,  scarcely  perceptible  when  the  flame  is  observed 
directl)-.  Bui  to  render  them  distinct  they  are  received  on  a  mirror  with 
four  faces,  M,  which  may  be  turned  by  two  cog-wheels  and  a  handle.    As 
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ame  bums  steadily,  ihere  appears  in  the  mirror,  when  turned,  a 
lod  o[  light.  But,  if  the  capsule  is  connected  with  a  sounding- 
tie  fundamental  note,  the  image  of  the  flLime  takes  the  form 
1  fig.  378,  and  that  of  figure  279  if  'he  sound  yields  the 
'  two  sounds  reach  the  capsule  simultaneously,  the  flante  has 
of  fig.  280  ;  in  that  case,  however,  the  tube  leading  to  the 
^  connected  by  a  T-pipe  with  two  sounding-tubes,  one  giving 
1  note,  and  the  other  the  octave.  If  one  gives  the  funda- 
'**ici  the  otherthe  third,  theflamehas  theappearance  of  fig.  281. 


Fig.  ^83. 

U  the  vowe\  E  be  sung  in  front  of  the  mouthpiece  first  upon  c,  and  then 
spon  i,  the  rotating  miiror  gives  the  flames  represented  in  figs.  283  and 

2S9.  ii«t«nalBAtlon  of  ttaa  Intensity  ol  >o«nda. — Mej^er  has  devised 
a  plan  by  which  the  intensities  of  two  sounds  of  the  same  pitch  may  be 
directly  compared.  The  two  sounds  are  separated  from  each  other  by  a 
medium  impervious  to  sound,  and  in  front  of  each  of  them  is  a  resonance 
g'/obc  (255)  accurately  tuned  to  the  sound.  Each  of  these  resonance  globes 
is  attached  by  means  of  caoutchouc  tubes  of  equal  length  to  the  two  ends  of 
a  U-tube,  in  the  middle  of  the  bend  which  is  a  third  tube  provided  with  a 
majionielric  capsule. 

If  the  resonance  globes  are  each  at  the  same  distance  from  the  sounding 
bodies,  and  if  the  note  of  only  one  of  them  is  produced,  the  flame  vibrates. 
If  both  sounds  are  produced,  and  they  are  of  the  same  intensity,  and  in  the 
&aine  phase,  they  interfere  completely  in  the  tube,  so  that  the  Dame  of  tlie 
manometric  capsule  is  quite  stationar>',  and  appears  in  the  turning  mirror  as 
a  straight  liuninous  band. 

I^  however,  the  sounds  are  not  of  the  same  intensity,  the  interference 
will  be  incomplete,  and  the  luminous  band  will  be  jagged  at  Che  edge.  The 
distance  of  one  of  the  sounds  from  the  resonance  globes  is  altered  until  the 
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flame  is  stationary.    The  iniensities  of  (he  two  sounds  are  then  directly  as 
the  squares  of  their  distances  from  the  resonators. 

290.  Acanatlo  nttr»etlon  and  r«pnUloD. —  It  was  observed  by  Guyot, 
and  afterwards  independently  by  Guthrie  and  by  Schellbach,  that  a  sound- 
ing body,  one  in  a  state  of  vibration  therefore,  exercises  an  action  on  a 
body  in  its  neighbourhood  which  is  sometimes  one  of  attraction  and  some- 
times of  repulsion.  The  vibrations  of  an  elastic  medium  attract  bodies 
which  are  specifically  heavier  than  itself,  and  repel  those  which  are  specifi- 
cally hghier.  Thus  a  balloon  of  goldbeater's  skin  filled  with  carbonic  acid 
is  attracted  towards  the  opening  of  a  resonance-box  on  which  is  a  vibrating 
tuning-fork  ;  while  a  similar  balloon  filled  with  hydrogen  and  tied  down  by 
a  thread  is  repelled.  This  result  always  follows,  even  when  the  hydrogen 
balloon  is  made  heavier  than  air  by  loading  it  with  wax. 

A  light  piece  of  cardboard  suspended  and  held  near  a  tuning-fork  moves 
towards  it  when  the  fork  is  made  to  vibrate.  If  the  tuning-fork  is  suspended 
and  is  then  made  to  vibrate,  it  moves  towards  the  card  if  the  latter  is  fixed. 
Two  suspended  tuning-forks  in  a  state  of  vibration  move  towards  each 
other.  The  flame  of  a  candle  placed  near  the  end  of  a  sounding  tuning- 
fork  is  repelled  if  held  near  it ;  if  held  underneath  it  flattens  out  to  a  disc. 
A  gas  flame  near  the  end  of  the  tuning-fork  divides  into  two  arms. 

Guthrie  found  that,  when  one  prong  of  a  tuning-fork  is  enclosed  in  a  tube 
provided  with  a  capillary  tube  dipping  into  a  liquid,  and  is  set  in  vibration 
by  bowing  the  free  prong,  the  air  around  the  en- 
closed prong  is  expanded  ;  and  he  thence  Con- 
cluded that  the  approach,  above  described,  of  a 
suspended  body  to  the  sounding-fork  is  due  to 
the  diminution  of  the  pressure  of  the  air  between 
the  fork  and  the  body  below  that  on  the  other 
side  of  the  body. 

A  cylindrical  resonator  of  stifT  drawing-paper 
is  fastened  lo  a  strip  of  wood,  which  is  provided 
with  a  glass  cap  and  counterpoise,  and  thus  can 
be  made  to  turn  on  a  needle  point.  If  the  open 
end  of  the  sounding-box  of  a  tuning-fork  vibraring 
in  unison  with  the  resonator  is  brought  near  this, 
,  it  is  repelled  even  at  a  distance  of  some  inches. 
When  a  small  mill  with  four  arms  (fig.  284),  each 
provided  with  a  small  resonator,  is  placed  near 
Fig.  1S4.  '^c  open  end  of  the  sounding-box,  the  repulsion 

is  so  strong  as  to  produce  a  uniform  rotation. 
These  phenomena  do  not  seem  to  be  due  to  the  aspirating  action  of  cur- 
rents of  air,  nor  are  they  caused  by  any  heating  effect  ;  and  it  must  be  con- 
fessed that  the  phenomena  require  fmther  elucidation  ;  they  are  of  special 
interest  as  furnishing  a  possible  clue  to  the  solution  of  the  problem  of  attrac- 
tion in  general. 

391.  PiiaBointpii.  Ontpbopbone. — In  the  year  1877  Edison  devised  the 
apparatus  known  as  the  phonograph  for  recording  and  reproducing  sound, 
which  is  equally  remarkable  for  the  simplicity  of  its  construction  and  for  the 
striking  character  of  the  results  which  it  produces. 
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This  instrument  is  illustiated  in  fig.  285,  and  it  consists  generally  of  a 
cylinder  C,  mounted  on  a  horizontal  axis  AA',  which  can  be  rotated  beneath 
a  mouthpiece  £,  by  means  of  a  winch-handle  M,  the  speed  of  rotation  being 
controlled  by  a  fly-wheel  attached  to  one  end  of  the  spindle  AA',  and  the 
•rhole  is  supported  by  a  base-board  L.  Upon  the  cylindric  surface  of  C  is 
cue  a  helical  groove,  and  one  end  of  the  spindle  A'  is  formed  into  a  screw,  the 
pitch  of  which  is  equal  to  that  of  the  groove  upon  the  cylinder.  This  screw 
morics  in  a  correspondingly  screwed  bearing,  so  that  on  turning  the  handle  the 
cylinder  not  only  rotates  upon  its  axis,  but  also  travels  from  end  to  end  in  a 
direction  parallel  to  its  axis. 


Fig.  ,Ss. 

The  mouthpiece  is  closed  with  a  diaphragm  or  membrane  P,  to  the 
centre  of  which  is  attached,  by  means  of  a  caoutchouc  tube,  a  small  style  S, 
directed  towards  the  cylinder,  and  which  is  caused  to  vibrate  longitudinally 
by  the  vibratory  action  of  the  diaphragm  P,  and  .the  position  of  the  mouth- 
piece is  so  adjusted  that  the  point  of  the  style  is 
always  directed  to  the  centre  of  the  helical  groove  in 
the  cylinder.  On  this  grooved  cylinder  is  stretched  a 
sheet  of  tinfoil  which  bridges  over  the  grooves,  being 
supported  by  the  ridges  and  the  position  of  the  mouth- 
piece, and  its  distance  from  the  cylinder  is  adjusted 
by  the  handle  m,  which  can  be  fixed  in  its  place  by 
the  set  screw  v.  Their  position  and  distance  are  so 
adjusted  that  when  the  apparatus  is  at  rest  the  point 
of  the  style  is  within  the  groove  and  a  little  lower  than 
the  top  of  the  ridge.  ^1%.  186. 

\i,  while  the  cylinder  is  being  rotated,  sounds  or 
words  be  uttered  into  the  mouthpiece,  the  diaphragm  attached  thereto  will 
be  set  in  vibration,  and  will  cause  the  style  to  indent  on  Che  foil  a  groove 
of  varying  depth,  the  bottom  of  which  is  a  mechanical  record  of  the  vibrations 
of  the  diaphragm,  and  therefore  of  the  sounds  by  which  those  vibrations 
were  set  up,  and  as  the  tinfoil  is  a  very  imperfectly  clastic  material,  it  is  able 
to  retain  the  record  so  made. 

If  now  this  record  be  passed  again  beneath  the  style,  the  varying  indenta- 
tions on  the  foil  will  cause  the  style  to  vibrate  as  it  did  when  it  produced  the 
indentations,  and  the  diaphragm  will  be  similarly  set  in  vibration,  and  will 
reproduce  the  sound  by  which  it  was  in  the  first  instance  set  into  vibration. 

In  this  way  sound  may  be  reproduced  so  as  to  be  audible  to  a  large 
audience ;  the  articulation  is  distinct  though  feeble  ;  it  reproduces  the 
voice  of  a  person  who  speaks  into  it,  but  with  a  nasal  intonation.    Speech 
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may  thus  be  stored  up  on  a  sheet  of  tinfoil  and  kept  for  an  indefinite  period^ 
and  the  sound  may  be  reproduced  more  than  once  from  the  same  record « 
but  after  a  second  reproduction  the  clearness  is  greatly  diminished. 

If  the  velocity  of  rotation  be  greater  than  before,  the  pitch  of  the  sound 
is  raised ;  and  if  it  be  not  uniform,  then,  in  the  case  of  a  song,  the  reproduc- 
tion is  incorrect.  In  order  to  produce  a  uniform  velocity  the  instrument  may 
with  advantage  be  driven  by  clockwork. 

There  is  a  great  difference  in  the  distinctness  with  which  the  various  con- 
sonants and  vowels  are  reproduced  ;  the  most  distinct  are  words  containing 
the  vowels  A,  O,  and  U,  and  the  consonants  /,  k^  and  r ;  the  s  and  similar 
consonants,  on  the  contrary,  are  seldom  distinct.  If  the  phonograph  be 
rotated  in  the  reverse  direction,  the  sounds  of  which  the  words  are  made 
up  retain  their  character,  but  are  produced  in  the  reverse  order. 

If  the  instrument  be  reset  to  the  starting-point  of  the  phonographic 
record  of  a  song,  and  be  again  sung  into,  it  will  reproduce  both  series  of 
sounds,  as  if  two  persons  were  singing  at  the  same  time  ;  and,  by  repeating 
the  same  process,  a  third  or  fourth  succession  of  sounds  may  be  added, 
and  the  whole  will  be  heard  together  and  without  the  one  record  destroying 
the  other. 

The  impressions  on  the  tinfoil  appear  at  first  sight  as  a  series  of  successive 
points  or  dots,  but  when  examined  under  a  microscope  they  are  seen  to  have 
a  distinct  form  of  their  own.  When  a  cast  is  taken  by  means  of  fusible 
metal  and  a  longitudinal  section  made,  the  outline  closely  resembles  the 
jagged  edge  of  a  Konig's  flame.  Mr.  Edison  states  that  as  many  as  40,000 
words  can  be  registered  on  a  space  not  exceeding  10  square  inches. 

The  phonograph  has  been  used  with  great  advantage  by  Jenkins  and 
King  for  the  analysis  of  vocal  sounds,  for  which  purpose  it  is  better  suited 
than  Konig's  flames. 

The  graphophoney  invented  by  Mr.  Sumner  Tainter,  in  conjunction  with 
Professor  Graham  Bell  and  Dr.  Chichester  Bell,  consists  essentially  of  three 
parts :  the  recorder,  the  cylinder  on  which  the  record  is  made,  and  the 
reproducer. 

The  cylinder  is  a  hollow  cone  of  cardboard  coated  with  a  composition  of 
wax  and  paraffin  ;  it  is  mounted  horizontally  and  is  rotated  by  means  of  a 
treadle  underneath  the  table,  which  supports  the  whole  apparatus.  Between 
the  treadle  and  the  cylinder  is  interposed  a  very  ingenious  governor  by  which 
the  speed  of  rotation  of  the  cylinder  may  be  regulated  to  perfect  uniformityv 
the  force  required  for  this  rotation  being  very  small 

On  a  bar  parallel  to  and  in  front  of  the  cylinder  is  clamped  the  recorder,, 
which  consists  of  an  exceedingly  minute  cutting  point,  or  rather  chisel,  fixed 
to  a  mica  diaphragm.  This  diaphragm  is  at  the  end  of  a  flexible  tube  pro- 
vided with  a  mouthpiece.  If  this  be  spoken  into,  the  diaphragm  vibrates  with 
a  to  and  fro  motion,  and  if  at  the  same  time  the  cylinder  rotates  at  a  uniform 
speed  the  style  cuts  or  carves  out  a  groove  in  the  surface  of  the  wax,  forming 
a  very  irregular  outline  which  is  the  exact  reproduction  of  the  sound-wave. 
Therein  lies  the  difference  between  the  graphophone  and  the  phonograph, 
for  in  the  latter  the  record  is  produced  by  a  process  of  indentation,  while  in 
the  former  the  record  of  the  sound-waves  is  engraved  in  a  waxy  material. 
The  grooves  are  so  excessively  minute  that  their  variations  in  depth  cannot 
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be  recognised  by  the  naked  eye  ;  they  are  not  more  than  the  xTftrir  o^  ^^  \nc^ 
in  diameter,  and  there  are  160  to  the  inch. 

The  reproducer  consists  of  a  light  ebonite  tube,  at  one  end  of  which  is  the 
enlai^genient  containing  the  diaphragm,  which,  like  that  of  the  recorder,  is  of 
mica,  but  is  somewhat  smaller.  The  diaphragm  is  connected  by  means  of  a 
fine  waxed  silk  thread  with  a  fine  steel  point  or  hook  which  rocks  on  a  pivot 
at  the  end  of  the  tube.  There  is  an  arrangement  by  which  this  reproducer 
can  be  clamped  in  front  of  the  recorder,  so  that  when  the  cylinder  is  rotated 
the  reproducer  travels  at  a  proportionate  speed,,  allowing  the  small  point  to 
rest  in  the  groove  forming  the  sound  record,  and  along  which  it  rides  and 
vibrates  ;  and  these  vibrations  are  transmitted  to  the  mica  diaphragm,  and, 
being  communicated  to  the  ear,  faithfully  reproduce  the  sound. 

Notwithstanding  what  appears  the  very  yielding  character  of  the  wax, 
the  sounds,  and  even  elaborate  pieces  of  music,  are  reproduced  with  great 
fidelity,  and  it  is  stated  that  the  same  record  will  reproduce  the  original 
sound  some  thousand  times. 
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BOOK   VI 

ON    HEAT 


CHAPTER   I 

PRELIMINARY  IDEAS.      THERMOMETERS 

292.  Heat.  Bypotbetis  as  to  Its  nature. — In  ordinary  language  the- 
term  heat  is  used  not  only  to  express  a  particular  sensation,  but  also  to  de- 
scribe that  particular  state  or  condition  of  matter  which  produces  this  sensa- 
tion. Besides  producing  this  sensation,  heat  acts  variously  upon  bodies  ;  it 
melts  ice,  boils  water,  makes  metals  red-hot,  produces  electrical  currents, 
decomposes  compound  bodies,  and  so  forth. 

Two  theories  as  to  the  cause  of  heat  have  been  propounded  :  these  are, 
the  theory  of  emission^  and  the  theory  of  undulation. 

On  the  first  theory,  heat  is  caused  by  a  subtle  imponderable  fluid,  w^hich 
surrounds  the  molecules  of  bodies,  and  which  can  pass  from  one  body  to 
another.  These  heat  atmospheres^  which  thus  surround  the  molecules,  exert 
a  repelling  influence  on  each  other,  in  consequence  of  which  heat  acts  in 
opposition  to  the  force  of  cohesion.  The  entrance  of  this  substance  into  our 
bodies  produces  the  sensation  of  warmth,  its  egress  the  sensation  of  cold. 

On  the  second  hypothesis  the  heat  of  a  body  is  caused  by  an  extremely 
rapid  oscillating  or  vibratory  motion  of  its  molecules  ;  and  the  hottest  bodies 
are  those  in  which  the  vibrations  have  the  greatest  velocity  and  the  greatest 
amplitude.  At  any  given  time  the  whole  of  the  molecules  of  a  body  possess 
a  sum  of  vis  idva^  which  is  the  heat  they  contain.  To  increase  their  tempera- 
ture is  to  increase  their  vis  viva  ;  to  lower  their  temperature  is  to  decrease 
their  vis  viva.  Hence,  on  this  view,  heat  is  not  a  substance  but  a  condition 
of  matter^  and  a  condition  which  can  be  transferred  from  one  body  to  another. 
When  a  heated  body  is  placed  in  contact  with  a  cooler  one,  the  former  cedes 
more  molecular  motion  than  it  receives  ;  but  the  loss  of  the  former  is  the 
equivalent  of  the  gain  of  the  latter. 

It  is  also  assumed  that  there  is  an  imponderable  elastic  ether,  which  per- 
vades all  matter  and  infinite  space.  A  hot  body  sets  this  in  rapid  vibration, 
and  the  vibrations  of  this  ether  being  communicated  to  material  objects  set 
them  in  more  rapid  vibration  ;  that  is,  increase  their  temperature.  Here  we 
have  an  analogy  with  sound  ;  a  sounding  body  is  in  a  state  of  vibration,  and 
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its  vibrations  are  transmitted  by  atmospheric  air  to  the  auditory  apparatus 
in  which  is  produced  the  sensation  of  sound. 

This  hypothesis  as  to  the  nature  of  heat  is  now  adopted  by  the  most 
distinguished  physicists.  It  affords  a  better  explanation  of  all  the  phenomena 
of  heat  than  any  other  theory,  and  it  reveals  an  intimate  connection  between 
heat  and  light  It  will  be  subsequently  seen  that  by  the  friction  of  bodies 
against  each  other  an  indefinite  quantity  of  heat  is  produced.  Experiment 
has,  shown  that  there  is  an  exact  equivalen<;e  between  the  motion  thus  de- 
stro>'ed  and  the  heat  produced.  These  and  many  other  facts  are  utterly 
inexplicable  on  the  assumption  that  heat  is  a  substance,  and  not  a  form  of 
motion. 

In  what  follows,  however,  the  phenomena  of  heat  will  be  considered,  as 
far  as  possible,  independently  of  either  hypothesis ;  but  we  shall  subsequently 
return  to  the  reason  for  the  adoption  of  the  latter  hypothesis. 

Assuming  that  the  heat  of  bodies  is  due  to  the  motion  of  their  particles, 
we  may  admit  the  following  explanation  as  to  the  nature  of  this  motion  in 
the  various  forms  of  matter  : — 

In  solids  the  molecules  of  even  the  most  rigid  bodies  have  a  kind  of 
vibratory  motion  about  certain  fixed  positions.  This  motion  is  probably  very 
complex  ;  the  constituents  of  the  molecule  may  oscillate  about  each  other, 
besides  the  molecule  oscillating  as  a  whole  ;  and  this  latter  again  may  be 
a  to-and-fro  motion,  or  it  may  be  a  rotatory  motion  about  the  centre.  In 
cases  in  which  external  forces,  such  as  violent  shocks,  act  upon  the  body, 
the  molecules  may  permanently  acquire  fresh  positions. 

In  the  liquid  state  the  molecules  have  no  fixed  positions.  They  can 
rotate  about  their  centres  of  gravity,  and  the  centre  of  gravity  itself  may 
move.  But  the  repellent  action  of  the  motion,  compared  with  the  mutual 
attraction  of  the  molecules,  is  not  sufficient  to  separate  the  molecules  from 
each  other.  A  molecule  no  longer  adheres  to  particular  adjacent  ones  ;  but 
it  does  not  spontaneously  leave  them  except  to  come  into  the  same  relation 
to  fresh  ones  as  to  its  previous  adjacent  ones.  Thus  in  a  liquid  there  is  a 
vibratory,  rotatory,  and  progressive  motion. 

In  the  gaseous  state  the  molecules  are  entirely  without  the  sphere  of  their 
mutual  attraction.  They  fly  forward  in  straight  lines  according  to  the  ordi- 
nary laws  of  motion,  until  they  impinge  against  other  molecules  or  against 
a  fixed  envelope  which  they  cannot  penetrate,  and  then  return  in  an  opposite 
direction,  with,  in  the  main,  their  original  velocity.  If  the  molecules  were  in 
space,  where  no  external  force  could  act  upon  them,  they  would  fly  apart,  and 
disappear  in  infinity.  But  if  contained  in  any  vessel,  the  molecules  con- 
tinually impinge  in  all  directions  against  the  sides,  and  thus  arises  the  pres- 
sure which  a  gas  exerts  on  its  vessel. 

The  perfection  of  the  gaseous  state,  or  what  may  be  regarded  as  an  ideal 
gas,  implies  that  the  space  actually  occupied  by  the  molecules  of  the  gas  is 
infinitely  small  compared  with  the  entire  volume  of  the  gas  ;  that  the  time 
occupied  by  the  impact  of  a  molecule  either  against  another  molecule,  or 
against  the  sides  of  the  vessel,  is  infinitely  small  in  comparison  with  the 
interval  between  any  two  impacts  ;  and  that  the  influence  of  molecular 
attraction  is  infinitely  small.  When  these  conditions  are  not  fulfilled  the 
gSLS  partakes  more  or  less  of  the  nature  of  a  liquid,  and  exhibits  certain 
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lationsfrom  Boyle's  law  (i  So).  This  is  the  case  will 
!il  extenl  wilh  the  less  easily  condensable  gases, 
nt  with  vapours  and  the  more  condensable  gases, 
Its  of  liquefaction.  TTicse  are  now  explained  by  th 
.  der  Waals  has  introduced  into  the  equation  for  ga: 
193.  Dynsmloal  tbeorj  of  |«ti — We  have  see) 
lition  the  particles  are  assumed  to  fly  about  in  righ 
ctions.  A  rough  illustration  of  this  condition  of  n 
gining  the  case  of  a  number  of  bees  enclosed  in  a  1 
Let  us  suppose  a  cubical  vessel  to  be  filled  with  air 
jns  of  temperature  and  pressure.     Let  the  length  ol 

for  the  present  suppose  that  each  particle  move 
lout  striking  against  another  particle.  All  possible 
ed  to  be  resolved  into  motions  in  three  directions 
faces  of  the  cube.  Conceive  any  single  particle,  of 
inst  one  face  with  such  a  velocity,  tt,as  not  only  to  ; 
to  cause  it  to  rebound  in  the  opposite  direction  wit 
le  the  measure  of  the  momentum  with  which  it  str 

be  zmu.  Now,  by  their  rapid  succession  and  their 
total  action  of  these  separate  impacts  is  to  produ< 
sides  of  the  vessel  which  is  the  elastic  force  of  the  { 
pressure  on  the  side,  we  must  multiply  the  momenti 
act  by  the  total  number  of  such  impacts. 
Since  the  length  of  the  side  is  a,  if  there  are  n 
pace,  there  will  be  nn'  in  the  volume  of  the  cube,  ( 

ring  in  a  direction  parallel  to  each  one  of  the  sides, 
mpacts  on  one  face,  we  must  remember  that  they 
r  the  interval  of  time  required  for  a  panicle  to  fly 
back  again.  Hence,  w  being  the  velocity,  the  num 
1  particle  makes  in  the  unit  of  time,  a  second  will  be 

ill  such  which  strike  against  one  side  will  be  \n^ 

Now,  since  each  one  exerts  a  pressure  represented  1 
[he  total  pressure/  on  the  surface  a' 

therefore  the  pressure  on  the  unit  of  surface  will  b 
P  =  \nmu\ 

\  the  vc 


,  for  any  given  mass  of  gas,  N,  m,  and  u  are  consta 
duct/n  must  therefore  also  be  constant ;  this,  howi 
ixpressing  Boyle's  law  (180^. 
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,mu^ 


We  may  put  the  above  expression  in  the  form  pv  =  §N —  ,  so  that  for 
equal  volumes  of  two  different  gases  under  the  same  conditions  of  tempera- 
ture  and  pressure,  §N^— =  §N'^i^.      The  latter  part  of  the  expression 

represents  the  vis  viva  of  the  gas  in  each  case.  But  under  the  conditions 
stated  these  are  equal ;  accordingly  we  have  N  -  N',  that  is  to  say  that  equal 
volumes  of  two  different  gases  under  the  same  conditions  of  temperature 
and  pressure  contain  the  same  number  of  molecules.  This,  which  is  known 
as  Avogadrds  law^  was  deduced  by  him  from  other  considerations  and 
forms  one  of  the  most  important  bases  of  theoretical  chemistry. 

294.  BColecular  velodtx. — In  the  formula /  =  i«w«/*,  nm  represents  the 
mass  in  unit  volume  which  we  may  designate  as  the  density  p.  of  the  gas 
referred  to  that  of  water,  and  which  can  be  directly  measured ;  and,  since  the 
pressure/  is  also  capable  of  direct  measurement,  we  can  calculate  the  third 
magnitude  u  in  absolute  measure. 

The  pressure  /  on  a  gas  is  equal  to  the  action  of  gravity  on  a  column  of 
mercury  of  given  height  h  ;  so  that,  if  5  is  the  density  of  mercury  =  13*596, 
and  g  the  acceleration  of  gravity,  p  -  ^gh  and 

P 
Now,  if  <r  be  the  specific  gravity  of  the  gas  as  compared  with  air,  which  is 
lighter  than  water,  p  x  773*3  » tr,  or  p  = 


773-3    "  "  '       '      773-3' 


2    3  X  13-596  X  076  X  9-8115  X  773*3 


«*  = 


which  gives  «  =  ^-.^- ;  that  is,  for  atmospheric  air  the  mean  velocity  of  the 

particles  is  485  metres  in  a  second.     For  other  gases  we  have,  expressed  in 
the  same  units,  O  =  461,  N  =  492,  H  =  1844. 
It  follows  from  the  above  equation  that 

that  is,  the  molecular  velocities  are  inversely  as  the  square  roots  of  the 
densities  or  the  molecular  weights.  This  is  confirmed  by  experiments  on 
diffusion  (190). 

In  a  gas  the  velocities  of  the  particles  are  unequal ;  since,  even  supposing 
that  they  were  all  originally  the  same,  it  is  not  difficult  to  see  that  they  would 
soon  alter.  For  imagine  a  particle  to  be  moving  parallel  to  one  side,  and  to 
be  struck  centrically  by  another  moving  at  right  angles  to  the  direction  of 
its  motion,  the  particle  struck  would  proceed  on  its  new  path  with  increased 
•  velocity,  while  the  striking  particle  would  rebound  in  a  different  direction 
with  a  smaller  velocity. 

Notwithstanding  the  accidental  character  of  the  velocity  of  any  individual 
particle  in  such  a  mass  of  gas  as  we  have  been  considering,  there  will,  at  any 
one  given  time,  be  a  certain  average  distribution  of  velocities.  Now,  from 
considerations  based  on  the  theory  of  probabilities.  Maxwell  inferred  that 
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some  velocities  will  be  more  probable  than  others — that  there  will,  indeed,, 
be  one  velocity  which  is  more  probable  than  any  other.  This  is  called  the 
most  probable  velocity.  The  mean  velocity  of  the  particle,  as  deduced  above^ 
is  not  this,  nor  is  it  the  same  as  the  arithmetical  mean  of  all  the  velocities  ; 
it  may  be  defined  to  be  that  velocity  which,  if  all  the  molecules  possessed  it, 
would  give  rise  to  the  same  mean  energy  of  the  molecular  impacts  against 
the  side  as  that  which  actually  exists.  This  mean  velocity  is  about  A  greater 
than  the  arithmetical  mean  velocity,  and  is  {  that  of  the  most  probable  single 
velocity. 

Theoretical  as  well  as  experimental  observations  render  it  possible  to 
determine  with  great  probability  the  average  length  of  the  path  which 
one  molecule  of  a  gas  traverses  before  it  encounters  another,  which  is 
known  as  the  free  path.  This  is  not  a  constant  number  in  one  and  the 
same  gas  ;  that  is,  the  paths  which  the  molecules  travel  between  two  impacts 
are  not  equal,  and  the  average  of  these  is  known  as  the  mean  free  path. 
The  length  of  this  depends  on  the  number  of  molecules  in  unit  volume  of  a 
gas,  being  inversely  as  the  density ;  for  it  is  obvious  that  as  the  density 
increases  the  number  of  molecules  increases  also,  and  therewith  the  path 
which  one  molecule  travels  before  it  meets  another  will  be  so  much  the 
smaller.  The  mean  free  path  in  different  gases  will  be  shorter  the  larger 
are  the  molecules.  In  nitrogen  measured  under  standard  conditions  it  has 
been  determined  to  be  0*00000986  or  0*05986  cm. ;  in  hydrogen  0*0^1855,  and 
in  carbonic  acid  o*o.,68.  The  frequency  of  the  impacts  has  also  been  deter- 
mined ;  in  the  case  of  hydrogen  this  is  9,480  millions,  and  of  nitrogen  and 
air  8,000  millions. 

It  has  been  urged  against  the  kinetic  theory  of  gases  that  with  its 
enormous  molecular  velocity  the  diffusion  of  one  gas  with  another  ought  ta 
take  place  instantaneously,  and  be  at  once  perceived  in  the  case  of  gases 
with  strong  odours  ;  this,  as  we  know,  is  not  the  case,  the  velocity  is  the  rate 
between  each  impact,  and  billions  of  such  impacts  must  take  place  before  a 
molecule  passes  to  any  great  distance. 

The  magnitudes  of  the  molecules  themselves  have  been  calculated  by 
several  observers  from  different  methods  based  on  various  physical  pheno- 
mena (3).  Loschmidt  found,  for  instance,  that  the  diameter  of  the  molecule 
of  hydroj^en  was  41,  oxygen  7,  and  nitrogen  8  hundred  millionths  of  a  centi- 
metre. The  results  of  other  estimates,  made  by  various  methods,  agree 
remarkably  with  these. 

295.  General  effeots  of  beat. — The  general  effects  of  heat  upon  bodies 
may  be  classed  under  three  heads.  One  portion  is  expended  in  raising  the 
temperature  of  the  body  ;  that  is,  in  increasing  the  vis  viva  of  its  molecules. 
In  the  second  place,  the  molecules  of  bodies  have  a  certain  attraction  for 
each  other,  to  which  is  due  their  relative  position  ;  hence  a  second  portion 
of  heat  is  consumed  in  augmenting  the  amplitude  of  the  oscillations,  by 
which  an  increase  of  volume  is  produced,  or  in  completely  altering  the 
relative  positions  of  the  molecules,  by  which  a  change  of  state  is  effected. 
These  two  effects  are  classed  as  internal  work.  Thirdly,  since  bodies  are 
surrounded  by  atmospheric  air  which  exerts  a  certain  pressure  on  their  sur- 
face, this  has  to  be  overcome  or  lifted  through  a  certain  distance.  The  heat 
or  work  required  for  this  is  called  the  external  work. 
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If  Q  units  of  heat  are  imparted  to  a  body,  and  if  A  be  the  quantity  of 

heat  which  is  equivalent  to  the  unit  of  work ;  then  if  W  is  the  amount  of 

heat  which  serves  to  increase  the  temperature,  I  that  required  to  alter  the 

position  of  the  molecules,  and  if  L  be  that  expended  in  external  work,  then 

Q-A(W+I  +  L). 


296. 
rule,  gases 


c  the  I 


-All  bodies  expand  by  the  action  of  heat.    As  a  general 
)st  expansible,  then  liquids,  and  lastly  solids. 


Fi«.  rf7. 

In  solids  which  have  definite  figures,  we  can  either  consider  the  expan- 
sion in  one  dimension,  or  the  linear  expansion  ;  in  two  dimensions,  the 
mptrficial  expansion  ;  or  in  three  dimensions,  the  cubical  expansion  or  t  he 
expansion  of  volume,  although 
one  of  these  never  takes  place 
without  the  other.  As  liquids 
and  gases  have  no  definite 
figures,  the  expansions  of  vol- 
ume have  in  them  alone  to  be 
CMisidered. 

To  show  the  linear  expan- 
sion of  solids,  the  apparatus 
represented  in  fig.  287  may  be 
osed.     A  metal  rod,  A,  is  fixed   , 

while    the  other  end   presses 

against  the  short  arm  of  an 

index,  K,  which  moves  on  a  scale.    Below  the  rod  there  is  a  sort  of  cylindrical 

lamp  in  which  alcohol  is  burned.    The  needle  K  is  at  first  at  the  zero  point, 

but  as  the  rod  becomes  heated  it  expands,  and  moves  the  needle  along  the 

scale. 

The  cubical  expansion  of  solids  is  shown  by  a  Gravcsaitdifs  ring.  This 
consists  of  a  brass  ball,  a  (fig.  388),  which  at  the  ordinary  temperature  passes 
(ieely  through  a  ring,  m,  almost  of  the  same  diameter.  But  when  the  ball 
bas  tieen  healed,  it  expands,  and  no  longer  passes  through  the  ring. 

In  order  to  show  the  expansion  of  liquids,  a  large  glass  bulb  provided 
with  a  capillary  stem  is  used  (fig.  289).     If  the  bulb  and  a  part  of  the  stem 


e  coloured  liquid,  the  liquid  rapidly  ri 


nthe  s 


n  when  heat 
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is  applied,  and  the  expansion  thus  observed  is  far  greater  than  in  the  case 
of  solids. 

The  same  apparatus  may  be  used  for  showing  the  expansion  of  gases. 
Being  filled  with  air,  a  small  thread  of  mercury  is  introduced  into  the  capillary 

tube  to  serve  as  index  (fig.  290).  When  the 
I  globe  is  heated  in  the  slightest  degree,  even 
by  approaching  the  hand,  the  expansion  is  so 
great  that  the  index  is  driven  to  the  end  of  the 
tube,  and  is  finally  expelled.  Hence,  even  for 
l\  a  very  small  degree  of  heat,  gases  are  highly 

expansible. 

In  these  different  experiments  the  bodies 
contract  on  cooling,  and  when  they  have 
attained  their  former  temperature  they  resume 
their  original  volume.  Certain  metals,  how- 
ever, especially  zinc,  form  an  exception  to  this 
rule,  and  it  appears  also  to  be  the  case  with 
some  kinds  of  glass. 


Fig.  289. 


MEASUREMENT  OF   TEMPERATURE. 
THERMOMETRY. 

Fig  2-0  ^97*  Temperature. — The  temperature  or 

hotness  of  a  body,  independently  of  any  hypo- 
thesis as  to  the  nature  of  heat,  may  be  defined  as  being  the  greater  or  less 
extent  to  which  it  tends  to  impart  sensible  heat  to  other  bodies.  The 
temperature  of  a  body  must  not  be  confounded  with  the  quantity  of  heat  it 
possesses  :  a  body  may  have  a  high  temperature  and  yet  have  a  very  small 
quantity  of  heat,  and,  conversely,  a  low  temperature  and  yet  possess  a  large 
amount  of  heat.  If  a  cup  of  water  be  taken  from  a  bucketful,  both  will  indi- 
cate the  same  temperature,  yet  the  quantities  they  possess  will  be  different. 
This  subject  of  the  quantity  of  heat  will  be  afterwards  more  fully  explained 
in  the  chapter  on  Specific  Heat. 

298.  Tliennoinetere. — Thermotneters  are  instruments  for  measuring* 
temperatures.  Owing  to  the  imperfections  of  our  senses  we  are  unable  to 
measure  temperatures  by  the  sensation  of  heat  or  cold  which  they  produce 
i  n  us,  and  for  this  purpose  recourse  must  be  had  to  the  physical  actions  of 
heat  on  bodies.  These  actions  arc  of  various  kinds,  but  the  expansion  of 
bodies  has  been  selected  as  the  easiest  to  observe.  But  heat  also  produces 
electrical  phenomena  in  bodies ;  and  on  these  the  most  delicate  methods 
of  observing  temperatures  have  been  based,  as  we  shall  see  in  a  subsequent 
chapter. 

Liquids  are  best « suited  for  the  construction  of  thermometers — the  ex- 
pansion of  solids  being  1 00  small,  and  that  of  gases  too  great  Mercury  and 
alcohol  are  the  only  liquids  used — the  former  because  it  only  boils  at  a  very 
high  temperature,  and  the  latter  because  it  does  not  solidify  at  the  greatest 
known  cold. 

The  mercurial  thermometer  is  the  most  extensively  used.     It  consists *of 
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a  capillary  glass  tube^  at  the  end  of  which  is  blown  the  bulb^  a  cylindrical 
or  spherical  reservoir.  Both  the  bulb  and  a  part  of  the  stem  are  filled  with 
mercury,  and  the  expansion  is  measured  by  a  scale  graduated  either  on  the 
stem  itself,  or  on  a  frame  to  which  it  is  attached. 

Besides  the  manufacture  of  the  bulb,  the  construction  of  the  thermometer 
comprises  three  operations  :  the  calibration  of  the  tube,  or  its  division  into 
parts  of  equal  capacity  ;  the  introduction  of  the  mercury  into  the  reservoir  ; 
and  the  graduation. 

299.  IMTlslon  of  the  tube  Into  parts  of  equal  oapaoity.  Calibration. 
— ^As  the  indications  of  the  thermometer  are  only  correct  when  the  divisions 
of  the  scale  correspond  to  equal  expansions  of  the  mercury  in  the  reservoir, 
the  scale  must  be  graduated,  so  as  to  indicate  parts  of  equal  capacity  in  the 
tube.  If  the  tube  were  quite  cylindrical,  and  of  the  same  diameter  through- 
out, it  would  only  be  necessaiy  to  divide  it  into  equal  lengths.  But  as  the 
diameter  of  glass  tubes  is  usually  greater  at  one  end  than  another,  parts  of 
equal  capacity  in  the  tube  are  represented  by  unequal  lengths  of  the  scale. 
In  order,  therefore,  to  select  a  tube  of  uniform  bore  it  is  calibrated ;  for 

this  purpose,  a  thread  of  mercury  about  an  inch  long  is  introduced  into  the 

capillary  tube^  and  moved  in  different  positions  in 

the  tube,  care  being  taken  to  keep  it  at  the  same 

temperature.     If  the  thread  is  of  the  same  length 

in  every  part  of  the  tube,  it  shows  that  the  capacity 

is  everywhere  the  same  ;  but  if  the  thread  occupies 

different  leng^s  the  tube  is  rejected,  and  another 

one  sought 

jtxx  PUllng'  ttae  thermometer. — In  order  to 

fill  the  themiometer  with  mercury,  a  small  funnel, 

C  (fig.  291),  is  blown  on  the  top,  and  is  filled  with 

mercury ;  the  tube  is  then  slightly  inclined,  and 

the  air  in  the  bulb  expanded  by  heating  it  with  a 

spirit  lamp.     The  expanded  air  partially  escapes 

hy  the  funnel,  and,  on  cooling,  the  air  which  re- 
mains contracts,  and  a  portion  of  the  mercury 

passes  into  the  bulb  D.     The  bulb  is  then  again 

warmed,  and  allowed  to  cool,  a  fresh  quantity  of 

mercury  enters,  and  so  on,  until  the  bulb  and  part 

of  the  tube  are  full  of  mercury.    The  mercury  is 

then  heated  to  boiling ;  the  mercurial  vapours  in 

escaping  carry  with  them  the  air  and  moisture 

which  remain  in  the  tube.    The  tube,  being  full  of 

the  expanded  mercury  and  of  mercurial  vapour,  s 

hennetically  sealed  at  one  end.    When  the  ther- 
mometer is  cold,  the  mercury  ought  to  fill  the  bulb 

and  a  portion  of  the  stem. 

30 1  •  Oraduatlon  of  the  thermometer. — The  thermometer  being  filled, 

it  requires  to  be  graduated ;  that  is,  to  be  provided  with  a  scale  to  which 

variations  of  temperature  can  be  referred.  And,  first  of  all,  two  points  must 
be  fixed  which  represent  identical  temperatures,  and  which  can  always  be 
easily  reproduced. 


Fig.  291. 
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va  that  ice  constantly  m°lts  : 
:  of  heat,  and  that  distilled 
of  the  same  kind  always 
r,  for  the  first  fixed  poivt,  or 
ten  ;  and  for  a  second  fixec 
;tal  vessel  under  the  normal 

perature— that  is,  the  range 
mil  for  comparing  tempera 
:tre  for  i 


1  or  tke  axed   yolnta. — T 

n  a  vessel  in  the  bottom  of 
which  water  escapes  (fig. 
part  of  the  stem  of  the  Ihi 
in  this  for  about  a  quartei 
made  at  the  level  of  the  m 

According  to  Bunscn 
very  accurate  determinalit 
a  thermometer  in  melting 
mixtures  lower  the  freezing 
best  plan  is  to  let  water, 
meter,  be  over-cooled  (345 
by  shaking ;  (he  point  to 
is  the  true  melting  point 

The  second  fixed  point 
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s  either  above  or  below  itx)  degrees.  But  the  point  100 
aclly  obtained,  by  making  a  suitable  correction.  For 
s  difference  in  height  of  ibe  barometer  there  is  a  differ- 
r  point  of  I  degree.  If,  for  example,  the  height  of  the 
that  IS,  18  millimetres,  or  two-thirds  of  27,  above  760— 
100  degrees  and  two-thirds.  Consequently  1003  would 
at  the  point  at  which  the  mercury  stops, 
erved  that  water  boils  at  a  somewhat  higher  temperature 
metal  vessel  ;  and"  as  the  boiling  point  is  raised  by  any 
olvcd,  it  has  been  assumed  that  it  was  necessary  to  use 
i  distilled  water  in  fixing  the  boiling  point.  Rudberg 
liat  these  latter  precautions  are  superfluous.  The  nature 
Its  dissolved  in  ordinary  water  influence  the  temperature 


-u 


It  not  that  of  the  vapour  which  is  formed.  That  is  to 
ilure  of  boiling  water  from  any  of  the  above  causes  is 
igiees,  the  temperature  of  the  vapour  does  not  exceed 
ressure  is  not  more  than  760  millimetres.  Consequently, 
nay  be  determined  in  a  vessel  of  any  material,  if  the 
lite  surrounded  by  vapour,   and  does  not  dip   in   the 

led  water,  the  bulb  of  the  thermometer  must  not  dip  in 
ctly  speaking,  it  is  only  the  upper  layer  that  really  has 
100  degrees,  since  the  temperature  increases  from  layer 
E  bottom,  in  consequence  of  the  increased  pressure. 
ton  of  tbe  ■e»t«.— Just  as  the  foot-rule  which  is  adopted 
iparison  for  length,  is  divided  into  a  number  of  equal 
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divisions  called  inches  for  the  purpose  of  having  a  smaller  unit  of  comparison^ 
so  likewise  the  unit  of  comparison  of  temperatures,  the  range  from  zero  to 
the  boiling  point,  must  be  divided  into  a  number  of  parts  of  equal  capacity 
called  degrees.  On  the  Continent,  and  more  especially  in  France,  this  space 
is  divided  into  loo  parts,  and  this  division  is  called  the  Centigrade  ox  Celsius 
scale ;  the  latter  being  the  name  of  the  inventor.  The  Centigrade  ther- 
mometer is  almost  exclusively  adopted  in  foreign  scientific  works,  and,  as 
its  use  is  gradually  extending  in  this  country,  it  has  been  and 
will  be  adopted  in  this  book. 

The  degrees  are  designated  by  a  small  cypher  placed  a  little 
above  on  the  right  of  the  number  which  marks  the  temperature, 
and  to  indicate  temperatures  below  zero  the  minus  sign  is  placed 
before  them.     Thus,  —  1 5°  signifies  1 5  degrees  below  zero. 

In  accurate  thermometers  the  scale  is  marked  on  the  stent 
itself  (fig.  295).  It  cannot  be  displaced,  and  its  length  remains 
fixed,  as  glass  has  very  little  expansibility.  The  graduation  is 
effected  by  covering  the  stem  with  a  thin  layer  of  wax,  and 
then  marking  the  divisions  of  the  scale,  as  well  as  the  corre- 
sponding numbers,  with  a  steel  point  The  thermometer  is 
then  exposed  for  about  ten  minutes  to  the  vapours  of  hydro- 
fiuoric  acid,  which  attacks  the  glass  where  the  wax  has  been 
removed.  The  rest  of  the  wax  is  then  removed,  and  the  stem 
is  found  to  be  permanently  etched. 

Besides  the  Centigrade  scale  two  others  are  frequently  used 
— Fahrenheifs  scale  and  R^aumur^s  scale. 

In  Reaumur's  scale  the  fixed  points  are  the  same  as  on  the 
Centigrade  scale,  but  the  distance  between  them  is  divided  into 
80  degrees,  instead  of  into  100.  That  is  to  say,  80  degrees 
R^umur  are  equal  to  100  degrees  Centigrade ;  one  degree 
R^umur  is  equal  to  ^  or  f  of  a  degree  Centigrade,  and  one 
degree  Centigrade  equals  ^^  or  ^  of  a  degree  R^umur.  Con- 
sequently, to  convert  any  number  of  Rdaumur  degrees  into 
Centigrade  degrees  (20,  for  example),  it  is  merely  necessary  to 

(multiply  them  by  }  (which  gives  25).  Similarly,  Centigrade 
degrees  are  converted  into  Reaumur  by  multiplying  them 
by*. 
The  thermometric  scale  invented  by  Fahrenheit  in  1714  is 
stiU  much  used  in  England,  and  also  in  Holland  and  North 
Fig.  295.  America.  The  higher  fixed  point  is,  like  that  of  the  other 
scales,  the  temperature  of  boiling  water  ;  but  the  null  point  of 
zero  is  the  temperature  obtained  by  mixing  equal  weights  of  sal-ammoniac 
and  snow,  and  the  interval  between  the  two  points  is  divided  into  212 
degrees.  The  zero  was  selected  because  the  temperature  was  the  lowest 
then  known,  and  was  thought  to  represent  absolute  cold.  When  Fahren- 
heit's thermometer  is  placed  in  melting  ice  it  stands  at  32  degrees,  and 
therefore  100  degrees  on  the  Centigrade  scale  are  equal  to  180  degrees  on 
the  Fahrenheit  scale,  and  thus  i  degree  Centigrade  is  equal  to  J  of  a  degree 
Fahrenheit,  and,  conversely,  i  degree  Fahrenheit  is  equal  to  f  of  a  degree 
Centigrade. 
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If  it  be  required  to  convert  a  certain  number  of  Fahrenheit  degrees  (95, 
for  example)  into  Centigrade  degrees,  the  number  32  must  first  be  subtracted 
in  order  that  the  degrees  may  count  from  the  same  part  of  the  scale.  The 
remainder  in  the  example  is  thus  63,  and,  as  i  degree  Fahrenheit  is  equal 
to  j  of  a  degree  Centigrade,  63  degrees  are  equal  to  63  x  f  or  35  degrees 
Centigrade. 

If  F  be  the  given  temperature  in  Fahrenheit  degrees  and  C  the  corre- 
sponding temperature  in  Centigrade  degrees,  the  former  may  be  converted 
into  the  latter  by  means  of  the  formula 

(F-33)S=C, 

and,  conversely,  Centigrade  degrees  may  be  converted  into  Fahrenheit  by 

means  of  the  formula 

gC  +  32-F. 

The  formulae  are  applicable  to  all  temperatures  of  the  two  scales,  pro- 
vided the  signs  are  taken  into  account.  Thus,  to  convert  the  temperature 
of  5  degrees  Fahrenheit  into  Centigrade  degrees,  we  have 

(5-32)5=  ^^5- -15  c. 

In  like  manner  we  have,  for  converting  Reaumur  into  Fahrenheit  degrees, 

the  formula 

JR  +  32  =  F, 

and,  conversely,  for  changing  Fahrenheit  into  Reaumur  degrees,  the  formula 

(F-32)J=R. 

304.  iHsplaoeinent  of  sero. — Thermometers,  even  when  constructed 
with  the  greatest  care,  are  subject  to  a  source  of  error  which  must  be  taken 
into  account ;  this  is,  that  in  course  of  time  the  zero  tends  to  rise,  the  dis- 
placement sometimes  extending  to  as  much  as  two  degrees  ;  so  that  when 
the  thermometer  is  immersed  in  melting  ice  it  no  longer  sinks  to  zero. 

This  is  generally  attributed  to  a  diminution  of  the  volume  of  the  bulb  and 
also  of  the  stem,  occasioned  by  the  pressure  of  the  atmosphere.  It  is  usual 
with  very  accurate  thermometers  to  fill  them  two  or  three  years  before  they 
are  graduated.  Joule  once  observed  that  even  after  twenty-five  years  a 
delicate  thermometer  indicated  a  displacement  of  zero. 

Besides  this  slow  displacement,  there  are  often  variations  in  the  position 
of  the  zero,  when  the  thermometer  has  been  exposed  to  temperatures  above 
60°,  caused  by  the  fact  that  the  bulb  and  stem  do  not  contract  on  cooling  to 
their  original  volume  (296) ;  these  differences  are  greater  the  thicker  the  glass 
sides,  and  hence  it  is  necessary  from  time  to  time  to  verify  the  position  of 
zero  when  a  thermometer  is  used  for  delicate  determinations. 

Regnault  noticed  that  some  mercurial  thermometers,  which  agree  at  o® 
and  at  100°,  differ  between  these  points,  and  that  these  differences  frequently 
amount  to  several  degrees.  Regnault  ascribed  this  to  the  unequal  expansion 
of  different  kinds  of  glass. 

u 
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305.  Umlts  to 
thennometers  in  which  liquids  arc  used,  the  one  w 
useful,  because  this  liquid  expands  most  regularly 
pure,  and  because  its  expansion  between  —36°  and 
proportional  to  the  degree  of  heat.  It  also  has  thi 
very  low  specific  heat.  Bui  for  temperatures  bel' 
thermometer  must  be  used,  since  mercury  solidifies 
degrees  the  coefficient  of  expansion  increases,  ani 
mercurial  thennometer  are  only  approximate,  the  er 
several  degrees.  Mercury  thermometers  also  cannot 
above  350°,  for  this  is  the  boiling  point  of  mercury, 

306.  Aloobol  thermometer. — The  alcohol  then 
mercury  thermometer  in  being  filled  with  coloure 
expansion  of  liquids  is  less  regular  in  proportion  as 
point,  alcohol,  which  boils  at  78°  C,  expands  ve 
alcohol  thermometers  are  usually  graduated  by  pi 
different  temperatures  together  with  a  standard  mer 
marking  on  the  alcohol  thermometer  the  temper 
mercury  thermometer.  In  this  manner  the  alcohol  1 
able  with  the  mercury  one  ;  that  is  to  say,  it  indicati 
under  the  same  conditions.  The  alcohol  thermome 
low  temperatures,  for  it  does  not  solidify  except  at  1 
(343)- 

307.  OondltiOBB  of  the  deUokcy  of  *  tbermoi 
may  be  delicate  in  two  ways  : — 1.  When  it  indicate 
temperature.  2.  When  it  quickly  assumes  the  temp 
ing  medium. 

The  first  object  is  attained  by  having  a  very  narr 
very  large  bulb  ;  the  expansion  of  the  mercury  on  t 
10  a  small  number  of  degrees,  from  10  to  10  or  10  xc 
each  degree  occupies  a  great  length  on  the  stem,  ani 
very  small  fractions.  The  second  kind  of  delicacy 
the  bulb  very  small,  for  then  it  rapidly  assumes  the  t 
in  which  it  is  placed. 

A  good  mercury  thermometer  should  answer  tc 
When  its  bulb  and  stem,  to  the  top  of  the  column  ol 
ill  melting  ice,  the  top  of  the  mercury  should  exac 
when  suspended  with  its  bulb  and  scale  immersed 
boiling  in  a  metal  vessel  (as  in  fig.  293),  the  baromet 
the  mercury  should  be  stationary  at  100°  C.  \V 
inverted,  the  mercury  should  fill  the  tube,  and  fall  w 
showing  the  complete  exclusion  of  air.  The  value  c 
uniform  ;  to  ascertain  this  a  little  cylinder  of  mercur 
the  column  by  a  slight  jerk,  and  on  inclining  the  t 
pass  from  one  portion  of  the  bore  to  another.  II 
graduated,  the  column  will  occupy  an-equal  number 
of  the  tube. 

308.  StSerenttnl  tbermometer.— Sir  John  Lc^ 
mometer  for  showing  the  difierence  of  tempcratui 
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places,  from  whkb  it  has  received  the  name  of  the  difftrential  Iheriiio- 

A  modified  form  of  it  is  that  devised  by  Matthiessen  (fig.  296),  which  has 
the  advantage  of  beiiiK  available  for  indicating  the  temperature  of  liquids. 
;   of   a   bent   glass  tube,  each  end  of  which  is  bent  twice,  and 
in  a  bulb  -,  the  bulbs  being  pendent  can  be  readily  immersed  in 


Fig.  396.  Fij.  >9y 

a  liquid-  The  bend  contains  some  coloured  hquid,  and  in  a  tube  which 
connects  the  two  limbs  is  a  stopcock,  by  which  the  liquid  in  each  limb  is 
easily  braught  to  the  same  level.     TTie  whole  is  supported  by  a  frame. 

When  one  of  the  bulbs  is  at  a  higher  temperature  than  the  other,  the 
liquid  in  the  stem  is  depressed  and  rises  in  the  other  stem.  The  instru- 
ment is  now  only  used  as  a  tkermoscope  \  that  is,  to  indicate  a  difference 
ot  temperature  between  the  two  bulbs,  and  not  to  measure  its  amount. 

309.  Srevuet'B  matalUo  titenncimeter.— Breguet  invented  a  ther- 
mometer of  considerable  delicacy,  which  depends  on  the  unequal  expansion 
of  metals.  It  consists  of  three  strips  of  platinum,  gold,  and  silver,  which  are 
passed  through  a  rolling  mill  so  as  to  form  a  very  thin  metallic  ribbon.  This 
is  then  coiled  in  a  spiral  form,  as  seen  in  fig.  297,  and,  one  end  being  fixed  to 
a  support,  a  light  needle  is  fixed  to  the  other,  which  is  free  to  move  round  a 
graduated  scale. 

Silver,  which  is  the  most  expansible  of  the  metals,  forms  the  inner  face 
erf  the  spiral,  and  platinum  the  outer.  When  the  temperature  rises,  the 
silver  expands  more  than  the  gold  or  platinum,  the  spiral  unwinds  itself, and 
the  needle  moves  from  left  to  right  of  the  above  figure.  The  contrary  effect 
is  produced  when  the  temperature  sinks.  The  gold  is  placed  between  the 
other  two  metals  because  its  expansibility  is  intermediate  between  that  of 
<be  silver  and  the  platinum.    Were  these  two  metals  employed  alone,  their 
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inequal  expansion  might  cause  a  fracture,     B 
caMy  graduated  in  Centigrade  degrees,  by  co 
lose  of  a  standard  mercury  thermometer, 
ihis  principle  depend  several  forms  of  pocket 
iplied  in  some  registering  ihern 
I.  XntherfPtd'a    nDwlmi 
ary,  in  meteorological  observations,  to  know  t 
day  and  the  lowest  temperature  of  the  night. 
mly  give  these  indications  by  a  continuous  ob 
iracticable.     Sei'cral  instrumenls  have  accord 
irpose,  the  simplest  of  which  is  Rutherford's. 
;e-glass  (fig.  298)  two  thermometers  are  fixed 
utally.    The  one,  A,  is  a  mercury,  and  the 
imeter.     In  A  there  is  a  minute  piece  of  iron  v 
be,  which  serves  as  an  index.     The  thermomi 
y,  the  mercury  pushes  the  indes  before  it  whci 


^SfflLut 


Fig.  >9B. 


;  soon  as  the  mercury  contracts,  the  index  ren 

0  which  it  has  been  mo^■ed,  for  there  is  no  adb 
le  mercury.  In  this  way  the  index  registers  i 
h.as  been  attained  ;  in  the  figure  this  is  32^ 
ter  there  is  a  sniall  hollow  glass  tube  which  sei 
lie  end  of  the  column  of  liquid,  and  the  tempe 
,cts,  and  carries  the  index  with  it,  in  consequei 
ached  the  greatest  contraction.  When  the  temi 
ds,  and,  passing  between  the  sides  of  the  tube 
ce  B.    The  position  of  the  index  gives  therefon 

has  been  reached  ;  in  the  figure  this  is  9'5  de; 
I.  PTTOmeten. — The  name  pyrometers  is  g 
iring  lemperalures  so  high  that  mercurial  the 
The   older  contrivances   for   this   purpose^ 

1  in  principle  resembled  the  apparatus  in  fig.  2 
(One  entirely  out  of  use.  None  of  them  give  ai 
ire.  The  arrangenienls  now  used  for  the  purp 
pansion  of  gases  and  vapours,  on  the  specific  I 
,cal  properties  of  bodies,  and  will  be  subscquei 
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312.  niffarsnt  remarkable  temperatures. — ^The  following  table  gives 
some  of  the  most  remarkable  points  of  temperature.  It  may  be  observed 
that  it  is  easier  to  produce  very  high  temperatures  than  very  low  degrees  of 
<:oId. 


Greatest  artificial  cold  produced  by  a  bath  of  bisulphide 

of  carbon  and  liquid  nitrous  acid 
Greatest  cold  produced  by  ether  and  liquid  carbonic  acid 
Greatest  natural  cold  recorded  in  Arctic  expeditions 

Mercury  freezes 

Mixture  of  snow  and  salt    . 

Ice  melts     ...... 

Greatest  density  of  water  . 
Mean  temperature  of  London 

Blood  heat  .     ' 

Water  boils 

Highest  temperature  of  a  Turkish  Bath 

Mercury  boils 

Sulphur  boils 

Red  heat  "(just  visible)        .      (Daniell) 

Silver  melts 

Zinc  boils    .... 

Cast  iron  melts  . 

Highest  heat  of  wind  furnace 

Platinum  melts   . 

Indium 


)) 


»? 


» 


»» 


>i 


- 140®  C. 

-  no 

-  587 

-  39*4 

-  20 

o 

+  4 
9.9 

36-6 
100 

125 

350 
440 

526 

1000 

1040 

1530 
1800 

2000 

2700 
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CHAPTER  II 

EXPANSION  OF  SOLIDS 

313.  Un«M-  •zpftoalon  and  oabloal  aKpanmlon.  OoattoicnM  af 
•xpMulon. — It  has  been  already  explained  that  in  solid  bodies  the  expansioik 

may  be  according  to  three  dimensions — linear,  superficial,  and  cubical 

The  coefficient  of  linear  expansion  is  the  increase  of  the  unit  of  length 
of  a  body  when  its  teinperature  rises  from  zero  to  I  degree  ;  the  coefficient  of 
superficial  expansion  is  the  increase  of  the  surface  in  being  heated  from  zero 
to  I  degree,  and  ihe.'  coefficient  of  cubical  expansion  is  the  increase  of  tlie 
unit  of  volume  under  the  same  circumstances. 

These  coefficients  vary  with  different  bodies,  but  for  the  same  body  the 
coefficient  of  cubical  expansion  is  three  times  thai  of  the  linear  expansion,  as 
is  seen  from  the  following  considerations  ; — Suppose  a  cube,  the  length  of 
whose  side  is  i  at  zero.  Let  k  be  the  elongation  of  this  side  in  passing  from 
zero  to  I  degree,  its  length  at  1  degree  will  be  i  4-i(,  and  the  volume  of  the 
cube,  which  was  1  at  zero,  will  be  { 1  +  kf,  or  i  +  3<i  +  -^^  +  jP.  Bui  as  the 
elongation  k  is  always  a  very  small  fraction  (see  table,  Art.  316),  its  square, 
k^,  and  still  more  its  cube,  1^,  are  so  small  that  they  may  be  neglected,  and 
the  value  at  1  degree  becomes  very  nearly  1  +  316.  Consequently,  the  increase 
of  volume  is  ■^,  or  thrice  the  coelScient  of  linear  expansion. 

In  the  same  manner  it  may  be  shown  that  the  coefficient  of  superficial 
expansion  is  double  the  coefficient  of  linear  expansion. 

314.  KaManramsnt  of  tti«  ooeaolant  of  Unaar  Bxpanslon.  B«rolBl«r 
and  Kaplaea'a  matltod. — The  apparatus  used  by  Lavoisier  and  Laplace  for 
cletermining  the  coefficients  of  linear  expansion  (fig.  299)'consisis  of  a  brass 


trough,  placed  on  a  furnace  between  four  stone  supports.  On  the  two  sup- 
ports on  the  right  hand  there  is  a  horizontal  axis,  at  the  end  of  which  is  a 
telescope ;  on  the  middle  of  this  axis,  and  at  right  angles  to  it,  is  fixed  a 
glass  rod,  turning  with  it,  as  does  also  the  telescope.    The  other  two  supports 
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■iece  of  iron,  to  which  another  glass  rod  is  fixed,  also 
rough,  wliich  contains  oil  or  water,  is  heated  by  a  fur- 
in  the  figure,  and  the  bar  whose  expansion  is  to  be 

a  section  of  the  apparatus  ;  G  is  the  telescope,  KH 
ess  against  the  two  glass  rods  F  and  D.  As  the  rod 
1  only  expand  in  the  direction  KH,  and  in  order  to 
Df  friction  it  rests  on  two  glass  rollers.  Lastly,  the 
ire  in  the  eye-piece,  which,  when  the  telescope  moves, 
on  by  the  corresponding  number  of  di\-isions  on  a 

distance  of  220  yards. 

lilled  with  ice,  and  the  bar  bcin^r  at  zero,  the  division 
ponding  to  the  wire  of  the  telescope,  is  read  off.  The 
ved,  the  trough  is  filled  with  oil  or  water,  which  is 
erature.  The  bar  then  expands,  and  when  its  tempc- 
Dnary,  which  is  determined  by  means  of  thermometers, 
e,  seen  through  the  telescope,  is  read  off. 


B  elongation  of  the  bar  is  determined ;  for  since  it  has 
antity,  CH,  and  the  optical  axis  of  the  telescope  has 
;  direction  GB,  the  two  triangles,  GHC  and  ABG, 
ive  the  sides  at  right  angles  each  to  each,  so  that 
me  way,  if  HC  were  another  elongation,  and  AB'  a 

n,  there  would  still  be  ?^'  =  -^-";    from    which    it 

AB'      At. 
lelween  the  elongation  of  the  bar  and  the  deflection 
istant,  for  it  is  always  equal  'o  -      .     A  preliminary 
'n  that  this  ratio  was  -Jj.     Consequently,  =  ^J.j, 

lat  is,  the  total  elongation  of  the  bar  is  obtained  by 

the  scale  traversed  by  the  cross-wire  by  744.  Divid- 
Jie  length  of  the  bar,  and  then  by  the  temperature  of 
i  the  dilatation  for  the  unit  of  length  and  for  a  single 
i,  the  coefficient  of  linear  dilatation. 
utfen'a  ttotho*.— Lavoisier  and  Laplace's  method  is 
'hich  is  frequently  adopted  in  physical  deiermi nations, 
imphfying  by  a  known  amount  dimensions  which,  in 
all  to  be  easily  measured.    Unfortunately,  this  plan  is 
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rew  is  readily  deduced  from  the  number  of 
al  expansion  of  the  bar  is  obtained,  which, 
the  balh,  and  this  quotient  by  the  length  of 
:ient  of  linear  expansion. 
expansion. —  By  one  or  the  other  method 
obtained  : — 


bansionfor  1°  bctTuecn  0° 

and  100°  C. 

liSo 

Silver      . 

0-0000(9097 

SoSo 

Tin  . 

0-000021730 

7860 

0-000023130 

8490 

Lead        . 

0-000028575 

8613 

Zinc 

0-000029417 

8842 

Sodium  chloride 

0-000040390 

0788 

Mercury . 

0-000060000 

1250 

Ice  .        .        . 

0-000064000 

1740 

Sal  ammoniac . 

0-000063000 

Z204 

Sulphur  . 

0-000064130 

2395 

Sodium 

0-000072000 

1660 

Potassium 

0000083000 

?l82 

Ebonite(i7''t03: 

;")  0-000080600 

3.67 

Paraffin   , 

0-000278540 

S782 

(luitapercha    . 

0-000598000 

)ut  the  linear  expansion  (313),  the  coefficients 
are  obtained  by  inultiplying  those  of  hnear 
those  of  linear  expansion  may  be  deduced 
'3- 

insion  of  the  metals  \ary  with  their  physical 
e  same  metal  according  as  it  has  been  cast 
ned  or  annealed.  As  a  general  rule,  opera- 
y  increase  also  the  rate  of  expansion.  But 
ntly  the  same  condition,  different  observers 
Its  of  expansion  ;  this  may  arise  in  the  case 
as  glass,  brass,  or  steel,  from  a  want  of  uni- 
1,  and  in  simple  bodies  from  slight  differences 

s  solids,  and  of  those  which  crystallise  in  the 
all  dimensions,  unless  they  arc  subject  to  a 
on.  A  fragment  of  such  a  substance  ^'aries 
ape.  Crystals  not  belonging  to  the  regular 
1  unequal  expansion  in  the  direction  of  their 
>f  which  the  magnitude  of  their  angles,  and 
In  the  dimeiric  system  the  expansion  is  (be 
1  equal  axes,  but  different  in  the  third.  In 
fonal  system  the  expansion  is  the  same  in 
idary  axes,  but  different  from  that  according 
":  system  it  is  different  in  all  three 
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To  the  general  law  that  all  bodies  expand  by  he 
ception  in  the  case  of  iodide  of  silver,  which  coi 
ated.  Between  -60°  and  +  142°  C.  it  has  a  nega 
m,  the  value  of  which  is  o'oooooi39  for  1°  C. 

Fizeau  determined  the  expansion  of  a  great  numl: 

an  optical  method.  He  placed  thin  plates  of  t 
ite  and  let  yellow  light  pass  through  them.  He  t 
How  and  dark  Newton's  rings  {q.v.)  On  heating,  tl 
panded,  the  thin  layer  of  air  became  thinner,  and 
IS  altered.  From  the  alteration  in  their  position  t 
in  could  be  deduced.  Among  the  results  he  has 
e  thai  certain  crystallised  bodies,  such  as  diamoni 
ide,  contract  on  being  cooled  to  a  certain  temper: 
continued  below  this  temperature  they  expand. 
rature  of  maximum  density,  as  is  the  case  with  w 

emerald  and  cuprous  oxide  this  temperature  is  i 
imond  at  -42-3°. 

317.  TIi«  eoeflolBntm  ol  •xpBnaloiilnereasfl  w 
rcording  to  Matthiessen,  who  determined  the  expai 
oys  by  weighing  them  in  water  at  dilTerenl  tempi 
expansion  are  not  quite  regular  between  0°  and 
ving  values  for  the  linear  expansion  between  0°  ai 

Zinc     .  .  .  Lj^Lj,  (1+0-00002741 /( 

Lead    .  .  .  L[  =  L„  (i  +O'oooo;7i6  /  + 

Silver.  .  .  L,=  L„{i  +  o-ooooi8o9/.t 

Copper  .  .  L  =  La  (1  +0-00001408  t-* 

Gold    .  .  .  Lj=L^(i  +0-00001358  t^ 

itthiessen  further  found  that  the  coefficients  of  ex 
ry  nearly  equal  to  the  mean  of  the  coefficients  of  e 
the  metals  composing  iL 

318.  rormniw  reiKtiTe  to  til*  flxpMnalon  of  sot 
a  bar  at  zero,  /'  its  length  at  the  temperature  f  C 
ear  expansion.  The  tables  usually  give  the  exp 
d  100°  as  in  .Art.  316,  or  for  lOO"  ;  in  this  lattei 
'iding  the  number  by  100. 

The  elongation  corresponding  to  ^  is  /  times  a  1 
gth,  or  cUt  for  /  units.  The  len^rth  of  the  bar  wh 
/,  coiisequenily. 

This  formula  gives  the  length  of  a  body  /'  at  f, 
o,  and  the  coefficient  of  expansion  a ;  and  by  simplt 
ns  we  can  obtain  from  it  formulas  for  the  leng 
igth  /'  at  f,  and  also  for  finding  a,  the  coefficie 
owing  the  lengths  /'  and  1 2X  f  and  lero  respectiv 

The  formula;  for  cubical  expansion  are  entirely  an; 

The  following  are  examples  of  the  application  of 

(i.)  A  metal  bar  has  a  length  /'  at  /™  ;  what  will 
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From  the  above  formula  we  first  get  the  length  of  the  given  bar  at  zero^ 

which  is ;  by  means  of  Ihe  same  formula  we  pass  from  zero  to  t^  in 

I  +ar 

multiplying  by  i  +  a/,  which  gives  for  the  desired  length  the  formula 

w   ^"  — -      • 

I  +  tf/' 

(ii.)  The  density  of  a  body  being  d  at  zero,  required  its  density  cP  at  /°. 

If  I  be  the  volume  of  the  body  at  zero,  and  D  its  coefficient  of  cubical 

expansion,  the  volume  at  /  will  be  i  +  D/ ;  and  as  the  density  of  a  body  is  in 

inverse  ratio  of  the  volume  which  the  body  assumes  in  expanding,  we  get 

the  inverse  proportion, 

^  \d^\     :      I  +  D/ 

if         1  ^         d 

=  — ^    ;  or^« — ^  . 
d     I  +  D/  '  I  +  D/ 

Consequently,  when  a  body  is  heated  from  o  to  /",  its  density,  and  therefore 
its  weight  for  an  equal  volume,  is  inversely  as  the  expression  i  +  D/. 

319.  Applications  of  tbe  expansion  of  solids. — In  the  arts  we  meet 
with  numerous  examples  of  the  influence  of  expansion,  (i.)  The  bars  of 
furnaces  must  not  be  fitted  tightly  at  their  extremities,  but  must,  at  least, 
be  free  at  one  end,  otherwise  in  expanding  they  would  split  the  masonry, 
(ii.)  In  making  railways  a  small  space  is  left  between  the  successive  rails, 
for,  if  they  touched,  the  force  of  expansion  would  cause  them  to  curve  or 
would  break  the  chairs,  (iii.)  Water-pipes  are  fitted  to  one  another  by  means 
of  telescope  joints,  which  allow  room  for  expansion,  (iv.)  If  a  glass  vessel 
is  heated  or  cooled  too  rapidly,  it  cracks,  especially  if  it  be  thick  ;  this  arises 
from  the  fact  that,  since  glass  is  a  bad  conductor  of  heat,  the  sides  become 
unequally  heated,  and  consequently  unequally  expanded,  which  causes  a 
fracture,  (v.)  The  cracking  off  of  a  portion  of  a  glass  tube  by  red-hot 
charcoal  is  due  to  the  expansion  of  the  heated  parts,  which  detach  themselves 
rom  the  rest 

When  bodies  have  been  heated  to  a  high  temperature,  the  force  pro- 
duced by  their  contraction  on  cooling  is  very  considerable ;  it  is  equal  to 
the  force  which  is  needed  to  compress  or  expand  the  material  to  the  same 
extent  by  mechanical  means.  According  to  Barlow,  a  bar  of  malleable  iron 
a  square  inch  in  section  is  stretched  -iJs^ji-^\^  of  its  length  by  a  weight  of  a 
ton  ;  the  same  increase  is  experienced  by  about  9°  C.  A  difference  of  45" 
C.  between  the  cold  of  winter  and  the  heat  of  summer  is  not  unfrequently 
experienced  in  this  country.  In  that  range,  a  wrought-iron  bar  ten  inches 
long  will  vary  in  length  by  5  J^th  of  an  inch,  and  will  exert  a  strain,  if  its  ends 
are  securely  fastened,  of  fifty  tons.  It  has  been  calculated  from  Joule's  data 
that  the  work  done  by  heat  in  expanding  a  pound  of  iron  between  o**  and  100^, 
during  which  it  increases  about  jj^y  of  its  bulk,  is  equal  to  16,000  foot- 
pounds ;  that  is,  it  could  raise  a  weight  of  over  7  tons  through  a  height  of 
one  foot. 

(I)  An  application  of  this  contractile  force  is  seen  in  the  mode  of  secur- 
ing tires  on  wheels.  The  tire  being  made  red-hot,  and  thus  considerably 
expanded,  is  placed  on  the  circumference  of  the  wheel  and  then  cooled. 
The  tire,  when  cold,  embraces  the  wheel  with  such  force  as  not  only  to 
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secure  iiself  on  the  rim  but  also  to  press  home  the  joints  of  the  spokes  into 
the  felloes  and  nave,  (ii.)  Another  interesting  application  was  made  in  the 
case  of  a  gallery  at  the  Conservatoire  des  Arts  et  Metiers  in  Paris,  the  walls 
of  which  had  begun  to  bulge  outwards.  Iron  bars  were  passed  across  the 
building  and  screwed  into  plates  on  the  outside  of  the  walls.  Each  alternate 
bar  was  then  heated  by  means  of  lamps,  and  when  the  bar  had  expanded 
it  was  screwed  up.  The  bars  being  then  allowed  lo  cool  contracted,  and  in 
so  doing  drew  the  walls  together.  The  same  operation  was  performed  on 
the  other  bars, 

320.  OompeBBBtloii  pendnlnm. — An  important  application  of  the  ex- 
pansion of  metals  has  been  made  in  the  compensation  pendulum.  This  is 
a  pendulum  in  which  the  elongation,  when  the 
temperature  rises,  is  so  compensated  that  the 
distance  between  the  centre  of  suspension  and 
the  centre  of  oscillation  (79)  remains  constant, 
which,  from  the  laws  of  the  pendulum  (80),  is 
necessary  for  isochronous  oscillations,  and  in 
order  that  the  pendulum  may  be  used  as  a 
regulator  of  clocks. 

In  fig.  30a,  which  represents  the  gridiron 
pendulum,  one  of  the  commonest  forms  of  com- 
pensation pendulum,  the  ball,  L,  instead  of 
being  supported  by  a  single  roti,  is  supported 
by  a  framework,  consisting  of  alternate  rods  of 
steel  and  brass.  In  the  figure,  the  shaded  rods 
represent  steel  ;  including  a  small  steel  rod,  d, 
which  supports  the  whole  of  the  apparatus, 
there  are  six  of  thein.  The  rest  of  the  rods, 
four  in  number,  are  of  brass.  The  rod  ;',  which 
supports  the  ball,  is  fixed  at  its  upper  end  to  a 
horizontal  cross-piece  ;  at  its  lower  end  it  is 
free,  and  passes  through  the  two  circular  holes 
in  the  lower  horizontal  cro5s-pieces. 

Now  it  is  easy  to  see  from  the  manner  in 
which  the  vertical  rods  are  fixed  to  the  cross- 
pieces,  that  the  elong.ition  of  the  steel  rods  can 
only  take  place  downward,  and  that  of  the 
brass  rods  upward.  Consequently,  in  order 
that  the  pendulum  may  remain  of  the  same 
length,  it  is  necessary  that  the  elongation  of 
the  brass  rods  shall  tend  to  make  the  ball 
*"'*■  ^'"'  rise,  by  exactly  the   same   quantity   that    the 

elongation  of  the  steel  rods  lend  to  lower  it ;  a  result  which  is  attained 
when  the  sum  of  the  lengths  of  the  steel  rods  A  is  to  the  sum  of  the  lengths 
of  the  brass  rods  B  in  the  inverse  ratio  of  the  coeflficients  of  expansion  of 
steel  and  brass,  a  and  b  ;  that  is,  in  the  proportion  A  :  B  =  # :  a. 

The  elongation  of  the  rod  may  also  be  compensated  for  by  means  of 
compensating  strips.  These  consist  of  two  blades  of  copper  and  iron 
soldered  together  and  fixed  to  the  pendulum  rod,  as  represented  in  fig.  303. 
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The  copper  blade,  which  is  more  expansible,  is  below  the  iron.  When  the 
temperature  sinks,  the  pendulum  rod  becomes  shorter,  and  the  ball  rises.  But 
at  the  same  time  the  compensating  strips  become  curved,  as  seen  in  fig.  304, 
in  consequence  of  the  copper  contracting  more  than  the  iron,  and  two 
metal  balls  at  their  extremities  become  lower.     If  they  have  the  proper  size 


X 
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Fig.  305. 


in  reference  to  the  pendulum  ball,  the  parts  which  tend  to  approach  the 
centre  of  suspension  compensate  those  which  tend  to  remove  from  it,  and  the 
centre  of  oscillation  is  not  displaced.  If  the  temperature  rises,  the  pendu- 
lum ball  descends  ;  but  at  the  same  time  the  small  balls  ascend,  as  shown  in 
%•  305,  so  that  there  is  always  compensation. 

One  of  the  most  simple  compensating  pendulums  is  the  mercury  pendti- 
lum^  invented  by  an  English  watchmaker,  Graham.  The  ball  of  the  pendu- 
lum, instead  of  being  solid,  consists  of  a  glass  cylinder,  containing  pure 
mercury,  which  is  placed  in  a  sort  of  stirrup,  supported  by  a  steel  rod. 
^^Tien  the  temperature  rises  the  rod  and  stirrup  become  longer,  and  thus 
lower  the  centre  of  gravity  ;  but  at  the  same  time  the  mercury  expands,  and, 
rising  in  the  c>'linder,  produces  an  inverse  effect,  and  as  mercury  i^  much 
more  expansible  than  steel,  a  compensation  may  be  effected  without  making 
the  mercurial  vessel  of  undue  dimensions. 

The  same  principle  is  applied  in  the  compensating  balances  of  chronometers 
(fig.  306).  The  motion  here  is  regulated  by  a  balance  or  wheel,  furnished  with 
a  spiral  spring  not  represented  in  the  figure,  and  the  time 
of  the  chronometer  depends  on  the  force  of  the  spring,  the 
mass  of  the  balance,  and  on  its  circumference.  Now 
»'hen  the  temperature  rises  the  circumference  increases, 
and  the  chronometer  goes  slower  :  and  to  prevent  this 
part  of  the  mass  must  be  brought  nearer  the  axis.  The 
drcumference  of  the  balance  consists  of  compensating 
strips  BC,  of  which  the  more  expansible  metal  is  on  the 
outside,  and  towards  the  end  of  these  are  small  masses 
of  metal  D,  which  play  the  same  part  as  the  balls  in  the  above  case.  When 
the  radius  is  expanded  by  heat,  the  small  masses  are  brought  nearer  the 
centre  in  consequence  of  the  curvature  of  the  strips  ;  and  as  they  can  be 
fixed  in  any  position,  they  are  easily  arranged  so  as  to  compensate  for  the 
expansion  of  the  balance.  It  may,  however,  here  be  observed  that  the  chief 
action  of  heat  on  chronometers  is  to  expand  and  soften  the  spring,  and 
thereby  lessen  its  elasticity  ;  this  action  produces  five  times  the  effect  on  the 
rate  that  the  expansion  of  the  balance-wheel  does. 


Fig.  306. 
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CHAPTER  III 

EXPANSION  OF  LIQUIDS 

321.  Apparent  *nd  iwki  ezpavston. — A  hollow  space  enclosed  by  a 
solid  expands  as  if  it  were  wholly  occupied  by  the  solid  ;  for  consider  a 
section  of  a  glass  tube  ;  wc  may  regard  this 
as  made  up  of  a  series  of  innumerable  con- 
centric circles  ;  when  the  lube  is  heated  each 
of  these  glass  circles  becojnes  larger,  and  in 
doing  so  must  press  outwards,  and  these 
expansions  are  the  same  whether  there  is 
another  circle  within  il  or  not;  the  hollow 
space  will  become  larger  just  as  if  it  were 
a  solid  glass  rod.  This  may  be  illustrated 
by  the  following  experiment.  If  a  flask  of 
thin  glass,  provided  with  a  narrow  stem,  the 
flask  and  part  of  the  stem  being  filled  with 
some  coloured  liquid,  be  immersed  in  hot 
water  (fig.  307),  the  column  of  liquid  in  the 
stem  at  lirst  sinks  from  b  I0  a,  but  then 
immediately  after  rises,  and  continues  to  do 
so  until  the  liquid  inside  has  the  same  tem- 
perature as  the  hot  water.  The  first  sinking 
*■  ^''  of  the  liquid  is  not  due  10  its  contraction  ;  it 

arises  from  the  expansion  of  the  glass,  which  becomes  heated  before  the 
heat  can  reach  the  liquid  ;  but  the  expansion  of  the  liquid  soon  exceeds  that 
of  (he  glass,  and  the  liquid  then  ascends. 

Hence  in  the  case  of  hquids  we  must  distinguish  between  the  apparent 
and  the  riij/ or  aiWa/^  expansion.  The  apparent  expansion  is  that  which 
is  actually  observed  when  liquids  contained  in  vessels  are  heated  ;  the  aiso- 
Ittti  expansion  is  that  which  would  be  observed  if  the  vessel  did  not  expand  ; 
or,  as  this  is  never  the  case,  it  is  the  apparent  expansion  corrected  for  the 
simultaneous  expansion  of  the  containing  vessel. 

As  has  been  already  stated,  the  cubical  expansion  of  liquids  is  alone  con- 
sidered ;  and  as  in  the  case  of  solids,  the  coefficient  of  expansion  of  a  liquid 
is  the  increase  of  the  unit  of  volume  for  a  single  degree  ;  but  a  distinction 
i  s  here  made  between  the  coefficient  of  absolute  expansion  and  the  coefficient 
of  apparent  expansion.  Of  the  many  methods  which  have  been  employed 
for  determining  these  two  coeflficients,  we  shall  describe  that  of  Dulong  and 
Petit. 
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322.  0«eSolent  %t  the  Kbaolnte  •xvdiislsn  of  maronrr- — In  order  to 
determine  the  coefficient  of  the  absolute  expansion  of  mercury,  the  influence 
of  the  envelope  must  be  eliminated.  Dulong  and  Petit's  method  depends  on 
the  hydrostatical  principle  that  in  two  communicating  vessels,  the  heights 
of  two  columns  of  liquid  in  equilibrium  are  inversely  as  their  densities  (107), 
a  principle  independent  of  the  diameters  of  the  vessels,  and  therefore  of 
their  expansions. 

The  apparatus  consists  of  two  glass  tubes,  A  and  B  {fig.  308),  joined  by 
a  capillary  tube  and  kept  vertical  on  an  iron  support,  KM,  the  horizontality 
of  which  is  adjusted  by  means  of  two  levelling  screws  and  two  spirit  levels, 
m  and  n.  Each  of  the  tubes  is  surrounded  by  a  metal  case,  of  which  the 
smaller,  D,  is  filled  with  ice  ;  the  other,  E,  containing  oil,  can  be  heated  by 


(be  fiimace,  which  is  represented  in  section  so  as  to  show  the  case.  Mercury 
ii  poured  into  the  tubes  A  and  B  ;  it  remains  at  the  same  level  in  both,  as 
long  as  they  are  at  the  same  temperature,  but  rises  in  B  in  proportion  as  it 
is  heated,  and  expands. 

Let  h  and  (/be  the  height  and  density  of  the  mercury  in  the  leg  A,  at 
the  temperature  zero,  and  k'  and  d  the  same  quantities  in  the  leg  B.  From 
tbe  hydrostatical  principle  previously  cited  we  have  hd=h'd'.  Now  from 
the  problem  in  Art.  318,  rf'  =  —  -  -,  D  being  the  coefficient  of  absolute 
expansion  of  mercury  ;  substituting  this  value  of  d'  in  the  equation,  we 
have    *'^    -hd,  from  which  we  get  D=  ^-^^ 

The  coefficient  of  absolute  expansion  of  mercury  is  obtained  from  this 
formula,  knowing  the  heights  h'  and  k,  and  the  temperature  /  of  the  bath  in 
which  the  tube  B  is  immersed.     In  Dulong  and  Petit's  experiment  this  tem- 
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perature  was  meaiiured  by  a  weight  thermometer,  P  1 
which  overflowed  into  the  basin,  C,  and  by  means  of  a 
(334)  i  tl'c  heights  A '  and  h  were  measured  by  a  cathet 

Dulong  and  Petit  found  by  this  method  that  the  C' 
expansion  of  mercury  between  0°  and  100°  C.  is  jAd- 
the  coefficient  increased  with  the  temperature.  Belwe 
„,■],,  and  between  200°  and  300°  it  is  j^o-  The  same 
made  in  reference  to  other  liquids,  showing  that  th 
regular.  It  has  been  found  that  this  expansion  is  less 
as  liquids  are  near  a  change  in  their  state  of  aggregatii 
their  freezing  or  boiling  points.  Dulong  and  Petit  fou: 
of  mercury  between  —36°  and  100°  is  practically  quite 

Regnault,  who  determined  this  important  physical 
the  mean  coefficient  between  o"  and  100°  is  35^  g,  be 
BsVii  2"<i  between  200°  and  300°,  -:^^. 

323.  CoaBolent  of  tba  ^pparaiit  ez^Mnalon  of 
efficient  of  apparent  expansion  of  a  liquid  varies  wi 

envelope.  Th 
has  been  det( 
the  apparatus 
309.  Itconsi! 
'^  to  which  is  jo 
*  ■  ^   .     ,    ,    -  ,    .        --     glass  tube,  op 

Fig.  309.  empty,  and  t1 

mercury  at  z 
gives  the  weight  of  the  mercur>',  P.  It  is  then  raised 
lure,  I ;  the  mercury  expands,  a  certain  quantity  passes 
in  the  capsule  and  weighed.  If  the  weight  of  this  me: 
mercury  remaining  in  the  apparatus  will  be  P  -/. 

When  the  temperature  is  again  zero,  the  mercury  ii 
empty  space  in  the  vessel,  which  represents  the  contrai 
mercury-  P-/,  from  /°  to  zero,  or,  what  is  the  same 
of  the  same  weight  from  o  to  /"  ;  that  is,  the  weight 
panstan  of  the  weight  P  -P,  for  /'.  If  this  weight  e: 
quantity  p  for  f,  a  single  unit  of  weight  would  expan 

■^  for  a  single  degree;  consequently,  for  D',  t 
parent  expansion  of  mercury  in  glass,  wc  have  I)' 
and  Petit  found  the  coefficient  of  apparent  orpansion  c 

324.  ^Telitat  tbenmoineter. — The  apparatus  repr 
called  the  -weight  thermomclcr,  because  the  temporal 
from  the  weight  of  mercury  which  overflows. 

The  above  experiments  have  placed  the  coefficient  1 
at  ai'^o  i  "'C  have  therefoie  the  equation  ,p     .,\,=  ijA 
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/  =  J; -^,  a  formula  which  gives  the  temperature  /  when  the  weights  P  and 

p  are  known. 

325.  Ooefloieat  of  tbe  expansion  of  rlass. — As  the  absolute  expansion 
of  a  liquid  is  the  apparent  expansion, //c/j  the  expansion  due  to  the  envelope, 
the  coefficient  of  the  cubical  expansion  of  glass  is  obtained  by  taking  the 
difference  between  the  coefficient  of  absolute  expansion  of  mercury  in  glass 
and  that  of  its  apparent  expansion.  That  is,  the  coefficient  of  cubical  expan- 
sion of  glass  is 

zi^"^  "  5  Ah  =  Tjs^tnnr  -  0*00002584. 

Regnault  found  that  the  coefficient  of  expansion  varies  with  different 
kinds  of  glass,  and  further  with  the  shape  of  the  vessel.  For  ordinary 
chemical  glass  tubes,  the  coefficient  is  0*0000254. 

326.  Coeflciento  of  expansion  of  Tarious  liquids. — The  coefficient  of 
apparent  expansion  of  liquids  may  be  determined  by  means  of  an  application 
of  the  principle  of  the  weight  thermometer,  and  the  absolute  expansion  is 
obtained  by  adding  to  this  coefficient  the  expansion  of  the  glass. 

Mean  coefficients  of  absolute  expansion  of  liquids  for  1°  C. 

Ether         .        .  .  0*00015 

Mercury     .  .  0*00018 
Water  saturated  with 

common  salt  .  .  0*00050 

Sulphuric  acid  .  .  0*00063 

Fixed  oils  .  .  o*ooo8o 

Oil  of  turpentine  .  0*00090 

The  nnmbers  here  given  only  hold  for  moderate  temperatures.  The  co- 
efficient of  expansion  of  almost  all  liquids  increases  gradually  from  zero,  and 
can  only  be  expressed  with  accuracy  by  a  somewhat  complicated  formula, 

V/-Vo(i+a/  +  /3/«  +  y/») 

in  which  /  is  the  temperature,  and  a,  /3,  and  y  are  constants  specially  deter- 
mined for  each  liquid.  The  expansion  of  mercury  is  practically  constant 
between  —  36®  and  100®  C,  while  water  contracts  from  zero  to  4*^  (330),  and 
then  expands. 

For  many  physical  experiments  a  knowledge  of  the  exact  expansion  of 
water  is  of  great  importance.  This  physical  constant  was  determined  with 
great  care  by  Matthiessen,  who  found  that  between  4°  and  30°  it  may  be 
expressed  by  the  formula 

V/» I -0*00000253  (/-4)   +0*0000008389  (/-4)^   +0*00000007 1 73  (^-4)'; 

and  between  30  and  100  by  V/  -  0*999695  +  0*0000054724/'*  +  0*00000001 126/'. 
Many  liquids,  with  low  boiling  points,  especially  condensed  gases,  have  very 
high  coefficients  of  expansion.  Thilorier  found  that  liquid  carbonic  acid 
expands  four  times  as  much  as  air.  Drion  confirmed  this  observation  and 
has  obtained  analogous  results  with  chloride  of  ethyle,  liquid  sulphurous  acid, 
and  liquid  hyponitrous  acid. 


Alcohol 

0*00104 

Bromine    . 

0*00104 

Nitric  acid 

0*001 10 

Chloroform 

0*001 1 1 

Bisulphide  of  carbon . 

o'ooii4 

Benzole 

0*00125 
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227.  oarreMl«B  of  the  bkrometrlo  taaixtat. — It 

plained  under  the  barometer  (164)  that,  in  order  to  mi 
this  instrument  comparable  in  difierent  places  and  al 
must  be  reduced  to  a  uniform  temperature,  which  is  tha 
correction  is  made  in  the  following  manner  ; — 

Let  H  be  the  barometric  height  at  f,  and  h  its 
density  of  mercury  at  zero,  and  d"  its  density  at  f,  ' 
are  inversely  as  the  densities  d  and  d" ;  that  is,  „  =  j-- 

volume  of  mercury  at  zero,  its  volimie  at  f  will  be  I  -i 
efficient  of  absolute  expansion  of  mercury.     But  these  v 


k  =      H  5508  H 

J      ^5508  -r/- 
SS08 

In  this  calculation,  the  coefficient  of  absolute  exp 
taken,  and  not  that  of  apparent  expansion  ;  for  the  vs 
if  the  glass  did  not  expand,  the  barometric  height  bein 
diameter  of  the  tube,  and  therefore  of  its  expansion. 

33S.  Correotloa  of  ttaermometrlo  r«Bdlnrm. — If 
mercury  of  a  thermometer  is  not  immersed  in  the  spac 
is  to  be  determined,  it  is  necessary  to  make  a  corr 
accurate  determination  of  boiling  points,  for  instanct 
ancc,  in  order  to  arrive  at  the  true  temperature  wh 
should  show.  That  part  of  the  stem  which  projects 
ture  which  must  be  estimated,  and  which  may  rough 
thing  over  that  of  the  surrounding  air. 

Supposing,  for  instance,  the  actual  reading  is  160°  i 
the  part  over  80°  is  outside  the  vessel,  while  the  tempers 
ing  air  is  1 5°.  We  will  assume  that  the  mean  temperaH 
and  that  a  length  of  i6o°— 80°  is  to  be  heated  through 
gives  80  "/^A"'"^  (taking  the  coefficient  of  ap 
mercury) ;  so  that  the  true  reading  is  i6i'66, 

329.  r*rce  ezert«il  I>y  IlquldB  In  azpuialnc*— ^Tl 
exert  in  expanding  is  very  great,  and  equal  to  that  whii 
in  order  to  bring  the  expanded  liquid  back  to  its  origin 
know  what  an  enoi-mous  force  is  required  to  compres: 
very  small  extent  (97)-  Thus  between  0°  and  10°,  i 
0*0015790  of  its  volume  at  0°  ;  its  compressibilijy  is  O'oo 
for  one  atmosphere  ;  hence  a  pressure  of  more  than  Go 
be  requisite  to  prevent  mercury  expanding  when  it  is  h 
In  like  manner  a  pressure  of  140  atmospheres  would  be 
water  from  expanding  when  its  temperature  was  raised 
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33a  —  ^™».n  dansity  of  wM«r. — Water  presents  the  remarkable 
idtenmoeDon  that  when  its  temperature  sinks  it  contracts  up  to  4° ;  but 
from  that  point,  although  the  cooling  continues,  it  expands  up  to  the  freezing 
poin'i,  so  that  4°  represent  the  point  of  greatest  contraction  of  water. 

Many  methods  have  been  used  to  determine  the  maximum  density  of 
water.  Hope  made  the  following  experiment: — He  took  a  deep  vessel 
Kith  two  apertures  in  the  sides,  in  which  he  fixed  thermometers,  and 
having  filled  the  vessel  with  water  at  0°,  he  placed  it  in  a  room  at  a  tem- 
perature of  15°.  As  the  layers  of  liquid  at  the  sides  of  the  vessel  became 
heated  they  sank  to  the  bottom,  and  the  lower  thermometer  marked  4°  while 
the  upper  one  was  still  at  lero.  Hope  then  made  the  inverse  experiment ; 
having  fiUed  the  vessel  with  water  at  15°,  he  placed  it  in  a  room  at  lero. 
The  lower  thermometer  having  sunk  to  4°  remained  stationary  for  some 
dme,  while  the  upper  one.  cooled  down  until  it  reached  zero.  Both  these 
experimenis  prove  that  water  is  heavier  at  4°  than  at  0°,  for  in  both  cases  it 
sinks  to  the  lower  part  of  the  vessel 

This  last  experiment  may  be  adapted  for  lecture  illustration  by  using  a 
cylinder  containing  water  at  1 5°  C,  partially  surrounded  by  a  jacket  contain- 
ing bruised  ice  (fig.  310). 

Hallstrbm  made  a  determination  of  the  maximum  density  of  water  in  the 
following  manner :— He  took  a  glass  bullj,  loaded  with  sand,  and  weighed  it 
in  water  of  different  temperatures.  Allow, 
ing  for  the  expansion  of  glass,  he  found 
that  4-1''  was  the  temperature  at  which  it 
lost  most  weight,  and  consequently  this 
was  the  temperature  of  the  maximum 
density  of  water. 

Despreti  arrived  at  the  temperature 
4°  by  another  method.  He  took  a  water 
ihetmometer — that  is  to  say,  a  bulbed 
lube  containing  water — and,  placing  it  in 
a  bath,  the  temperature  of  which  was  in- 
dicated by  an  ordinary  mercury  thermo- 
meter, found  that  the  water  contracted  to 
the  greatest  extent  at  4°,  and  that  this 
therefore  is  the  point  of  greatest  density. 

This  phenomenon  is  of  great  import- 
ance in  the  economy  of  nature.  In  winter 
the  temperature  of  lakes  and  rivers  fells, 
from  being  in  contact  with  the  cold  air 

and  from  other  causes,  such  as  radiation.  Fij.  jio. 

The  cold  water  sinks  to  the  bottom,  and 

a  continual  series  of  currents  goes  on  until  the  whole  has  a  temperature  of 
4°.  The  cooling  on  the  surfece  still  continues,  but  the  cooled  layers  being 
lighter  remain  on  the  surface,  and  ultimately  freeze.  The  ice  formed  thus 
protects  the  water  below,  which  remains  at  a  temperature  of  4°,  even  in  the 
most  severe  winters,  a  temperature  at  which  fish  and  other  inhabitants  of 
the  water  arc  not  destroyed. 

Salt  dissolved  in  water  lowers  the  temperature  of  the  maximum  density 
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at  sea  water  exhibits  such  a  maxtt 
Erature  is  between  2-2°  and  3-9°  in  tl 
he  following  table  of  the  density  of  | 
ied  on  several  sets  of  observations  :- 

Densily  of  watir  betu 


0-99993 
0-99997 
099999 
i-ooooo 

o'99999 
099997 
0-99994 
0-99988 
0-99982 
0-99974 
0-99965 
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CHAPTER    IV 

EXPANSION  AND  DENSITY  OF  GASES 

«thod. — Gases  are  the.  most  expansible  of  all 
bodies,  and  at  the  same  time  the  most  regular  in  their  expansion.  The  co- 
efficients of  expansion,  too,  of  the  several  gases  differ  only  by  very  small 
quantities.     The  cubical  expansion  of  gases  need  alone^be  considered. 

Gay-Lussac  first  determined  the  coefficient  of  the_expansion  of  gases  by 
means  of  ihe  apparatus  represented  in  fig,  31 1. 

In  a  rectangnlar  metal  bath,  about  16  inches  long,  was  fitted  an  air 
thermometer,  which  consisted  of  a  capillary  tube,  AB,  with  a  bulb.  A,  at  one 
end.  The  tube 
was  divided  irtto 
parts  of  equal 
capacity,  and  the 
contents  of  the 
bulb  ascertained 
in  terms  of  these 
parts.  This  was 
effected  by  weigh- 
ing ihe  bulb  and 
tube  full  of  mer- 

and  then  heating 

slightly  to  expel 

a  small  quantity  'B'S"- 

of  mercury,  which  was  weighed.    The  apparatus  being  again  cooled  down 

to  zero,  the  vacant  space  in  the  tube  corresponded  to  the  weight  of  mercury 

which  had  overflowed  ;  the  volume  of  mercury  remaining  in  the  apparatus, 

and  consequently  the  volume  of  the  bulb  was  determined  by  calculations 

analogous  Co  those  made  for  the  piezometer  (97). 

In  order  to  fill  the  thermometer  with  dry  air  it  was  first  filled  with 
mercury,  which  was  boiled  in  the  bulb  itself.  A  tube,  C,  filled  with,  chloride 
of  caldum,  was  then  fixed  on  to  its  end  by  means  of  a  cork.  A  fine  platinum 
wire  having  then  been  introduced  into  the  stem  AB,  through  the  lube  C,  and 
Ihe  apparatus  being  slightly  inclined  and  agitated  from  time  Co  time,  air 
entered,  having  been  previously  well  dried  by  passing  through  the  chloride 
of  calcium  tube.  The  whole  of  the  mercury  was  displaced,  with  the  excep- 
tion of  a  small  thread,  which  remained  in  the  tube  AB  as  an  index. 

The  air  thermometer  was  then  placed  in  the  box  filled  with  melting  ice, 
the  index  moved  towards  A,  and  the  point  was  noted  at  uliich  it  became 
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onary.  This  gave  ihe  volume  of  air  at  zero  ; 
was  known.  Water  or  oil  was  then  substitu 
successively  heated  to  different  temperatures. 
:d  the  index  from  A  towards  B.  The  position  c 
noted,  and  the  corresponding  temperature  was 
hermometers  D  and  E, 

Lssuming  that  the  atmospheric  pressure  did  not 
t,  and  neglecting  the  expansion  of  the  glass  as  be 
that  of  the  air,  the  total  expansion  of  the  air  is 
its  volume  at  a  given  tempierature  its  volume  at 
1  temperature,  and  then  by  the  number  of  units 
ro,  the  quotient  is  the.coefficjent  of  expansion  fo: 
a  single  degree  ;  that  is,  the  coefficient  of  exp, 
er  on  how  corrections  for  pressure  and  tem| 
d. 

■y  this  method  Gay-Lussac  found  that  the  coefR 
3-00375  ;  the  two  following  laws  hold  in  referc 

.  All  gases  have  the  same  coefficienl  of  expansio 
I.  This  coefficient  is  the  same  ■whatever  be  tie 

'hese  simple  laws  are  not,  however,  rigorously 
:s5  the  expansion  of  gases  in  an  approximate  mi 
ivered  independently  by  Dalton  and  by  tIay-1 
bed  to  them.     The  first  discoverer  of  the  for 


32.  Vroblema  on  tlw  «xp«BSl«n  of  rases.— 

ive  to  the  expansion  of  gases  are  similar  to  th 
Is.  With  obvious  modifications,  they  are  solv 
lOSt  cases  the  pressure  of  the  atmosphere  musi 
nsidering  the  expansion  of  gases.  The  followii 
ler  in  which  this  correction  is  made  : — 

The  volume  of  a  gas  at  t°,  and  under  the  pres! 
le  volume  V  of  the  same  gas  at  zero,  and  und 
niUimetres  ? 
lere  there  are  two  corrections  to  be  made  ;  one 

and  the  other  to  the  pressure.  It  is  quite  imi 
If  a  be  the  coefficient  of  cubical  expansion 
>ning  similar  to  that  in  the  case  of  linear  expan: 
:as  at  zero,  but  still  under  the  pressure  H,  will  be 
duced  to  the  pressure  760  in  accordance  witl 


x76o=- 


V'H 


et  P  be  the  desired  weight,  a  the  coefficio 
i  density  at  /",  and  d  its  density  at  zero.    A; 
nes  are  proportional  to  the  densities,  we  havi 
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volume  of  a  gas  at  zero,  its  volume  at  t  will  be  i  +  a/  :  but  as  the  densities 
are  inversely  as  the  volumes,  -  =       — , 

and  therefore  „  =  -  '  -  ;  whence  P  =  P'  ( i  +  n/). 

From  this  equation  we  get  P'  =  -      - ,  which  gives  the  weight  at  i,  Icnow- 

iag  the  weight  at  zero,  and  which  further  shows  that  the  weight  V  is  inversely 
as  the  binomial  of  expansion  1  ■rat. 

333.  S«cD«i>lt'a  metliod. — Regnault  used  successfully  four  different 
methods  for  determining  the  expansion  of  gases.  In  some  of  them  the 
pressure  was  constant  and  the  volume  variable,  as  in  Gay-Lussac's  method  ; 
in  others  the  volume  remained  the  same  while  the  pressure  viiried.  The 
fii^t  method  will  be  described.  It  is  the  same  as  that  used  by  Rudberg  and 
Dulong,  but  is  distinguished  by  the  care  with  which  all  sources  of  error  are 

The  apparatus  consisted  of  a  pretty  large  cylindrical  reservoir,  B  (fig. 
312),  terminating  in  a  bent  capillary  tube.    In  order  to  fill  the  reservoir  with 


dry  air,  it  was  placed  in  a  hot-water  bath,  and  the  capillary  tube  connected 
by  a  caoutchouc  lube  with  a  series  of  drying  lubes.  These  lubes  were 
joined  to  a  small  air-pump,  P,  by  which  a  vacuum  could  be  produced  in  the 
reservoir  while  at  a  temperature  of  100°.  The  reservoir  was  first  exhausted, 
and  air  afterwards  admitted  slowly;  this  operation  was  repeated  a  great 
many  times,  so  that  the  air  in  the  reservoir  became  quite  dry,  for  the  mois- 
ture adhering  to  the  sides  passed  off  in  vapour  at  100",  and  the  air  which 
entered  became  dry  in  its  passage  through  the  U  tubes. 

The  resenoir  was  then  kept  for  half  an  hour  at  the  temperature  of  boil- 
ing water  ;  the  air-pump  having  been  detached,  the  drying  lubes  were  then 
disconnected,  and  the  end  of  the  lube  hermetically  sealed,  the  height  H  of 
the  barometer  being  noted.     When  the  reservoir  B  was  cool,  it  was  placed 
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ted  in  fig.  313.  It  was  tht 
le  tub«  dipped  in  the  mercur 
air  in  the  reservoir  B  ha 
point  b  was  broken  crfT  by 
the  air  in  Che  interior  be 
atmospheric  pressure,  the 
height  oG.  In  order  to  m 
this  column,  Gf,  which  wil 
able  rod,^f,  was  lowered 
flush  with  the  surface  of 
bath  ;  the  distance  beiwee 
level  of  the  mercury  G  was 
of  the  cathetometer.  The 
closed  with  wax  by  means 
the  barometric  pressure  ni 
If  this  pressure  be  H',  the 
voir  is  H'-A. 

P,  the  weight  of  the  mt 

tained.    It  was  then  comp 

cury  at  lero,  in  order  to  b 

the  mercury  in  the  reserve 

If  &  be  the  coefficient 

density  of  mercury  at  zero 

air  is  determined  in  the  : 

ir  and  of  the  Cube  at  zero  is 

tly,  this  volume  is 

f-d^ao  .... 

iming,  as  is  the  case,  that  th 
id  glass  (321).  But  from  thi 
irvoir  at  zero,  and  under  th 
sure,  but  at  /",  its  volume  wo 

at  the  pressure  H,  at  which 

(P'-P)(n-n/)(H--A) 

DH 
iresented  by  these  formulae 
e  reservoir  and  the  tube  at  < 


is  deduced. 
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The  means  of  a  great  number  of  experiments  between  zero  and  100**  and 
for  pressure  between  300  millimetres  and  500  millimetres,  gave  the  following 
numbers  for  the  coefficients  of  expansion  for  a  single  degree  : — 

Air    ....  0*003667  Carbonic  acid .  .  0*003710 

Hydrogen          .        .  0*003661  Nitrous  oxide .  .  0*003719 

Nitrogen  .        .        .  0*003661  Cyanogen       .  .  0003877 

Carbonic*  oxide         .  0*003667  Sulphurous  acid  .  0*003903 

These  numbers,  with  which  the  results  obtained  by  Magnus  closely  agree, 
show  that  the  coefficients  of  expansion  of  the  permanent  gases  differ  very 
little  ;  but  that  they  are  somewhat  greater  in  the  case  of  the  more  easily 
condensable  gases,  such  as  carbonic  and  sulphurous  acids.  Regnault  has 
further  found  that,  at  the  same  temperature,  the  coefficient  of  expansion  of 
any  gas  increases  with  the  pressure  which  it  supports.  Thus,  while  the 
coefficient  of  expansion  of  air  under  a  pressure  of  1 10  mm.  is  0*003648,  under 
a  pressure  of  3655  mm.,  or  nearly  five  atmospheres,  it  is  0*003709. 

The  number  found  by  Regnault  for  the  coefficient  of  the  expansion  of 
air,  0*003667,  is  equal  to  a-U  =  ?H  nearly  ;  and  if  we  take  the  coefficient  of  ex- 
pansion at  0*0036666  ...  it  may  be  represented  by  the  fraction  ^JJ^> 
which  is  convenient  for  many  purposes  of  calculation. 

The  small  differences  in  the  expansibility  of  various  gases  may  be  ascribed 
to  the  circumstance  that  when  a  gas  is  heated  the  relative  positions  of  the 
atoms  in  the  molecules  are  thereby  altered ;  and  a  certain  amount  of  internal 
work  is  required  for  this,  which  is  different  for  different  gases. 

334.  Air  thermometer. — The  air  thermometer  is  based  on  the  expan- 
sion of  air.  When  it  is  used  to  measure  small  differences  of  temperature,  it 
has  the  same  form  as  the  tube  used  by  Gay-Lussac  in  determining  the 
expansion  of  air  (fig.  311),  that  is,  a  capillary  tube  with  a  bulb  at  the  end. 
The  reservoir  being  filled  with  dry  air,  an  index  of  coloured  sulphuric  acid 
or  a  drop  of  mercury  is  passed  into  the  tube ;  the  apparatus  is  then  graduated 
in  Centigrade  degrees  by  comparing  the  positions  of  the  index  with  the 
indications  of  a  mercurial  thermometer.  Of  course  the  end  of  the  tube 
must  remain  open  ;  otherwise,  the  air  above  the  index,  condensing  or  ex- 
panding at  the  same  time  as  that  in  the  bulb,  the  index  would  remain 
stationary.  A  correction  must  be  made  at  each  observation  for  the  atmos- 
pheric pressure. 

When  considerable  variations  of  temperature  are  to  be  measured,  the 
tube  has  a  form  like  that  used  in  Regnault's  experiments  (figs.  312  and  313). 
By  experiments  made  as  described  in  Art  333,  P,  P^  H,  H',  and  h  may 
be  found,  and  the  coefficients  a  and  d  being  known,  the  temperature  /  to 
which  the  tube  has  been  raised  is  readily  reduced  from  the  equation  (3). 

Regnault  found  that  the  air  and  the  mercurial  thermometer  agree  up  to 
260®,  but  above  that  point  mercury  expands  relatively  more  than  air.  In 
cases  where  very  high  temperatures  are  to  be  measured,  the  reservoir  is 
made  of  platinum.  The  use  of  an  air  thermometer  is  seen  in  Dulong  and 
Petit's  experiment  (322) ;  it  was  by  such  an  apparatus  that  Pouillet  measured 
the  temperature  corresponding  to  the  colours  which  metals  take  when  heated 
in  a  fire,  and  found  them  to  be  as  follows  : — 


Incipient  red 
Dull  red  . 
Cherry  red  . 
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525°  C.  Dark  orange 

700  White   . 

900  Dazzling 


-hii 


dbnn  of  apparatus 


In  the  measurement  of  high  temperatures  Devill 
.advantage  the  vapour  of  iodine  instead  of  air,  and. 
found  to  be  permeable  to  gases  at  high  temperature: 
Iain  instead  of  that  metal. 

Hie  expansion  of  gases  has  been  determined  b 
which  is  also  a  convenient  form  ■ 
314).  A  quadrangular  post  rests  ( 
of  this  post  is  a  (jraduated  glass 
others  are  grooves  in  which  screw 
slid  up  and  down  and  adjusted  at 
A  glass  bulb  a  is  prolonged  in 
end  of  which  is  provided  with  a  ; 
the  figure,  and  in  which  can  be  fit 
ported  by  the  block  A.  This  aga 
india-rubber  lube,  at  the  other  ci 
glass  tube  K'  fixed  to  the  block  1 
mercury. 

The  bulb  a  having  been  filled  w 
is  closed,  the  tube  R  fixed,  and 
The  bulb  a  is  then  immersed  to  tl 
and  when  it  is  supposed  that  the  t( 
the  tube  R'  is  moved  up  and  dow 
the  other  IJmb  is  at  a  mark  S. 
the  levels  of  the  mercury  at  S  an< 
latter  is  higher  the  difference  is 
subtracted  from,  the  barometric  h 
the  pressure  h  in  the  vessel  a. 
Pig  ^,j  The  bulb  a  is  then  placed  in  i 

temperature,  and  the  same  opera 
pressure  //,.  From  the  ratio  of  the  total  pressures 
the  coefficient  of  expansion  n  from  the  formula  h  : 
means  of  this  apparatus  Jolly  found  o'oo3669S7  for  1 
335.  Denaltr  of  »»■■■.— The  relative  density 
jrravity,  is  the  ratio  of  the  weight  of  a  certain  volui 
the  same  volume  of  air  ;  both  the  gas  and  the  air  I 
a  pressure  of  760  millimetres. 

In  order,  therefore,  to  find  the  specific  gravity  of 
determine  the  weight  of  a  certain  volume  of  this  g 
millimetres,  and  a  temperature  of  zero,  and  then 
volume  of  air  under  the  same  conditions.  For  this 
about  two  gallons  capacity  is  used,  the  neck  of  w 
stopcock,  which  can  l>e  screwed  to  the  air-pump.  '. 
empty,  and  then  full  of  air,  and  afterwarils  full  of  th 
weights  of  the  gas  and  of  the  air  are  obtained  by  s 
the  exhausted  globe  from  the  weight  of  the  globes 


Density  of  Gases 

g  the  latter  by  the  fon 
t  to  make  these  determ 
d  therefore  all  the  weij 
So  millimetres, 
hrough  drying  tubes  be 
over  potash  to  free  it  f 
>s  never  produce  a  pwi 
til  the  r 


i  allowed  to  enter,  and 
s  perfectly  dried.  It  is  t 
llimetres  is  e.  The  wei 
ried  and  purified  by  pas: 
,  is  then  allowed  to  ei 
'.  If  H  is  the  baromt 
le  time  of  weighing,  P— 
ire  t,  and  the  pressure  H 
llimetres  and  the  lemp 
of  air,  and  S  the  coeflic 
s  law  the  weight,  whicl 
0J^  under  the  press 

If  the  temperature  is 

ratio  I  +!/  to  i,  while 
s  follows  from  the  probli 
in  the  globe  at  o"  and  at 


of  the  gas  in  question  ; 
:mperature  /'  and  the  p 
hen  it  is  exhausted  to 
t  the  pressure  760  and 


obtain  the  density 

(i+ao 

I  +8/-) 

ary  during  the  experim 

\and,ifa-Q',D-£^  J 

tbe  a«naltr  of  r»« 

»ny  of  the  corrections 
,s  is  weighed  is  suspet 
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from  one  pan  of  a  balance,  and  is  counterpoised  by  means  of  a  second  globe 
of  the  same  dimensions,  and  hermetically  sealed,  suspended  from  the  other. 
These  two  globes,  expanding  at  the  same  time,  always  displace  the  same 
quantity  of  air,  and  consequently  variations  in  the  temperature  and  pressure 
of  the  atmosphere  do  not  influence  the  weighing.  The  globe,  too,  is  Riled 
with  the  air  or  with  the  gas,  at  the  temperature  of  zero.  This  is  effected  by 
placing  it  in  a  vessel  full  of  ice,  as  shown  in  fig.  315.  It  is  then  connected 
with  a  three-way  cock,  A,  by  which-it  may  be  connected  either  with  an  air- 
pump,  or  with  the  tubes  M  and  N,  which  are  connected  with  the  reservoir 
of  gas.  The  tubes  M  and  N  contain  substances  which  by  their  action  on 
the  gas  dry  and  also  purify  it 

The  stopcock  A  being  so  turned  that  the  globe  is  only  connected  with 
the  air-pump,  a  vacuum  is  produced  ;  by  means  of  the  same  cock,  the  con- 
nection with  the  pump  being  cut  off,  but  established  with  M  and  N,  the 


Fig.  3>S. 

gas  soon  fills  the  globe.  But,  as  the  exhaustion  could  not  have  been  com- 
plete, and  some  air  must  have  been  left,  the  globe  is  again  exhausted  and 
the  gas  allowed  to  enter,  and  the  process  is  repeated  until  it  is  thought  all 
air  is  removed.  The  vacuum  being  once  more  produced,  a  differential 
barometer  {fig.  156),  connected  with  the  apparatus  by  the  tube  E,  indicates 
the  pressure  of  the  residual  rarified  gas  e.  Closing  the  cock  B  and  de- 
taching A,  the  globe  is  removed  from  the  ice,  and  after  being  cleaned  is 
weighed. 

This  gives  the  weight  of  the  empty  globe  p ;  it  is  again  replaced  in  the 
ice,  the  stopcock  A  adjusted,  and  the  gas  allowed  to  enter,  care  being  taken 
to  leave  the  stopcocks  open  long  enough  to  allow  the  gas  in  the  globe  to  ac- 
quire the  pressure  of  the  atmosphere,  H,  which  is  marked  by  the  barometer. 
The  stopcock  A  is  then  closed,  A  removed,  and  the  globe  weighed  with  the 
same  precautions  as  before.    This  gives  the  weight  P'  of  the  gas  and  globe. 
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The  same  operations  are  then  repeated  on  this  globe  with  air,  and  two 
corresponding  weights^  and  P  are  obtained.  The  only  correction  necessary 
is  to  reduce  the  weights  in  the  two  cases  to  the  standard  pressure  by  the 
method  described  in  the  preceding  paragraph.  The  correction  for  temperature 
is  not  needed,  as  the  gas  is  at  the  temperature  of  melting  ice.  The  ratio  of 
the  weight  of  the  gas  to  that  of  the  air  is  thus  obtained  by  the  formula 

V-p 

337.  density  of  irases  wblob  attack  metals. — For  gases  which  attack 
the  ordinary  metals,  such  as  chlorine,  a  metal  stopcock  cannot  be  used,  and 
vessels  with  ground-glass  stoppers  are  substituted.  The  gas  is  introduced 
by  a  bent  glass  tube,  the  vessel  being  held  either  upright  or  inverted,  accord- 
ing as  the  gas  is  heavier  or  lighter  than  air  ;  when  the  vessel  is  supposed  to 
be  full,  the  tube  is  withdrawn,  the  stopper  inserted,  and  the  weight  taken. 
This  gives  the  weight  of  the  vessel  and  gas.  If  the  capacity  of  the  vessel 
be  measured  by  means  of  water,  the  weight  of  the  air  which  it  contains  is 
deduced,  for  the  density  of  air  at  0°  C.  and  760  millimetres  pressure  is  ^^^ 
that  of  distilled  water  under  the  same  circumstances.  The  weight  of  the 
vessel  full  of  air,  less  the  weight  of  the  contained  air,  gives  the  weight  of  the 
vessel  itself.  From  these  three  data — the  weight  of  the  vessel  full  of  the  gas, 
the  weight  of  the  air  which  it  contains,  and  the  weight  of  the  vessel  alone — 
the  specific  gravity  of  the  gas  is  readily  deduced,  the  necessary  corrections 
being  made  for  temperature  and  pressure. 

Density  of  gases  at  zero  and  at  a  pressure  of  760  millimetres,  that  of 

air  being  taken  as  unity 


Air 

Hydrogen    . 
Ammoniacal  gas . 
Marsh  gas   . 
Carbonic  oxide    . 
Nitrogen 

Binoxide  of  nitrogen 
Oxygen 


I -0000 
0*0693 
0-5367 
0-5590 
0*9670 
0*9714 
1*0360 
1*1057 


buipnuretted  nydrogen 

1*1912 

Hydrochloric  acid 

1*2540 

Protoxide  of  nitrogen  . 

1*5270 

Carbonic  acid 

I  5291 

Cyanogen    . 

I -8600 

Sulphurous  acid  . 

2*2474 

Chlorine 

3*4400 

Hydriodic  acid    . 

4-4430 

Regnault  made  the  following  determinations  of  the  weight  of  a  litre  of 
the  most  important  gases  at  0°  C.  and  760  mm.  : — 

Air.        .  1*293187  grms.        Nitrogen        .     1*256157  grms. 

Oxygen  .  1*429802     „  Carbonic  acid     1*977414 

Hydrogen  0*089578 


» 
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CHAPTER  V 


CHANGES  OF  CONDITION.      VAPOUR 


338.  rusioii.  Its  laws. — The  only  phenomena  of  heat  with  which  we 
have  hitherto  been  engaged  have  been  those  of  expansion.  In  the  case  of 
solids  it  is  easy  to  see  that  this  expansion  is  limited.  For  in  proportion  as 
a  body  absorbs  a  larger  quantity  of  heat,  the  vis  viva  of  the  molecules  is 
increased, .and  ultimately  a  point  is  reached  at  which  the  molecular  attraction 
is  not  sufficient  to  retain  the  body  in  the  solid  state.  A  new  phenomenon  is 
then  produced ;  melting  or  fusion  takes  place ;  that  is,  the  body  passes  from 
the  solid  into  the  liquid  state. 

Some  substances,  however,  such  as  paper,  wood,  wool,  and  certain  salts, 
do  not  fuse  at  a  high  temperature,  but  are  decomposed.  Many  bodies  have 
long  been  considered  refractory — that  is,  incapable  of  fusion  ;  but,  in  pro- 
portion as  it  has  been  possible  to  produce  higher  temperatures,  their  number 
has  diminished.  Gaudin  succeeded  in  fusing  rock  crystal  by  means  of  a 
lamp  fed  by  a  jet  of  oxygen  ;  and  Despretz,  by  combining  the  effects  of  the 
sun,  the  voltaic  battery,  and  the  oxy-hydrogen  blowpipe,  melted  alumina 
and  magnesia,  and  softened  carbon  so  as  to  be  flexible,  which  is  a  condition 
near  that  of  fusion. 

It  has  been  found  experimentally  that  the  fusion  of  bodies  is  governed 
by  the  two  following  laws  : — 

I.  Every  substance  begins  to  fuse  at  a  certain  temperature y  which  is 
invariable  for  each  substance  ^if  the  pressure  be  constant, 

II.  Whatever  be  the  intensity  of  the  source  oj  heat^  from  the  moment 
fusion  begins  y  the  temperature  of  the  body  ceases  to  rise,  and  remains  cotistant 
until  the  fusion  is  complete. 


Melting  points  of  certain  substances 


Ethylene  . 
Ammonia . 
Mercury  . 
Oil  of  turpentine 
Bromine  . 
Ice    . 

Nitrobenzene    . 
Formic  acid 
Acetic  acid 
Butter 
Rubidium 


-169° 

Phosphorus 

■       44^ 

-75 

Spermaceti 

•      49 

-38-8 

Potassium 

•      55 

-27 

Margaric  acid  . 

57 

-12 

Stearine   . 

60 

0 

White  wax 

.      65 

+  3'0 

Wood's  fusible  metal 

6S 

8-5 

Stearic  acid 

70 

17 

Sodium     .        .        .        . 

•      90 

ZZ 

Rose's  fusible  metal . 

94 

39 

Sulphur    .        .        .        , 

114 
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Benzoic  acid 

iao° 

Magnesium 

750- 

Indium 

176 

850 

Tin  . 

Z28 

Silver       . 

954 

Bismuth   . 

246 

Gold 

1035 

Cadmium . 

321 

Copper     . 

1054 

Lead 

335 

Iron. 

1500 

Zinc  . 

422 

Platinum  . 

1775 

Antimony 

450 

Iridium     . 

1950 

Arsenic     . 

500 

Some  substances  pass  from  the  solid  to  the  liquid  state  without  showing 
any  definite  melting  point  ;  for  example,  glass  and  iron  become  gradually 
softer  and  softer  when  heated,  and  pass  by  imperceptible  stages  from  the 
solid   to   the  liquid   condition.     Hiis   inter- 
mediate condition  is  sfioken  of  as  the  state 
tA  vitreous  fusion.     Such  substances  maybe 
said  to  melt  at  the  lowest  temperature  at 
which  perceptible  softening  occurs,  and  lo  be 
fully  melted  when  the  further  elevation  of 
temperature  does  not  make  them  more  fluid  ; 
but  no  precise  temperature  can  be  given  as 
their  melting  points. 

The  determination  of  the  melting  point 
of  a  body  is  a  matter  of  considerable  im- 
portance in  fixing  the  identity  of  many  che- 
mical compounds,  and  is  moreover  a  point 
of  frequent  practical  application  in  deter- 
mining the  commercial  value  of  tallow  and 
other  fats. 

It  is  done  as  follows  :— A  portion  of  the 
substance  is  melted  in  a  watch-glass,  and  a 
small  quantity  of  it  sucked  into  a  fine  capil- 
lary tube,  which  is  then  placed  in  a  bath 
of  clear  water  (fig.  316)  attached  to  a  ther- 
momeier,  and  the  temperature  of  the  bath 
is  gradually  raised  until   the  substance  is  Fig.  316. 

completely  melted,  which  from  its  small  mass 

is  very  easily  observed.    I'he  bath  is  then  allowed  to  cool,  and  the  solidi- 
fying point  noted  ;and  themeanofthe  twois  taken  as  the  true  melting  point.. 

339-  Xnllnenoe  or  preasare  on  Uie  ^etUiiB  point. — Lord  Kelvin  and 
Clausius  have  deduced  from  the  principles  of  the  mechanical  theory  of  heat 
that,  with  an  increase  of  pressure,  the  melting  point  of  a  body  must  be  raised. 
All  bodies  which  expand  on  passing  from  the  solid  to  the  liquid  state  have 
10  perform  external  work — namely,  to  raise  the  pressure  of  the  atmosphere 
by  the  amount  of  this  expansion.  Under  ordinary  circumstances,  the 
amount  of  external  work  which  solids  and  liquids  thus  perform  is  so  small 
that  it  may  be  neglected.  But,  if  the  external  pressure  be  increased,  the 
power  of  overcoming  it  can  only  be  obtained  by  an  increase  of  vis  viva  of 
the  molecules.    The  increase  can  do  more  work  ;  the  temperature  of  fusion. 


;20 

nd  the  heat  of  fusio 
f  pressure  on  the  m 
g.  317,  in  which  act 
lear,  in  the  parts  ca 
'ith  mercury,  it  was 
t  i  and  some  of  the 
opened,  and  the  wl- 
pon  which  a  was  a^ 
When  the  tube  w; 
iclting  point  of  the 
hich  could  be  accur 
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Fig.  319. 


lieat— namely,  in  breaking  up  the  crystalline  aggregates.     Yet  these  differ- 
ences of  temperature  must  be  but  small,  for  the  molecular  forces  in  solids 
preponderate  &r  over  the  external  pressure  ;  the  internal  work  is  far  greater 
:  Aan  the  external. 

Lord  Kelvin  found  that  increase  of  pressure  lowered  the  melting  point 
laf  ice.  The  apparatus  consisted  of  a  piezometer  (fig.  319);  a  stout 
i  leaden  ring  divided  the  vessel  into  two  compartments,  the 
ipper  one  of  which  contained  water  and  the  lower  one 
crashed  ice,  which  was  thus  prevented  from  rising.  This 
abo  served  to  support  a  thermometer  enclosed  in  a  very 
'Moot  tube,  and  a  manometer  with  compressed  air.  The 
pressures  were  exerted  by  means  of  a  screw  piston  V. 

Lord  Kelvin  thus  found  that  pressures  of  8*1  and  16  8 
itmospheres  lowered  the  melting  point  of  ice  by  0-059°  and 
ei26**  respectively.  These  results  justify  the  theoretical 
frevisions  of  his  brother,  Prof.  J.  Thomson,  according  to 
.%ikich  an  increase  of  pressure  of  n  atmospheres  lowers  the 
helting  point  of  ice  by  o-oorji^  C.,so  that  a  pressure  of  135  atmospheres,  or 
piboQt  2,000  pounds  to  the  square  inch,  would  lower  the  melting  point  1°  C. 
■  This  lowering  of  the  melting  point  is  also  shown  by  the  experiment  of 
|lousson  (fig.  319).  The  apparatus  consists  of  a  stout  steel  tube  closed 
one  end  by  a  screw  and  with  a  screw  piston  at  the  other  (fig.  319).  The 
is  filled  with  water  and  a  metal 
!t  introduced.  When  the  appa- 
is  closed  it  is  inverted  so  that 
bullet  rests  on  the  piston,  and 
thus  in  a  freezing  mixture  ; 
water  freezes  and  presses  the 
against  the  piston.  This  is 
tn  turned  again,  and  pressure  is 
iually  applied  by  turning  the 
ilc  of  the  screw.  When  the 
w  screw  is  opened  the  copper 
£i]ls  out,  and  is  followed  by  a 
cylinder  of  ice  which  must 
been  formed  at  the  moment 
opening.  Hence  the  ice  must, 
pressure  estimated  at  13,000 
spheres,  have  been  converted 
water  at  about  —  18°  C. 
This  influence  is  likewise  readily 

lonstrated  by  an  experiment  of  Von  Helmholtz  (fig.  320).     Water  is 
in  a  fiask  until  all  air  is  expelled,  and  it  is  then  closed.     It  is  after- 
placed  in  a  freezing  mixture  so  that  some  ice  forms  inside.     This  is 
allowed  to  melt  again  in  great  part,  and  the  fiask  is  placed  in  a  vessel 
water  containing  lumps  of  ice.     It  is  then  found  that  the  still  unfrozen 
er  inside  the  flask  freezes  while  that  of  the  outside  is  melting. 
340.  Alloys.    Hazes. — Alloys  are  generally  more  fusible  than  any  of 
metals  of  which  they  are  composed  ;  for  instance,  an  alloy  of  5  parts  of 
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tin  and  i  of  lead  fuses  at  194^.  The  alloy  known  as  Ros^s  fusible  tnetaly 
which  consists  of  4  parts  of  bismuth,  i  part  of  lead,  and  i  of  tin,  melts  at 
94^,  and  an  alloy  of  i  or  2  parts  of  cadmium  with  2  parts  of  tin,  4  parts  of 
lead,  and  7  or  8  parts  of  bismuth,  known  as  Wood's  fusible  metal,  melts 
between  66^  and  71^  C.  An  alloy  of  potassium  and  sodium  in  equivalent 
proportions  is  liquid  at  the  ordinary  temperature.  Fusible  alloys  are  of 
extended  use  in  soldering  and  in  taking  casts.  Steel  melts  at  a  lower  tempera- 
ture than  iron,  though  it  contains  carbon,  which  is  almost  completely  infusible. 

Mixtures  of  the  fatty  acids  melt  at  lower  temperatures  than  the  pure  acids. 
A  mixture  of  the  chlorides  of  potassium  and  of  sodium  fuses  at  a  lower  tem- 
perature than  either  of  its  constituents  ;  the  same  is  the  case  with  a  mixture 
of  the  carbonates  of  potassium  and  sodium,  especially  when  they  are  mixed 
in  the  proportion  of  their  chemical  equivalents. 

An  application  of  this  property  is  met  with  m  the  case  oi fluxes^  which  are 
much  used  in  metallurgical  operations.  They  consist  of  substances  which, 
when  added  to  an  ore,  partly  by  their  chemical  action,  help  the  reduction 
of  the  substance  to  the  metallic  state,  and,  partly,  by  presenting  a  readily 
fusible  medium,  promote  the  agglomeration  of  the  individual  particles  with 
the  formation  of  a  mass  of  metal  or  regulus, 

341.  &atant  beat. — Since,  during  the  passage  of  a  body  from  the  solid 
to  the  liquid  state,  the  temperature  remains  constant  until  the  fusion  is  com- 
plete, whatever  be  the  intensity  of  the  source  of  heat,  it  must  be  concluded 
that,  in  changing  their  condition,  bodies  absorb  a  considerable  amount  of 
heat,  the  only  effect  of  which  is  to  maintain  them  in  the  liquid  state.  This 
heat,  which  is  not  indicated  by  the  thermometer,  is  called  IcUent  heat  or 
latent  heat  of  Jusion^  an  expression  which,  though  not  in  strict  accordance 
with  modem  ideas,  is  convenient  from  the  fact  of  its  universal  recognition 
and  employment  (461). 

An  idea  of  what  is  meant  by  latent  heat  may  be  obtamed  from  the  follow- 
ing experiment : — If  a  pound  of  water  at  80°  is  mixed  with  a  pound  of  water 
at  zero,  the  temperature  of  the  mixture  is  40^  But  if  a  pound  of  pounded  ice 
at  zero  is  mixed  with  a  pound  of  water  at  80^,  the  ice  melts  and  two  pounds 
of  water  at  zero  are  obtained.  Consequently  the  mere  change  of  a  pound  of 
ice  to  a  pound  of  water  at  the  same  temperature  requires  as  much  heat  as 
will  raise  a  pound  of  water  through  80^.  This  quantity  of  heat  represents 
the  latent  heat  of  the  fusion  of  ice,  or  the  latent  heat  of  water. 

Every  liquid  has  its  own  latent  heat,  and  in  the  chapter  on  Calorimetry 
we  shall  show  how  this  is  determined. 

342.  Solotioii. — A  body  is  said  to  dissolve  when  it  becomes  liquid  in 
consequence  of  an  attraction  between  its  molecules  and  those  of  a  liquid. 
Gum  arabic,  sugar,  and  most  salts  dissolve  in  water.  The  weight  dissolved 
usually  increases  with  the  temperature,  as  is  seen  from  the  following  table: — 


Common  Salt 


NitK 


Sodium  Sulphate  Copper  Sulphate  >  Lime  Sulphate 


O* 


35       13 
20      37       21 

100      40      247 


53 
42 


32 

115 

42 

131 

203 

654 
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When  a  liquid  has  dissolved  as  much  as  it  can  at  a  particular  tempera- 
ture, it  is  said  to  be  saturated. 

When  a  salt  dissolves  in  water  it  may  be  supposed  that  the  vibrations  of 
its  bounding  molecules,  which  are  in  contact  with  the  solvent,  possibly  owing 
to  the  attraction  of  the  solvent,  or  owing  to  capillarity,  increase  their  amplitude 
so  that  they  get  beyond  the  sphere  of  action  of  the  other  molecules  of  the 
salt,  and  thereby  assume  a  progressive  motion  like  the  molecules  of  a  gas. 
Like  them  they  then  exert  a  pressure  against  the  sides  of  the  containing 
vessel,  and  which  is  called  osmotic  pressure  (139). 

During  solution,  as  well  as  during  fusion,  a  certain  quantity  of  heat  always 
becomes  latent,  and  hence  it  is  that  the  solution  of  a  substance  usually 
produces  a  diminution  of  temperature.  In  certain  cases,  however,  instead 
of  the  temperature  being  lowered,  it  actually  rises,  as  when  caustic  potash 
is  dissolved  in  water.  This  depends  upon  the  fact  that  two  simultaneous 
and  contrary  phenomena  are  produced.  The  first  is  the  passage  from  the 
solid  to  the  liquid  condition,  which  always  lowers  the  temperature.  The 
second  is  the  chemical  combination  of  the  body  dissolved  with  the  liquid, 
and  which,  as  in  the  case  of  all  chemical  combinations,  produces  an  increase 
of  temperature.  Consequently,  as  the  one  or  the  other  of  these  effects  pre- 
dominates, or  as  they  are  equal,  the  temperature  either  rises  or  sinks,  or 
remains  constant 

343.  BoUdUleation. — Solidification  or  congelation  is  the  passage  of  a 
body  from  the  liquid  to  the  solid  state.  This  phenomenon  is  regulated  by 
the  two  following  laws  : — 

I.  Every  body^  under  the  same  pressure y  solidifies  at  a  fixed  temperature^ 
which  is  the  same  as  that  of  fusion. 

II.  From  the  commencement  to  the  end  of  the  solidification^  the  tempera- 
ture of  a  liquid  remains  constant. 

Certain  bodies,  more  especially  some  of  the  fats,  present  an  exception  to 
the  first  Jaw,  in  so  far  that  by  repeated  fusions  they  seem  to  undergo  a 
molecular  change  which  alters  their  melting  point. 

The  second  law  is  the  consequence  of  the  fact  that  the  latent  heat 
absorbed  during  fusion  becomes  free  at  the  moment  of  solidification. 

The  application  of  the  very  low  temperatures  which  can  now  be  so  readily 
procured  has  lessened  the  number  of  those  liquids  which  it  was  formerly 
thought  could  not  be  solidified.  By  allowing  liquid  ethylene  (382)  to  boil  in 
a  vacuum,  WroWewski  and  Olszewski  obtained  a  temperature  of  - 136°. 
They  observed  that  carbon  disulphide  solidified  at  —  116°  and  fused  again  at 
about  —1 10^.  Absolute  alcohol  became  viscid  at  -129*^  and  solidified  at 
-1 30*5°.     Pure  ether  solidifies  at  — 129°. 

Water  containing  a  salt  dissolved  always  solidifies  below  zero  ;  the  de- 
pression of  the  freezing  point  is  proportional  to  the  weight  of  salt  dissolved* 
at  any  rate  for  weak  solutions.    This  is  known  as  Blagdetis  law. 

If  several  salts  which  have  no  chemical  action  on  each  other  be  dis- 
solved in  a  given  weight  of  water,  the  lowering  of  the  freezing  point  is  the 
sam  of  the  depressions  which  each  of  them  would  produce  separately  if 
dissolved  in  the  same  quantity  of  water. 

When  the  numbers  observed  in  any  experiment  of  this  kind  do  not  agree 
with  those  calculated,  this  points  to  the  occurrence  of  some  chemical  action 
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between  ihe  substances  dissolved,  and  the  observation  of  such  deviations 

has  been  of  great  use  in  questions  of  chemical  statics. 

The  elaborate  researches  of  Raoult  on  the  tempreraturc  of  solidification 

of  solutions  of  bodies  ld  water  and  other  solvents  have  led  to  important  con- 
clusions. The  temperature  at  which 
a  solution  solidiiies,  or  its  freezing' 
point,  is  always  lower  than  that  of 
the  puresolvent.  If  Pbe  the  weight 
in  grammes  of  any  substance  dis- 
solved in  loo  grammes  of  a  solvent, 
and  C  be  the  depression  in  the  free- 
ing point  observed,  then  ^  =  A  is 
the  depression  which  would  be  pro- 
duced by  dissolving  one  gramme 
of  the  substance  in  loo  grammes, 
and  is  known  as  the  cotfficient  of 
depression. 

A  comparison  of  the  values  for 
A  for  various  substances  and  the 
same  solvent  shows  that  they  differ 
considerably  ;  ihis  is  not  so  if  we 
compare  the  depressions  produced 
by  molecular  weights  of  the  sub- 
stances. That  is,  if  we  multiply  the 
value  of  A  in  the  above  equation  by 
M,  the  molecular  weight  of  the  sub- 
stance dissohed,  we  obtain  the  de- 
pression which  would  be  produced 
by  dissolving  one  molecule  of  a 
body  in  ;oo  grammes  of  the  solvent, 
or  the  coefficient  of  molecultir  de- 
pression \  this  is  called  T,  and  we 

Now  it  is  found  that  in  a  very 

large  number  of  cases  the  value  of 

T,  for  one  and  the  same  solvent,  is 

a   constant    number ;    it    has    the 

value   19  for  water,   39  for  glacial 

acetic  acid,  and  49  for  benzene. 

This  relation  makes  it  possible 

'^''  to  calculate  the  molecular  weight 

of  asolid  in  solution  bymeans  of  asimple  determination  of  the  freezing  point 

of  a  solution,  which  is  effected  by  means  of  the  apparatus  represented  in 

fig.  321.    The  solvent  is  contained  in  the  vessel  A,  and  the  substance  to  be 

investigated  is  introduced  by  the  lateral  aperture  A'.    A  is  surrounded  by  a 

wide  glass  tube  B  containing  air,  and  this  again  is  placed  in  a  wider  vessel  C 

which  contains  the  freezing  mixture  ;  for  experiments  with  benzene  or  glacial 
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acetic  acid  as  a  solvent,  this  is  bruised  ice,  and  with  water  a  mixture  of  ice 
and  salt    The  liquid  from  these  may  be  drawn  off  by  a  syphon  placed 
through  b.     In  A  is  a  platinum  stirrer  r,  and  a  delicate  thermometer  D 
indicating  the  ^oi  ^  degree.     C  is  also  a  stirrer. 

Since  C  and  P  are  known,  M  is  determined  from  the  formula 

PT 


M  = 


-40 


SO 


20 


:10 


where  T  is  the  constant  for  the  particular  solvent  employed,  which  is  ordinary 
glacial  acetic  acid  in  the  majority  of  cases. 

344.  CrystalUsatloii. — Generally  speaking,  bodies  which  pass  slowly 
firom  the  liquid  to  the  solid  state  assume  regular  geometrical  forms,  such  as  the 
cube  prisms,  rhombohedra,  &c. ;  these  are  called  ctystais.  If  the  crystals  are 
formed  from  a  body  in  fusion,  such  as  sulphur  or  bismuth,  the  crystallisa- 
tion is  said  to  take  place  by  the  dry  way.  The  crystallisation  is 
said  to  be  by  the  moist  way  when  it  takes  place  owing  to  the 
slow  evaporation  of  a  solution  of  a  salt,  or  when  a  solution 
saturated  at  a  higher  temperature  is  allowed  to  cool  slowly. 
Snow,  ice,  and  many  salts  present  examples  of  crystallisation. 

345.  Hetmrdatlon  oftbe  point  of  soUdilloatloii. — The  freezing 
point  of  pure  water  can  be  diminished  by  several  degrees,  if  the 
water  be  previously  freed  from  air  by  boiling  and  be  then  kept 
in  a  perfectly  still  place.  In  fact,  it  may  be  cooled  to  —15**  C., 
and  even  lower,  without  freezing.  But  when  it  is  slightly  agitated, 
Ac  liquid  at  once  solidifies.  This  may  be  conveniently  shown  by 
means  of  the  apparatus  represented  in  fig.  322,  which  consists  of 
a  delicate  thermometer,  round  the  bulb  of  which  is  a  wider  one 
containing  some  water.  Before  sealing  at  a  the  whole  outside 
bulb  was  filled  with  water,  which  was  then  boiled  out  and  sealed 
so  that  over  the  water  the  space  is  quite  empty.  This  is  clamped 
m  a  retort  stand,  and  ether  is  dropped  on  it,  that  which  has 
dropped  off,  and  become  colder,  being  used  over  and  over 
again.  In  this  way  the  temperature  may  soon  be  reduced  to  —  6®, 
and  if  then  the  bulb  be  shaken  part  of  the  water  freezes  and  the 
temperature  rises  to  zero.  The  smaller  the  quantity  of  liquid,  the 
lower  is  the  temperature  to  which  it  can  be  cooled,  and  the  greater 
the  mechanical  disturbance  it  supports  without  freezing.  Foumet 
has  observed  the  frequent  occurrence  of  mists  formed  of  particles 
of  liquid  matter  suspended  in  an  atmosphere  whose  temperature 
was  10"  or  even  15**  below  zero. 

A  very  rapid  agitation  also  prevents  the  formation  of  ice. 
The  same  is  the  case  with  all  actions  which,  hindering  the  "^ 
fflolccules  in  their  movements,  do  not  permit  them  to  arrange  ^'  ^'** 
themselves  in  the  conditions  necessary  for  the  solid  state.  Despretz  was 
able  to  lower  the  temperature  of  water  contained  in  fine  capillary  tubes  to 
-  20°  without  their  solidifying.  This  experiment  shows  how  it  is  that  plants 
in  many  cases  do  not  become  frozen  even  during  severe  cold,  as  the  sap  is 
contsdned  in  ver>'  fine  capillary  vessels. 

If  water  contains  salts,  or  other  foreign  bodies,  its  freezing  point  is 


v- 


1 1 


I 


i 

1 


I 


i 

i 

I 

t 

■  J 

I 


tl 

I 

I 


I 


t 

I 


rj 
1] 


^1 


\. 


• « ■ 


••I: 


I 


I  .;  I 


<    •   '  .  i  ■* 

I    ••    f   " 

■        111  • 

•  •  1  *  r  •■ 

ii    i'  •  ^   • 


1: 


I 


ail'    '.  ' 
-   ,1.  Br  *■ 


I 

■   I 


326  On  Heat  W^ 

lowered.  Sea  water  freeies  at  —  2'S°  to  -3°  C. ;  the  ice  which  forms  is 
quite  pure,  and  a  saturated  solution  remains.  In  Finland  advantage  is  taken 
of  this  property  to  concentrate  sea  water  for  the  purpose  of  extracting  salt 
from  it.  If  water  contains  alcohol,  precisely  analogous  phenomena  are 
observed  ;  the  ice  formed  is  pure,  and  practically  ail  the  alcohol  is  contained 
in  the  residue. 

Dufour  has  observed  some  very  curious  cases  of  liquids  cooled  out  of 

contact  with  solid  bodies.     His  mode  of  experimenting  was  to  place  the 

liquid  in  another  of  the  same  specific  gravity  but  of  lower  melting  point, 

and  in  which  it  is  insoluble.     Drops  of  water,  for  instance,  suspended  in  a 

mixture  of  chloroform  and  oil,  usually  solidified  between   -4°  and  —12°, 

while  still  smaller  globules  cooled  down  to  —  18°  or  —30°,     Contact  with  a 

fragment  of  ice  immediately  set  up   congelation.     Globules  of  sulphur 

(which  solidifies  at  115°)  remained  liquid 

at    40° ;    and    globules    of    phosphorus 

(solidifying  point  42°)  at  JO", 

The  superfiision  of  phosphorus  may 
be  illustrated  by  the  experiment  repre- 
sented by  fig.  323.  A  long  test-tube 
containing  phosphorus.  A,  and  covered 
with  a  layer  of  water,  is  fixed  along  with 
a  thermometer  T  in  a  large  flask  con- 
taining water.  This  flask  is  raised  to  a 
temperature  of  about  44°,  at  which  the 
phosphorus  fuses,  and  is  then  withdrawn 
from  the  source  of  heat  ;  as  its  mass  is 
considerable,  it  cools  very  slowly,  and 
the  phosphorus  remains  liquid  even  at 
ordinary  temperatures.  A  glass  rod  may 
even  be  dipped  into  it  without  change  ; 
but  if  the  rod  be  rubbed  along  solid 
.  phosphorus  so  as  to  detach  a  small  par- 
ticle, it  at  once  brings  about  solidification 
if  dipped  in  the  melted  mass. 
Fig.  jaj.  When  a  liquid  solidifies  afrer  being 

.cooled  below  its  norttial  freezing  point, 
the  solidification  takes  place  very  rapidly,  and  is  accompanied  by  a  disen- 
gagement of  heat,  which  is  siifficicnt  10  raise  its  temperature  from  the  point 
at  which  solidification  begins  up  to  its  ordinary  freezing  point.  This  is 
well  seen  in  the  case  of  hyposulphite  of  sodium,  which  melts  in  its  own 
water  of  crystallisation  at  45°,  and  when  carefully  cooled  will  reniain  liquid 
at  the  ordinary  temperature  of  the  atmosphere.  If  it  then  be  made  to 
solidify  by  agitation,  or  by  adding  a  small  fragment  of  the  solid  salt,  the 
rise  of  temperature  is  distinctly  felt  by  the  hand.  In  this  case  the  heat, 
which  had  become  latent  in  the  process  of  liquefaction,  again  becomes  free, 
and  a  portion  of  the  substance  remains  melted  ;  for  it  is  kept  liquid  by  the 
heat  of  solidification  of  that  which  has  solidified. 

346.  Obanye   of  Tolnme    on    aoUlUfloatlon   and  UanefhoUon. — The 
rale  of  expansion  of  bodies  generally  increases  as  they  approach  their 
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melting  points,  and  is  in  most  cases  followed  by  a  ftirlher  expansion  al  the 
moment  of  liquefaction,  so  that  the  liquid  occupies  a  greater  volume  than 
the  solid  from  which  it  is  fonned.  The  apparatus  represented  in  fig.  324  is 
well  adapted  for  exhibiting  this  phenomenon.  It  consists  of  a 
^ass  tube,  a*,  containing  water  or  some  other  suitable  liquid,  to 
irhich  is  carefully  fitted  a  cork  with  a  graduated  glass  lube  c. 
This  forms,  in  fact,  a  thermometer,  and  the  values  of  the  degrees 
on  the  tube  c  are  determined  in  terms  of  the  capacity  of  the  whole 
apparatus.  A  known  volume  of  the  substance  is  placed  in  the 
tube  on  and  the  cork  inserted  ;  the  apparatus  is  then  placed  in  a 
space  at  a  temperature  very  little  below  the  melting  point  of  the 
body  in  question,  until  it  has  acquired  its  temperature,  and  the 
position  of  the  liquid  in  c  is  noted.  The  temperature  is  then 
allowed  to  rise  slowly,  and  the  position  noted  when  the  melting  is 
complete.  Knowing  then  the  difference  in  the  two  readings  and 
the  volume  of  the  substance  under  experiment,  and  making  a 
correction  for  the  expansion  of  the  liquid  and  of  the  glass,  it  is 
easy  to  deduce  the  increase  due  to  the  melting  alone.  Phos- 
phorus, for  instance,  increases  about  3*4  per  cent,  on  liquefaction  ; 
that  is,  100  volumes  of  solid  phosphorus  at  44.°  (the  melting  point) 
become  io3'4  at  the  same  temperature  when  melted.  Sulphur 
expands  about  J  per  cent,  on  liquefying,  and  stearic  acid  about 
II  per  cent. 

Water   presents   a    remarkable  exception  ;   it  expands   at  the 
moment  of  solidifying,  or  contracts  on  melting,  by  about  10  per 
cent.     One  volume  of  ice  at  0°  gives  o'9i78  of  water  at  0°,  or  1 
volume  of  water  at  0°  gives  i-ioa  of  ice  at  the  same  temperature.       *'  ''* 
In  consequence  of  (his  expansion,  ice  floats  on  the  sur&ce  of  water.     Accord- 
ing to  Dufour,  the  specific  gravity  of  ice  is  o'9i78  ;  Bunsen  found  for  ice 
which  had  been  made  from  water  freed  from  air  by  boiling  the  somewhat 
smaller  number  0-91674. 

The  increase  of  volume  in  the  formation  of  ice  is  accompanied  by  an 
expansive  force  which  sometimes  produces  powerful  mechanical  effects,  of 
which  the  bursting  of  water-pipes  and  the  breaking  of  jugs  containing  water 
are  &miliar  examples.  The  splitting  of  stones,  rocks,  and  the  swelling  up 
of  moist  ground  during  frost,  are  caused  by  the  fact  that  water  penetrates 
into  the  pores  and  there  becomes  frozen  ;  in  short,  the  great  expansion  of 
water  on  fireezing  is  the  most  active  and  powerful  agent  of  disintegration  on 
the  earth's  sur&ce. 

The  expansive  force  of  ice  was  strikingly  shown  by  some  experiments  of 
Major  Williams,  in  Canada.  Having  quite  filled  a  13-inch  iron  bomb-shell 
with  water,  he  firmly  closed  the  touch-hole  with  an  iron  plug  weighing  three 
pounds  and  exposed  it  in  this  state  to  the  frost  AAer  some  time  the  iron 
plug  was  forced  out  with  a  loud  explosion,  and  thrown  to  a  distance  of 
41S  feet,  and  a  cylinder  of  ice  8  inches  long  issued  from  the  opening.  In 
another  case  the  shell  burst  before  the  plug  was  driven  out,  and  in  this  case 
a  sheet  of  ice  spread  out  all  round  the  crack  (fig.  325).  It  is  probable  that 
under  the  great  pressure  some  of  the  water  still  remained  liquid  up  to  the 
time  at  which  the  resistance  was  overcome ;  that  it  then  issued  from  the 
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a  liquid  state,  but  at  a  temperature  below  o° 

o  solidify  when  the  pressure  was  removed, 

shape  of  the  orifice  whence  it  issi 

Cast-iron,  bismuth,  and  antim 

ing,  like  water,  and  can  thus  be 

■  1,  silver,  and  copper  contract,  a 

metals  cannot  be  cast,  but  mu 

Fi|.  jgj.  An  iron  tube  filled  with  molten 

a  screw,  is  broken  as  the  bismuth 

This  increase  of  volume  when  liquids  solidify,  and 
I  melting  again,  in  the  case  of  water  and  sotne  otht 
ch  as  bismuth,  are  probably  due  to  the  fact  that  sue 

small  crystalline  masses,  which  are  grouped  in 
terstices  ate  formeiL    When  the  liquid  melts  these 

the  mobility  of  the  molecules,  and,  notwithstan 
nich  each  individual  group  takes  up,  owing  to  exp 
icrease  of  volume. 

347.  rreealnr  miztorea. — The  absorption  of 
idies  from  the  solid  to  the  liquid  state  has  been  U£ 
>ld.  This  is  ejected  by  mixing  together  bodies  w: 
ch  other,  and  of  which  one  at  least  is  solid,  such 
id  a  salt,  or  on  acid  and  a  salt.  Chemical  affinity 
e  portion  which  melts  robs  the  rest  of  the  mixture 
nsible  heat,  which  thus  becomes  latent.  In  man; 
lie  diminution  of  tempierature  is  produced. 

The  following  table  gives  the  names  of  the  subst 
irtions,  and  the  corresponding  diminutions  of  temj 


Sulphate  of  sodium 

n 

Hydrochloric  acid . 

Pounded  ice  or  snow     . 

?} 

Common  salt 

Sulphate  of  sodium 

i) 

Dilute  nitric  acid  . 

Sulphate  of  sodium 

'1 

s[ 

Dilute  nitric  acid  . 

4-1 

Phosphate  of  sodium 

'; 

Dilute  nitric  acid  . 

4/ 

If  the  substances  taken  be  themselves  previous 
ore  considerable  diminution  of  temperature  is  occa 

Freezing  mixtures  are  frequently  used  in  chemi 
imestic  economy.  One  form  of  the  portable  ice-r 
.ve  come  into  use  during  the  last  few  years  coi 
Btallic  vessel  divided  into  four  concentric  comparl 
le  is  placed  the  water  to  be  frozen ;   in  the  next 
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mixture,  which  usually  consists  of  sulphate  of  sodium  and  hydrochloric  acid  ; 
6  pounds  of  the  former  and  5  of  the  latter  will  make  5  to  6  pounds  of  ice  in 
an  hour.  The  third  compartment  also  contains  water,  and  the  outside  one 
contains  some  badly  conducting  substance,  such  as  cotton,  to  cut  off  the 
influence  of  the  external  temperature.  The  best  effect  is  obtained  when 
pretty  lai^ge  quantities  (2  or  3  pounds)  of  the  mixture  are  used,  and  when 
the  ingredients  are  intimately  mixed.  It  is  also  advantageous  to  use  the 
machines  for  a  succession  of  operations. 

348.  Outbrie's  researolieB. — It  appears  from  the  experiments  of  the  late 
Dr.  Guthrie  that  what  are  called  freezing  mixtures  may  be  divided  into  two 
classes — namely,  those  in  which  one  of  the  constituents  is  liquid  and  those 
in  which  both  are  solid.  The  temperature  indicated  by  the  thermometer 
placed  in  a  freezing  mixture  is,  of  course,  due  to  the  loss  of  heat  by  the 
thermometer  to  the  liquefying  freezing  mixture,  and  is  measured  by  the  rate 
of  such  loss.  The  quantity  of  heat  absorbed  by  the  freezing  mixture  is 
obviously  the  heat  required  to  melt  the  constituents,  together  with  ( ±  )  the 
heat  of  combination  of  the  constituents.  When  one  constituent  is  liquid, 
as  when  hydrochloric  acid  is  added  to  ice,  then  a  lower  temperature  is  got 
by  previously  cooling  the  hydrochloric  acid.  There  is  no  advantage  in 
cooling  the  ice.  But  when  both  constituents  are  solid,  as  in  the  case  of  the 
ice-salt  freezing  mixture,  there  is  no  advantage  to  be  gained  by  cooling  one  or 
both  constituents.  Within  very  wide  limits  it  is  also  in  the  latter  case  a  matter 
of  indifference  as  to  the  ratio  between  the  constituents.  Nor  does  it  matter 
whether  the  ice  is  finely  powdered  as  snow  or  in  pieces  as  large  as  a  pea. 

The  different  powers  of  various  salts  when  used  in  conjunction  with  ice 
as  freezing  mixtures  appear  to  have  remained  unexplained  until  Guthrie 
showed  that,  with  each  salt,  there  is  always  a  minimum  temperature  below 
which  it  is  impossible  for  an  aqueous  solution  of  any  strength  of  that  salt  to 
exist  in  the  liquid  form  ;  that  there  is  a  certain  strength  of  solution  for  each 
salt  which  resists  solidification  the  longest,  that  is,  to  the  lowest  temperature. 
Weaker  solutions  give  up  ice  on  being  cooled,  stronger  solutions  give  up 
the  salt  either  in  the  anhydrous  state  or  in  combination  with  water.  That 
particular  strength  of  a  particular  salt  which  resists  solidification  to  the 
lowest  temperature,  is  called  by  Guthrie  a  cryohydrate.  It  is  of  such  a 
strength  that  when  cooled  below  0°  C.  it  solidifies  as  a  whole  ;  that  is,  the 
ice  and  the  salt  solidify  together  and  form  crystals  of  constant  composition 
and  constant  melting  and  the  same  solidifying  temperatures.  The  liquid 
portion  of  a  freezing  mixture,  as  long  as  the  temperature  is  at  its  lowest,  is, 
indeed,  a  melted  cryohydrate.  The  slightest  depression  of  temperature  below 
this  causes  solidification  of  the  cryohydrate,  and  hence  the  temperature  can 
never  sink  below  the  solidifying  temperature  of  the  cryohydrate. 

Guthrie  also  showed  that  colloid  bodies,  such  as  gum  and  gelatine,  neither 
raise  the  boiling  point  of  water  nor  depress  the  solidifying  point,  nor  can 
they  act  as  elements  in  freezing  mixtures. 

VAPOURS.      MEASUREMENT  OF  THEIR  TENSION 

349.  VapoarB. — We  have  already  seen  (i  52)  that  vapours  are  the  aeriform 
fluids  into  which  volatile  substances,  such  as  ether,  alcohol,  water,  and 
mercury,  are  changed  by  the  absorption  of  heat.     Volatile  liquids  are  those 
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which  thus  possess  the  property  of  passing  into  the  agrifortn  state,  xnAJixtd 
liquids  are  those  which  do  not  form  vapour  at  any  temperature  without 
undergoing  chemical  decomposition,  such  as  the  fatty  oils.  Ice  and  snow 
volatilise  in  closed  spaces,  forming  crystals  on  the  cooled  parts.  The  forma- 
tion of  vapour  is  thus  not  restricted  to  the  liquid  state,  and  in  some  bodies, 
such  as  arsenic,  the  boiling  point  is  below  the  freezing  point.  As  the  boiling 
point  is  raised  by  pressure,  it  is  possible  to  liquefy  such  bodies  also,  by 
applying  sufficient  pressure. 

Iodine  melts  at  104°  and  boils  at  175°  under  ordinary  pressure.  It  there- 
fore evaporates  after  melting  ;  but  at  i  pressure  of  250  mm.  its  boiling  point 
is  below  its  melting  point,  and  it  then  evaporates  without  melting.  Even  at 
ordinary  temperatures  a  considerable  quantity  I'olatilises  without  melting. 

Vapours  are  transparent,  like  gases,  and  generally  colourless  ;  there  are 
only  a  few  coloured  liquids  which  also  give  coloured  vapours. 

35a  VBporiHitioii.^The  passage  of  a  liquid  into  the  gaseous  state  is 
designated  by  the  general  term  vaporisation  ;  the  term  evaporation  espe- 
cially refers  to  the  slow  production  of  vapour  at  the  free  surface  of  a  liquid, 
and  boiling  to  its  rapid  production  in  the  mass  of  the  liquid  itself    We  shall 
presently  see  (363)  that  at  the  ordinary  atmospheric  pressure,  ebullition, 
like  fusion,  takes  place  at  a  definite  temperature.     This  is  not  the  case 
with  evaporation,  which  occurs  even  with  the  same  liquid  at  very  diflerent 
lemperatures,   although   the   formation    of   a   vapour 
seems  lo  cease  below  a  certain  point     Mercury,  for 
example,  gives  no  vapour  below  — 10°,  nor  sulphuric 
acid  below  30°. 

351.  BiKMlo  r«roa  of  TAponr.— Like  gases, 
vapours  have  a  certain  elastic  force,  in  virtue  of 
which  they  exert  pressures  on  the  sides  of  vessels  in 
which  they  are  contained.  The  clastic  force  of  vapour 
may  be  demonstrated  by  the  following  experiment ; — 
A  quantity  of  mercury  is  placed  in  a  bent  glass  tube 
{fig.  326),  the  shorter  leg  of  which  is  closed  ;  a  few 
drops  of  ether  are  then  passed  into  the  closed  leg  and 
the  tube  is  immersed  in  a  water  bath  at  a  temperature 
of  about  45°.  The  mercury  then  sinks  slowly  in  the 
short  branch,  and  the  space  ab  is  filled  with  a  gas 
which  has  all  the  appearance  of  air,  and  whose  elastic 
force  counterbalances  the  pressure  of  the  column  of 
mercury  cd,  and  the  atmospheric  pressure  on  d.  This 
gas  is  the  vapour  of  ether.  If  the  water  be  cooled, 
or  if  the  tube  be  removed  from  the  bath,  the  vapour 
which  fills  the  space  <d)  disappears,  and  the  drop  of 
ether  is  reproduced.  If,  on  the  contrary,  the  bath  be 
*■  '    ■  heated  still  higher,  the  level  of  the  mercury  descends 

below  *,  indicating  an  increase  in  the  elastic  force  of  the  vapour. 

353.  VoiTDBtloii  Of  TKponr  la  b  tbouiuii.— In  the  previous  experiment 
the  liquid  changed  very  slowly  into  the  vaporous  condition  ;  this  occurs  also 
when  a  liquid  is  freely  exposed  to  the  air.  In  both  cases  the  atmosphere  is 
an  obstacle  to  the  vaporisation.     In  a  vacuum  there  is  no  resistance,  and  the 
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as  is  seen  in  the  following  experiment : 
mercury,  are  immersed  in  the  same 
ves  as  a  barometer,  and  a  few  drops  of 
.■ely  introduced  into  the  tubes  B,  C,  D. 
)  depression  of  the  mercury  is  at  once 
:annot  be  caused  by  the  weight  of  the 
Taction  of  the  weight  of  the  displaced 
ion  of  some  vapour  whose  elastic  force 


le  depression  is  not  the  same  in  all  the 
:ohDl  than  of  water,  and  greater  with 
lently  obtain  the  two  following  laws  of 

ids  are  instantaneously  converted  into 

pours  of  different  Uguids  have  Sfferenl 

)f  ether  vapour  is  25  times  as  great  as 
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353.  Saturated  vapoar.  Masimiiiii  of  presBure. — When  a  very  small 
quantity  of  a  volatile  liquid,  such  as  ether,  is  introduced  into  a  barometer 
tube,  it  is  at  once  completely  vaporised,  and  the  mercurial  column  is  not 
depressed  to  its  full  extent ;  for  if  some  more  ether  be  introduced  the 
depression  increases.  By  continuing  the  addition  of  ether,  it  finally  ceases 
to  vaporise,  and  remains  in  the  liquid  state.  There  is,  therefore,  for  a  cer- 
tain temperature,  a  limit  to  the  quantity  of  vapour  which  can  be  formed  in 
a  given  space.  This  space  is  accordingly  said  to  be  saturated.  Further, 
when  the  vaporisation  of  the  ether  ceases,  the  depression  of  the  mercurial 
column  stops.  And  hence  there  is  a  limit  to  the  pressure  of  the  vapour,  a 
limit  which,  as  we  shall  presently  see  (354),  varies  with  the  temperature. 

To  show  that,  in  a  closed  space,  saturated  with  vapour  and  containing 
liquid  in  excess^  the  temperature  remaining  constant,  there  is  a  maximum  of 
pressure  which  the  vapour  cannot  exceed,  a  barometric  tube  is  used  which 
dips  in  a  deep  bath  (fig.  328).  This  tube  is  filled  with  mercury,  and  then  so 
much  ether  is  added  as  to  be  in  excess  after  the  Torricellian  vacuum  is 
saturated.  The  height  of  the  mercurial  column  is  next  noted  by  means  of 
the  scale  graduated  on  the  tube  itself.  Now,  whether  the  tube  be  depressed, 
which  tends  to  compress  the  vapour,  or  whether  it  be  raised,  which  tends  to 
expand  it,  the  height  of  the  mercurial  column  is  constant.  The  pressure  of 
the  vapour  remains  constant  in  the  two  cases,  for  the  depression  neither 
increases  nor  diminishes  it.  Hence  it  is  concluded  that  when  the  saturated 
vapour  is  compressed,  a  portion  returns  to  the  liquid  state  ;  that  when,  on 
the  other  hand,  the  pressure  is  diminished,  a  portion  of  the  excess  of  liquid 
vaporises,  and  the  space  occupied  by  the  vapour  is  again  saturated  ;  but  in 
both  cases  the  pressure  and  the  density  of  the  vapour  remain  constant. 

354.  Unsaturated  ▼aponrs. — From  what  has  been  said,  vapours  pre- 
sent two  very  different  states,  according  as  they  are  saturated  or  not  In 
the  first  case,  where  they  are  saturated  and  in  contact  with  the  liquid,  they 
differ  completely  from  gases,  since  for  a  given  temperature  they  can  neither 
be  compressed  nor  expanded  ;  their  elastic  force  and  their  density  remain 
constant 

In  the  second  case,  on  the.  contrary,  where  they  are  not  saturated,  they 
exactly  resemble  gases.  For  if  the  experiments  (fig.  329)  be  repeated,  only 
a  small  quantity  of  ether  being  introduced,  so  that  the  vapour  is  not  saturated, 
and  if  the  tube  be  then  slightly  raised,  the  level  of  the  mercury  is  seen  to  rise, 
which  shows  that  the  elastic  force  of  the  vapour  has  diminished.  Similarly, 
by  immersing  the  tube  still  more,  the  level  of  the  mercury  sinks.  The  vapour 
consequently  behaves  just  as  a  gas  would  do,  its  tension  diminishes  when  the 
volume  increases,  and  vice  versd  ;  and  as  in  both  cases  the  volume  of  the 
vapour  is  inversely  as  the  pressure,  it  is  concluded  that  unsaturated  vapours 
obey  Boyl^s  law. 

When  an  unsaturated  vapour  is  heated,  its  volume  increases  like  that  of 
a  gas  ;  and  the  number  o'oo366,  which  is  die  coefficient  of  the  expansion  of 
air,  may  be  taken  for  that  of  vapours. 

Hence  we  see  that  the  physical  properties  of  unsaturated  vapours  are 
comparable  with  those  of  gases,  and  that  the  formulae  for  the  compressibility 
and  expansibility  of  gases  (182  and  332)  also  apply  to  unsaturated  vapours. 

355'  Pressure  of  aqueous  vapour  below  arro. — In  order  to  measure 
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the  elastic  force  of  aqueous  vapour  below  zero,  Gay-Lussac  used  two  baro- 
meter tubes  filled  with  mercury,  and  placed  in  the  same  bath  (fig.  330).  The 
straight  tube,  A,  serves  as  a  barometer ;  the  other,  C,  is  bent,  so  that  part 
of  the  Torricellian  vacuum  can  be  surrounded 
by  a  freezing  mixture,  B  (347).  "When  a  little 
water  is  admitted  into  the  bent  tube,  the  level  of 
the  mercury  sinks  below  that  in  the  tube  A,  to 
an  extent  which  varies  with  the  temperature  of 
the  freezing  mixture. 
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These  depressions,  which  must  be  due  to 
the  pressure  of  aqueous  vapour  in  the  space  BC, 
show  that  even  at  very  low  temperatures  there 
is  always  some  aqueous  vapour  in  the  atmo- 
sphere. 

Although  in  the  above  experiment  the  part  B 
and  the  part  C  are  not  both  immersed  in  the 
freezing  mixture,  we  shall  presently  see  that 
when  two  communicating  vessels  are  at  different 
temperatures,  the  tension  of  the  vapour  is  the 
same  in  both,  and  always  corresponds  to  that  of 
the  lower  temperature. 

That    water    evaporates    even    below    zero  ^*2-  3^* 

follows  from  the  fact  that  wet  linen  exposed  to  the  air  during  frost  becomes 
first  stiff  and  then  dry,  showing  that  the  particles  of  water  evaporate  even 
after  the  latter  has  been  converted  into  ice. 

356.  Vressnre  of  aqaeons  vapour  between  sero  and  one  bnndred 
deffreee. — i.  Daltot^s  method,  Dalton  measured  the  elastic  force  of  aqueous 
vapour  between  0°  and  100°  by  means  of  the  apparatus  represented  in 
fig.  33 1.  Two  barometer  tubes,  A  and  B,  are  filled  with  mercury,  and  inverted 
in  an  iron  bath  full  of  mercury,  which  is  placed  on  a  furnace.  The  tube  A 
contains  a  small  quantity  of  water.  The  tubes  are  supported  in  a  cylindrical 
vessel  full  of  water,  the  temperature  of  which  is  indicated  by  the  thermometer. 
The  bath  being  gradually  heated,  the  water  in  the  cylinder  becomes  heated 
too ;  the  water  which  is  in  the  tube  A  vaporises,  and  in  proportion  as  the 
tension  of  its  vapour  increases,  the  mercury  sinks.  The  depressions  of  the 
mercury  corresponding  to  each  degree  of  the  thermometer  are  indicated  on 
the  scale  £,  and  in  this  manner  a  table  of  the  elastic  forces  between  zero  and 
100°  has  been  constructed. 

iL  Regnaul^s  method, — Dalton's  method  is  wanting  in  precision,  for  the 
liquid  in  the  cylinder  has  not  everywhere  the  same  temperature,  and  con- 
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sequently  ihe  exact  temperature  of  the  aqueous  vapour  is  not  shown. 
Regnault's  apparatus  is  a  modification  of  that  of  Dalton.  The  cylindrical 
vessel  is  replaced  by  a  large  cylindrical  zinc  drum,  MN  (fig.  331),  in  the 
bottom  of  which  are  two  lubulures.  The  tubes  A  and  B  pass  through  these 
tubulures,  and  are  fixed  by  caoutchouc  collars.  The  tube  containing  vapour, 
B,  is  connected  with  a  flask,  a,  by  means  of  a  brass  three-way  tube,  O.  The 
third  limb  of  this  tube  is  connected  with  a  drying  tube,  D,  containing 
pumice  charged  with  sulphuric  acid,  which  is  connected  with  the  air-pump. 


Fig.  3ja  Fig.  jji. 

When  the  flask  a  contains  some  water,  a  small  portion  is  distilled  into  B 
by  gently  heating  the  flask.  Exhausting,  then,  by  means  of  the  air-pump, 
the  water  distils  continuously  from  the  flask  and  from  the  barometric  tube 
towards  D,  which  condenses  the  vapour.  After  having  vaporised  some 
quantity  of  water,  and  when  it  is  thought  that  the  air  in  the  tube  is  with- 
drawn, the  capillary  tube  which  connects  B  with  the  three-way  tube  19 
sealed.  The  tube  B  being  thus  closed,  it  is  experimented  with  as  in  Dalton's 
method. 

The  drum,  MN,  being  filled  with  water,  is  gently  heated  by  a  spirit  lamp, 
which  is  screened  from  the  tubes  bj'  a  wooden  board.     By  meatts  of  a. 
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stirrer,  K,  all  parts  of  the  liquid  are  kept  at  the  same  temperature.  In  the 
side  of  the  drum  is  a  glass  window,  through  which  the  height  of  the  mercury 
in  the  tubes  can  be  read  off  by  means  of  a  caihetometer  ;  from  the  difference 
in  these  heights,  reduced  to  zero,  the  tension  of  vapour  is  deduced.  By 
means  of  this  apparatus,  the  elastic  force  of  vapour  between  0°  and  yi"  has 
been  determined  with  accuracy. 

357.  Vt«a»ra  of  ftqnaona  TaponTMboTa  anahnnared  devraea. — Two 
methods  have  principally  been  employed  for  determining  the  tension  of 
aqueous  vapour  at  temperatures  above  too°  ;  the  one  by  Dulong  and  Arago, 
b  1830,  and  the  other  by  Regnault,  in  1844. 

Fig.  333  represents  a  vertical  section  of  the  apparatus  used  by  Dulong 
and  Arago.  It  consisted  of  a  copper  boiler,  k,  with  very  thick  sides,  and  irf 
about  20  gallons  capacity.  Two  gun-barrels,  a,  of  which  only  one  is  seen  in 
the  drawing,  were  firmly  fixed  in  the  sides  of  the  boiler,  and  plunged  in  the 


water.  The  gun-barrels  were  closed  below,  and  contained  mercury,  in  which 
were  placed  thermometers,  /,  indicating  the  temperature  of  the  water  and  of 
the  vapour.  The  pressure  of  the  vapour  was  measured  by  means  of  a  mano- 
meter with  compressed  air,  m,  previously  graduated  (184)  and  fitted  into 
an  iron  vessel,  d,  filled  with  mercury.  In  order  to  see  the  hei^t  of  the 
mercury  in  the  vessel,  it  was  connected  above  and  below  with  a  glass  tube,  n, 
in  which  the  level  was  always  the  same  as  in  the  bath.  A  copper  tube,  1, 
connected  the  upper  part  of  the  vessel,  d,  with  a  vertical  tube,  c,  fitted  in  the 
boiler.  The  tube  ;'  and  the  upper  part  of  the  bath  d  were  filled  with  water, 
which  was  kept  cool  by  means  of  a  current  of  cold  water  fiowing  from  a 
reservoir,  and  circulating  through  the  tube  k 

The  vapour  which  was  disengaged  from  the  tube  c  exerted  a  pressure 
on  the  water  of  the  tube  i ;  this  pressure  was  transmitted  to  the  water  and 
to  the  mercury  in  the  bath  d,  and  the  mercury  rose  in  the  manometer.     By 
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noting  on  the  manometer  the  pressures  corresponding  to  each  degree  of  the 
ihemiomeler,  Dulong  and  Arago  were  able  to  make  a  direct  measurement 
of  the  pressure  up  to  24  atmospheres,  and  the  pressure  to  50  atmospheres 
was  determined  by  calculation. 

358.  Premaore  of  vaponr  beloir  boiI  above  one  liiuiarea  ilarreoa- — 
Regnault  devised  a  method  by  which  the  pressure  of  vapour  may  be  measured 
at  temperatures  either  below  or  above  ioa°.  It  depends  on  the  principle 
that  when  a  liquid  boils,  the  pressure  of  the  vapour  is  equal  to  the  pressure 
it  supports  (363).  If,  therefore,  the  temperature  and  the  corresponding 
pressure  are  known,  the  question  is  solved,  and  the  method  merely  consists 
in  causing  water  to  boil  in  a  vessel  under  a  given  pressure,  and  measuring 
the  corresponding  temperature. 


The  apparatus  consists  of  a  copper  retort,  C  (lig.  i'^'^,  hermetically  sealed 
and  about  two-thirds  full  of  water.  In  the  cover  there  are  four  thermometers, 
two  of  which  just  dip  into  the  water,  and  two  descend  almost  to  the  bottom. 
By  means  of  a  tube,  AB,  the  retort  C  is  connected  with  a  glass  globe,  M,  of 
about  6  gallons  capacity,  and  full  of  air.  The  tube  AB  passes  through  a 
metal  cylinder,  D,  through  which  a  current  of  cold  water  is  constantly 
flowing  from  the  reservoir  E.  To  the  upper  part  of  the  globe  a  lube  with 
two  branches  is  attached,  one  of  which  is  connected  with  a  manometer,  O  ; 
the  other  tube,  HH',  which  is  of  lead,  can  be  attached  either  Co  an  exhaust- 
ing or  a  condensing  air-pump,  according  as  the  air  in  the  globe  is  to  be  rare- 
fied or  condensed.  The  reservoir  K,  in  which  is  the  globe,  contains  water 
ai  the  temperature  of  the  surrounding  air. 
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If  the  clastic  force  of  aqueous  vapour  below  ioo°  is  to  be  measured,  the 
end  H^  of  the  lead  pipe  is  connected  with  the  plate  of  the  air-pump,  and 
the  air  in  the  globe  M,  and  consequently  that  in  the  retort  C,  is  rarefied. 
The  retort  being  gently  heated,  the  water  begins  to  boil  at  a  temperature 
below  ICO**,  in  consequence  of  the  diminished  pressure.  And  since  the  vapour 
is  condensed  in  the  tube  AB,  which  is  always  cool,  the  pressure  originally 
mdicated  by  the  manometer  does  not  increase,  and  therefore  the  pressure  of 
the  vapour  during  ebullition  remains  equal  to  the  pressure  on  the  liquid. 

A  little  air  is  then  allowed  to  enter ;  this  alters  the  pressure,  and  the 
liquid  boils  at  a  new  temperature  ;  both  these  are  read  off,  and  the  experi- 
ment repeated  as  often  as  desired  up  to  loo^ 

In  order  to  measure  the  pressure  above  ioo°,  the  tube  H'  is  connected 
with  a  condensing  pump,  by  means  of  which  the  air  in  the  globe  M  and  that 
in  the  vessel  C  are  exposed  to  successive  pressures,  higher  than  the  atmo- 
sphere. The  ebullition  is  retarded  (367),  and  it  is  only  necessary  to  observe 
the  difference  in  the  height  of  the  mercury  in  the  two  tubes  of  the  mano- 
meter O,  and  the  corresponding  temperature,  in  order  to  obtain  the  pressure 
for  a  given  temperature.  The  following  tables  by  Regnault  give  the  pressure 
of  aqueous  vapour  from  — 10®  to  104®  : — 

Pressures  of  aqueous  vapour  from  —10^  to  104®  C, 
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In  the  following  table  the  numbers  were  obtained  by  direct  observation 
np  to  24  atmospheres ;  the  others  were  calculated  by  the  aid  of  a  formula  of 
interpolation. 

lliis  table  and  the  one  next  following  show  that  the  elastic  force  increases 
much  more  rapidly  than  the  temperature.  It  has  been  attempted  to  express 
the  relation  between  them  by  formulae,  but  none  of  the  formulae  seems  to  have 
^e  simplicity  which  characterises  a  true  law. 
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temperature  the  diminution  of  pressure  is  proportional  to  the  quantity  of 
salt  dissolved,  provided  the  solutions  are  dilute. 

If/ is  the  pressure  of  the  pure  solvent,  and/'  that  of  the  solution,  and  ^ 

/■-  /'  »         * 

is  the  percentage  strength,  then<~^  ^kg,  where  >&  is  a  constant.     For 

f—f 
/■-I,  this  equals-L- -r-,  and  is  the  relative  diminution  of  pressure  for  one 

percent 

This  property  is  of  great  importance  from  the  connection  which  has  been 
established  with  osmotic  pressure  ( 1 39).  The  depression  is  different  for  differ- 
ent salts  dissolved  in  the  same  solvent,  but  it  is  found  that  if  these  various 
solutions  are  egrmmo/ar—ihsLt  is,  when  the  weights  dissolved  in  the  same 
quantity  of  solvent  are  as  their  molecular  weights — then  the  depression  is  con- 
stant This  may  also  be  expressed  by  saying  that  the  diminution  in  pressure 
stands  in  the  same  ratio  to  the  pressure  of  the  solvent,  as  the  number  of  mole- 
cules in  the  dissolved  body  does  to  the  total  molecules  in  the  liquid  ;  that  is 

/jif ??_ 

vhere  N  and  n  are  the  number  of  molecules  in  the  solvent  and  the  salt 
respectively.     Since  N  =  :j-=  and  «  =  -^j  where  P  and  p  are  th^  weights,  and 

M  and  m  the  molecular  weights,  of  the  solvent  and  salt  respectively,  the  above 
equation  gives  ^_^.        ^^ 

so  that  it  is  easy  to  deduce  the  molecular  weight  m  of  the  body  dissolved. 

The  above  relations  hold  for  ideal  solutions,  or  those  which  are  so  dilute  that 
the  volume  of  the  substance  is  infinitely  small  in  comparison  with  that  of 
the  solvent. 

561.  Trmrnmure  in  two  eonnnnnleattBy  vessels  at  different  tempera- 
tures.— ^When 
tvo  vessels  con- 
tuning  the  same 
iquid,  bat  at  dif- 
ferent tempera- 
tores,  are  con- 
nected with  each 
other,  the  elastic 
ioice  is  not  that 
corresponding  to 
Ibe  mean  of  the 
two  tenapera- 
tnres,  as  would 
Btturally  be  sup- 
posed. Thus,  if 
diere  are  two 
globes  (fig.  334), 

one,  A,  containing  water  kept  at  zero  by  means  of  melting  ice,  the  other,  B, 
containing  water  at  100^,  the  tension,  as  long  as  the  globes  are  not  con- 
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nected,  is  4*6  millimetres  in  the  first,  and  760  millimetres  in  the  second.  But 
when  the  globes  are  connected  by  opening  the  stopcock  C,  the  vapour  in  the 
globe  B,  from  its  greater  pressure,  passes  into  the  other  globe,  and  is  there 
condensed,  so  that  the  vapour  in  B  can  never  reach  a  higher  pressure  than 
that  in  the  globe  A.  The  liquid  simply  distils  from  B  towards  A  without 
any  increase  of  pressure. 

From  this  experiment  the  general  principle  may  be  deduced  that  ■when 
two  vessels  containing  tht  same  liquid,  but  at  different  temperatures.,  are  con- 
nected, the  pressure  is  identical  in  both  vessels,  and  is  the  same  as  that  corre- 
sponding to  the  lower  temperature.  An  application  of  this  principle  has  been 
made  by  Watt  in  the  condenser  of  the  steam-engine, 

362.  XvKp4ir«.tloii.    OknBca  «Uel>  aeoelarAte  tx.-^EvaporoHon,  as  has 
been  already  stated  (350),  is  the  slow  production  of  vapour  at  the  surfece  of 
a  liquid.     It  is  in  consequence  of  this  evaporation  that  wet  clothes  dry  when 
exposed  to  the  air,  and  that  open  vessels  containing  water  become  empty. 
The  vapours  which,  rising  intheatmosphere,  condense,  and,  becoming  clouds, 
fall  as  rain,  are  due  to  the  evaporation  from  seas,  lakes,  rivers,  and  the  earth. 
Four  causes  influence  the  rapidity  of  the  evaporation  of  a  liquid  :  i.  the 
temperature  ;  n.  the  quantity  of  the  same  vapour  in  the  surrounding  atmo- 
sphere ;   iii.  the  renewal  of  this  atmo- 
sphere ;  iv.  the  extent  of  the  surface  of 
evaporation. 

Increase  of  temperature  accelerates 
the  evaporation  by  increasing  the  elas- 
tic force  of  the  vapours. 

In  order  to  understand  the  influence 
of  the  second  cause,  it  is  to  be  observed 
that  no  evaporation  could  take  place  in 
a  space  already  saturated  with  vapour 
of  the  same  liquid,  and  that  it  would 
reach  its  maximum  in  air  completely 
freed  from  this  vapiour.  It  therefore 
follows  that  between  these  two  extremes, 
the  rapidity  of  evaporation  varies  accord- 
ing as  the  surrounding  atmosphere  is 
already  more  or  less  charged  with  the 

'        The  effect  of  the  renewal  of  this  at- 
mosphere is  similarly  explained  ;   for  if 
Fi,,  j]^  the  air  or  gas,  which  surrounds  the  liquid, 

is  not  renewed,  it  soon  becomes  saturated, 
and  evaporation  ceases.  Dalton  found  that  the  ratios  of  the  evaporation 
in  a  feeble,  medium,  and  strong  draught  were  respectively  as  270  :  347  :  424, 
He  also  observed  that  the  quantity  evaporated  in  perfectly  dry,  almost  still 
air,  at  3  temperature  of  20°,  was  equivalent  to  o-i  of  a  gramme  on  a  square 
decimetre  of  surface  in  a  minute. 

The  effect  of  the  fourth  cause  is  self-evident. 

Vegetation  exercises  a  great  influence  on  evaporation.  Schiibler  found 
that  the  evaporation  itam  a  space  covered  with  meadow  grass,  in  the  most 
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vigorous  stage  of  its  growth,  was  thrice  as  rapid  as  that  from  an  adjacent 
sorfece  of  water.     As  the  plants  ripened  the  evaporation  diminished. 

363.  >»w  ntti^mxaaoa.— Ebullition,  or  boiling,  is  the  rapid  production 
of  clastic  bubbiesof  vapour  in  the  mass  of  a  liquid  itself. 

When  a  liquid,  water  for  example,  is  heated  at  the  lower  part  of  a  vessel, 
the  first  bubbles  are  due  to  the  disengagement  of  air  which  had  previously 
absorbed.  Sma.ll  bubbles  of  vapour  then  begin  to  rise  from  the  heated  parts 
of  the  sides,  but  as  they  pass  through  the  upper  layers,  the  temperature  of 
which  is  lower,  they  fondense  before  reaching  the  surface.  The  formation 
and  successive  condensation  of  these  first  bubbles  occasion  the  singing 
noticed  in  liquids  before  they  begin  to  boiL  Lastly,  lat^e  bubbles  rise  and 
borsi  on  the  surface,  and  this  constitutes  the  phenomenon  of  ebullition 
(%  334). 

The  laws  of  ebullition  have  been  determined  experimentally,  and  are  as 
follows  : — 

I.  Tht  temperature  of  ebullition  or  the  boiling  point  increases  with  the 
pressure. 

II.  For  a gi'vin pressure  ebullition  begins  at  a  certain iemperature,ivhich 
varies  in  differint  liquids,  but  -which,  for  equal 

pressures,    is   always    the    same    in   the    same 
Hquid. 

III.  Whatever  be  the  intensity  of  Ike  source 
if  heat,  as  soon  as  ebullition  begins  the  tempera- 
lure  of  the  liquid  remains  stationary. 

In  order  to  determine  the  boiling  points  of 
Bquids  the  apparatus  represented  in  fig.  336 
■nay  be  used,  to  the  neck  of  which  is  fused  the 
tube  b  \  a  can  be  connected  either  with  a 
frfex  or  an  ordinary  condenser;  the  condensed 
rapours  collect  in  the  bent  part  b,  and  flow 
fence  into  the  bulb.  TTie  temperature  is  indi- 
cated by  a  delicate  thermometer^  in  the  cork,  in 
"hich  there  is  also  a  capillary  glass  tube  0  ; 
this  serves  to  admit  a  few  bubbles  of  air  from 
time  to  time,  which  materially  prevents  bump- 
'ng,  which  is  likewise  prevented  by  a  few  scraps 
of  platinum  foil.  When  the  boilingpointistobe 
determined  under  diminished  pressure,  a  can 
be  connected  with  an  air.pump. 

This  apparatus  in  suitable  dimensions  may 
also  be  used  to  determine  the  expansion  of 
liquids  at  their  boiling  points.  For  this  purpose 
a  small  pyknometer  (121)  is  suspended  from  a 
wire,  which  passes  through  the  cork.     This  is  FEj.  336. 

■eighed  after  having  been  filled  with  the  liquid 

at  a  given  temperature,  and  is  then  kept  for  some  time  in  the  vapour  of 
the  boiling  liquid  at  the  temperature  ^,  and  then  when  cooled  is  weighed 
again ;  the  difference  in  the  two  weights  represents  the  expansion  between 
me  two  temperatures  /  and  f. 
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Boiling  points  under  the  pressure  of  760  millimetres 


Oxygen  . 
Nitrous  oxide 
Carbonic  acid 
Ammonia 

Chloride  of  methyle 
Cyanogen 
Sulphurous  acid     . 
Chloride  of  ethyle . 
Aldehyde 
Ether     . 

Bisulphide  of  carbon 
Acetone . 
Bromine 

Methylic  alcohol    . 
Alcohol  . 
Benzole  . 
Distilled  water 
Acetic  acid     . 
Amylic  alcohol 


— 181 '4®  Propionic  acid. 

—  92  Butyric  acid  . 
-80  Turpentine 

—  39  Aniline     , 

—  23  Iodine 

—  20  Naphthaline  . 
~  10  Benzoic  acid  . 
+  1 1  Phosphorus 

21  Diphenylamine 

37  Strong  sulphuric  acid 

47  Phenanthrene  . 

56  Mercury  . 

58  Phosphate  of  phenyl 

66  Arsenic    . 

78  Sulphur    . 

80  Phosphorus  pentasulphide 

100  Selenium. 

117  Cadmium 

131  Zinc. 


I3f 
156 

157 
182 
200 
217 
261 
290 
310 
318 
340 

358 
407 

437 
448 

530 
665 

746 

940 


Kopp  has  pointed  out  that  in  homologous  chemical  compounds  the  same 
difference  in  chemical  composition  frequently  involves  the  same  difference 
of  boiling  points  ;  and  he  has  shown  that  in  a  very  extensive  series  of  com- 
pounds, the  fatty  acids  for  instance,  the  difference  of  CH'  is  attended  by 
a  difference  of  19^  C.  in  the  boiling  point.  In  other  series  of  homologous 
compounds,  the  corresponding  difference  in  the  boiling  point  is  30^,  and  in 
others  again  24^ 

364.  Tbeoretloal  explaaatton  of  evaporatton  and  ebulllttoii. — From 
what  has  been  said  about  the  nature  of  the  motion  of  the  molecules  in  liquids 
(292),  it  may  readily  be  conceived  that  in  the  great  variety  of  these  motions, 
the  case  occurs  in  which,  by  a  fortuitous  concurrence  of  the  progressive, 
vibratory,  and  rotatory  motions,  a  molecule  is  projected  from  the  surface  of 
the  liquid  with  such  force  that  it  overleaps  the  sphere  of  the  action  of  its  cir- 
cumjacent molecules,  before,  by  their  attraction,  it  has  lost  its  initial  velocity ; 
and  that  it  then  flies  into  the  space  above  the  liquid. 

Let  us  first  suppose  this  space  limited  and  originally  vacuous  ;  it  gradu- 
ally fills  with  the  propelled  molecules,  which  act  like  a  gas  and  in  their 
motion  are  driven  against  the  sides  of  the  envelope.  One  of  these  sides, 
however,  is  the  surface  of  the  liquid  itself,  and  a  molecule  when  it  strikes 
against  this  surface  will  not  in  general  be  repelled,  but  will  be  retained  by  the 
attraction  which  the  adjacent  ones  exert.  Equilibrium  will  be  established 
when  as  many  molecules  are  dispersed  in  the  surrounding  space  as,  on  the 
average,  impinge  against  the  surface  and  are  retained  by  it  in  the  unit  of 
time.  This  state  of  equilibrium  is  not,  however,  one  of  rest,  in  which  eva- 
poration has  ceased,  but  a  condition  in  which  evaporation  and  condensation, 
which  are  equally  strong,  continually  compensate  each  other. 

The  density  of  a  vapour  depends  on  the  number  of  molecules  which  are 
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repelled  in  a  given  time,  and  this  manifestly  depends  on  the  motion  of  the 
molecules  in  the  liquid,  and  therefore  on  the  temperature. 

What  has  been  said  respecting  the  surface  of  the  liquid  clearly  applies  to 
the  other  sides  of  the  vessel  within  which  the  vapour  is  formed :  some  vapour 
is  condensed,  this  is  subject  to  evaporation,  and  a  condition  ultimately  occurs 
in  which  evaporation  and  condensation  are  equal.  The  quantity  of  vapour 
necessary  for  this  depends  on  the  density  of  vapour  in  the  closed  space,  on 
the  temperature  of  the  vapour  and  of  the  sides  of  the  vessel,  and  on  the  force 
with  which  this  attracts  the  molecules.  The  maximum  will  be  reached  when 
the  sides  are  covered  with  a  layer  of  liquid,  which  then  acts  like  the  free 
surface  of  a  liquid. 

In  the  interior  of  a  liquid  it  may  happen  that  the  molecules  repel  each 
other  with  such  force  as  momentarily  to  destroy  the  coherence  of  the  mass. 
The  small  vacuous  space  which  is  thereby  formed  is  entirely  surrounded  by 
a  medium  which  does  not  allow  of  the  passage  of  the  repelled  molecules. 
Hence  it  cannot  increase  and  maintain  itself  as  a  bubble  of  vapour,  unless  so 
many  molecules  are  projected  from  the  inner  sides  that  the  internal  pressure 
which  thereby  results  can  balance  the  external  pressure  which  tends  to 
condense  the  bubble.  The  expansive  force  of  the  enclosed  vapour  must 
therefore  be  so  much  the  greater,  the  higher  the  external  pressure  on  the 
liquid,  and  we  can  thus  understand  the  influence  of  pressure  on  the  tempera- 
ture of  boiling. 

365.  Znlluenoe  of  substances  in  solatlon  on  the  boiling  point. — The 
ebullition  of  a  liquid  is  the  more  retarded  the  greater  the  quantity  of  any 
substance  it  may  contain  in  solution,  provided  that  the  substance  be  not 
volatile,  or,  at  all  events,  be  less  volatile  than  the  liquid  itself.  Water,  which 
boils  at  100°  when  pure,  boils  at  the  following  temperatures  when  saturated 
with  different  salts  : — 

Water  saturated  with  common  salt         .        .  boils  at  102° 

„            „           nitrate  of  potassium      .  „       116 

„            „           carbonate  of  potassium  „       135 

„            „           chloride  of  calcium       •  ,,179 

Acids  in  solution  present  analogous  results ;  but  substances  merely 
mechanically  suspended,  such  as  earthy  matters,  bran,  wooden  shavings,  &c, 
do  not  affect  the  boiling  point. 

Absorbed  air  exerts  a  very  marked  influence  on  the  boiling  point  of 
water.     Deluc  first  observed  that  water  freed  from  air  by  ebullition,  and 


Fig.  337. 

placed  in  a  flask  with  a  long  neck,  could  be  raised  to  112°  without  boiling. 
M.  Donny  examined  this  phenomenon  by  means  of  the  apparatus  depicted  in 
figure  337.  It  consists  of  a  glass  tube  CAB,  bent  at  one  end  and  closed  at 
C,  while  the  other  is  blown  into  a  pear-shaped  bulb,  B,  drawn  out  to  a 
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point  The  tube  contains  water  which  is  boiled  until  all  air  is  expelled,  and 
the  open  end  is  hermetically  sealed.  By  inclining  the  tube  the  water  passes 
into  the  bent  end  CA ;  this  end  being  placed  in  a  bath  of  chloride  of  calcium, 
the  temperature  may  be  raised  to  \yf  without  any  signs  of  boiling.  At  138° 
the  liquid  is  suddenly  converted  into  steam  and  the  water  is  thrown  over 
into  the  bulb,  which  is  smashed  if  not  sufficiently  strong. 

Boiled-out  water,  covered  with  a  layer  of  oil,  may  be  raised  to  1 20**  with- 
out boiling,  but  above  this  temperature  it  suddenly  begins  to  boil,  and  with 
almost  explosive  violence. 

When  a  liquid  is  suspended  in,  another  of  the  same  specific  gravity,  but 
of  higher  boiling  point,  with  which  it  does  not  mix,  it  may  be  raised  fkr  be- 
yond its  boiling  point  without  the  formation  of  a  trace  of  vapour.  Dufour 
has  made  a  number  of  valuable  experiments  on  this  subject ;  he  used  in  the 
case  of  water  a  mixture  of  oil  of  cloves  and  linseed  oil,  and  placed  in  it 
globules  of  water,  and  then  gradually  heated  the  oil  ;  in  this  way  ebullition 
rarely  set  in  below  110°  or  115°  ;  very  commonly  globules  of  10  millimetres 
diameter  reached  a  temperature  of  120°  or  130°,  while  very  small  globules  of 
I  to  3  millimetres  reached  the  temperature  of  175®,  a  temperature  at  which 
the  tension  of  vapour  on  a  free  surface  is  8  or  9  atmospheres. 

At  these  high  temperatures  the  contact  of  a  solid  body,  or  the  production 
of  gas  bubbles  in  the  liquid,  occasioned  a  sudden  vaporisation  of  the  globule, 
accompanied  by  a  sound  like  the  hissing  of  a  hot  iron  in  water. 

Saturated  aqueous  solutions  of  sulphate  of  copper,  chloride  of  sodium, 
&c.,  remain  liquid  at  a  temperature  far  beyond  their  boiling  point,  when 
immersed  in  melted  stearic  acid.  In  like  manner,  globules  of  chloroform 
(which  boils  at  61^),  suspended  in  a  solution  of  chloride  of  zinc,  could  be 
heated  to  97°  or  98®  without  boiling. 

It  is  a  disputed  question  as  to  what  is  the  temperature  of  the  vapour 
from  boiling  saturated  saline  solutions.  It  has  been  stated  by  Rudberg  to 
be  that  of  pure  water  boiling'  under  the  same  pressure.  The  most  recent 
experiments  of  Magnus  seem  to  show,  however,  that  this  is  not  the  case,  but 
that  the  vapour  of  boiling  solutions  is  hotter  than  that  of  pure  water ;  and 
that  the  temperature  rises  as  the  solutions  become  more  concentrated,  and 
therefore  boil  at  higher  temperatures.  Nevertheless,  the  vapour  was  always 
found  somewhat  cooler  than  the  mass  of  the  boiling  solution,  and  the  differ- 
ence was  greater  at  high  than  at  low  temperatures. 

The  boiling  point  of  a  liquid  is  usually  lowered  when  it  is  mixed  with  a 
more  volatile  liquid  than  itself,  but  raised  when  it  contains  one  which  is  less 
volatile.  Thus  a  mixture  of  two  parts  alcohol  and  one  of  water  boils  at  83% 
a  mixture  of  two  parts  of  bisulphide  of  carbon  and  one  part  of  ether  boils 
at  38®.  Ir  some  cases  the  boiling  point  of  a  mixture  is  lower  than  that  of 
either  of  its  constituents.  A  mixture  of  water  and  bisulphide  boils  at  43**, 
the  boiling  point  of  the  latter  being  46°.  On  this  depends  the  following 
curious  experiment.  If  water  and  bisulphide  of  carbon,  both  at  the  tempe- 
rature 45°,  are  mixed  together,  the  mixture  at  once  begins  to  boil  briskly. 

366.  Znlluenoe  of  tlie  nature  of  the  vessel  on  tlie  boillnc  point. — 
Gay-Lussac  observed  that  water  in  a  glass  vessel  required  a  higher  tempera- 
ture for  ebullition  than  in  a  metal  one.  Taking  the  temperature  of  boiling 
water  in  a  copper  vessel  at  100°,  its  boiling  point  in  a  glass  vessel  was 
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found  to  be  101° ;  and  if  the  glass  vessel  had  been  previously  cleaned  by 
means  of  sulphuric  acid  and  of  potass,  the  temperature  would  rise  to  105°, 
or  even  to  106",  before  ebullition  commenced.  A  piece  of  metal  placed  in 
the  bottom  of  the  vessel  was  always  sufficient  to  lower  the  temperature  to 
loc^,  and  at  the  same  time  to  prevent  the  violent  concussions  which  accom- 
pany the  ebullition  of  saline  or  acid  solutions  in  glass  vessels.  Whatever 
be  the  bailing  point  of  water,  the  temperature  of  its  vapour  is  uninfluenced 
by  the  substance  of  the  vessels. 

367.   ZnHaenoe  of  preaanr*  on  tbe  balling'  point. — We  see  from  the 
table  of  tensions  (358)  that  at  100°,  the  temperature  at  which  water  boils 
under  a  pressure  of  760  millimetres,  which  is  that  of  the  atmosphere,  aque- 
ous vapour  has  a  tension  exactly  equal  to  this  pressure.    This  principle  is 
general,  and  may  be  thus  enunciated  :  A  liquid  boils  when  the  tension  of  its 
vapour  is  equal  to  lite  pressure  it  sup- 
ports.    Consequently,  as  the  pressure 
bcreases  or  diminishes,  the  tension  of 
the  vapour,  and  therefore  the  tempe- 
rature necessary  for   ebullition,  must 
increase  or  diminish.     Hence  a  liquid 
bas,   strictly   speaking,   an    indefinite 
number  of  boiling  points. 

In  order  to  show  that  the  boiling 
point  is  lower  under  diminished  pres- 
sure, a  small  dish  containing  water  at 
30°  is  placed  under  the  receiver  of  an 
air-pump,  which  is  then  exhausted. 
The  liquid  soon  begins  to  boil,  the 
vapour  formed  being  pumped  out  as 
rapidly  as  it  is  generated. 

A  paradoxical  but  very  simple 
Mperiment  also  well  illustrates  the  de- 
pendence of  the  boiling  point  on  the 
pressure.  In  a  glass  flask,  water  is 
boiled  for  some  time,  and  when  all  air 
has  been  expelled  by  the   steam,  the 

Bask  is  closed  by  a  cork  and  inverted,  *' '' 

as  shown  in  fig.  338.  If  the  bottom  is  then  cooled  by  a  stream  of  cold 
water  from  a  sponge,  the  water  begins  to  boil  again.  This  arises  from  the 
condensation  of  the  steam  above  the  surface  of  the  water,  by  which  a 
partial  vacuum  is  produced. 

It  is  in  consequence  of  this  diminution  of  pressure  that  liquids  boil  on 
high  mountains  at  lower  temperatures.  On  Mont  Blanc,  for  example,  water 
boils  at  84°,  and  at  Quito  at  90°. 

On  the  more  rapid  evaporation  of  water  under  feeble  pressures  is  based 
the  use  of  the  air-pump  in  concentrating  those  solutions  which  either  cannot 
bear  a  high  degree  of  heat,  or  which  can  be  more  cheaply  evaporated  in  an 
exhausted  space.  Howard  made  a  most  important  and  useful  application  of 
this  principle  in  the  manufacture  of  sugar.  The  synip,  in  his  method,  is 
enclosed  in  an  air-tight  vessel,  which  is  exhausted  by  a  steam-engine.    The 
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evaporadon  consequently  goes  on  at  a  lower  temperature,  which  secures  the 
syrup  from  injury.  The  same  plan  is  adopted  in  evaporating  the  juice  of 
certain  plants  used  in  preparing  medicinal  extracts. 

On  the  other  hand,  boiling  is  retarded  by  increasing  the  pressure  ;  under 
the  pressure  of  two  atmospheres, 
I        for  example,  water  only  boils  at 
(1      i2o°-6. 


B^^ 


^1^  The  influence  of  pressure  on  boiling 
Z!^  may  further  be  illustrated  by  means 
^f  of  an  experiment  originally  made 
^  by  Franklin.  The  apparatus  con- 
sists of  a  bulb,  a,  and  a  tube,  b, 
*  ''■  '^''  joined  by  a  tube  of  smaller  dimen- 

sions  (fig.    339).    The   tube    b    is 
drawn  out,  and  the  apparatus  tilled  with  water,  which  is  then  in  part  boiled 
away  by  means  of  a  spirit  lamp.     When  it  has  been  boiled  sufficiently  long 
to  expel  all  the  air,  the  tube  b  is  sealed.     There  is  then  a  vacuum  in  the 
apparatus,  or  rather  there  is  a  pressure  due  to 
the  tension  of  aqueous  vapour,  which  at  ordinary 
temperatures  is  very  small.     Consequently,  if 
the  bulb,  a,  be  placed  in  the  hand,  the  heat  is 
sufficient  to  produce  a  pressure  which  drives 
the  water  into  the  tube,  b,  and  causes  a  brisk 
ebullition. 

369.  Keuare^nt  ofbelcfata  bytli'boil- 
Inv  polBt.— From  the  connection  between  the 
boiling  point  of  water  and  the  pressure,  the 
heights  of  mountains  may  be  measured  by  the 
thermometer  instead  of  by  the  barometer.  Sup- 
pose, for  example,  it  is  found  that  water  boils 
on  the  summit  of  a  mountain  at  90'',  and  at  its 
base  at  98° ;  at  these  temperatures  the  elastic 
force  or  tension  of  the  vapour  is  equal  to  that 
of  the  pressure  on  the  liquid ;  that  is,  to  the 
pressure  of  the  atmosphere  at  the  two  places 
respectively.  Now,  the  tensions  of  aqueous 
vapour  for  various  temperatures  have  been  de- 
termined, and  accordingly  the  tensions  corre- 
sponding to  the  above  temperatures  are  sought 
in  the  tables.  These  numbers  represent  the 
atmospheric  pressures  at  the  two  places  ;  in 
Other  words,  they  give  the  barometric  heights, 
and  from  these  the  height  of  the  mountain  may 
be  calculated  by  the  method  already  given 
>«-j40-  (178)-    An  ascent  of  about  1080  feet  produces 

a  diminution  of  I^C.  in  the  boiling  point. 

The  instruments  used  for  this  purpose  are  called  tlurtno-barometers  or 
hypsometers,  and  were  first  applied  by  Wollaston.    They  consist  essentially 
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of  a  small  metallic  vessel  for  boiling  water  (fig.  341),  fitted  with  very  delicate 
thermometers,  which  are  only  graduated  from  80®  to  100° ;  so  that,  as  each 
degree  occupies  a  considerable  space  on  the  scale,  the  loths,  and  even  the 
looths,  of  a  degree  may  be  estimated,  and  thus  it  is  possible  to  determine 
the  height  of  a  place  by  means  of  the  boiling  point  to  within  about  10  feet. 

370.  formation  of  vapour  in  closed  tubes. — We  have  hitherto  con-' 
sidered  vapours  as  being  produced  in  an  indefinite  space,  or  where  they 
could  expand  freely,  and  it  is  only  under  this  condition  that  boiling  can 
take  place.  In  a  closed  vessel  the  vapours  produced  finding  no  issue,  their 
tension  and  their  density  increase  with  the  temperature,  but  that  rapid  disen- 
gagement of  vapour  which  constitutes  boiling  is  impossible. 
Hence,  while  the  temperature  of  a  liquid  in  an  open  vessel  can 
never  exceed  that  of  boiling,  in  a  closed  vessel  it  may  be  much 
higher.  The  liquid  state  has,  nevertheless,  a  limit ;  for,  accord- 
ing to  exp)eriments  by  Cagniard-Latour,  if  either  water,  alcohol, 
or  ether  be  placed  in  strong  glass  tubes,  which  are  hermetically  ff 

sealed  after  the  air  has  been  expelled  by  boiling,  and  if  then 
these  tubes  are  exposed  to  a  sufficient  degree  of  heat,  a  moment 
is  reached  at  which  the  liquid  suddenly  disappears,  and  is  con- 
verted into  vapour  at  200°.  With  ether  this  occurs  at  200°  ;  the  Ins 
vapour  then  occupies  a  space  less  than  double  its  volume  in  the 
liquid  state,  its  pressure  being  38  atmospheres. 

Alcohol  which  half  fills  a  tube  is  converted  into  vapour  at 
207°  C.  If  a  glass  tube  about  half  full  of  water,  in  which  some 
carbonate  of  soda  has  been  dissolved,  to  diminish  the  action 
of  the  water  on  the  glass,  be  heated,  it  is  completely  vaporised 
at  about  the  temperature  of  melting  zinc. 

When  chloride  of  ethyle  is  heated  in  a  very  stout  sealed 
tube,  "the  upper  surface  ceases  to  be  distinct  at  170®,  and  is 
replaced  by  an  ill-defined  nebulous  zone.  As  the  temperature 
rises  this  zone  increases  in  width  in  both  directions,  becoming 
at  the  same  time  more  transparent ;  after  a  time  the  liquid  is 
completely  vaporised,  and  the  tube  becomes  transparent  and 
seemingly  empty.  On  cooling,  the  phenomena  are  reproduced 
in  opposite  order.  Similar  appearances  are  observed  on  heating 
ether  in  a  sealed  tube  at  190°. 

Andrews  made  a  series  of  observations  on  the  behaviour 
of  condensed  gases  at  different  temperatures,  by  means  of  an 
apparatus,  the  principal  features  of  which  are  represented  in 

fig.  341. 

The  pure  and  dry  gas  is  contained  in  a  tube  ^,  which  is 

sealed  at  one  end,  and  the  gas  is  shut  in  by  a  thread  of  mercury.        Fig.  341. 

The  tube  is  inserted  in  a  brass  end-piece,  E,  which  is  firmly 

screwed  on  a  strong  copper  tube,  R.    At  the  other  end  is  a  similar  piece,  in 

which  a  steel  screw  works,  perfect  tightness  being  ensured  by  good  packing. 

The  tube  is  full  of  water,  so  that  by  turning  this  screw  the  pressure  on  the 

enclosed  gas  can  be  increased  up  to  500  atmospheres.     In  some  cases  the 

projecting  capillary  tube  is  bent  downwards,  so  that  it  can  be  placed  in  a 

freezing  mixture. 
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Andrews  found  on  raising  liquid  carbonic  acid  in  such  a  tube  to  a.  tempe-- 
rature  of  31°  C.  that  the  surface  gf  demarcation  between  the  liquid  and  the 
gas  became  fainter,  lost  its  curvature,  and  gradually  disappeared.  Tlie 
space  was  then  occupied  by  a  homogeneous  fluid,  which,  when  the  pressure 
was  suddenly  diminished,  or  the  temperature  slightly  lowered,  exhibited  a 
peculiar  appearance  of  moving  or  flickering  stride  throughout  its  whole  mass. 
Above  30°  no  apparent  liquefaction  of  carbonic  anhydride,  or  separation  into 
two  distinct  forms  of  matter,  could  be  effected,  not  even  when  the  pressure 
of  400  atmospheres  was  applied. 

From  similar  observations  made  with   other  substances  it  seems  that 

there  exists  for  every  liquid  a  temperature,  the  critical  point  or  critical  tent' 

ferature.     While  below  this  critical  point  a  sudden  transition  from  gas  to 

liquid  is  accompanied  by  a  sudden  diminution  of  volume,  and  liquid  and 

gas  are  separated  by  a  sharp  line  of  demarcation,  above  this  critical  point 

[he  change  is  connected  with  a  gradual  diminution  of  volume, 

and  is  quite  imperceptible.    The  condensation  ca.n,  indeed,  only 

be  recognised  by  a  sudden   ebullition   when   the   pressure   is 

lessened.     Hence,  ordinary  condensation  is  only  possible  at  a 

temperature  below  the  critical  point,  a.nd  it  is  not  surprising, 

therefore,  that  mere  pressure,  however  great,  should  have  failed 

to  liquefy  many  of  the  gases. 

The  phenomenon  of  the  critical  temperature  may  also  be 
conveniently  illustrated  by  the  following  arrangement  {fig,  342), 
which  is  also  well  adapted  for  projection  on  a  screen  by  means 
of  a  magic -lantern  for  lecture  purposes.  A  stout  glass  tube 
about  3'5mm  wide  and  40mm  long,  contains  liquid  sulphurous 
acid,  and  is  supported,  with  the  drawn-out  end  downwards,  in 
a  test-tube  by  means  of  a  wire  frame.  Pure  melted  paraffin  is 
added  to  about  locm  above  the  inner  tube.  The  whole  arrange- 
ment is  suspended  in  a  retort- holder,  and  heat  applied  with  a 
spirit  lamp.  With  careful  manipulation  there  is  no  danger,  and 
the  course  of  the  phenomenon  is  readily  seen  through  the  clear 
paraffin. 

The  boiling  point  of  a  body  may  be  defined  as  the  tempera- 
ture above  which  a  body  passes  into  the  state  of  gas,  not  only 
on  the  surface  but  in  the  body  of  the  liquid  ;  this  temperature 
-  -   -  is  therefore  different  for  different  pressures,  and  is  according'ly 

p]_  j,j  a  retatii'e  magnitude.  The  absolute  boiling  point  is  the  tem- 
perature at  which  a  body  is  converted  into  gas,  whatever  be  the 
pressure  ;  it  is  identical  with  the  critical  temperature.  Mendelejeff  found 
that  a  relation  existed  between  the  absolute  temperature  and  the  capillarity 
of  liquids.  Increase  of  temperature  diminishes  the  cohesion,  and  therefore 
the  capillarity  of  liquids.  The  capillarity  ultimately  vanishes,  and  the  tem- 
perature at  which  this  takes  place  is  the  absolute  boiling  point.  Some  of 
them  are  very  low  ;  that  of  air,  for  instance,  is  -  158°. 

The  critical  pressure  is  that  at  which  condensation  takes  place  at  the 
critical  temperature,  and  the  volume  of  the  saturated  vapour  at  the  critical 
temperature,  and  under  the  critical  pressure,  is  called  the  critical  volume. 
A  vapour  may  be  defined  as  being  a  gas  at  any  temperature  below  its 
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critical  point  Hence  a  vapour  can  be  converted  into  a  liquid  by  pressure 
alone,  and  can  therefore  exist  in  the  pressure  of  its  own  liquid,  while  a  gat 
requires  cooling  as  well  as  pressure  to  convert  it  into  a  liquid ;  that  is,  to  alter 
its  arrangement  in  such  a  manner  that  a  liquid  can  be  seen  to  be  separated 
from  a  gas  by  a  distinctly  bounded  surface. 

371.  rapln'B  aixeater. — Papin  appears  to  have  been  the  first  to  investi- 
gate the  effects  of  the  production  of  vapour  in  closed  vessels.  The  apparatus 
which  bears  his  name  consists  of  a  cylindrical  iron  vessel  M  (Rg.  343),  provided 
with  a  cover,  which  is  firmly  fastened  down  by  the  screw  B.  In  order  to 
close  the  vessel  hermetically,  sheet  lead  is  placed  between  the  edges  of  the 
cover  and  the  vessel.  At  the  bottom  of  a  cylindrical  cavity,  which  traverses 
a  cylinder,  and  a  tubulure,  the  cover  is  perforated  by  a  small  orifice  in 
which  there  is  a  rod  u.  This  rod  presses  against  a  lever  a  b,  movable  at  a, 
xaA  the  pressure  may  be  regulated  by  means  of  a  weight  p,  movable  on  this 
lever.  The  lever  is  so  weighted  that  when  — 

tbe  pressure  in  the  interior  is  equal  to  six 
umospheres,  for  example,  the  valve  rises 
and  the  vapour  escapes.  The  destruction 
aflhe  apparatus  is  thus  avoided,  and  this 
■Hchanism  has  hence  received  the  name 
Df  lajely-valve.  The  digester  is  filled 
ibont  two-thirds  with  water,and  is  heated 
nn  a  furnace.  The  water  may  thus  be 
raised  to  a  temperature  far  above  lOO", 
and  the  pressure  of  the  vapour  increased 
10  several  atmospheres,  according  to  the 
weight  on  the  lever. 

We  have  seen  that  water  boils  at  much 
lower  temperatures  on  high  mountains 
(367) ;  the  temfwralure  of  water  boiling 
in  open  vessels  in  such  localities  is  not 
iufGcient  to  soften  animal  fibre  completely 
Md  extract  the  nutriment,  and  hence 
I  Papin's  digester  is  used  in  the  preparation 
\     offood. 

Papin's  digester  is  used  in  extracting  p. 

Kdatine.   When  bones  are  digested  in  this 

apparatus  they  are  softened,  so  that  the  gelatine  which  they  contain  is 
^isolved ;  the  part  through  which  the  screw  B  passes  is  made  of  such 
elasticity  that  it  yields,  and  the  lid  opens  when  the  pressure  of  the  vapour 
''ccomes  dangerous. 

373-  ft*uat  baM  of  vftpmir. — As  the  temperature  of  a  liquid  remains 
twstant  during  boiling,  whatever  be  the  source  of  heat  (363),  it  follows 
ihata  considerable  quantity  of  heat  becomes  absorbed  in  baiting,  the  only 
'^ta  of  which  is  to  transform  the  body  from  the  Kquid  to  the  gaseous  con- 
^tx.  And,  conversely,  when  a  saturated  vapour  passes  into  the  state  of 
uqoid,  it  gives  out  a  definite  amount  of  heat. 

These  phenomena  were  first  observed  by  Black,  and  he  described  them 
^  wying  that  during  vaporisation  a  quantity  of  sensible  heat  became  latent. 
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and  that  the  latent  heat  again  became  free  during  condensation.  The  quan- 
tity of  heat  which  a  liquid  must  absorb  in  passing  to  the  gaseous  state,  and 
which  it  gives  out  in  passing  from  the  state  of  vapour  to  that  of  liquid,  is 
spoken  of  as  the  latent  heat  of  evaporation. 

The  analogy  of  these  phenomena  to  those  of  fusion  will  be  at  once  seen  ; 
the  modes  of  determining  them  will  be  described  in  the  chapter  on  Calori- 
metry ;  but  the  following  results,  which  have  been  obtained  for  the  latent 
heats  of  evaporation  at  o°,  may  be  here  given  : — 


Water      . 

.    607 

Bisulphide  of  carbon . 

•     90 

Alcohol    . 

.     236 

Turpentine 

•     74 

Benzole    . 

109 

Chloroform 

.    67 

Acetic  acid 

.     102 

Bromine     . 

•     49 

Ether 

•      94 

Iodine 

.     24 

The  meaning  of  these  numbers  is,  in  the  case  of  water,  for  instance,  that 
it  requires  as  much  heat  to  convert  a  pound  of  water  from  the  state  of  liquid 
at  boiling  point,  to  that  of  vapour  at  the  same  temperature,  as  would  raise 
a  pound  of  water  through  607  degrees,  or  607  pounds  of  water  through  one 
degree ;  or  that  the  conversion  of  one  pound  of  vapour  of  alcohol  at  o® 
into  liquid  alcohol  of  the  same  temperature  would  heat  236  pounds  of  water 
through  one  degree. 

Watt,  who  investigated  the  subject,  held  that  the  whole  quantity  of  heat 
necessary  to  raise  a  given  weight  of  water  from  zero  to  any  temperature, 
and  then  to  evaporate  it  entirely,  or  what  is  called  the  heat  of  evaporation^ 
is  a  constant  quantity.  His  experiments  showed  that  this  quantity  is  640. 
Hence  the  lower  the  temperature  the  greater  the  latent  heat,  and,  on  the 
other  hand,  the  higher  the  temperature  the  less  the  latent  heat.  The  latent 
heat  of  the  vapour  of  water  evaporated  at  100°  would  be  540,  while  at  50 
degrees  it  would  be  590.  At  higher  temperatures  the  latent  heat  of  aqueous 
vapour  would  go  on  diminishing.  Water  evaporated  under  a  pressure  of 
1 5  atmospheres  at  a  temperature  of  200°  would  have  a  latent  heat  of  440, 
and  if  it  could  be  evaporated  at  640^  it  would  have  no  latent  heat  at  all. 

Regnault,  who  examined  this  question  with  great  care,  found  that  the 
total  quantity  of  heat  necessary  for  the  evaporation  of  water  increases  with 
the  temperature,  and  is  not  constant,  as  Watt  had  supposed.  It  is  repre- 
sented by  the  formula 

Q  =  606-5  +  0*305/, 

in  which  Q  is  the  total  quantity  of  heat,  and  /  the  temperature  of  the  water 
during  evaporation,  while  the  numbers  are  constant  quantities.  The  total 
quantity  of  heat  necessary  to  evaporate  water  at  100°  is  606*5  +  (o'305  ^  100) 
=  637  ;  at  120°  it  is  643  ;  at  150°  it  is  651  ;  and  at  180^  it  is  661. 

Thus  the  heat  required  to  raise  a  pound  of  water  from  zero  and  convert 
it  into  steam  at  100°  represents  a  mechanical  work  of  885430  units,  which 
would  be  sufficient  to  raise  a  ton  weight  through  a  height  of  nearly  400  feet. 

The  total  heat  of  the  evaporation  of  ether  is  expressed  by  a  formula 
similar  to  that  of  water,  namely,  Q«  94 +  0*045/  J  ^^'^  ^^^^  ^^  chloroform 
Q  =  67 +0-1375/. 

The  heat  which  is  expended  simply  in  evaporating  a  liquid,  and  which  is 
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spoken  of  as  the  lalent  heat,  produces  no  rise  of  temperature,  and  only 
appears  as  doing  the  work  of  a  change  of  state.  One  portion  of  this  work 
is  expended  in  overcoming  the  cohesion  of  the  particles  in  the  liquid  state, 
and  enabling  them  to  assume  the  gaseous  form — this  is  the  internal  work, 
and  is  by  much  the  greater ;  the  other,  the  external  work,  is  expended  in 
overcoming  the  external  pressure  on  the  vapour  formed,  and  which  is  much 
larger  than  in  the  originaJ  liquid  slate,  for  the  volume  is  greatly  increased. 

Knowing  the  increase  of  volume,  and  the  pressure,  the  external  work  may 
relulily  be  calculated ;  for  if  the  volumes  of  unit  weight  of  the  substance  in  the 
ata.te  of  liquid  and  of  vapour  are  respectively  j  and  a,  and  the  pressure  for 
unit  siuiace  is/,  then  the  external  work  is  A/ (ir-j),  A  being  the  mechanical 
equivalent  of  heat.    So  that,  if  ris  the  total  heat  of  evaporation, 

r-p  +  Aj((cr-j) 
in  which  p  is  the  internal  work.    From  the  values  of  rand  of  A/  {a—s),  it  is 
easy  to  deduce  that  of  p,  and  it  is  found  that  this  value  decreases  as  the 
temperature  increases. 

Thus  for  the  temperatures  o,  50,  100,  and  150°  the  values  are  576,  536, 
496,  and  457  respectively  ;  that  is,  when  water  at  0°  is  converted  into 
.vapour,  a  greater  internal  work  is  required  to  overcome  the  cohesion  than 

373.  OolA  daa  to  evftparstlMi.     BKereniy  fra««n. — Whatever  be  the 
temperature  at  which  a  vapour  is  produced,  an  absorption  of  heat  always 
takes  place.    If,  there- 
fore, a  liquid  evapo-  ,^-^ 
rates,  and    does    not 
receive  from  without 
3    quantity    of    heat 
equal   to    that  which 
b   expended  in    pro- 
ducing the  vapour,  its 

temperature       sinks,  t 

and    tfae    cooling    is 
j^reater  in  proportion 

as  the  evaporation  is  i 

■Dore  rapid. 

Leslie     succeeded 


freezing'  water  by 


means  of  rapid  ex'apo- 
lation.  Under  the  receiver  of  the  air-pump  is  placed  a  vessel  containing 
strong  sulphuric  acid,  and  above  it  a  thin  metal  capsule,  A  (fig.  344),  con- 
taming  a  small  quantity  of  water.  By  exhausting  the  receiver  the  water 
begins  to  boil  (360),  and  since  the  vapour  is  absorbed  by  the  sulphuric  acid 
as  &st  as  it  b  formed,  a  rapid  evaporalion  is  produced,  which  quickly  effects 
tbe  freeziag  of  the  water.' 

This  dperimcDi  is  best  perfomied  by  using,  instead  of  a  thin  metal  dish, 
a  iraicli-glass  coated  with  lampblack  and  resting  on  a  cork.  The  advantage 
of  this  is  twofold :  firstly,  the  lampblack  is  a  ver>'  bad  conductor  ;  amL 
secoiwfly,  it  is  not  moistened  by  the  liquid,  which  remains  m  tbe  form  of  a 
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globule  not  in  contact  with  the  glass.  A  small  porous  dish  may  also  ad- 
vantageously be  used. 

The  same  result  is  obtained  by  means  of  Wollaston's  cryophorus  {^%, 
345),  which  consists  of  a  bent  glass  tube  provided  with  a  bulb  at  each  end. 
The  apparatus  is  prepared  by  introducing  a  small  quantity  of  water,  which 
is  then  boiled  so  as  to  expel  all  air.  It  is  then  hermetically  sealed,  so  that 
on  cooling  it  contains  only  water  and  the  vapour  of  water.  The  water  being 
introduced  into  the  bulb  A,  the  other  bulb  is  immersed  in  a  freezing 
mixture.  The  vapour  in  the  tube  is  thus  condensed  ;  the  water  in  A  rapidly 
yields  more.  But  this  rapid  production  of  vapour  requires  a  large  amount 
of  heat,  which  is  abstracted  from  the  water  in  A,  and  its  temperature  is  so 
much  reduced  that  it  freezes. 

By  using  liquids  more  volatile  than  water,  more  particularly  liquid  sul- 
phurous acid,  which  boils  at  -  10°,  or,  still  better,  chloride  of  methyle,  which 
is  now  prepared  industrially  in  large  quantities,  a  degree  of  cold  is  obtained 
sufficiently  low  to  freeze  mercury.  This  experiment  may  be  made  on  a 
small  scale  by  covering  the  bulb  of  a  thermometer  with  cotton  wool,  and, 
after  having  moistened  it  with  the  liquid  in  question,  placing  it  under  the 
receiver  of  the  air-pump.  When  a  vacuum  is  produced  the  mercury  is 
quickly  frozen. 

By  passing  a  current  of  air,  previously  cooled,  through  liquid  chloride  of 
methyle,  temperatures  of  from  —  23**  to  —  70**  C.  may  be  maintained  with 
great  constancy  for  several  hours.  Thilorier,  by  directing  a  jet  of  liquid 
carbonic  acid  on  the  bulb  of  an  alcohol  thermometer,  obtained  a  tempera- 
ture of  — 100°  without  freezing  the  alcohol  (343). 

By  means  of  the  evaporation  of  bisulphide  of  carbon  the  formation  of  ice 
miiy  be  illustrated  without  the  aid  of  an  air-pump.  A  little  water  is  dropped 
on  a  board,  and  a  capsule  of  thin  copper  foil,  containing  bisulphide  of  carbon, 
is  placed  on  the  water.  Ths  evaporation  of  the  bisulphide  is  accelerated  by 
means  of  a  pair  of  bellows,  and  after  a  few  minutes  the  water  freezes  round 
the  capsule  so  that  the  latter  adheres  to  the  wood. 

In  like  manner,  if  water  be  placed  in  a  test-tube,  which  is  then  dipped 
in  a  glass  containing  ether,  and  a  current  of  air  be  blown  through  the 
ether  by  means  of  a  glass  tube  fitted  to  the  nozzle  of  a  pair  of  bellows,  the 
rapid  evaporation  of  the  ether  very  soon  freezes  the  water  in  the  tube. 
Richardson's  apparatus  for  producing  local  anaesthesia  also  depends  on 
the  cold  produced  by  the  evaporation  of  ether. 

The  cold  produced  by  evaporation  is  used  in  hot  climates  to  cool  water 
by  means  of  alcarrazas.  These  are  porous  earthen  vessels,  through  which 
water  percolates,  so  that  on  the  outside  there  is  a  continual  evaporation, 
which  is  accelerated  when  the  vessels  are  placed  in  a  current  of  air.  For 
the  same  reason  wine  is  cooled  by  wrapping  the  bottles  in  wet  cloths  and 
placing  them  in  a  draught 

In  Harrison's  method  of  making  ice  artificially,  a  steam-engine  is  used 
to  work  an  air-pump  which  produces  a  rapid  evaporation  of  some  ether,  in 
which  is  immersed  the  vessel  containing  the  water  to  be  frozen.  The 
apparatus  is  so  constructed  that  the  vaporised  ether  can  be  condensed  and 
used  again. 

The  cooling  effect  produced  by  a  wind  or  draught  does  not  necessarily 
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arise  from  the  wind  being  cooler,  for  it  may,  as  shown  by  the  thermometer, 
be  actually  warmer,  but  arises  from  the  rapid  evaporation  it  causes  from  the 
sm&ce  of  the  skin.  We  have  the  TeeUng  of  oppression  even  at  moderate 
temperatures,  when  we  are  in  an  atmosphere  saturated  by  moisture,  in  which 
no  evaporation  takes  place. 

374.  Oftrri'a  appHrAtna  (or  fteulnc  water. — We  have  already  seen 
that  when  any  liquid  is  converted  into  vapour  it  absorbs  a  considerable 
quantity  of  sensible  heat ;  this  furnishes  a  source  of  cold  which  is  more 
abundajit  the  more  volatile  the  liquid,  and  the  greater  its  heat  of  vaporisa* 

This  property  of  liquids  has  been  utilised  by  M.  Carr^,  in  freezing  water 
by  the  distillation  of  ammonia.  The  apparatus  consists  of  a  cylindrical 
boiler  C  (figs.  346,  347),  and  of  a  slightly  conical  vessel  A,  which  is  the 


Fig.  J46.  Fig.  3,7. 

fntitr.  These  two  vessels  are  connected  by  a  tube,  m,  and  a  brace,  n,  binds 
''•Em  firmly.  They  are  made  of  strong  galvanised  iron  plate,  and  can  resist  ■ 
a  pressure  of  seven  atmospheres. 

The  boiler  C,  which  holds  about  two  gallons,  is  three  parts  filled  with  a 
nrong  solution  of  ammonia.  In  a  tubulure  in  the  upper  pan  of  the  boiler 
Wme  oil  is  placed,  and  in  this  a  thermometer  /.  The  freezer  A  consists  of 
1*0  concentric  envelopes,  arranged  in  such  a  manner  that,  the  centre  being 
jwllow,  a  metal  vessel,  G,  containing  the  water  to  be  frozen,  can  be  placed 
in  this  space.  Hence  only  the  annular  space  between  the  sides  of  the  freezer 
«  u  communication  with  the  boiler  by  means  of  the  tube  m.  In  the  upper 
PSrt  of  the  freezer  there  is  a  small  tubulure  which  can  be  closed  by  a  metal 
stopper^  and  by  which  the  solution  of  ammonia  is  introduced. 

The  formation  0/  ice  comprises  two  distinct  operations.  In  the  first, 
'he  boiler  is  placed  in  a  furnace  F,  and  the  freezer  in  a  bath  of  cold  water  of 
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about  13°.  The  boiler  being  heated  to  130°,  the  ammoniacal  gas  dissolved 
in  the  water  of  the  boiler  is  disengaged,  and,  in  virtue  of  its  own  pressure,  is 
liquefied  in  the  freeier  A,  along  with  about  a  tenth  of  its  weight  of  water.  This 
distillation  of  C  towards  A  lasts  about  an  hour  and  a  quarter,  and  when  it  is 
finished  the  second  operation  commences;  this  consists  in  placing  the  boiler 
in  the  cold-water  bath  (fig.  347),  and  the  freezer  A  outside,  care  being  taken 
to  surround  it  with  dry  flannel.  The  vessel  G,  about  three-quarters  fiill  of 
water,  is  placed  in  the  freezer.  As  the  boiler  cools,  the  ammoniacal  gas  with 
which  it  is  filled  is  again  dissolved  ;  the  pressure  thus  being  diminished,  the 
ammonia  which  has  been  liquefied  in  the  freezer  is  converted  into  the  gaseous 
form,  and  now  distils  from  A  towards  C,  to  redissolve  in  the  water  which 
has  remained  in  the  boiler.  During  this  distillation  the  ammonia  which  is 
gasified  absorbs  a  great  quantity  of  heat,  which  is  withdrawn  from  the  vessel 
G  and  the  water  it  contains.     Hence  it  is  that  this  water  freezes.     In  order 

to  have  better  con- 
tact between  the 
sides  of  the  vessel 
G  and  the  freezer, 
alcohol  is  poured 
between  them.  In 
about  an  hour  and 
aquarteraperfectly 
compact  cy  I  i  ndri  cat 
block  of  ice  can 
be  taken  from  the 
'  vessel  G. 
,  This  apparatus 

gives    about    four 
pounds  of  ice  in  an 
hour,  at  a  price  of 
j  about  a  farthing  per 

pound  ;  large  con- 
tinuously working 
apparatus  have, 
however,  been  con- 
structed,whichpro- 
duce  as  much  as 
800  pounds  of  ice 
Fig.  34S.  in  an  hour. 

Carr^  has  con- 
structed an  ice-making  machine  which  is  an  industrial  application  of  Leslie's 
experiment  (373),  and  by  which  considerable  quantities  of  water  may  be 
frozen  in  a  short  time.  It  consists  of  a  cylinder,  R,  about  1 5  inches  long  by 
4  in  diameter,  made  of  an  alloy  of  lead  and  antimony  (fig.  348).  At  one  end 
is  a  funnel  E,  by  which  strong  sulphuric  acid  can  be  introduced ;  at  the 
other  is  a  lubulure  m,  to  which  is  screwed  a  dome  d  that  supports  a  series 
of  obstacles  intended  to  prevent  any  sulphuric  acid  from  spirting  into  «  and 
b.  There  are,  moreover,  on  the  receiver  a  wide  tube,  «,  closed  by  a  thick 
glass  disc  O,  and  a  long  tube  ky  to  the  lop  of  which  is  fitted  the  botde  C 
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containing  water  to  be  frozen.  The  dome  //,  the  disc  O,  and  the  stopper  /  of 
the  funnel  £  are  all  sealed  with  wax. 

On  the  side  of  the  receiver  is  an  air-pump  P,  connected  with  it  by  a  tube 
by  and  worked  by  a  handle  M.  To  this  handle  is  attached  a  rod  /,  which, 
by  the  mechanism  represented  on  the  left  of  the  figure,  works  a  stirrer  A  in 
the  sulphuric  acid.  A  lever  x  connected  with  a  horizontal  axis  which 
traverses  a  small  stuffing-box  /f,  transmits  its  backward  and  forward  motion 
to  the  rod  e  and  to  the  stirrer.  This  and  the  stuffing-box  n  are  fitted  in  a 
tabulure  on  the  side  of  the  tubulure  m. 

The  smallest  size  which  Carr<5  makes  holds  2*5  kilogrammes  of  sul- 
phuric acid,  and  the  water-bottle  about  400  grammes,  when  it  is  one-third  fulL 
After  about  70  strokes  of  the  piston  the  water  begins  to  boil ;  the  acid  being 
in  continued  agitation,  the  vapour  is  rapidly  absorbed  by  it,  and  the  pump  is 
worked  until  freezing  begins.  For  this  purpose  it  is  merely  necessary  to 
give  a  few  strokes  every  ^\^  minutes.  The  rate  of  freezing  depends  on  the 
strength  of  the  acid  ;  when  this  gets  very  dilute  it  requires  renewal ;  but  12 
water-bottles  can  be  frozen  with  the  same  quantity  of  acid. 


LIQUEFACTION  OF  VAPOURS  AND  GASES 

375.  Kiqnefectlon  of  Taponrs. — The  liquefaction  or  condensation  of 
vapours  is  their  passage  from  the  aeriform  to  the  liquid  state.  Condensa- 
tion may  be  due  to  three  causes — cooling,  compression,  or  chemical  action. 
For  the  first  two  causes  the  vapours  must  be  saturated  (353),  while  th^ 
latter  produces  the  liquefaction  of  the  most  rarefied  vapours.  Thus,  a  large 
number  of  salts  absorb  and  condense  the  aqueous  vapour  in  the  atmosphere, 
however  small  its  quantity. 

When  vapours  are  condensed,  their  latent  heat  becomes  free  ;  that  is,  it 
affects  the  thermometer.  This  is  readily  seen  when  a  current  of  steam  at 
100°  is  passed  into  a  vessel  of  water  at  the  ordinary  temperature.  The 
liquid  becomes  rapidly  heated,  and  soon  reaches  loo^  The  quantity  of 
heat  given  up  in  liquefaction  is  equal  to  the  quantity  absorbed  in  producing 
the  vapour. 

376.  BUtlllatlon.  Stills. — Distillation  is  an  operation  by  which  a 
volatile  liquid  may  be  separated  from  substances  which  it  holds  in  solution 
or  by  which  two  liquids  of  different  volatilities  may  be  separated.  The 
operation  depends  on  the  transformation  of  liquids  into  vapour  by  the  action 
of  heat,  and  on  the  condensation  of  this  vapour  by  cooling. 

The  apparatus  used  in  distillation  is  called  a  still.  Its  form  may  vary 
greatly,  but  it  consists  essentially  of  three  parts  ;  ist,  the  body  A  (fig.  349), 
A  copper  vessel  containing  the  liquid,  the  lower  part  of  which  fits  in  the 
furnace  ;  2nd,  the  head,  B,  which  fits  on  the  body,  and  from  which  a  lateral 
tube,  C,  leads  to — 3rd — the  worm^  S,  a  long  spiral  tin  or  copper  tube  placed 
in  a  cistern  kept  constantly  full  of  cold  water.  The  object  of  the  worm  is  to 
condense  the  vapour  by  exposing  a  greater  extent  of  cold  surface. 

To  free  ordinary  water  from  the  many  impurities  which  it  contains,  it  is 
placed  in  a  still  and  heated.  The  vapours  disengaged  are  condensed  in  the 
vorm,  and  the  distilled  water  arising  from  the  condensation  is  collected  in 

A  A  2 
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the  receiver  D.  The  vapours  in  condensing  rapidly  heat  the  water  in  the 
cistern,  which  must,  therefore,  be  constantly  renewed.  For  this  purpose  a 
continual  supply  of  cold  water  passes  into  the  bottom  of  the  cistern,  while 


the  lighter  heated  water  rises  to  the  surface  and  escn]>es  by  a  lube  in  the 
top  of  the  cistern. 

377.  Ueblr'a  OoBdeoaer. — In  distilling  small  quantities  of  liquids,  or  in 
taking  the  boihng  point  of  a  liquid,  so  as  not  to  lose  any  of  it,  the  apparatus 


known  as  Liebig's  Condenser  is  extremely  useful.     It  consists  of  a  glass 
tube,  //  (fig.  350),  about  thirty  inches  long,  fitted  in  a  copper  or  tin  tube 
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by  means  of  perforated  corks.  A  constant  supply  of  cold  water  from  the 
vessel  a  passes  into  the  space  between  the  two  tubes,  being  conveyed  to  the 
lower  part  of  the  condenser  by  a  funnel  and  tube  ,^,  flowing  out  from  the 
upper  part  of  the  tube/  The  liquid  to  be  distilled  is  contained  in  a  retort, 
the  neck  of  which  is  placed  in  the  tube  ;  the  condensed  liquid  drops  quite 
cold  into  a  vessel  placed  to  receive  it  at  the  other  end  of  Che  condensing 
tube. 

378.  App*ratnB  R»r  determlnliiK  tbe  MO«b»llc  value  ofwlaea. — One 
(rf  the  forms  of 
this     apparatus 


glass  flask  resi- 
ii^on  a  tripod, 
and  heated  by  a 
spirit  lamp  (fig. 
35').  By  means 
of  a  caoutchouc 
tube  this  is  con- 
nected with  a 
*orm  placed  in 
a  copper  vessel 
filled  with  cold 
water,  and  below 
which  is  a  test 
glass  for  collect- 
ing tbe  distillate. 

Onthisarethree  Fig- 3S'- 

divisions,  one  a,  which  measures  the  quantity  of  wine  taken  ;  the  two  others 
indicating  one-half  and  one-third  of  this  volume. 

The  test  glass  is  filled  with  the  wine  up  to  a ;  this  is  then  poured  into 
the  flask,  which  having  been  connected  with  the  worm,  the  distillation  is 
commenced.  The  liquid  which  distils  over  is  a  mixture  of  alcohol  and  water  ; 
for  ordinary  wines,  such  as  clarets  and  hocks,  about  one-third  is  distilled 
over,  and  for  wines  richer  in  spirit,  such  as  sherries  and  ports,  one-half  must 
be  distilled  ;  experimenthasshown  that  under  these  circumstances  practically 
all  the  alcohol  passes  over  in  the  distillate.  The  measure  is  then  filled  up 
'*ith  distilled  water  to  a  ;  this  gives  the  mixture  of  alcohol  and  water  of  the 
same  volume  as  (he  wine  taken,  free  from  all  solid  matters,  such  as  sugar, 
colouring  matter,  and  acid,  but  containing  all  the  alcohol  The  specific 
gravity  of  this  distillate  is  then  taken  by  means  of  an  alcoholometer  (128), 
and  the  number  thus  obtained  corresponds  to  a  certain  strength  of  alcohol 
as  indicated  by  the  tables. 

379.  aan^-tobe, — In  preparing  gases  and  collecting  them  over  mercury 
or  water,  it  occasionally  happens  that  these  liquids  rush  back  into  the 
generating  vessel,  and  destroy  the  operation.  This  arises  from  an  excess  of 
atmospheric  pressure  over  theelasticforcein  the  vessel.  If  a  gas — sulphurous 
Kid  for  example— be  generated  in  the  flask  m  (fig.  353),  and  be  passed  into 
water  in  the  vessel  A,  as  long  as  the  gas  is  given  olT  freely,  its  elastic  force 
Wceeds  the  atmospheric  pressure,  and  the  weight  of  the  column  of  water. 
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(wi,  so  that  the  water  in  the  vessel  cannot  rise  in  the  tube,  and  absorption  is 
impossible.  But  if  the  tension  decreases,  either  through  the  flask  becoming 
cooled  or  the  gas  being  disengaged  too  slowly,  the  external  pressure  pre- 
vails, and  when  it  exceeds  the  internal  tension  by  more  than  the  weight  of 
the  column  of  water  co,  the  water  rises  into  the  flask,  and  the  operation  is 
spoiled.    This  accident  is  prevented  by  means  of  safety-tubes. 

These  are  tubes  which  prevent  absorption  by  allowing  the  air  to  enter  in 
proportion  as  the  internal  pressure  decreases.    The  simplest  is  a  tube  C 


Fig-  35'-  FiB.  JJ3. 

{fig.  3S3).  passing  through  the  cork  which  closes  the  flask  M,  in  which  the 
gas  is  generated,  and  dipping  in  the  liquid.  When  the  pressure  of  the 
gas  diminishes  in  M,  the  atmospheric  pressure  on  the  water  in  the  bath  E 
causes  it  to  rise  to  a  certain  height  in  the  tube  DA ;  but  this  pressure,  acting 
also  on  the  liquid  in  the  tube  C,  depresses  it  to  the  same  depth,  assuming 
that  the  liquid  has  the  same  density  as  the  water  in  E.  Now,  as  this 
depth  is  less  than  the  height  DH,  air  enters  by  the  aperture,  before  the  water 
in  the  bath  can  rise  to  A,  and  no  absorption  takes  place. 

380.  Uqnefkotlon  of  rue>- — We  have  already  seen  that  a  salamted 
vapour,  the  temperature  of  which  is  constant,  is  liquefied  by  increasing  the 
pressure,  and  that,  the  pressure  remaining  constant,  it  is  brought  into  the 
liquid  state  by  diminishing  the  temperature. 

Unsaturated  vapours  behave  in  all  respects  like  gases.  For  the  gaseous 
form  is  accidental,  and  is  not  inherent  in  the  nature  of  the  substance.  At 
ordinary  temperatures  sulphurous  anhydride  is  a  gas,  while  in  countries  near 
tfie  poles  it  is  a  liquid  ;  in  tempeiate  climates  ether  is  a  liquid,  at  a  tropical 
beat  it  is  a  gas.  And  just  as  unsaturated  vapours  may  be  brought  to  the 
state  of  saturation,  and  then  liquefied,  by  suitably  diminishing  the  tempe- 
rature or  increasing  the  pressure,  so  by  the  same  means  gases  may  be 
liquefied.  But  as  they  are  mostly  very  far  removed  from  this  state  of  satura- 
tion, great  cold  and  pressure  are  required.  Some  of  them  may  indeed  be 
liquefied  either  by  cold  or  by  pressure ;  for  the  majority,  however,  both 
agencies  must  be  simultaneously  employed.  The  recent  researches  of 
Cailletet  and  of  Pictet  (382)  have  shown  that  the  distinction  permanttU  gas 
no  longer  exists,  now  that  all  are  liquefied. 

We  have  seen  that  there  is  for  each  gas  a  critical  temperature  (370),  so 
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that  no  pressure  however  great  can  liquefy  a  gas  which  is  above  this  tempe- 
rature. If  a  gas  is  below  this  point,  then  the  nearer  it  is  to  it  the  greater  is 
the  pressure  required  ;  conversely,  if  the  temperature  is  very  low,  the  pressure 
required  to  liquefy  it  may  be  low  too. 

Faraday  was  the  first  to  liquefy  some  of  the  gases.  His  method  con- 
sists in  enclosing  in  a  bent  glass  tube  (fig.  354)  substances  by  whose 
chemical  action  the  gas  to  be  liquefied  is  produced,  and  then  sealing  the 
shorter  leg.  In  proportion  as  the  gas  is  disengaged  its  pressure  increases, 
and  it  ultimately  liquefies  and  collects  in  the 
shorter  leg,  more  especially  if  its  condensation 
is  assisted  by  placing  the  shorter  leg  in  a 
freezing  mixture.  A  small  manometer  may  be 
placed  in  the  apparatus  to  indicate  the  pressure. 

Cyanogen  gas  is  readily  liquefied  by  heating 
cyanide  of  mercury  in  a  bent  tube  of  this 
description  ;  other  gases  have  been  condensed 
by  taking  advantage  of  special  reactions,  the 
consideration  of  which  belongs  rather  to  chem- 
istry than  to  physics.  For  example,  chloride  Fig.  354. 
of  silver  absorbs  about  200  times  its  volume  of 

ammoniacal  gas  ;  when  the  compound  thus  formed  is  placed  in  the  long  leg 
of  a  bent  tube  and  gently  heated,  while  the  shorter  leg  is  immersed  in  a 
freezing  mixture,  a  quantity  of  liquid  ammoniacal  gas  speedily  collects  in 
the  shorter  leg. 

381.  JLpparatiui  to  liquefy  and  solidify  erases. — Thilorier  first  con- 
structed an  apparatus  by  which  considerable  quantities  of  carbonic  acid  gas 
could  be  liquefied.  Its  principle  is  the  same  as  that  used  by  Faraday  in 
working  with  glass  tubes ;  the  gas  is  generated  in  an  iron  cylinder,  and 
passes  through  a  metal  tube  into  another  similar  cylinder,  where  it  con- 
denses. The  use  of  this  apparatus  is  not  free  from  danger ;  many  accidents 
have  already  happened  with  it,  and  it  has  been  superseded  by  an  apparatus 
constructed  by  Natterer,  of  Vienna,  which  is  both  convenient  and  safe. 

A  perspective  view  of  the  apparatus,  as  modified  by  Bianchi,  is  repre- 
sented in  ^%.  356,  and  a  section  on  a  larger  scale  in  fig.  355.  It  consists  of 
a  wrought-iron  reservoir  A,  of  something  less  than  a  quart  capacity,  which 
can  resist  a  pressure  of  more  than  600  atmospheres.  A  small  force-pump  is 
screwed  on  the  lower  part  of  this  reservoir.  The  piston  rod  /  is  moved  by 
the  crank-rod  E,  which  is  worked  by  the  handle  M.  As  the  compression  of 
the  gas  and  the  friction  of  the  piston  produce  a  considerable  disengagement 
of  heat,  the  reservoir  A  is  surrounded  by  a  copper  vessel,  in  which  ice  or  a 
freezing  mixture  is  placed.  The  water  arising  from  the  melting  of  the  ice 
passes  by  a  tube  m  into  a  cylindrical  copper  case  C,  which  surrounds  the 
force-pump,  from  whence  it  escapes  through  the  tube  n  and  the  stopcock  o. 
The  whole  arrangement  rests  on  an  iron  frame,  PQ. 

The  gas  to  be  liquefied  is  previously  collected  in  airtight  bags  R,  from 
whence  it  passes  into  a  bottle  V,  containing  some  suitable  drying  substance  ; 
it  then  passes  into  the  condensing  pump  through  the  vulcanised  india-rubber 
tube  H.  After  the  apparatus  has  been  worked  for  some  time  the  reservoir 
A  can  be  unscrewed  from  the  pump  without  any  escape  of  the  liquid,  for  it  is 
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closed  below  by  a  vatve  S  (lig.  355)-  In  order  to  collect  some  of  the  liquid 
gas,  the  reservoir  is  inverted,  and  on  turning  the  stopcock  r  the  hquid  escapes 
by  a  smalt  tubulure  x. 

When  carbonic  acid  has  been  liquefied  and  is  allowed  to  escape  into  the 
air,  a  portion  only  of  the  liquid  volatilises  ;  in  consequence  of  the  heat  ab- 
sorbed by  this  evaporation,  the  rest  is  so  much  cooled  as  to  solidify  in  white 
flakes  like  snow  or  anhydrous  phosphoric  acid.  This  may  be  collected  by 
placing  a  stout  woollen  bag  tike  a  tobacco  pouch  over  a  pipe  attached  to  the 


tube  x;  if  ihe  porous  mass  is  compressed  or  hammered  in  stout  wooden 
cylinders,  slicks  of  solid  carbonic  acid  are  obtained,  very  like  chalk  in 
appearance. 

Solid  carlionic  acid  evaporates  very  stowty.  By  means  of  an  alcohol 
thermometer  its  temperature  has  been  found  to  be  about  -90°.  A  small 
quantity  placed  on  the  hand  does  not  produce  the  sensation  of  such  great 
cold  as  might  be  expected.    This  arises  from  the  imperfect  contact.     But  if 
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the  solid  be  mixed  with  ether  the  cold  produced  is  so  intense  that  when  a 
little  is  placed  on  the  skin  all  the  effects  of  a  severe  bum  are  produced.  A 
mixture  of  these  two  substances  solidifies  four  limes  its  weight  of  mercury  in 
i.  few  minutes.  When  a  tube  containing  liquid  carbonic  acid  is  placed  in  this 
mixture,  the  liquid  becomes  solid  and  looks  like  a  transparent  piece  of  ice. 

The  most  remarkable  liquefaction  obtained  by  this  apparatus  is  that  of 
nitrous  oxide.  The  gas  once  liquetied  only  evaporates  slowly,  and  produces 
a  temperature  of  33°  below  zero.  Mercury  placed  in  it  in  small  quantities 
bstantly  solidifies.  The  same  is  the  cuse  with  water  ;  it  must  be  added 
drop  by  drop,  otherwise,  its  latent  heat  being  much  greater  than  that  of 
mercury,  the  heat  given  up  by  the  water  in  solidifying  would  be  sufGcient  to 
cause  an  explosion  of  the  nitrous  oxide. 

Nitrous  oxide  is  readily  decomposed  by  heat,  and  has  the  property  of 
supporting  the  combustion  of  bodies  with  almost  as  much  brilliancy  as 
oxygen  ;  and  even  at  low  temperatures  it  preserves  this  property.  When  a 
piece  of  incandescent  charcoal  is  thrown  on  liquid  nitrous  oxide,  it  continues 
to  bum  with  a  brilliant  light 

The  cold  produced  by  the  evaporation  of  ether  (373)  has  been  used  by 
Loir  and  Drion  in  the  liquefaction  of  gases.  By  passing  a  current  of  air 
from  a  blowpipe  bellows  through  several  tubes 
into  a  few  ounces  of  ether,  a  temperature  of  —34° 
C.  can  be  reached  in  five  or  six  minutes,  and  may 
be  kept  up  for  fifteen  or  twenty  minutes.  By 
evaporating  liquid  sulphurous  acid  in  the  same 
manner  a  great  degree  of  cold,  —  50°  C,  is  ob- 
tained. At  this  temperature  ammoniacal  gas  may 
be  liquefied.  By  rapidly  evaporating  liquid  }iim- 
tnonia  under  the  air-pump,  in  the  presence  of 
sulphuric  acid,  a  temperature  of  -87°  is  attained, 
which  is  found  sufficient  to  liquefy  carbonic  acid 
under  the  ordinary  pressure  of  the  atmosphere. 

382.  CUIIaiefs  Knd  Vlotet'a  resanrclMa. — 
Cailletet  and  Pictet,  working  independently,  but 
simultaneously,  have  effaced  the  old  distinction 
between  permanent  and  non-permanent  gases,  by 
effecting  the  liquefaction  of  oxygen  and  hydrogen, 
Md  other  gases  which  it  was  supposed  could  not 
^  condensed.  TTiis  has  been  accomplished  by 
feans  of  powerful  material  appliances  directed 
"ilh  great  skill  and  ingenuity.  The  critical  tem- 
perature of  these  gases  is  mostly  below  — 100°, 
"hile  their  critical  pressure  is  somewhat  less  than 
that  of  carbonic  acid,  excepting  hydrogen,  which 
IS  over  too  atmospheres.  Fig.  357. 

The  essential  parts  of  CaiHetet's  apparatus  are 
renresented  in  fig,  357.     The  gas  to  be  condensed  is  contained  in  the  tube 
TP,  which  is  fitted,  by  means  of  a  bronze  screw  A,  into  a  strong  wrought- 
ifon  mercury  bath  B.    By  means  of  a  screw  RE,  and  a  tube  U,  this  is  con- 
nected with  a  hydraulic  or  a  screw  press  not  represented  in  the  figure.    The 
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capillary  part  P  of  the  tube  T  is  placed  in  a  vessel  M,  in  which  it  can  be 
surrounded  by  a  freezing  mixture,  and  this  again  is  surrounded  by  a  stout 
safety  bell-jar  C. 

When  a  pressure  of  250  to  300  atmospheres  is  applied  by  means  of  the 
hydraulic  press,  after  waiting  until  the  heat  due  to  the  compression  has 
disappeared,  if  a  screw  arranged  in  the  press  is  suddenly  opened,  the  pres- 
sure being  diminished,  the  cold  produced  by  the  sudden  expansion  of  the 
gas  in  the  tube  TP  is  so  great  as  to  liquefy  a  portion  of  the  rest,  as  is  shown 
by  the  production  of  a  mist 

This  observation  was  first  made  with  nitric  oxide,  but  similar  results 
have  been  obtained  with  marsh  gas,  carbonic  acid,  and  oxygen. 

The  principle  of  Pictet's  method  is  that  of  liberating  the  gas  under  great 
pressure,  combined  with  the  application  of  great  degrees  of  cold.  The 
essential  parts  of  the  apparatus  are  the  following : — Two  double-acting 
pumps,  A  and  B  (fig.  358),  are  so  coupled  together  that  they  cause  the 
evaporation  of  liquid  sulphurous  acid  contained  in  the  annular  receiver  C. 
By  the  play  of  the  pumps  the  gas  thus  evaporated  is  forced  into  the 
receiver  D,  where  it  is  cooled  by  a  current  of  water,  and  again  liquefied 
under  a  pressure  of  three  atmospheres.  Thence  it  passes  again  by  the 
narrow  tube  d  to  the  receiver  C,  to  replace  that  which  is  evaporated. 

In  this  way  the  temperature  of  the  liquid  sulphurous  acid  is  reduced  to 
-65®.   Its  function  is  to  produce  a  sufficient  quantity  of  liquid  carbonic  acid» 

which  is  then  sub- 
mitted to  a  perfect- 
ly analogous  pro- 
cess of  rarefaction 
and  condensation. 
This  is  effected  by 
means  of  two  simi- 
lar pumps,  £  and 
F.  The  carbonic 
acid  gas,  perfectly 
pure  and  dry,  is 
drawn  from  a  reser- 
voir through  a  tube 
not  represented  in 
the  figure,  and  is 
forced  into  the  con- 
denser K,  which  is 
cooled  by  the  liquid 
sulphurous  acid  to 
a  temperature  of 
—65°,  and  is  there 
liquefied. 

H  is  a  tube  of 
stout  copper  in  con- 
nection with  the  condenser  K  by  a  narrow  tube  k.  When  a  sufficient  quantity 
of  carbonic  acid  has  been  liquefied,  the  connection  with  the  gasholder  is  cut 
off,  and  by  working  the  pumps  £  and  F  a  vacuum  is  created  over  the  liquid 
carbonic  acid  in  H,  which  produces  so  great  a  cold  as  to  solidify  it. 


Fig.  358. 


-388]  Mixture  of  Gases  and  Vapours  363 

L  is  a  stout  wrought-iron  retort  capable  of  standing  a  pressure  of  1,500 
atmospheres.  In  it  are  placed  the  substances  by  whose  chemical  actions 
the  gas  is  produced  :  potassium  chlorate  in  the  case  of  oxygen.  This  retort 
is  dosed  by  a  strong  copper  tube  in  which  the  actual  condensation  is  effected, 
near  the  end  of  which  is  a  specially  constructed  manometer  R,  and  which  is 
closed  by  a  stopcock  N. 

When  the  four  pumps  are  set  in  action,  for  which  a  steam-engine  of  1 5 
horse-power  is  required,  heat  is  applied  to  the  retort  Oxygen  is  liberated 
in  a  calculated  quantity,  the  temperature  of  the  retort  being  about  485*^. 
Towards  the  close  of  the  decomposition  the  manometer  indicates  a  pressure 
of  500  atmospheres,  and  then  sinks  to  320.  This  diminution  is  due  to  the 
condensation  of  gas,  and  at  this  stage  the  tube  contains  liquefied  oxygen. 
If  the  cock  N  is  opened,  the  gas  issues  with  violence,  having  the  appearance 
of  a  dazzling  white  pencil.  This  lasts  three  or  four  seconds.  On  closing 
the  stopcock  the  pressure,  which  had  diminished  to  400  atmospheres,  now 
rises,  and  again  becomes  stationary,  proving  that  the  gas  is  once  more  being 
condensed.    The  density  of  liquid  oxygen  has  been  found  to  be  0*9. 

The  phenomena  presented  by  the  jet  of  oxygen  when  viewed  by  the 
electric  light  showed  that  the  light  it  emits  was  partially  polarised,  indicating 
a  probable  transient  crystallisation  of  the  gas. 

For  hydrogen  the  gas  was  disengaged  by  heating  a  mixture  of  potassic 
formate  and  hydrate,  and  liquid  protoxide  of  nitrogen  was  used  instead  of 
carbonic  acid  by  which  the  temperature  could  be  reduced  to  —140°  C. 
When  the  pressure  had  reached  650  atmospheres,  and  the  cock  was  opened, 
a  steel-blue  jet  issued  from  the  aperture  with  a  brisk  noise.  This  suddenly 
became  intermittent,  and  resembled  a  shower  of  hailstones.  As  the  separate 
granules  struck  the  ground  they  produced  a  loud  noise,  and  Pictet  considers 
that  in  all  probability  the  hydrogen  in  the  interior  was  frozen. 

In  some  later  experiments,  the  details  of  which  are  too  complicated  to 
give  here,  Cailletet  has  produced  very  low  temperatures  by  the  use  of  liquid 
ethylene  gas.  This  gas  can  be  liquefied  by  a  pressure  of  45  atmospheres  at 
a  temperature  of  i**.  By  promoting  the  evaporation  of  this  liquid,  by  passing 
through  it  a  current  of  air  or  of  hydrogen  which  has  been  previously  cooled 
by  the  I'apid  evaporation  of  chloride  of  methyle,  the  temperature  is  easily 
reduced  to  —120**.  When  oxygen  gas  is  cooled  to  this  temperature  the 
application  of  pressure  is  sufficient  to  resolve  it  into  a  colourless,  transparent 
liquid,  sharply  separated  from  the  gas  by  a  meniscus. 

By  surrounding  the  gas  under  experiment  with  concentric  tubes  containing 
liquid  oxygen  that  boils  under  the  atmospheric  pressure  at  — 181**,  which  in 
turn  is  surrounded  by  liquid  ethylene,  Olszewski  obtained  temperatures  low 
enough  to  solidify  nitrogen,  carbonic  oxide,  marsh  gas  and  nitric  oxide.  The 
evaporation  of  solid  nitrogen  under  a  pressure  of  4"»  produces  a  tempe- 
rature of  -225^ 

MIXTURE  OF  GASES  AND  VAPOURS 

383.  Xaws  of  the  mixture  of  vaoeo  aad  ▼aponra. — Every  mixture  of 
a  gas  and  a  vapour  obeys  the  two  following  laws  : — 

I.  The  pressure^  and^  consequently^  the  quantity ^  of  vapour  which  saturates 
^  given  space  are  the  same  for  the  same  temperature^  whether  this  space  con- 
tains a  gas  or  is  a  vacuum. 
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]  I.  Tht  pressure  of  the  mixture  of  a  gas  and  a  vapour  is  equal  to  the 
sum  of  the  pressures  which  each  would  possess  if  it  occupied  the  same  space 

These  are  known  as  Daltoiis  laivs,  from  their  discoverer,  and  arc  de- 
monstrated by  the  following  apparatus,  which  was  invented  by  Gay-Lussac  :— 
^^^       It  consists  of  a  glass  tube  A  (fig.  359),  to  which 
1^      two  stopcocks,  b  and  d,  are  cemented.    The 
lower  stopcock  is  provided  with  a    tubulure 
which  connects  the  tube  A  with  a  tube  B  of 
smaller  diameter,     A  scale  between  the  two 
tubes  serves  to  measure  the  heights  of  the 
mercurial  columns  in  these  tubes. 

The  tube  A  is  lilled  with  mercury,  and  the 
slopKTOcks  b  andV  3.re  closed.  A  glass  globe 
M,  filled  with  dry  air  or  any  other  gas,  is 
screwed  on  by  means  of  a  stopcock  in  the 
place  of  the  funnel  C.  All  three  stopcocks  are 
then  opened,  and  a  little  mercury  is  allowed  to 
escape,  which  is  replaced  by  the  dry  air  M  the 
globe.  The  stopcocks  are  then  closed,  and  as 
the  air  in  the  tube  expands  on  leaving  the 
globe,  the  pressure  on  it  is  less  than  that  of  the 
atmosphere.  Mercury  is  accordingly  poured 
into  the  tube  B  until  it  is  at  the  same  level  in 
both  tubes.  The  globe  is  then  removed,  and 
replaced  by  the  funnel  C,  provided  with  a 
stopcock  a  of  a  peculiar  construction.  It  is 
not  perforated,  but  has  a  small  cavity,  as  repre- 
sented in  «,  on  the  left  of  the  figure.  Some  of 
the  liquid  to  be  vaporised  is  poured  into  C,  and 
the  height  of  the  mercury  k  having  been  noted, 
the  stopcock  b  is  opened,  and  a  turned  so  that 
its  cavity  becomes  filled  with  liquid  ;  being 
'*■  ■"*"  again  turned,  the  liquid  enters  the  space  A  and 

vaporises.  The  liquid  is  allowed  to  fall  drop  by  drop  until  the  air  in  the 
tube  is  saturated,  which  is  the  case  when  the  level  k  of  the  mercury  ceases 
to  sink  (353). 

As  the  pressure  of  the  vapour  produced  in  the  space  A  is  added  to  that 
of  the  air  already  present,  the  total  volume  of  gas  is  increased.  It  may 
easily  be  restored  to  its  original  volume  by  pouring  mercury  into  B.  When 
the  mercury  in  the  large  tube  has  been  raised  to  the  level  k,  there  is  a 
difference  Bo  in  the  level  of  the  mercury  in  the  two  tubes,  which  obviously 
represents  the  pressure  of  the  vapour  ;  for  as  the  air  has  resumed  its  original 
volume,  its  pressure  has  not  changed.  Now,  if  a  few  drops  of  the  same 
liquid  be  passed  into  the  vacuum  of  a  barometric  tube,  a  depression  exactly 
equal  to  B0  is  produced,  which  proves  ihaF,  for  the  same  temperature,  the 
pressure  of  a  saturated  vapour  is  the  same  in  a  gas  as  in  a  vacuum  ;  from 
which  it  is  concluded  that  at  the  same  temperature  the  quantity  of  vapour 
is  also  the  same. 


-884]  Mixtures  of  Gases  and  Vapours  365 

The  second  law  is  likewise  proved  by  this  experiment,  for,  when  the 
mercury  has  regained  its  level,  the  mixture  supports  the  atmospheric  pressure 
on  the  top  of  the  column  B,  in  addition  to  the  weight  of  the  column  of  mer- 
cury B^7.  But  of  these  two  pressures,  one  represents  that  of  the  dry  air,  and 
the  other  that  of  the  vapour.  The  second  law  is,  moreover,  a  necessary 
consequence  of  the  first. 

Experiments  can  only  be  made  with  this  apparatus  at  ordinary  tempera- 
tures ;  but  Regnault,  by  means  of  an  apparatus  which  can  be  used  at  different 
temperatures,  investigated  the  pressures  of  the  vapours  of  water,  ether, 
bisulphide  of  carbon,  and  benzole,  both  in  a  vacuum  and  in  air.  He  found 
that  the  pressure  in  air  is  less  than  it  is  in  a  vacuum,  but  the  differences  are 
so  small  as  not  to  invalidate  Dalton's  law.  Regnault  was  even  inclined  to 
consider  this  law  as  theoretically  true,  attributing  the  differences  which  he 
observed  to  the  hygroscopic  properties  of  the  sides  of  the  tubes. 

384.  Problems  on  mlztares  of  rases  and  Taponrs. — i.  A  volume  of 
dry  air  V,  at  the  pressure  H,  being  given,  what  will  be  its  volume  V",  when 
it  is  saturated  with  vapour,  the  temperature  and  the  pressure  remaining  the 
same? 

If  F  be  the  elastic  force  of  the  vapour  which  saturates  the  air,  the  latter, 
in  the  mixture,  only  supports  a  pressure  equal  to  H  -  F  (38 1 ).  But  by  Boyle's 
law  the  volumes  V  and  V  are  inversely  as  their  pressures,  consequently 

V        H        ,  ,,,      VH 

^=jj_^,whenceV.^_j^. 

ii.  Let  V  be  a  given  volume  of  saturated  air  at  the  pressure  H,  and  the 
temperature  /;  what  will  be  its  volume  V',also  saturated,  at  the  pressure  H' 
and  the  temperature  t'  ? 

If/ be  the  maximum  pressure  of  aqueous  vapour  at  /®,  and /*  its  maximum 
pressure  at  /'^,  the  air  alone  in  each  of  the  mixtures  V  and  V  will  be  respec- 
tively under  the  pressures  H  -/  and  H'  -f  ;  consequently,  assuming  first 
that  the  temperature  is  constant,  we  obtain 

V      H-/ 

V  "h^-/* 

But  as  the  volumes  V  and  V  of  air,  at  the  temperatures  f  and  /,  are  in  the 
ratio  of  i  +  a/'  to  i  +  «/,  a  being  the  coefficient  of  the  expansion  of  air,  the 
equation  becomes 

V      H'-/''  i+'a/' 

iii.  What  is  the  weight  P  of  a  volume  of  air  V,  saturated  with  aqueous 
vapour  at  the  temperature  /  and  pressure  H  ? 

If  F  be  the  maximum  pressure  of  the  vapour  at  /®,  the  pressure  of 
the  air  alone  will  be  H  -F,  and  the  problem  reduces  itself  to  finding  :  1st, 
the  weight  of  V  cubic  inches  of  dry  air  at  /,  and  under  the  pressure  H  -  F  ; 
^d  2nd,  the  weight  of  V  cubic  inches  of  saturated  vapour  at  /°  under  the 
pressure  F. 

To  solve  the  first  part  of  the  problem,  we  know  that  a  cubic  inch  of  dry 


I 
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air  at  o"  and  the  pressure  760  millimetres  weighs  a 

and  the  pressure  H  —  F,  it  weighs  ,---    ,  "    '(332 

(I  *at)  760 
inches  of  dry  air  weigh 

o%\  (H-F)V 
([+,./)  760 

To  obtain  the  weight  of  the  vapour,  the  weight 
dry  air  at  the  same  temperature  and  pressure  must 
be  mutttplied  by  the  relative  density  of  the  vapour. 

dry  air  Mt",  and  the  pressure  F,  weigh   °--^'  " 

(1  +  a/) ; 
aqueous  vapour,  whose  density  is  |  that  of  air  (385 

i,l*at)i6o     8       ' 
and  as  the  weight  P  is  equal  to  the  sum  of  the  we 
p^o-3ixV(H-F)^o-3r.VF  „5_  03 

{r+a076o        (i+a/)76o    8"     (i+, 


SPHEROIDAL  STATE 

3S5.   X«ld«iifto>t's   pli«n«^nm.      Bontttvy^ 

liquids  are  thrown  upon  incandescent  metal  suiiac 
able  phenomena,  which  were  first  observed  by  Le 
and  have  been  named  after  their  discoverer.  Tl 
studied  by  other  physicists,  and  more  especially  by 
Figure  360  represents  an  interesting  method  of 
small  copper  flask  which  is  heated  to  dull  rednes 


dropped  into  the  dish  by  means  of  a  pipette,  the  liqi 
out  on  the  dish,  and  does  not  moisten  it,  as  it  would 
ture,  but  assumes  the  form  of  a  flattened  globule, ' 
pressed  by  saying  that  it  has  passed  into  the  spkt 
rapidly  round  on  the  bottom  of  the  dish,  taking  somi 
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and  not  only  does  it  not  boil,  but  its  evaporation  is  only  about  one-iiftieth 
as  rapid  as  if  it  boiled.  As  the  dish  cools,  a  pioint  is  reached  at  which  it  is 
not  hot  enough  to  keep  the  water  in  the  spheroidal  state  ;  it  is  accordingly 
moistened  by  the  liquid,  and  a  violent  ebullition  suddenly  ensues. 

All  volatile  liquids  can  assume  the  spheroidal  condition  ;  the  lowest 
temperature  at  which  it  can  be  produced  varies  with  each  liquid,  and  is 
more  elevated  the  higher  the  boiling  point  of  the  liquid.  For  water,  the 
dish  must  have  at  least  a  temperature  of  300° ;  for  alcohol,  134° ;  and  for 
ether,  61°. 

The  temperature  of  a  liquid  in  the  spheroidal  stale  is  always  below  its 
boiling  point.  This  temperature  has  been  measured  by  Bouligny  by  means 
of  a  very  delicate  thermometer ;  but  his  method  is  not  free  from  objections, 
and  it  is  probable  that  the  temperatures  he  obtained  were  too  high.  He 
found  that  of  water  to  be  95°  ;  alcohol,  75°  ;  ether,  34"  ;  and  liquid  sulphu- 
rous acid,— 11°.  But  the  temperature  of  the  vapour  which  is  disengaged 
appears  to  be  as  high  as  that  of  the  vessel  itself. 

This  property  of  liquids  in  the  spheroidal  state  remaining  below  their 
boiling  point  was  applied  by  Boutigny  in  a  remarkable  experiment,  that 
of  freezing  water  in  a  red-hot  crucible.  He  heated  a  platinum  dish  to 
bright  redness,  and  placed  a  small  quantity  of  liquid  sulphiu'ous  acid  in  it. 
It  immediately  assumed  the  spheroidal  condition,  and  its  evaporation  was 
remarkably  slow.  Its  temperature,  as  has  been  stated,  was  about  —  1 1°  and 
when  3  sm^l  quantity  of  water  was  added,  it  immediately  solidified,  and  a 
small  piece  of  ice  could  be  thrown  out  of  the  red-hot  crucible.  In  a  similar 
manner  Faraday,  by  means  of  a  mixture  of  solid  carbonic  acid  and  ether, 
succeeded  in  freezing  mercury  in  a  red-hot  crvcible. 

In  the  spheroidal  state  the  liquid  is  not  in  contact  with  the  vessel. 
Boutigny  proved  this  by  beating  a  silver  plate  placed  in  a  horizontal  position 
and  dropping  on 
it  a  little  dark- 
coloured  water. 
The  liquid  as- 
sumed the  sphe- 
roidal condition, 
and  the  flame  of 
a  candle  placed 
at  some  distance 
could  be  dis- 
tinctly seen  be- 
tween  the  drop 

and    the    plate  *^<-  3*'- 

(fig.  361 ),  If  a  plate  perforated  by  several  line  holes  be  heated,  a  liquid  will 
assume  the  spheroidal  state  when  projected  upon  it.  This  is  also  the  case 
with  a  flat  helix  of  platinum  wire  pressed  into  a  slightly  concave  shape. 
An  experiment  of  another  class,  due  to  Professor  Church,  also  illustrates  the 
same  fact  A  polished  silver  dish  is  made  red-hot,  and  a  few  drops  of  a 
solution  of  sulphide  of  sodium  are  projected  on  iL  The  liquid  passes  into 
the  spheroidal  condition,  and  the  silver  undergoes  no  alteration.  But  if  the 
dish  is  allowed  to  cool,  the  liquid  instantly  moistens  it,  producing  a  dark 
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spot;  due  to  the  formation  of  sulphide  of  silver.  In  like  manner  nitric  acid 
assumes  the  spheroidal  state  when  projected  on  a  heated  silver  plate,  and 
does  not  attack  the  metal  so  long  as  th^  plate  remains  hot. 

An  analogous  phenomenon  is  observed  when  potassium  is  placed  on 
water.  Hydrogen  is  liberated,  and  burns  with  a  yellow  flame  ;  hydrate  of 
potassium,  which  is  formed  at  the  same  time,  floats  on  the  surface  without 
touching  it,  owing  to  its  high  temperature.  In  a  short  time  it  cools  down^ 
and  the  globule,  coming  in  contact  with  water,  bursts  with  an  explosion. 

Similarly,  liquids  may  be  made  to  roll  upon  liquids,  and  solid  bodies 
which  vaporise  without  becoming  liquid  also  assume  a  condition  analogous 
to  the  spheroidal  state  of  liquids  when  they  are  placed  on  a  surface  whose 
temperature  is  sufficiently  high  to  vaporise  them  rapidly.  This  is  seen  when 
a  piece  of  carbonate  of  ammonium  is  placed  in  a  red-hot  platinum  crucible. 

The  phenomena  of  the  spheroidal  state  seem  to  prove  that  the  liquid 
globule  rests  upon  a  sort  of  cushion  of  its  own  vapour,  produced  by  the  heat 
radiated  from  the  hot  surface  against  its  under  side.  As  fast  as  this  vapour 
escapes  from  under  the  globule,  its  place  is  supplied  by  a  fresh  quantity 
formed  in  the  same  way,  so  that  the  globule  is  constantly  buoyed  up  by  it, 
and  does  not  come  in  actual  contact  with  the  heated  surface.  When,  how- 
ever, the  temperature  of  the  latter  falls,  the  formation  of  vapour  at  the  under 
surface  becomes  less  and  less  rapid,  until  at  length  it  is  not  sufficient  to  pre- 
vent the  globule  touching  the  hot  metal  or  liquid  on  which  it  rests.  As  soon 
as  contact  occurs,  heat  is  rapidly  imparted  to  the  globule,  it  enters  into 
ebullition  and  quickly  boils  away. 

This  explanation  is  confirmed  by  the  experiments  of  Budde,  who  found 
that  in  an  exhausted  receiver  water  passes  into  the  spheroidal  state,  even  when 
the  temperature  of  the  support  is  not  more  than  So**  or  90° ;  for  then  the 
vapour  has  only  to  support  the  drop,  and  not  the  atmospheric  pressure  also. 

These  experiments  on  the  spheroidal  state  explain  the  fact  that  the  hand 
may  be  dipped  into  melted  lead,  or  even  melted  iron,  without  injury.  It  is 
necessary  that  the  liquid  metal  be  heated  greatly  above  its  solidifying  point. 
Usually  the  natural  moisture  of  the  hand  is  sufficient,  but  it  is  better  to  wipe 
it  with  a  damp  cloth.  In  consequence  of  the  great  heat  the  hand  becomes 
covered  with  a  layer  of  spheroidal  fluid,  which  prevents  the  contact  of  the 
metal  with  the  hand.  Radiant  heat  alone  operates,  and  this  is  principally 
expended  in  forming  aqueous  vapour  on  the  surface  of  the  hand.  If  the 
hand  is  immersed  in  boiling  water,  the  water  adheres  to  the  flesh,  and  con- 
sequently a  scald  is  produced. 

The  tales  of  ordeals  by  fire  during  the  middle  ages,  of  men  who  could 
run  barefooted  over  red-hot  iron  without  being  injured,  are  possibly  true  in 
some  cases,  and  would  find  an  explanation  in  the  preceding  phenomena. 


DENSITY  OF  VAPOURS 

386.  Oay-Anniae's  method. — The  density  of  a  vapour  is  the  relation 
between  the  weight  of  a  given  volume  of  this  vapour  and  that  of  the  same 
volume  of  air  at  the  same  temperature  and  pressure. 

The  older  methods  used  in  determining  the  density  of  vapours  are  : 
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Cay-Lussac's,  which  serves  for  liquids  ihat  boil  at  about  100°,  and  Dumas', 
which  can  be  used  up  In  350°. 

Fig.  362  represents  the  apparatus  used  by  Gay-Lussac.     It  consists  of 
an  iron  vessel  containing  mercuiy,  in  which  there  is  a  glass  cylinder  M, 
This  is  filled  with  water  or  oil,  and  the  temperature  is  indicated  by  the  ther- 
mometer T.     In  the  interior  of  the  cyhnder  is 
a  graduated  gas  jar  C,  which  at  lirst  is  filled 
with  mercury. 

The  liquid  whose  vapour-density  is  to  be 
determined  is  placed  in  a  small  glass  bulb  A, 
represented  on  the  lefl  of  the  figure.  The  bulb 
is  then  sealed  and  weighed  ;  the  weight  of  the 
liquid  taken  is  obviously  the  weight  of  the  bulb 
when  filled,  minus  its  weight  while  empty.  The 
bulb  is  then  introduced  into  the  jar  C,  and  the 
liquid  in  M  gradually  heated  somewhat  higher 
than  the  boiling  point  of  the  liquid  in  the  bulb. 
In  consequence  of  the  expansion  of  this  liquid 
the  bulb  breaks,  and  the  liquid  becoming  con- 
verted into  vapour,  the  mercury  is  depressed, 
as  represented  in  the  figure.  The  bulb  must 
be  so  small  that  all  the  liquid  in  it  is  vaporised. 
The  volume  of  the  vapour  is  given  by  the 
graduation  on  the  jar.  Its  temperature  is 
indicated  by  the  thermometer  T,  and  the 
pressure  is  shown  by  the  difference  between 
the  height  of  the  barometer  at  the  time  of  the 
observation  and  the  height  of  the  column  of  *"  ^ 

mercury  in  the  gas  jar.  It  is  only  necessary  then  to  calculate  the  weight 
of  a  volume  of  air  equal  to  that  of  the  vapiour  under  the  same  conditions  of 
temperature  and  pressure.  The  quotient,  obtained  by  dividing  the  weight 
of  the  vapour  by  that  of  the  air,  gives  the  required  density  of  the  vapour. 

Let  p  be  the  weight  of  the  vapour  in  grains,  v  its  volume  in  cubic  inches, 
and  /  its  temperature  ;  if  H  be  the  height  of  the  barometer,  and  k  thai  of 
the  mercury  in  the  gas  jar,  the  pressure  on  the  vapour  will  be  H  -  A. 

It  is  required  to  find  the  weight  p'  of  a  volume  of  air  v,  at  the  tempera- 
ture /,  and  under  a  pressure  H  -  A.  At  zero,  under  a  pressure  of  760  milli- 
metres, a  cubic  inch  of  air  weighs  o'3i  grain  ;  consequently,  under  the 
same  conditions,  ■v  cubic  inches  will  weigh  0-31:'  grain.  And  therefore 
the  weight  of  v  cubic  inches  of  air,  at  t"  and  the  pressure  760  millimetres,  is 


03 '• 


grain  [332,  prob.  ii.] 


As  the  weight  of  a  volume  of  air  is  proportional  to  the  pressure,  the 
above  weight  may  be  reduced  to  the  pressure  H  -A  by  multiplying  by 

^i^  which  gives 
760 

o-3ii'(H-A) 
(i-tfl/)76o 
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for  the  weight/'  of  the  volume  of  air  v,  under  the  pressure  H  -  A  and  at  /**. 
Consequently,  for  the  desired  density  we  have 

f    o'3i7/(H-^)" 

387.  SoflnanB*s  metliod. — Hofmann  materially  improved  the  method 
of  Gay-Lussac  by  having  the  mercury  tube  fb^  in  which  the  vapour  is  pro- 
duced, about  a  metre  in  length  (fig.  363) ;  it  is,  in  fact,  a  barometer,  and 
the  vapour  is  formed  in  the  Torricellian  vacuum.  This  tube  is  surrounded 
by  another  glass  tube  a,  which  is  connected,  by  a  bent  tube  Cy  with  a  canister 

e,  so  that  water,  amylic  alcohol,  or  ani- 
line, or,  indeed,  any  substance  with  a  con- 
stant boiling  point,  may  be  distilled 
through  the  tube  a,  and  the  vapour  issues 
by  the  tube  dy  which  is  connected  with  a 
condensing  arrangement  not  represented 
in  the  figure.  In  this  way  more  constancy 
in  the  temperatures  is  ensured  than  with 
the  use  of  a  mercury  bath.  The  liquid  is 
contained  in  very  minute  stoppered  tubes, 
hy  holding  from  20  to  100  milligrammes 
of  water  ;  the  stoppers  come  out  in  the 
vacuum,  and  the  tubes  can  be  used  over 
again. 

As,  under  the  above  conditions,  the 
liquid  vaporises  into  a  vacuum,  the  vapour 
is  formed  under  a  very  much  lower  pres- 
sure than  that  of  the  atmosphere,  and 
therefore  at  a  temperature  much  below 
its  ordinary  boiling  point.  Thus,  the 
vapour-density  of  a  body  which  only 
boils  at  a  temperature  of  1 50°  can  be  de- 
termined at  the  temperature  of  boiling 
water.  This  is  of  great  use  in  the  case 
of  those  bodies  which  decompose  at  their 
boiling  point  under  the  ordinary  atmo- 
spheric pressure. 

^Z^,  Bnmas*  metliod. — The  original 
method  of  Gay-Lussac  cannot  be  applied 
to  liquids  whose  boiling  point  exceeds 
150°  or  160°.  In  order  to  raise  the  oil  in  the  cylinder  to  this  temperature  it 
would  be  necessary  to  heat  the  mercury  to  such  a  degree  that  its  vapour 
would  be  dangerous  to  the  operator.  And,  moreover,  the  pressure  of  the 
mercurial  vapour  in  the  graduated  jar  would  add  itself  to  that  of  the  vapour 
of  the  liquid,  and  so  far  vitiate  the  result. 

The  following  method,  devised  by  Dumas,  can  be  used  up  to  the  tempera- 
ture at  which  glass  begins  to  soften ;  that  is,  about  400°.  A  glass  globe 
is  used  with  the  neck  drawn  out  to  a  fine  point  {fig,  364).      The  globe, 


Fig.  363. 
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baving  been  dried  externally  and  internally,  is  weighed,  the  temperature  t 
and  barometric  height  h  being'  noted.  This  weight,  W,  is  the  weight  of 
the  glass  G  in  addition  to  p,  that  of  the  air  it  contains.  The  globe  is 
then  gently  warmed  and  its  point  immersed  in  the  liquid  whose  vapour- 
density  is  to  be  determined  ;  on  cooling,  the  air  contracts,  and  a  quantity 
of  hquid  enters  the  globe.  The  globe  is  then  immersed  in  a  bath,  either 
-of  oil  or  fusible  metal,  according  to  the  temperature  to  which  it  is  10  be 
raised.  In  order  to  keep  the  globe  in  a  vertical  position  a  metal  support, 
■on  which  a  movable  rod  slides,  is  fixed  on  the  side  of  the  vessel.  This  rod 
has  two  rings,  between  which  the  globe  is  placed,  as  shown  in  the  figure. 
There  is  another  rod,  to  which  a  weight  thermometer,  D  (324),  is  atta(5hed. 

The  globe  and  thermometer  having  been  immersed  in  the  bath,  the 
latter  is  heated  until  slightly  above  the  boiling  point  of  the  liquid  in  the 
globe.  TTie  vapour  which  passes  out  by  the  point  e.tpels  all  the  air  in  the 
interior.  When  the  jet  of  vapour  ceases,  which  is 
the  case  when  all  the  liquid  has  been  converted 
into  vapour,  the  point  of  the  globe  is  hermetically 
sealed,  the  temperature  of  the  bath  f,  and  the  baro- 
metric height  A',  being  noted.  When  the  globe  is 
cooled  it  is  carefully  cleaned  and  again  weighed. 
This  weight,  W,  is  that  of  the  glass  G,  plus  p', 
the  weight  of  the  vapiour  which  fills  the  globe  at 
the  temperature  /',  and  pressure  h',  or  W'  =  G  *p'. 
To  obtain  the  weight  of  the  glass  alone,  the  weight 
p  of  air  must  be  known,  which  is  determined  in 
the  following  manner;— The  point  of  the  globe  is 
placed  under  mercury  and  the  end  broken  off 
with  a  small  pair  of  pincers  :  the  vapour  being  con- 
densed, a  vacuum  is  produced,  and  mercury  rushes 
up,  completely  filling  the  globe,  if,  in  the  experi- 
ment, all  the  air  has  been  entirely  expelled.  The 
mercury  is  then  poured  into  a  carefully  graduated  „.      , 

measure,  which  gives  the  volume  of  the  globe. 

From  this  result,  the  volume  of  the  globe  at  the  temperature  t  maybe  easily 
calculated,  and  consequently  the  volume  of  the  vapour.  From  this  determi- 
nation of  the  volume  of  the  globe,  the  weight  p  of  the  air  at  the  temperature 
/  and  pressure  k  is  readily  calculated,  and  this  result  subtracted  from  W 
gives  G,  the  weight  of  the  glass.  Now  the  weight  of  the  vapour  p'  is  W'  -  G, 
We  now  know  the  weight  p'  of  a  given  volume  of  vapour  at  the  temperature 
f  and  pressure  k\  and  it  is  only  necessary  to  calculate  the  weight  p"  tti  the 
same  volume  of  air  under  the  same  conditions,  which  is  easily  accomplished. 

The  quotient  ^  is  the  required  density  of  the  vapour. 
P 
Deville  and  Troost  modified  Dumas'  method  so  that  it  can  be  used  for 
4letermining  the  vapour  density  of  liquids  with  very  high  boiling  points. 
The  globe  is  heated  in  an  iron  cylinder  in  the  vapour  of  mercury  or  of 
sulphur,  the  temperatures  of  which  are  constant  respectively  at  350°  and  440". 
In  Other  respects  the  deiertnination  is  the  same  as  in  Dumas'  method. 

For  determinations  at  higher  temperatures,  Deville  and  Troost  employed 
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ihe  vapour  of  zinc,  the  tempvVive  of  whicb  is  940°.  As  glass  vessels  are 
softened  by  this  heat,  they  used  porcelain  globes  with  finely-drawn  out 
necks,  which  are  sealed  by  means  of  the  oxyhydrogen  flame. 

In  the  case  of  substances  having  a  high 
boiling  point,  Victor  Meyer  has  advantage- 
ously used  a  non-volatile  substance,  Wood's 
fusible  alloy,  which  melts  at  70°,  instead  of 
mercury.  Habermann  has  introduced  into 
Dumas'  method  Hofmann's  modification  of 
Gay-Lussac's,  by  connecting  the  open  end 
of  the  vessel  B  (fig.  364)  with  a  space  in 
which  a  partial  vacuum  is  made.  Thus  the 
vapour-density  can  be  determined  for  tem- 
peratures far  below  the  boiling  point. 

A  method  of  determining  vapour- den sity^ 

much  in  use,  is  that  devised  by  Victor  Meyer. 

A  long  glass  tube  b  with  an  enlargement  d  at 

the  top  is  fused  to  the  cylindrical  vessel  C, 

■  I   which  has  a  capacity  of  about  100  cc.     Near 

I     wf^  the  top  of  ^  a  gas  delivery  tube,  a,  is  fused, 

I     ill  and  opposite  this  another  tube,  f,  closed  by  a 

I     I  SI  caoutchouc  tube  in  which  a  metal  rod,^,  can 

I     l|l  -  be   moved   airtight.      On  this  rests  a  small 

thin  vessel  such  as  h  (fig.   365),  containing 

the  substance  to  be  determined.     For  very 

volatile  liquids  small  bulbs,  k,  of  very  thin 

glass  are  used  ;  they  are  fitted  by  means  oT 

,  i        a  cork   in  a  tube   in   which    is   placed   the 

fC        liquid.     By  wanning,  air  is  driven  out  of  k^ 

K        and  on  cooling  is  filled  with  liquid  and  the 

P       end/is  fiased. 

r  The  cork  k  being  inserted,  the  whole  ap- 

|k      paratus  is  suspended  in  the  long  glass  vessel 
C,  which  contains  a  liquid  of  constant  boil- 
ing point  such  as  aniline  or  diphenyle.     This 
Is  heated  until  it  boils  constantly,  whicb   is 
known  when  no  air  bubbles  issue  from  the 
delivery  tube  a.    When  this  is  attained  a 
graduated  tube,  m,  filled  with  water  is  pushed 
over  the  open  end  of  the  tube  a.    The  rod  g 
is  then  withdrawn  and  the  small  vessel  falls 
and  is  broken,  some  asbestos  being  placed  at 
^  j  the  bottom  to  prevent  a  possible  breakage  of 
■J  '■■     the  vessel  A  itself.      The   vapours  from    C 
Fig.  365.  issue   through  the  tube,  and  are  coimected 

with  a  condensing  arrangement  not  shown  in 
the  figure.  When  the  substance  vaporises  a  corresponding  volume  of  air 
issues  and  is  collected  in  the  tube.    When  no  more  issues  the  tube  is  placed  in 
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a  cylinder  of  water  and  is  depressed  until  the  level  inside  and  outside  is  the 
same.  The  volume  v  is  read  off,  and  also  the  temperature  of  the  water  /, 
which  is  also  that  of  the  room,  and  the  barometric  height  H.  These  data, 
together  with  the  weight  of  the  substance^,  and  h  the  pressure  of  aqueous 
vapour  at  /**,  enable  us  to  calculate  the  density  from  the  formula 

D  =/ /  X  760  (273  H-  /)        ^p  (273  +  /)  2 1 53 

p'     -2/(0001293)  (H-^)  273         2/(H--^) 

Thus  neither  the  capacity  of  the  vessel  b  nor  the  temperature  of  the  vapour 
need  be  known,  unless  it  be  desired  to  investigate  in  what  respect  the 
density  varies  with  the  temperature  ;  the  volume  of  the  vapour  is  obtained 
in  the  form  of  an  equal  volume  of  air  measured  at  the  temperature  of  the 
room. 

389.  &elatloB  of  Taponr-density  to  molociilar  wolgrbt.  Btasocla- 
tlon. — ^The  densities  of  vapours,  determined  at  temperatures  a  few  degrees 
above  their  boiling  points,  and  when  they  may  be  considered  as  perfect 
gases,  are  governed  by  a  simple  but  very  important  law,  that  the  densities 
4jf  i/apaurs  are  proportional  to  their  molecular  weights.  If  both  densities 
and  molecular  weights  are  referred  to  the  same  standard,  that  of  hydrogen 
being  taken  as  2  for  instance,  the  vapour-densities  are  equal  to  the  molecular 
"weights.  If  the  density  of  air  is  taken  at  i,  that  of  hydrogen  is  ox)693  «  ^> 
and  hence  for  all  other  gases  and  superheated  vapours  the  density  is  ^.^  of 
the  molecular  weight. 

This  law  is  of  great  importance  in  chemistry  and  in  fixing  the  molecular 
weights  of  bodies,  more  especially  in  organic  chemistry.  In  some  cases 
exceptions  are  met  with  ;  these,  when  small,  may  be  ascribed  to  imperfection 
of  the  gaseous  state.  A  more  important  cause  is  the  following  : — When  sal- 
ammoniac,  NH4CI,  for  instance,  is  strongly  heated,  it  is  resolved  into 
anmionia  NH3,  and  hydrochloric  acid,  HCl,  and  it  then  occupies  a  volume 
double  that  required  by  the  law.  But  there  is  a  partial  decomposition  even 
at  low^er  temperatures,  so  that  the  vapour  consists  of  molecules  of  sal- 
ammoniac,  mixed  with  molecules  of  free  hydrochloric  acid  and  of  free 
ammonia.  In  such  cases  the  vapour-density  is  said  to  be  abnortnal ;  and 
this  partial  decomposition,  in  which  there  is  a  mixture  of  undecomposed  and 
of  decomposed  molecules,  is  spoken  of  as  dissociation.  Thus,  sulphuric  acid, 
SO^Hj,  at  325°,  consists  of  about  one  half  undecomposed  molecules,  while 
the  other  moiety  decomposes  into  sulphuric  anhydride,  SOj,  and  water,  HjO. 
The  dissociation  of  water  begins  at  1200°  C,  and  is  complete  at  2500°. 
Stannic  chloride,  SnCl,,  has  the  theoretical  density  6*53.  At  600°  the  density 
corresponds  to  the  formula  Sn^Cl^ ;  as  the  temperature  rises  this  diminishes, 
and  at  1000°  it  represents  the  formula  SnCl,.  It  appears  thus  that  the 
vapour  exists  in  two  forms:  at  600°  as  Sn,Cl4,  and  at  1000°  as  SnCl,  ;  as  the 
temperature  rises  from  600°  the  molecule  Sn^Cl^  is  more  and  more  dissociated, 
until  at  1000°  it  is  completely  resolved  into  2  SnCL,.  * 

Dissociation  does  not  take  place  suddenly,  but  gradually ;  it  increases 
with  the  temperature,  and  is  limited  by  the  tendency  of  the  components  to 
recombine  ;  for  each  temperature  the  quantity  dissociated  is  in  a  constant 
ratio  to  the  whole.  As  the  temperature  sinks,  the  bodies  again  recombine, 
and  at  the  initial  temperature  the  body  is  in  its  original  state.     In  this 
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respect  dissociation  differs  from  decomposition.    The  temperature  at  which 
the  decomposition  is  half  complete  is  taken  as  that  of  dissociation. 

Dissociation  is  also  met  with  in  elementary  bodies  ;  thus  at  a  tempera- 
ture of  500°  C.  sulphur  has  the  vapour  density  96  (H=  i),  representing  a 
molecular  weight  of  192 ;  as  the  temperature  increases  this  becomes  less, 
and  from  1000^  it  is  constant,  being  then  32,  which  is  normal,  corresponding 
to  a  molecular  weight  of  64.  At  the  lower  temperature  the  molecule  is  con- 
sidered to  be  an  aggregate  consisting  of  six  atoms  or  three  molecules,  while 
at  higher  temperatures  this  complex  splits  up,  and  at  1000°  consists  of  the 
normal  diatomic  molecule.  In  like  manner  the  density  of  iodine  vapour^ 
which  up  to  600°  is  8716,  is  only  4-5,  or  about  half  as  much,  at  1500% 
but  then  remains  constant.  This  probably  represents  a  dissociation  of  the 
iodine  molecule,  I,,  into  two  atoms. 

Densities  of  vapours 


Air 

■                 •                 •                 •                 • 

I '0000 

V^apour 

of  phosphorus . 

.     4*3256 

Vapour 

of  water  . 

0-6225 

}) 

turpentine    . 

.     5-0130 

alcohol 

1-6138 

)) 

anthracene  . 

.    6-OIOO 

acetic  acid  . 

2*0800 

» 

sulphur 

.    6*6542 

carbon  bisulphide 

2-4476 

j> 

mercury 

.    6-9760 

ether   . 

2-5860 

n 

chrysene 

8'i2oa 

benzole 

27290 

>» 

iodine  . 

.    8716a 

„        aniline         .        .    3-3100  „        perchloriphenyle .  17-4300 

The  density  of  aqueous  vapour,  when  a  space  is  saturated  with  it,  is  at  all 
temperatures  J,  or,  more  accurately,  0*6225,  of  the  density  of  air  at  the  same 
temperature  and  pressure. 

390.  &elatlon  between  tlie  volmne  of  a  liquid  and  tbat  of  its 
▼apoor. — The  density  of  vapour  being  known,  we  can  readily  calculate  the 
ratio  between  the  volume  of  a  vapour  in  the  saturated  state  at  a  given  tem- 
perature and  that  of  its  liquid  at  zero.  We  may  take  as  an  example  the 
relation  between  water  at  zero  and  steam  at  100°. 

The  ratio  between  the  weights  of  equal  volumes  of  air  at  zero,  and  the 
normal  barometric  pressure,  and  of  water  under  the  same  circumstances,  is 
as  I  :  773.  But  from  what  has  been  already  said  (332),  the  density  of  air  at 
zero  is  to  its  density  at  100°  as  i  +  «/  :  i.  Hence  the  ratio  between  the  weights 
of  equal  volumes  of  air  at  100°  and  water  at  0°  is 

\ :  773  or  073178  :  ^^'^, 

1+0*003665x100      ^'         '^  "^ 

Now  from  the  above  table  the  density  of  steam  at   100°  C,  and  the 
normal  pressure,  compared  with  that  of  air  under  the  same  circumstances, 
is  as  062 2 5  :  i.     Hence  the  ratio  between  the  weights  of  equal  volumes  of 
steam  at  100°  and  water  at  0°  is 

0*73178  X  0-6225  :  ^T2^^  or  0*4555  *  lilt  or  ^  •  1698. 

Therefore,  as  the  volumes  of  bodies  are  inversely  as  their  densities,  one 
volume  of  water  at  zero  expands  into  1,698  volumes  of  steam  at  100°  C.  The 
practical  rule,  that  a  cubic  inch  of  water  yields  a  cubic  foot  of  steam,  though 
not  quite  accurate,  expresses  the  relation  in  a  convenient  form. 
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CHAPTER  VI 

HYGROMETRY 

391.  FroviBoe  of  hyrrometrjr. — The  province  of  hygrometry  is  to  deter- 
mine the  quantity  of  aqueous  vapour  contained  in  a  given  volume  of  air. 
This  quantity  is  very  variable  ;  but  the  atmosphere  is  seldom  or  never  com- 
pletely saturated  with  vapour,  even  in  our  climate.  Nor  is  it  ever  completely 
dry  ;  for  if  hygrometric  substances — that  is  to  say,  substances  with  a  g^eat 
affinity  for  water,  such  as  chloride  of  calciiun,  sulphuric  acid,  &c. — be  at  any 
time  exposed  to  the  air,  they  absorb  aqueous  vapour. 

392.  Syrrometric  state. — ^As  the  air  is,  in  general,  never  saturated,  the 
ratio  of  the  quantity  of  aqueous  vapour  actually  present  in  the  atmosphere 
to  that  which  it  would  contain  if  it  were  saturated,  the  temperature  remain- 
ing the  same,  is  called  the  hygrometric  state^  or  degree  of  saturation. 

The  absolute  moisture  is  measured  by  the  weight  of  water  actually  present 
in  the  form  of  vapour  in  the  unit  of  volume. 

We  say  the  *  air  is  dry '  when  water  evaporates  and  moist  objects  dry 
rapidly;  and  the  *air  is  moist'  when  they  do  not  dry  rapidly,  and  when 
the  least  lowering  in  temperature  brings  about  deposits  of  moisture.  The 
air  is  dry  or  moist  according  as  it  is  more  or  less  distant  from  its  point 
of  saturation.  Our  judgment  is,  in  this  respect,  independent  of  the  absolute 
quantity  of  moisture  in  the  air.  Thus,  if  in  summer,  at  a  temperature  of 
25°  C,  we  find  that  each  cubic  metre  of  air  contains  13  grammes  of  vapour, 
we  say  it  is  very  dry,  for  at  this  temperature  it  could  contain  22-5  grammes. 
If,  on  the  other  hand,  in  water  we  find  that  the  same  volume  contains 
6  granmies,  we  call  it  moist,  for  it  is  nearly  saturated  with  vapour,  and  the 
slightest  diminution  of  temperature  produces  a  deposit.  When  a  room  is 
warmed,  the  quantity  of  moisture  is  not  diminished,  but  the  humidity  of 
the  air  is  lessened,  because  its  point  of  saturation  is  raised.  The  air 
may  thus  become  so  dry  as  to  be  injurious  to  the  health,  and  hence  it  is 
usual  to  place  vessels  of  water  on  the  stoves  used  for  heating. 

As  Boyle's  law  applies  to  non-saturated  vapours  as  well  as  to  gases  (354), 
it  follows  that,  with  the  same  temperature  and  volume,  the  weight  of  vapour 
in  an  unsaturated  space  increases  with  the  pressure,  and  therefore  with 
the  pressure  of  the  vapour  itself.  Instead,  therefore,  of  the  ratio  of  the 
quantities  of  vapour,  that  of  the  corresponding  pressures  may  be  substituted, 
and  it  may  be  said  that  the  hygrometric  state  is  the  ratio  of  the  elastic 
force  of  the  aqueous  vapour  which  the  air  actually  contains^  to  the  elastic 
force  of  the  vapour  which  it  would  contain  at  the  same  temperature  if  it 
were  saturated. 

If/  is  the  actual  pressure  of  aqueous  vapour  in  the  air,  and  F  that  of 
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saturated  vapour  at  the  same  temperature,  and  E  the  hygrometric  state,  we 
have  E  =  -^j  whence/- F  x  E. 


As  a  consequence  of  (his  second  definition,  it  is  important  to  notice  that, 
the  temperature  having  varied,  the  air  may  contain  the  same  quantity  of 
vapour  and  yet  not  have  the  same  hygrometric  state.  For,  when  the  tem- 
perature rises,  the  pressure  of  the  vapour  which  the  air  would  contain,  if  satu- 
rated, increases  more  rapidly  than  the  pressure  of  the  vapour  actually  present 
in  the  atmosphere,  and  hence  the  ratio  between  the  two  forces— that  is  to 
say,  the  hygrometric  state — becomes  smaller. 

J  am  in  proposes  to  replace  this  ratio  ^,  which  expresses  the  relative 

moisture,  by  the  ratio     -^  ■- ,  in  which  H  is  the  barometric  height ;  he  calls 

"-/ 
this  the  hygrometric  richnesi,  and  contends  that  it  brings  out  changes  in  the 
quantity  of  moisture  present  in  the  air  with  greater  distinctness. 

It  will  presently  be  explained  (401)  how  the  weight  of  the  vafiour  con- 
tained in  a  given  volume  of  air  may  be  deduced  from  the  hygrometric  state. 

393.  nmre&t  U&aa  of  ta  j-Kromatara. — Hygrometers  are  instruments  for 
measuring  the  hygrometric  state  of  the  air.  There  are  numerous  varieties  of 
them — chemical  hygrometers,  condensing  hygrometers,  and  psychrometcrs. 

394.  Obemlonl  bycrometer.—The  method  of  the  chemical  hygrometer 
consists  in  passing  a  known  volume  of  air  over  a  substance  which  readily 


absorbs  moisture— chloride  of  calcium,  for  instance.  The  substance  having 
been  weighed  before  the  passage  of  air,  and  then  afterwards,  the  increase  in 
weight  represents  the  amount  of  aqueous  vapour  present  in  the  ait.  By 
means  of  the  apparatus  represented  in  fig.  566  it  is  possible  to  examine  any 
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given  volume  of  air.  Two  brass  reservoirs,  A  and  B,  of  the  same  size  and 
construction,  act  alternately  as  aspirators,  by  being  fixed  to  the  same  axis, 
about  which  they  can  turn.  They  are  connected  by  a  central  tubulure,  and 
by  means  of  two  tubulures  in  the  axis  the  lower  reservoir  is  always  in  con- 
nection with  the  atmosphere,  while  the  upper  one,  by  means  of  a  caoutchouc 
tube,  is  connected  with  two  tubes  M  and  N,  filled  either  with  chloride  of 
calcium,  or  with  pumice-stone  impregnated  with  sulphuric  acid.  The  first 
absorbs  the  vapours  in  the  air  drawn  through,  while  the  other,  M,  stops  any 
vapour  which  might  diffuse  from  the  reservoirs  into  the  tube  N. 

The  lower  reservoir  being  full  of  water,  and  the  upper  one  of  air,  the 
apparatus  is  inverted  so  that  the  liquid  fiows  slowly  from  A  to  B.  A  partial 
vacuum  being  formed  in  A,  air  enters  by  the  tubes  NM,  in  the  first  of  which 
all  the  vapour  is  absorbed.  When  all  the  water  is  run  into  B  it  is  inverted  ; 
the  same  flow  recommences,  and  the  same  volume  of  air  is  drawn  through 
the  tube  N.  Thus,  if  each  reservoir  holds  a  gallon,  for  example,  and  the 
apparatus  has  been  turned  five  times,  6  gallons  of  air  have  traversed  the 
tube  N,  and  have  been  dried.  If  then,  before  the  experiment,  the  tube  with 
its  contents  has  been  weighed,  the  increase  of  weight  gives  the  weight  of 
aqueous  vapour  present  in  6  gallons  of  air  at  the  time  of  the  experiment. 

Edelmann  has  devised  a  new  form  of  hygrometer,  the  principle  of  which 
is  to  enclose  a  given  volume  of  air,  and  then  to  absorb  the  aqueous  vapour 
present  by  means  of  strong  sulphuric  acid  ;  in  this  way  a  diminution  in  the 
pressure  is  produced  which  is  determined,  and  which  is  a  direct  measure  of 
the  pressure/ of  the  aqueous  vapour  previously  present 

Similar  apparatus  have  been  devised  by  Rudorff  and  by  Neesen. 

395.  Condenslngr  Ityrrometers. — When  a  body  gradually  cools  in  a 
moist  atmosphere — as,  for  instance,  when  a  lump  of  ice  is  placed  in  water 
contained  in  a  polished  metal  vessel — the  layer  of  air  in  immediate  contact 
with  it  cools  also,  and  a  point  is  ultimately  reached  at  which  the  vapour 
present  is  just  sufficient  to  saturate  the  air  ;  the  least  diminution  of  tempera- 
ture then  causes  a  precipitation  of  moisture  on  the  vessel  in  form  of  dew. 
When  the  temperature  rises  again,  the  dew  disappears.  The  mean  of  these 
two  temperatures  is  taken  as  the  dew-pointy  and  the  object  of  condensing 
hygrometers  is  to  observe  this  point.  Danieirs  and  Regnault's  hygrometers 
belong  to  this  class. 

396.  IHuBlell'ft  hyerrometer. — This  consists  of  two  glass  bulbs  at  the 
extremities  of  a  glass  tube  bent  twice  (fig.  367).  The  bulb  A  is  two-thirds 
full  of  ether,  and  a  very  delicate  thermometer  plunged  in  it ;  the  rest  of  the 
space  contains  nothing  but  the  vapour  of  ether,  the  ether  having  been  boiled 
before  the  bulb  B  was  sealed.  The  bulb  B  is  covered  with  muslin,  and 
ether  is  dropped  upon  it.  The  ether  in  evaporating  cools  the  bulb,  and  the 
vapour  contained  in  it  is  condensed.  The  internal  pressure  being  thus 
diminished,  the  ether  in  A  forms  vapour  which  condenses  in  the  other  bulb  B. 
In  proportion  as  the  liquid  distils  from  the  lower  to  the  upper  bulb,  the  ether 
in  A  becomes  cooler,  and  ultimately  the  temperature  of  the  air  in  immediate 
contact  with  A  sinks  to  that  point  at  which  its  vapour  is  more  than  sufficient 
to  saturate  it,  and  it  is,  accordingly,  deposited  on  the  outside  as  a  ring  of 
dew  corresponding  to  the  surface  of  the  ether.  The  temperature  of  this  point 
is  noted  by  means  of  the  thermometer  in  the  inside.    The  addition  of  ether  to 
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the  bulb  B  is  then  discontinued,  the  temperature  of  A  rises,  and  the  tempera- 
ture  at  which  the  dew  disappears  is  noted.  In  order  to  render  the  deposition 
of  dew  more  perceptible,  the  bulb  A  is  made  of  black  glass. 

These  two  points  having  been  determined,  their  mean  is  taken  as  that 
of  the  dew-point.    The  temperature  of  the  air  at  the  time  of  the  experiment 

is  indicated  by  the  thermometer  on  the 
stem.  The  pressure  /J  corresponding  to 
the  temperature  of  the  dew-point,  is  then 
found  in  the  table  of  pressures  (358). 
This  pressure  is  exactly  that  of  the  vapour 
present  in  the  air  at  the  time  of  the  ex- 
periment. The  pressure  F  of  vapour 
saturated  at  the  temperature  of  the 
atmosphere  is  found  by  means  of  the 
same  table ;  the  quotient  obtained  by 
dividing  /  by  F  represents  the  hygro- 
metric  state  of  the  air  (392).  For  instance^ 
the  temperature  of  the  air  being  15% 
suppose  the  dew-point  is  5**.  From  the 
table  the  corresponding  pressures  are 
/=  6-534  millimetres,  and  F  =  12*699  milli- 
metres, which  gives  0*514  for  the  ratio  of 
/  to  F,  or  the  hygrometric  state. 

There  are  many  sources  of  error  in 
DanielPs    hygrometer.      The    principal 
are :  ist,  that  as  the  evaporation  in  the 
bulb  A  only  cools    the  liquid    on    the 
surface,  th6  thermometer  dipping  on  it 
does  not  exactly  give    the    dew-point  ; 
2nd,  that  the  observer  standing  near  the  instrument  modifies  the  hygro- 
metric state  of  the  surrounding  air,  as  well  as  its  temperature ;  the  cold 
ether  vapour  also  flowing  from  the  upper  bulb  may  cause  inaccuracy. 

397.  Reiriiaiilt'ft  byrrometer. — Regnault's  hygrometer  is  free  from  the 
sources  of  error  incidental  to  the  use  of  DanielPs.  It  consists  of  two  very- 
thin  polished  silver  thimbles  1*75  inch  in  height,  and  075  inch  in  diameter 
(fig.  368).  In  these  are  fixed  two  glass  tubes,  D  and  E,  in  each  of  which  is 
a  thermometer.  A  bent  tube,  A,  open  at  both  ends,  passes  through  the  cork 
of  the  tube  D,  and  reaches  nearly  to  the  bottom  of  the  thimble.  There  is  a 
tubulure  on  the  side  of  D,' fitting  in  a  brass  tube  which  forms  a  support  for 
the  apparatus.  The  end  of  this  tube  is  connected  with  an  aspirator  G.  The 
tube  E  is  not  connected  with  the  aspirator  ;  its  thermometer  simply  indicates 
the  temperature  of  the  atmosphere. 

The  tube  D  is  then  half  filled  with  ether,  and  the  stopcock  of  the  aspirator 
opened.  The  water  contained  in  it  runs  out,  and  just  as  much  air  enters 
through  the  tube  A,  bubbling  through  the  ether,  and  causing  it  to  evaporate. 
This  evaporation  produces  a  diminution  of  temperature,  so  that  dew  is 
deposited  on  the  silver  just  as  on  the  bulb  in  Dajiiell's  hygrometer ;  the 
thermometer  T  is  then  instantly  to  be  read,  and  the  stream  from  the  aspirator 
stopped.     The  dew  will  soon  disappear  again,  and  the  thermometer  T  is 


-,E)ir"*  -p-.; 


i^>  i. . 


Fig.  367. 
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again  to  be  read  ;  the  mean  of  the  two  readings  is  taken  ;  the  thermometer 
t  gives  the  corresponding  temperature  of  the  air,  and  hence  there  are  all  the 
elements  necessary  for  calculating  the  hygrometiic  state. 

As  all  the  ether  in  this  instrument  is  at  the  same  temperature  in  con- 
sequence of  the  agitation,  and  the  temperatures  may  be  read  otT  at  a  distance 
by  means  of  a    tele- 
scope, the  sources  of 
error  in   Daniell's  hy- 
grometer are  avoided. 

A  much  simpler 
form  of  the  apparatus 
may     be    constructed 

tube  containing  a 
depth  of  \\  inch  of 
ether.  The  tube  is 
provided  with  a  loosely 
fitting  corkinu'hich  are 
a  delicate  thermometer 
and  a  narrow  bent  tube 
dipping  in  the  ether. 
On  blowing  into  the 
ether  through  a  caout- 
chouc tube  of  consider- 
able length,  a  diminu- 
tion lOf  temperature  is 
caused,    and     dew    is 

ultimately      deposited  Fig.  j^j. 

on  the  glass  ;   after  a 

little  practice  the  whole  process  can  be  conducted  almost  as  well  as  with 
Regnault's  more  complete  instrument.  The  temperature  of  the  air  is 
indicated  by  a  detached  thermometer. 

397a.  Btn«B'  tarrrometer. — Dines  constructed  a  hygrometer  which  is 
also  one  of  condensation,  but  which  dispenses  with  the  use  of  such  volatile 
liquids  as  ether.  The  principle  of  this  instrument  is  to  have  a  thin  flat 
metal  box,  through  which  a  small  stream  of  cooled  water  is  allowed  to  flow 
for  a  few  seconds.  The  dew  is  deposited  on  the  top  of  the  bojt,  which  is  of 
thin  dark  polished  metal.  By  alternately  stopping  the  tlow  and  allowing  it 
to  continue,  the  disappearance  and  formation  of  the  dew  may  be  very  accu- 
rately observed,  and  the  corresponding  temperatures  read  off  by  a  delicate 
thermometer  placed  inside. 

398.  FsTobrometar.  ^RTct-lnilb  byiramewr. — Amoist  body  evaporates 
in  the  air  more  rapidly  in  proportion  as  the  air  is  drier,  and  the  temperature 
of  the  body  sinks  in  consequence  of  this  evaporation.  The  psyckronuter, 
or  wet-bulb  hygrometer,  is  based  on  this  principle,  the  application  of  which 
to  this  purpose  was  first  suggested  by  Leslie.  The  form  usually  adopted  in 
this  country  is  due  to  Mason.  It  consists  of  two  delicate  thermometers 
placed  on  a  wooden  stand  (fig.  369).  One  of  the  bulbs  is  covered  with  muslin, 
and  is  kept  continually  moist  by  being  connected  with  a  reservoir  of  water 
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by  means  of  a  string.   Unless  the  air  is  saturated  with  moisture  the  wet-bulb 
thermometer  always  indicates  a  lower  temperature  than  the  other,  and  the 
difference  between  the  indications  of  the  two  thermometers  is  ^eater  in  pro- 
portion as  the  air  can  take  up  more  moisture.    The  tension  e  of  the  aqueous 
vapour  in  the  atmosphere  may  be  calculated  from  the  indi- 
cations of  the  two  thermometers  by  means  of  the  following 
empirical  formula ; — 

in  which  e'  is  the  maximum  tension  corresponding  to  the 
temperature  of  the  wet-bulb  thermometer,  O'oo077  is  a  con- 
stant, h  is  the  barometric  height,  and  i  and  f  the  respective 
temperatures  of  the  dry  and  wet  bulb  thermometers.  If, 
for  example,  A-750  millimetres,  /-  IS°  C,  /"-  10"  C.  ;  ac- 
cording to  the  table  of  pressures  (358),  e'  -  9'i65,  and  we  have 
tf  =  9-165 -O-O0077  X  s  X  750  =  6-342. 

This  pressure  corresponds  to  a  dew-point  of  about  4-5°  C. 
If  the  air  had  been  saturated,  the  pressure  would  have  been 
t2'699,  and  the  air  is  therefore  about  half  saturated  with 


This  formula  expresses  the  result  with  tolerable  accuracy, 
but  the  above  constant  0-00077  requires  to  be  controlled  fbr 
different  piositions  of  the  instrument ;  in  small  closed  rooms 
it  is  0-00128,  in  large  rooms  it  is  o-ooioo,  and  in  the  open 

air  without  wind  it  is  0-00090  :   the  number  0-00077  '^  ''S 

Fig.  ]£9.  value  in  a  large  room  with  open  windows.  Regnault  found 
that  the  difference  in  temperature  of  the  two  bulbs  depends 
on  the  rapidity  of  the  current  of  air ;  he  also  found  that  at  a  low  temperature, 
and  in  very  moist  air,  the  results  obtained  with  the  psychrometer  differed 
from  those  yielded  by  his  hygrometer.  It  is  probable  that  the  indications 
of  the  psychrometer  are  only  true  for  mean  and  high  temperatures,  and 
when  the  atmosphere  is  not  too  moist. 

A  formula  frequently  used  in  this  country  is  that  given  by  Dr.  Apjohn.  It  is 

F=/-„^«*,orFV---- 

-'     88    30'  -^     96    30 

in  which  d  is  the  difference  of  the  wet  and  dry  bulb  thermometers  in 
Fahrmheit  degrees  ;  h  the  barometric  height  in  inches  ;  f  the  pressure  of 
vapour  for  the  temperature  of  the  vjtt  bulb,  and  F  the  pressure  of  vapour 
at  the  dew-point,  from  which  the  dew-point  may,  if  necessary,  be  found  from 
the  tables.  The  constant  coefficient  83,  for  the  specific  heats  of  air  and 
aqueous  vapour,  is  to  be  used  when  the  reading  of  the  wet  bulb  is  above  32° 
F.,  and  96  when  it  is  below. 

According  to  Glaisher  the  temperature  of  the  dew-point  may  be  obtained 
by  multiplying  the  difference  between  the  temperatures  of  the  wet  and  dry 
bulb  by  a  constant  depending  on  the  temperature  of  the  air  at  the  time  of 
observation,  and  subtracting  the  product  thus  obtained  from  this  last-named 
temperature. 
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The  following  table  gives  the  numbers,  which  are  known  as  Glaisket's 


Drybulb     ^ 

F«»r 

Tcm 

Below  24° 

8-5 

24  to  25 

6-9 

25-26 

,    6-5 

26—27 

6-1 

27—28 

S-6 

28—29 

5-' 

29—30 

4'6 

30—3" 

41 

31—32 

37 

32-33 

3-3 

33—34 

3-0 

34  to  35 

23 

35-40 

2-5 

40—45 

45—50 

2-0 

60—65 

65-70 

1-8           1 

17 

80-85 

1-6 

399.  AbBorptlan  brrromatars. — These  hygrometers  are  \ 
property  which  organic  substances  have  of  elongating  when  r 
again  contracting  as  they  become  dry.     The  most  common 
form  is  the  hair  or  Savssur^s  hygrometer. 

It  consists  of  a  brass  frame  (fig.  370), on  which  is  fixed 
a  hair,  c,  fastened  at  the  top  in  a  clamp,  a,  provided  with 
a  screw,  d.  This  clamp  is  moved  by  a  screw,  b.  The 
lower  part  of  the  hair  passes  round  a  pulley,  0,  and  sup- 
ports a  small  weight,  p.  On  the  pulley  there  is  a  needle, 
which  moves  along  a  graduated  scale.  When  the  hair 
becomes  shorter  the  needle  rises,  when  it  becomes  longer 
the  weight^  makes  it  sink. 

The  scale  is  graduated  by  calling  that  point  zero  at 
which  the  needle  would  stand  if  the  air  were  completely 
dry,  and  100  the  point  at  which  it  stands  in  air  completely 
saturated  with  moisture.  The  distance  between  these 
points  is  divided  into  100  equal  degrees. 

Regnault  devoted  much  study  in  order  to  render  the 
hair  hygrometer  scientifically  useful,  but  without  much 
success.  The  utmost  that  can  be  claimed  for  it  is  that  it 
can  be  used  as  a  kygroicope  ;  that  is,  an  instrument  which 
shows  approximately  whether  the  air  is  more  or  less  p- 

moist,  without  giving  any  indication  as  to  the  quantity  of 
moisture  present.  To  this  class  of  hygroscopes  belong  the  chimney  orna- 
ments, one  of  the  most  common  forms  of  which  is  that  of  a  small  male  and 
female  figure,  so  arranged  in  reference  to  a  little  house  with  two  doors,  that 
when  it  is  moist  the  man  goes  out  and  the  woman  goes  in,  and  vice  versS 
when  it  is  fine.  They  are  founded  on  the  property  which  twisted  strings  or 
pieces  of  catgut  possessor  untwisting  when  moist,  and  of  twisting  when  dry. 
As  these  hygroscopes  only  change  slowly,  their  indications  are  always 
behindhand  with  the  state  of  the  weather ;  nor  are  they,  moreover,  very 
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A  strip  of  drawing-paper,  coated  on  one  side  with  gelatine  and  varnished 
on  the  other,  readily  absorbs  moisture,  so  that  the  strip  curi^es  outwards  on 
the  gelatine  side,  like  the  compensating  strips  in  (320),  when  heated.  If  such 
a  strip  be  coiled  as  a  spiral,  then,  according  to  the  greater  or  less  quantity  of 
moisture  it  absorbs,  this  twists  and  untwists  like  a  Breguet's  thermometer 
(309),  and  thus  serves  as  a  sensitive  hygroscope. 

400.  Moisture  of  tbe  atmosphere. — The  absolute  moisture  varies  with 
the  temperature  in  the  course  both  of  the  year  and  of  the  day.  In  summer 
there  is  a  maximimi  at  eight  in  the  morning  and  evening,  and  a  minimum  at 
3  P.M.  and  3  A.M.,  because  the  ascending  current  of  air  carries  the  moisture 
upwards.  The  absolute  moisture  is  greatest  in  the  tropics,  where  it  represents 
a  pressure  of  25  mm.,  while  in  our  latitudes  it  does  not  exceed  10  mm.  The 
relative  moisture,  on  the  other  hand,  is  on  the  average  greater  in  high  than 
in  low  latitudes  ;  it  is  at  the  minimum  in  the  hottest  and  at  its  maximimi  in 
the  coolest  part  of  the  day.  It  varies  also  in  different  regions.  It  is  greater 
in  the  centre  of  continents  than  it  is  on  the  sea  or  the  sea-coast  Thus  in 
summer  the  relative  moisture  at  Greenwich  is  jj,  at  Venice  64,  Lugano 
58,  and  Uralsk  42  per  cent.  That  the  dryness  increases  with  the  distance  from 
the  sea  is  shown  by  the  clearer  skies  of  continental  regions.  In  Platowskya 
in  Siberia  the  air,  at  a  temperature  of  24**,  was  found  to  contain  a  quantity  of 
moisture  only  sufficient  to  saturate  it  at  —  3°  ;  the  air  might  therefore  have 
been  cooled  through  27°  without  any  deposit  of  moisture.  On  the  ground 
the  absolute  moisture  is  greatest,  and  diminishes  rapidly  as  we  ascend  ;  the 
relative  moisture  however  increases,  so  that  at  a  certain  height  the  air  is 
saturated  with  moisture.  From  this  zone  upwards  the  relative  moisture  de- 
creases, for  the  aqueous  vapour  is  confined  to  the  lower  regions.  In  some 
parts  of  East  Africa  the  springs  of  powder-flasks  exposed  to  the  damp  snap 
like  twisted  quills  ;  on  the  contrary,  paper  becomes  soft  and  sloppy  by  the 
loss  of  its  glaze  ;  and  gunpowder,  if  not  kept  hermetically  sealed,  refuses 
to  ignite.  On  the  other  hand  in  North  America,  where  the  south-west  winds 
blow  over  large  tracts  of  land,  the  relative  moisture  is  less  and  the  evapo- 
ration is  far  more  rapid  than  in  Europe ;  clothes  dry  quickly,  bread  soon 
becomes  hard,  newly  built  houses  can  be  at  once  inhabited,  European  pianos 
soon  give  way  there,  while  American  ones  are  very  durable.  As  regards 
the  animal  economy,  liquids  evaporate  more  rapidly,  by  which  the  circula- 
tion and  the  assimilation  are  accelerated,  and  the  whole  character  is  more 
nervous.  For  evaporation  is  quicker  the  drier  the  air,  and  the  more  fre- 
quently it  is  renewed  ;  it  is,  moreover,  more  rapid  the  higher  the  temperature, 
and  the  less  the  pressure.  This  is  not  in  disaccord  with  the  statement  that 
the  quantity  of  vapour  which  saturates  a  given  space  is  the  same  however 
this  be  filled  with  air ;  a  certain  space  takes  up  the  same  weight  of  vapour 
whether  it  is  vacuous,  or  filled  with  rarefied  or  dense  air  ;  the  saturation  with 
vapour  takes  place  the  more  rapidly  the  lower  the  pressure  of  the  air. 

401.  Problem  on  bygrometry. — To  calculate  the  weight  P  of  a  volume 
of  moist  air  V,  the  hygrometric  state  of  which  is  E,  the  temperature  /,  and 
the  pressure  H,  the  density  of  the  vapour  being  |  that  of  air. 

From  the  second  law  of  the  mixture  of  gases  and  vapours,  it  will  be  seen 
that  the  moist  air  is  nothing  more  than  a  mixture  of  V  cubic  inches  of  dry 
air  at  /°,  under  the  pressure  H  minus  that  of  the  vapour,  and  of  V  cubic 
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inches  of  vapour  at  t^  and  the  pressure  given  by  the  hygrometric  state ; 
these  two  values  must,  therefore,  be  found  separately. 

The  formula/-  F  x  E  (392)  gives  the  pressure  /  of  the  vapour  in  the  air, 
for  E  has  been  determined,  and  F  is  found  from  the  tables.  The  pressure/ 
being  known,  if/  is  the  pressure  of  the  air,/+/=  H,  from  which 

/'-H-/-H-FE 

The  question  consequently  resolves  itself  into  calculating  the  weight  of 

V  cubic  inches  of  dry  air  at  /**,  and  the  pressure  H  -  FE,  and  then  that  of 

V  cubic  inches  of  aqueous  vapour  also  at  /°,  but  under  the  pressure  FE. 

Now  V  cubic   inches  of  dry  air  under  the  given   conditions   weigh 

-^    -  -^  — "^  —  /,  and  we  readily  see  from  problem  iii.  art.  384,  that  V  cubic 
(i  +tf/)  700 

inches  of  vapour  at  /®,  and  the  pressure  FE,  weigh  ^  x  — ^ -^.    Adding 

these  two  weights,  and  reducing,  we  get 

p^o-3Ly(H-JFE) 
(i  +  «/)76o 

If  the  air  were  saturated  we  should  have  E  =  i,  and  the  formula  would  thus 
be  changed  into  that  already  found  for  the  mixture  of  gases  and  saturated 
vapours  (384). 

This  formula  contains,  besides  the  weight  P,  many  variable  quantities,  V, 
E,  H,  and  /,  and  consequently,  by  taking  successively  each  of  these  quanti- 
ties as  unknown,  as  many  different  problems  might  be  proposed. 

402.  Correction  for  tbe  loss  of  welgrbt  ezperlenoed  by  bodies 
welffbed  in  tbe  air. — It  has  been  seen  in  speaking  of  the  balance  that  the 
•weight  which  it  indicates  is  only  an  apparent  weight,  and  is  generally  less  than 
the  real  weight.  The  latter  may  be  deduced  from  the  former  when  it  is  remem- 
bered that  every  body  weighed  in  the  air  loses  a  weight  equal  to  that  of  the 
displaced  air  (195).  This  problem  is,  however,  very  complicated,  for  not 
only  does  the  weight  of  the  displaced  air  vary  with  the  temperature,  the 
pressure,  and  the  hygrometric  state,  but  the  volume  of  the  body  to  be 
•weighed,  and  that  of  the  weights,  vary  also  with  the  temperature  ;  so  that  a 
double  correction  has  to  be  made  ;  one  relative  to  the  weights^  the  other  to 
the  body  weighed. 

Correction  relative  to  the  weights, — In  order  to  make  this  correction  let 
P  be  their  weight  in  air,  and  IT  their  weight  in  vacuo  ;  further,  let  V  be  the 
volume  of  these  weights  at  0°,  D  the  density  of  the  substance  of  which  they 
are  made,  and  K  its  coefficient  of  linear  expansion. 

The  volume  V  becomes  V  (i  +  3K/)  at  /** ;  hence  this  is  the  volume  of  air 
displaced  by  the  weights.  If /a  be  the  weight  of  a  cubic  inch  of  air  at  /,  and 
the  pressure  H  at  the  time  of  weighing,  we  have 

P-n-/iV(i  +  3K0. 
From  the  formula  P«VD  (125)  V  may  be   replaced  by  ~,    and    the 
formula  becomes 

x=n[i-di^] (.) 
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lich  gives  the  value,  in  air;  of  a  •weight  n,  when  fi  is  i 
It  since  y,  is  the  weight  of  a  cubic  inch  of  air  more 
mperaiure  t  and  the  pressure  H,  its  value  may  be  ca! 
e  formula  in  the  foregoing  paragraph. 
Correction  relative  to  the  body  weighed. — Let  fi  be  ' 
the  body  to  be  weighed,  n  its  real  weight  in  vaaii 
efficient  of  expansion,  and  t  its  temperature  ;  by  the 


,..[,-- 


By  using  the  method  of  double  weighing,  and  of  a 
parent  weight  is/',  the  real  weight  ir',  the  density  d 

and  assuming  tiiat  the  pressure  does  not  change,  1 
;e,  we  have  again 


.•=4.--f<-«] 


a  and  *  are  the  two  arms  of  the  beam,  we  have  in  the  fii 
d  in  the  second  aP=^,  whence/-?.  Replacing? 
duced  from  the  above  equations,  we  have 


ich  solves  ihe  problem. 
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CHAPTER   VII 

OF  SOLIDS,  LIQUIDS,  AND  GASES 

403.  XranamlBBlon  of  beat.—When  we  stand  at  a  little  distance  from  a 
fire  or  other  source  of  heat  we  experience  the  sensation  of  warmth.  The 
heat  is  not  transmitted  by  the  intervening  air ;  it  passes  through  it  without 
raising  its  temperature,  for  if  we  place  a  screen  before  the  lire  the  sensation 
ceases  to  be  felt  The  heat  from  the  sun  reaches  us  in  the  same  manner. 
The  heat,  which,  as  in  this  case,  is  transmitted  to  a  body  from  the  source  of 
heat  without  affecting  the  temperature  of  the  intervening  medium,  is  said  to 
be  radiated. 

Thatheatcanbe  transmitted  through  araedium  without  raising  its  tempera- 
ture is  proved  by  a  remarkable  experiment  made  by  Prevost  in  181 1.  Water 
from  a  spring  was  allowed  to  fall  in  a  thin  sheet  ;  on  one  side  of  this  was  held 
a  red-hot  iron  bail,  and  on  the  other  a  delicate  thermometer.  The  tempera- 
ture of  the  latter  was  observed  to  rise  steadily,  a  result  which  could  not  have 
been  due  to  any  heating  effect  of  the  water  itself,  as  this  was  cold,  and  was 
being  continually  renewed.  It  could  only  have  been  due  to  heat  which 
traversed  the  water  without  raising  its  temperature.  A  similar  experiment 
has  been  made  by  a  hollow  glass  lens  ihrougli  which  cold  water  flowed  in  a 
constant  stream.  The  sun's  rays  concentrated  by  this  arrangement  ignited 
a  piece  of  wood  placed  in  the  focus. 

Heat  is  transmitted  in  another  way.  When  ihe  end  of  a  metal  bar  is 
heated,  a  certain  increase  of  temperature  is  presently  observed  along  the 
bar.  Where  the  heat  is  transmitted  in  the  mass  of  the  body  itself,  as  in  this 
case,  it  is  said  to  be  conducted.  We  shall  first  consider  the  transmission  of 
heat  by  conduction. 

404.  CondBotivitr  of  ■oild».— Bodies  conduct  heat  with  difterent  de- 
grees of  facility.  Good  conductors  are  those  which  readily  transmit  heat, 
such  as  are  the  metals ;  while  bad  conductors, 

to  which  class  belong  the  resins,  glass,  wood, 
and  more  es|>ecially  liquids  and  gases,  offer  a 
greater  or  less  resistance  to  the  transmission  of 
beat 

In  order  to  compare  roughly  the  conducting 
power  or  conductivity  of  different  solids,  Ingen- 
haus  constructed  the  apparatus  which  bears  his 
name  and  which  is  represented  in  fig.  371.  It 
is  a  metal  trough,  in  which,  by  means  of  tubu-  Fig.  J71. 

lures  and   corks,  are   fixed   rods   of  the   same 

dimensions,  but  of  diflerent  materials  ;  for  instance,  iron,  copper,  wood, 
glass.    These  rods  extend  to  a  slight  distance  in  the  trough,  and  the  parts 
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outside  are  coated  with  wax  which  melis  at  6i°.  The  box  being  filled  with 
boiling  water,  it  is  observed  that  the  wax  melts  to  a  certain  distance  on  the 
metal  rods,  while  on  the  others  there  is  no  trace  of  fusion.  The  conducting 
power  is  evidently  greater  in  proportion  as  the  wax  has  fused  to  a  greater 
distance.  The  experiment  is  sometimes  modified  by  attaching  glass  balls  or 
marbles  to  the  ends  of  the  rods  by  means  of  wax.  As  the  wax  melts,  the  balls 
drop  off,and  thisin  theorderof  theirrespectiveconductivities.  Thequickness  , 
with  which  melting  takes  place  is,  however,  only  a  measure  of  the  conducting 
power,  in  case  the  metals  have  the  same  or  nearly  the  same  specific  heat 

Despretz  compared  the  conducting  powers  of  solids  by  forming  them  into 
bars  (fig.  372),  in  which  small  cavities  are  made  at  short  intervals :  these 
cavities  contain  mercury,  and  a  delicate  thermometer  is  placed  in  each  of 
them.     Such  a  bar,  AB,  is  exposed  at  one  end  to  a  constant  source  of  heat. 


such  as  that  of  a  bath  of  paraffin  or  of  fusible  metal  heated  by  a  Bunsen's 
burner  ;  the  thermometers  gradually  rise  until  they  indicate  fixed  tempera- 
tures, which  are  less  according  as  the  thermometers  are  farther  from  the 
source  of  heat.  By  this  met'.iod  Despretz  verified  the  following  law  -.—Ifth* 
distances,  a,  a^a^^  ....  a,,  from  the  source  of  heat  increase  in  arithmetical 
progression,  the  excess  of  temperature  over  thai  of  the  surrounding  air, 
t,t^t.^....t^  decreases  in  geometrical  progression. 

This  law,  however,  only  prevails  in  the  case  of  very  good  conductois, 
such  as  gold,  pi  atinum,  silver,  and  copper ;  it  is  only  approximately  true  for 
iron,  zinc,  lead,  and  tin,  and  does  not  apply  at  all  to  non-metallic  bodies, 
such  as  marble,  porcelain,  &c. 

Taking  the  conducting  power  of  gold  at  1000,  Despretz  constructed  the 
following  table  of  conductivities  :-> 

304 
"79 


Platinum  . 

.        .    98T 

Tin. 

Silver 

■    973 

Lead 

Copper 

.        -    897 

Marble    . 

Iron. 
Zinc  . 

■     374 
-        ■     363 

Porcelain 
Brick  earth 

-405] 
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By  making  cavities  in  the  bars,  as  in  Despretz's  method,  their  form  is 
altered,  and  the  continuity  partially  destroyed.  Wiedemann  and  Franz 
avoided  this  source  of  error  by  measuring  the  temperature  of  the  bars  in 
different  places  by  applying  to  them  the  junction  of  a  thermo-electric  couple 
(412).  The  metal  bars  were  made  as  regular  as  possible,  one  of  the  ends 
was  heated  to  loo*',  the  rest  of  the  bar  being  surrounded  by  air  at  a  constant 
temperature.  The  thermo-electric  couple  was  of  small  dimensions,  in  order 
not  to  abstract  too  much  heat. 

By  this  method  Wiedemann  and  Franz  obtained  results  which  differ  con- 
siderably from  those  of  Despretz.  Representing  the  conductivity  of  silver 
by  1000,  they  found  the  following  numbers  for  the  other  metals  : — 


Silver 

.     1000 

Iron 

•     119 

Copper    . 

.       736 

Steel 

.     116 

Gold 

•       532 

Lead 

.       85 

Brass 

.       231 

Platinum 

.       84 

Zinc 

190 

Rose's  alloy    . 

28 

Tin 

145 

Bismuth 

18 

These  experimenters  found  that  the  conducting  power  of  the  pure  metals 
for  heat  and  electricity  is  the  same. 

Organic  substances  conduct  heat  badly.  De  la  Rive  and  De  CandoUe 
showed  that  woods  conduct  better  in  the  direction  of  their  fibres  than  in  a 
transverse  direction,  and  this  difference  is  greater  with  the  soft  than  with  the 
hard  woods  ;  they  remarked  upon  the  influence  which  this  feeble  conducting 
power,  in  a  transverse  direction,  exerts  in  preserving  a  tree  from  sudden  changes 
of  temperature,  enabling  it  to  resist  alike  a  sudden  abstraction  of  heat  from 
within,  and  a  sudden  accession  of  heat  from  without  Tyndall  also  showed 
that  this  tendency  is  aided  by  the  low  conducting  power  of  the  bark, 
which  in  all  cases  is  less  than  that  of  the  wood.  Cotton,  wool,  straw,  bran,  &c., 
are  all  bad  conductors.   The  conductivity  of  snow  is  about  |  that  of  moist  clay. 

Rocks  and  the  earth  are  the  worse  conductors,  the  less  dense  and  homo- 
geneous is  the  mass.  Hence  the  length  of  time  required  for  the  sun's  heat  to 
penetrate  into  the  earth.  The  mean  highest  temperature  of  the  air  near  the 
ground  in  Central  Europe  is  in  the  month  of  July,  but  at  a  depth  of  25  to  28 
feet  in  the  earth  it  is  in  the  month  of  December. 

405.  Coettelent  of  oondnotlTlty. — The  numbers  given  in  the  foregoing 
article  only  express  the  relative  conducting  powers  of  the  respective  sub- 
stances. Numerous  experiments  have  been  made  to  determine  the  quantity 
of  heat,  W,  which  passes,  for  instance,  through  a  plate  the  two  sides  of 
which  are  kept  at  a  constant  difference  of  temperature.  This  will  clearly  be 
proportional  to  the  area  of  the  plate  A  and  to  the  time  /.  It  is  further 
proportional  to  the  excess  of  the  temperature  of  the  one  face  6^  over  that  of 
the  other  ^— that  is,  toB^-^B  \  and  as  the  flow  of  heat  is  different  in  different 
substances,  it  will  be  proportional  to  a  constant  k. 

On  the  other  hand  it  will  be  inversely  proportional  to  the  thickness  of  the 
plate  d.    These  results  are  expressed  by  the  formula 

W--^(^--^)^^  from  which  .&■      ^rf 

d  (d,  -  6)  A/ 

cc  2 
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On  the  CdS  system  of  units,  the  coefficient  of  thermal  or  caloritnetrical 
conductivity,  k,  is  the  quantity  of  htat  which  passes  in  a  second  of  time, 
between  the  two  opposite  faces  of  a  cube  of  the  substance  one  centimetre  'n 
thickness,  and  which  are  kept  at  a  constant  difference  of  one  degree.  The 
mean  values,  as  found  by  Neumann,  are  as  follows  :  copper,  I'loS  ;  linc, 
0-307  ;  iron,  0-163  !  argentan,  o-iog  ;  ice,  o'oos?. 

Thus  if  the  two  opposite  faces  of  a  cube  of  iron  one  centimetre  in  thick- 
ness—that  is  to  say,  a  cubic  centimetre  of  iron— are  kept  at  a  constant  differ- 
ence of  1°  C,  the  quantity  of  heat  which  passes  in  each  second  of  time  will 
be  sufficient  to  raise  0*163  gramme  of  water  through  i"  C.  From  this,  which 
is  often  called  the  ealoriinetrical  measure  of  conducti'.'ify,  we  must  distin- 
guish the  thermometric  measure  of  conductivity ;  that  is  to  say,  the  number 
of  degrees  through  which  the  cube  in  question  would  be  healed  when  the 
above  quantity  of  heat  passes  through  it  under  the  given  conditions.  This 
is  obtained  from  the  constants  given,  by  dividing  them  by  the  reduced  value 
of  the  cube  it,  or  the  specific  heat  of  unit  volume  ;  that  is,  by  the  product  of 
its  specific  heat  into  its  specific  gravity. 

406.  ■eDarmont'a  axparlment.— It  is  only  in  homogeneous  bodies  that 
heat  is  conducted  with  equal  facility  in  all  directions.  If  an  aperture  be 
made  in  a  piece  of  ordinary  glass  covered  with  a  thin  layer  of  wax,  and  a 

platinum  wire  ignited  by  a  voltaic  current  be  held  through 
the  aperture,  the  wax  will  be  melted  round  the  hole  in  a 
circular  form.  Senarmont  made,  on  this  principle,  a  series 
of  experiments  on  the  conductivity  of  heat  in  crystals.  A 
plate  cut  from  a  crystal  of  the  regular  system  was  covered 
with  wax,  and  a  heated  metallic  point  was  held  against  it. 
The  part  melted  had  a  circular  form;  but  when  plates  of 
crystals  belonging  to  other  systems  were  investigated  in  a 
similar  manner,  it  was  found  that  the  form  of  the  isothermal 
line  or  line  of  equal  temperature— that  is,  the  boundary  of 
the  melted  part — varied  with  the  different  systems  and  with 
the  position  of  the  axes.  In  plates  of  uniaxial  crystals  cut 
parallel  to  the  principal  axis  it  was  an  ellipse  (fig.  373),  the 
Fig.  373.  major  axis  of  which  was  in  the  direction  of  the  principal  axis. 

In  plates  cut  [Jerpendicular  to  the  principal  axis  it  was  a  circle.     In  biaxial 

crystals,  for  which  selenite  is  well  adapted,  the  line  was  always  an  ellipse. 

The  isothermal  surface  agrees  in  general  character  with  the  wave  surface 

of  ihe  extraordinary  ray  (641). 

Instead  of  wax  the  plate  may  be  coated  with  the  double  iodide  of  mercury 

and  copper  ;  this  substance  is  of  a  brick-red  colour,  which  when  heated 

changes  into  a  purplish  black. 

Rontgen  makes  the  experiment  very  simply  b)'  breathing  on  the  plate, 

and  then  holding  a  hot  steel  point  against  it.     When  a  space  free  from 

moisture  has  been  found  about  the  point,  the  whole  plate  is  dusted  with 

lycopodium,  which  shows  the  outline  of  the  figure  with  great  sharpness. 
Pfaff  found  the  conductivity  of  rock  crystal  50-3  in  the  direction  of  the 

principal  axis,  and  39')  in  a  direction  at  right  angles  thereto, 

407.  CandnotlTltr  «t  Uqalos. — The  conductivity  of  liquids  is  ver)'  small, 
as  is  seen  from  the  following  experiment : — A  delicate  themioscope,  B,  con- 
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sisting  of  two  glass  bulbs,  joined  by  a  tube  tii,  in  which  there  is  a  small 

index  of  coloured  hquid,  is  placed  in  a  large  cylindrical  glass  vessel,  D  (fig. 

374).    This  vessel  is  filled  with  water  at  the  ordinary  temperature,  and  a  tin 

vessel,  A,  containing  oil  at  a  temperature  of  two  or  three  hundred  degrees, 

is  dippied  in  it.    The  bulb  near  the  vessel  A   is 

only  very  slightly  heated,  and  the  index  m  moves 

through  a  very  small  distance.     Other  liquids  give 

the  same  result.    That  liquids  conduct  very  badly 

is  also  demonstrated  by  a  simpler  experiment.    A 

long  test-lube  is  half  filled  with  water,  and  some  ice 

50  placed  in  it  that  it  cannot  rise  to  the  surface. 

By  inclining  the  tube  and  heating  the  surface  of 

the  liquid  by  means  of  a  spirit  lamp,  the  liquid  at 

the  top  may  be  made  to  boil,  while  the  ice  at  the 

bottom  remains  unmelled. 

Despretz  made  a  series  of  experiments  with  an 
apparatus  analogous  to  that  here  described,  but  he 
kept  the  liquid  in  the  vessel.  A,  at  a  constant  tem- 
perature, and  arranged  a  series  of  thermometers  Fig.  ij4. 
one  below  the  other  in  the  vessel  D.     In  this  manner  he  found  that  the 
conductivity  of  heat  in  liquid  obeys  the  same  laws  as  in  solids,  but  is  much 
more  feeWe.     For  example,  the  conductivity  of  water  is  ^  that  of  copper. 

Guthrie  examined  the  conductivity  of  liquids  in  the  following  manner ; — 
Two  hollow  brass  cones  are  placed  near  each  other  so  that  the  top  of  one 


J 


Fig.  3 


points  upwards,  that  of  the  oiher  downwards  (fig.  yjs).  The 'distance  of  the 
bases,  which  are  of  platinum,  can  be  regulated  by  a  micrometer  screw.  The 
liquid  to  be  examined  is  introduced  between  the  bases  by  means  of  a  pipet'e. 
The  lower  cone  is  fitted  with  a  glass  tube  which  dips  in  a  coloured  liquid. 
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and  thus  constitutes  an  air  thermometer.  The  base  of  the  upper  cone  is 
kept  at  a  constant  temperature  by  means  of  a  current  of  hot  water ;  it  thus 
warms  the  liquid,  and  the  base  of  the  lower  cone,  in  consequence  of  which 
the  air  in  the  interior  is  expanded  and  the  column  of  liquid  in  the  stem 
depressed. 

The  bases  of  the  cones  were  first  brought  in  contact  and  the  depression 
of  the  column  of  liquid  was  observed.  A  layer  of  liquid  of  a  given  thick- 
ness was  then  interposed  and  the  depression  observed  after  a  certain  time. 
The  same  thicknesses  of  other  liquids  were  then  successively  introduced, 
and  the  corresponding  depressions  noted.  The  difTerence  of  the  depressions 
was  a  measure  for  the  resistance  which  the  liquid  offered  to  the  passage  of  heat. 

The  most  complete  researches  on  the  conductivity  of  liquids  are  those  of 
Weber,  who  made  use  of  the  following  method.  A  copper  disc  about  8 
cm.  in  radius  was  separated  from  another  similar  one  by  three  pieces  of 
glass,  about  o'2  cm.  thick.  The  space  thus  formed  between  the  two  was 
filled  with  the  liquid  to  be  examined,  and  the  system  placed  horizontally  on 
a  smooth  block  of  ice.  The  lower  plate  rapidly  assumed  the  temperature  of 
the  ice,  and  heat  travelled  through  the  liquid  from  the  upper  plate,  the 
changes  in  temperature  of  which  were  noted  by  a  thermo -electrical  arrange- 
ment (412).     He  thus  observed  the  following  values  for  k  (405) : — 


Water        . 

.      O-00I24 

Carbon  bisulphide 

000042 

Solution  of  CuSO, 

.    o-ooiiB 

Ether 

0-00040 

Solution  of  NaCl 

.    o-ooiis 

Olive  oil      . 

0-00039 

Glycerine  . 

.    0'ooo67 

Chloroform 

oxx»37 

Alcohol     . 

.    0-00049 

Benzole 

0-00032 

Weber  deduced  from  his  researches  the  law  that  for  the  liquids  examined  by 
him,  the  conductivity  divided  by  the  specific  heat  of  unit  volume — that  is  to 
say,  the  density  multiplied  by  the  specific 
heat— is  an  almost  constant  number  (405). 

408.    XCanner    In    whlab   Uqaias   are 

taeated.  —  When    a    column    of    liquid    is 

heated  at  the  bottom,  ascending  and  de* 

scending   currents   are  produced.     It  is  by 

these  that  heat  is  mainly  distributed  through 

the    liquid,   and    not    by    its    conductivity. 

These  currents  arise  from  the  expansion  of 

the    inferior   layers,    which,    becoming   less 

dense,  rise  in  the  liquid,  and   are  replaced 

by  colder  and  denser  layers.     They  may  be 

made  visible  by  projecting  bran  or  wooden 

shavings  into  water,  which  rise  and  descend 

with    the    currents.      The    experiment     is 

arranged  as  shown  in  fig.  376.    The  mode 

fi^  ],^.  in  which  heat  is  thus  propagated  in  liquids 

and  in  gases  is  said  to  be  by  convection. 

409.  CandsoUTltj  of  gmttm. — It  has  been  a  disputed  question  whether 

gases  have  a  true  conductivity,  that  is  to  say,  a  conduction  from  layer  to 

layer  as  with  metals ;  but  certainly  when   they  are  restrained  in   their 
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motion  their  conductivity  is  very  small  All  substances,  for  instance,  between 
whose  particles  air  remains  stationary,  offer  great  resistance  to  the  propaga- 
tion of  heat  This  is  well  seen  in  straw,  eider-down,  and  furs.  The  propa- 
gation of  heat  in  a  gaseous  mass  is  effected  by  means  of  the  ascending  and 
descending  currents  formed  in  it,  as  is  the  case  with  liquids. 

The  following  experiment,  a  modification  of  one  originally  devised  by 
Sir  W.  Grove,  is  considered  to  prove  that  gases  have  a  certain  conductivity. 

A  glass  tube,  fig.  377,  with  two  lateral  tubes  d  and  e  opening  into  it  at 
one  end,  is  closed  in  the  middle  by  a  cork,  ^,  through  which  a  stout  copper 


wire  passes.  This  is  connected  by  thin  platmum  wires  with  similar  stout 
copper  wires  also  passing  through  the  corks  a  and  c.  When  the  current  of 
a  Grove's  battery  is  passed  through  the  wires,  both  platinums  are  equally 
incandescent.  If,  now,  one  half  of  the  tube  is  filled  with  hydrogen  by  con- 
necting one  of  the  small  tubes  with  a  supply  of  that  gas,  and  the  cur  rent  is 
again  passed,  the  wire  in  the  hydrogen  is  scarcely  luminous,  while  that  in 
air  is  still  brightly  incandescent. 

This  greater  chilling  of  the  wire  in  hydrogen  than  in  air  was  considered 
by  Magnus  to  be  an  effect  of  conduction  ;  while  Tyndall  ascribes  it  to  the 
greater  mobility  of  the  particles  of  hydrogen. 

Stefan  found  the  value  of  k  for  air  to  be  0*0000558  in  CGS  units,  so 
that  its  conductivity  is  only  rviu  that  of  copper,  and  ^^x  that  of  iron.  He 
also  found  that  hydrogen  conducts  seven  times  as  well  as  air,  and  that 
difference  of  density  seems  to  have  no  influence  on  the  conductivity. 

Maxwell  deduced  from  purely  theoretical  considerations,  based  on  the 
kinetic  theory  of  gases,  tliat  the  conductivity  of  air  must  be  ^|^  that  of  iron. 

410.  Applloatloiis. — The  greater  or  less  conductivity  of  bodies  meets 
with  ntunerous  applications.  If  a  liquid  is  to  be  kept  warm  for  a  long  time, 
it  is  placed  in  a  vessel  and  packed  round  with  non-conducting  substances, 
such  as  shavings,  straw,  or  bruised  charcoal.  For  this  purpose  water-pipes 
and  pumps  are  wrapped  in  straw  at  the  approach  of  frost.  The  same  means 
are  used  to  hinder  a  body  from  becoming  heated.  Ice  is  transported  in 
summer  by  packing  it  in  bran  or  folding  it  in  flannel 

Double  walls  constructed  of  thick  planks  having  between  them  any  finely 
divided  materials,  such  as  shavings,  sawdust,  dry  leaves,  &c.,  retain  heat 
extremely  well ;  and  are  likewise  advantageous  in  hot  countries,  for  they 
prevent  its  access.  Pure  silica  in  the  state  of  rock  crystal  is  a  better  con- 
ductor than  lead,  but  in  a  state  of  powder  it  conducts  very  badly.  If  a  layer 
of  asbestos  is  placed  on  the  hand,  a  red-hot  iron  ball  can  be  held  without 
inconvenience.  Red-hot  cannon-balls  can  be  wheeled  to  the  gun's  mouth  in 
wooden  barrows  partially  filled  with  sand.  Lava  has  been  known  to  flow 
over  a  layer  of  ashes  underneath  which  was  a  bed  of  ice,  and  the  non- 
conducting power  of  the  ashes  has  prevented  the  ice  from  melting. 
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The  clothes  which  we  wear  are  not  warm  in  themselves ;  they  only 
hinder  the  body  from  losing  heat,  in  consequence  of  their  spongy  texture 
and  the  air  they  enclose.  The  warmth  of  bed-covers  and  of  counterpanes 
is  explained  in  a  similar  manner.  Double  windows  are  frequently  used  in 
cold  climates  to  keep  a  room  warm — they  do  this  by  the  non-conducting 
layer  of  air  interposed  between  them.  During  the  night  the  windows  are 
opened,  while  during  the  day  they  are  kept  closed.  It  is  for  the  same  reason 
that  two  shirts  are  warmer  than  one  of  the  same  material  but  of.  double  the 
thickness.     Hence,  too,  the  warmth  of  furs,  eider-down,  &c. 

The  small  conducting  power  of  felt  is  used  in  the  North  of  Europe  in  the 
construction  of  the  Norwegian  stove^  which  consists  merely  of  a  wooden 
box  with  a  thick  lining  of  felt  on  the  inside.  In  the  centre  is  a  cavity  in 
which  can  be  placed  a  stew-pan  provided  with  a  cover.  On  the  top  of  this 
is  a  lid,  also  made  of  felt,  so  that  the  pan  is  surrounded  by  a  very  badly 
conducting  envelope.  Meat,  with  water  and  suitable  additions,  is  placed  in 
the  pan,  and  the  contents  are  then  raised  to  boiling  point.  The  whole  is  then 
enclosed  in  the  box  and  left  to  itself;  the  cooking  will  go  on  without  fire, 
and  after  the  lapse  of  several  hours  it  will  be  quite  finished.  The  cooling 
down  is  very  slow,  owing  to  the  bad  conducting  power  of  the  lining  ;  at  the 
end  of  three  hours  the  temperature  is  usually  not  found  to  have  sunk  more 
than  from  lo®  to  15°. 

That  water  boils  more  rapidly  in  a  metallic  vessel  than  in  one  of  porcelain 
of  the  same  thickness  ;  that  a  burning  piece  of  wood  can  be  held  close  to 
the  burning  part  with  the  naked  hand,  while  a  piece  of  iron  heated  at  one 
end  can  only  be  held  at  a  great  distance,  are  easily  explained  by  reference 
to  their  various  conductivities. 

The  sensation  of  heat  or  cold  which  we  feel  when  in  contact  with  certain 
bodies  is  materially  influenced  by  their  conductivity.  If  their  temperature  is 
lower  than  ours,  they  appear  colder  than  they  really  are,  because  from  their 
conductivity  heat  passes  away  from  us.  If,  on  the  contrary,  their  temperature 
is  higher  than  that  of  our  body,  they  appear  warmer  from  the  heat  which 
they  give  up  at  different  parts  of  their  mass.  Hence  it  is  clear  why  carpets, 
for  example,  are  warmer  than  wooden  floors,  and  why  the  latter  again  are 
warmer  than  stone  floors. 

The  closer  the  contact  of  the  hand  with  a  substance,  the  greater  is  the 
difference  of  temperature  felt.  With  smooth  surfaces  there  are  more  points 
of  contact  than  with  rough  ones.  A  hot  glass  rod  feels  hotter  than  a  piece 
of  rusted  iron  of  the  same  temperature,  although  the  latter  is  a  better  con- 
ductor. The  closer  the  substance  is  pressed,  the  more  intimate  the  contact ; 
an  ignited  piece  of  charcoal  can  be  lifted  by  the  fingers,  if  it  is  not  closely 
pressed. 
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CHAPTER  VIII 


RADIATION  OF   HEAT 


411.  Radiant  heat. — It  has  been  already  stated  (403)  that  heat  can  be 
transmitted  from  one  body  to  another  without  altering  the  temperature  of  the 
intervening  medium.  If  we  stand  in  front  of  a  fire  we  experience  a  sensation 
of  warmth  which  is  not  due  to  the  temperature  of  the  air,  for  if  a  screen  be 
interposed  the  sensation  immediately  disappears,  which  would  not  be  the 
case  if  the  surrounding  air  had  a  high  temperature.  Hence  bodies  can  send 
out  rays  which  excite  heat,  and  which  penetrate  through  the  air  without 
heating  it,  as  rays  of  light  through  transparent  bodies.  Heat  thus  propagated 
is  said  to  be  radiated ;  and  we  shall  use  the  terms  ray  of  heat^  or  thermal^ 
or  calorific  ray^  in  a  similar  sense  to  that  in  which  we  use  the  term  ray  of 
lights  or  luminous  ray. 

We  shall  find  that  the  property  of  radiating  heat  is  not  confined  to 
luminous  bodies,  such  as  a  fire  or  a  red-hot  ball,  but  that  bodies  of  all  tem> 
peratures  radiate  heat.  It  will  be  convenient  to  make  a  distinction  between 
lutninous  and  obscure  rays  of  heat. 

412.  Deteotton  and  measurement  of  radiant  heat. — In  demonstrating 
the  phenomena  of  radiant  heat,  very  delicate  thermometers  are  required,  and 
the  thermo-electrical  multiplier  of  Melloni  is  used  for  this  purpose  with  great 
advantage  ;  for  it  not  only  indicates  minute  differences  of  temperature,  but 
it  also  measures  them  with  accuracy. 

This  instrument  cannot  be  properly  understood  without  a  knowledge  of 
the  principles  of  thermo-electricity,  for  which  Book  X.  must  be  consulted. 
It  may,  however,  be  stated  here  that  when  two  different  metals  A  and  B  are 
soldered  together  at  one  end  (figs.  378,  379),  the  free  ends  being  joined  by  a 
wire  when  the  soldering 
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C   is    heated,  a    current 

of    electricity    circulates 

through  the  system ;    if, 

on     the     contrary,     the 

soldering    be    cooled,    a 

current  is  also  produced, 

but  it  circulates  in  exactly 

the    opposite     direction. 

This  is  called  a  thermo-electric  couple  ox  pair.     If  a  number  of  such  pairs  be 

alternately  soldered  together,  as  represented  in  fig,  379,  the  strength  of  the 

current  produced  by  heating  the  ends  is  increased  ;  or,  what  amounts  to  the 

same  thing,  a  smaller  degree  of  heat  will  produce  the  same  effect.     Such  an 


3 


Fig.  378. 
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arrangemcnt  ol  a  number  ol  thermo-electric  pairs  is  called  a  thermo-electric 
battery  M  pill. 

Melloni's  thermomultiplier  consists  of  a  thermo-electric  pile  connected 
with  a  delicate  galvanometer.  The  thermo-electric  pile  is  constructed  of  a 
number  of  minute  bars  ofbismuth  and  antimony  soldered  together  alternately, 
though  kept  insulated  from  each  other,  and  contained  in  a  rectangular  box 
P  (fig.  380).  The  terminal  bars  are  connected  with  two  binding  screws  m 
and  »,  which  in  turn  are  connected  with  the  galvanometer  G  by  means  of  the 

The  galvanometer  consists  of  a  quantity  of  fine  insulated  copper  wire 
coiled  round  a  frame,  in  the  centre  of  which  a  delicate  magnetic  needle  is 
suspended  by  means  of  a  silk  thread.  When  an  electric  current  is  passed 
through  this  coil,  the  needle  is  deflected  through  an  angle  which  depends^on 
the  strength  of  the  current.  The  angle  Is  measured  on  a  dial  by  an  index 
connected  with  the  needle. 

It  may  then  be  sufficient  to  state  that  the  thermo-electric  pile  being  con- 
nected with  the  galvanometer  by  means  of  the  wires  a  and  b,  an  excess  of 


Fig.  ii^ 

temperature  at  one  end  of  the  pile  causes  the  r.eedle  to  be  deflected  through 
an  angle  which  depends  on  the  extent  of  this  excess  j  and  similarly  if  the 
temperature  is  depressed  below  that  of  the  other  end,  a  corresponding- 
deflection  is  produced  in  the  opposite  direction.  By  arrangements  of  this 
kind  Melloni  was  able  to  measure  differences  of  temperature  of  jA„th  of  a 
degree.  The  object  of  the  cone  C  is  to  concentrate  the  thermal  rays  on  the 
&ce  of  the  pile. 

413-  &BWS  or  radtatton. — The  radiation  of  heat  is  governed  by  three 

I.  RaSation  takes  plate  in  all  directiorts  round  a  body.  If  a  thermometer 
be  placed  in  different  positions  round  a  heated  body,  it  indicates  everywhere 
a  rise  in  temperature. 

II.  In  a  homogeneous  medium  radiation  takes  place  in  a  right  littt.  For 
if  a  screen  be  placed  in  a  right  line  which  joins  the  source  of  beat  and  the 
thermometer,  the  latter  is  not  afTectcd. 


Fig.  381. 
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But  in  passing  obliquely  from  one  medium  into  another,  as  from  air  into 
glass,  calorific  like  luminous  rays  become  deviated,  an  effect  known  as 
refraction.  The  laws  of  this  phenomenon  are  the  same  for  heat  as  for  light, 
and  they  will  be  more  fully  discussed  under  the  latter  subject. 

III.  Radiant  heat  is  propagated^  in  vacuo  as  well  as  in 
air.    This  is  demonstrated  by  the  following  experiment : — 

In  the  bottom  of  a  glass  flask  a  thermometer  is  fixed  in 
such  a  manner  that  its  bulb  occupies  the  centre  of  the  flask 
(fig.  381).  The  neck  of  the  flask  is  carefully  narrowed  by 
means  of  the  blowpipe,  and  then  the  apparatus  having  been 
suitably  attached  to  an  air-pump,  a  vacuum  is  produced  in 
the  interior.  This  having  been  done,  the  tube  is  sealed  at 
the  narrow  part  On  immersing  this  apparatus  in  hot  water, 
or  on  bringing  near  it  some  hot  charcoal,  the  thermometer  is 
at  once  seen  to  rise.  This  could  only  rise  from  radiation 
through  the  vacuum  in  the  interior,  for  glass  is  so  bad  a 
conductor  that  the  heat  could  not  travel  with  this  rapidity 
through  the  sides  of  the  flask  and  the  stem  of  the  ther- 
mometer. 

414.  Causes  wbiob  modify  tlie  Intensity  of  radiant  heat. — By  the 
intensity  of  radiant  heat  is  understood  the  quantity  of  heat  received  on  the 
unit  of  surface.  Three  causes  are  found  to  modify  this  intensity  :  the  tem- 
perature of  the  source  of  heat,  its  distance,  and  the  obliquity  of  the  calorific 
rays  in  reference  to  the  surface  which  emits  them.  The  laws  which  regulate 
these  modifications  may  be  thus  stated  : — 

I.  The  intensity  of  radiant  heat  is  proportional  to  the  temperature  of  the 
source, 

II.  The  intensity  is  inversely  as  the  square  of  the  distance, 

III.  The  intensity  is  less,  the  greater  the  obliquity  of  the  rays  with  respect 
to  the  radiating  surface. 

The  first  law  is  demonstrated  by  placing  a  metal  box  containing  water 
at  10°,  20®,  or  30°  successively  at  equal  distances  from  the  bulb  of  a  differen- 
tial thermometer.  The  temperatures  indicated 
by  the  latter  are  then  found  to  be  in  the  same 
ratio  as  those  of  the  box  :  for  instance,  if  the 
temperature  of  that  corresponding  to  the  box  at 
10®  be  2°,  those  of  others  will  be  4°  and  6°  re- 
spectively. 

The  truth  of  the  second  law  follows  from  the 
geometrical  principle  that  the  surface  of  a  sphere 
increases  as  the  square  of  its  radius.  Suppose 
a  hollow  sphere  ab  (fig.  382)  of  any  given  radius, 
and  a  source  of  heat,  C,  in  its  centre ;  each  unit 
of  sur^ce  in  the  interior  receives  a  certain  quan- 
tity of  heat.  Now  a  sphere,  ef  of  double  the  radius  will  present  a  surface 
four  times  as  great ;  its  internal  surface  contains,  therefore,  four  times  as 
many  units  of  surface,  and  as  the  quantity  of  heat  emitted  is  the  same,  each 
unit  must  receive  one-fourth  the  quantity. 

To  demonstrate  the  same  law  experimentally,  a  narrow  tin-plate  box  is 


Fig.  38a. 
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laken  (fig.  383),  filled  with  hot  water,  and  coated  on  one  side  with  lampblack. 
The  thennopile  with  its  conical  reflector  is  placed  so  that  its  (ace  is  at 
a  certain  definite  distance,  eg,  say  9  inches,  from  this  box,  and  the  cover 
having  been  lowered,  the  needle  of  the  galvanometer  is  observed  to  be 
deflected,  through  80"  for  example. 


If  now  the  pile  is  removed  to  a  distance,  CO  (fig.  384),  double  that  of  co, 
the  deflection  of  the  galvanometer  remains  the  saine,  which  shows  that 
the  pile  receives  the  same  amount  of  heat ;  the  same  is  the  case  if  the 
pile  is  removed  to  three  or  four  times  the  distance.    This  result,  though 


Fig.  38*. 

apparently  in  opposition  to  the  second  law,  really  confirms  it.  For  at  first 
the  pile  onlyreceives  heat  from  the  circular  portion  ab  of  the  side  of  the 
box,  while,  iiTthe  second  case,  the  circular  portion  AB  radiates  towards  it. 
But,  as  ihe  two  cones  ACB  and  act  are  similar,  and  the  height  of  ACB  is 
double  that  of  acb^  the  diameter  AB  is  double  that  of  ab,  and  therefore  the 
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area  AB  is  four  times  as  great  as  that  of  ciby  for  the  areas  of  circles  are  pro- 
portional to  the  squares  of  the  radii.  But  since  the  radiating  surface  increases 
as  the  square  of  the  distance,  while  the  galvanometer  remains  stationary,  the 
heat  received  by  the  battery  must  be  inversely  as  this  same  square. 

The  third  law  is  demonstrated  by  means  of  the  following  experiment, 
which  is  a  modification  of  one  originally  devised  by  Leslie  (fig.  385) : — P 
represents  the  thermomuUiplier  which  is  connected  with  its  galvanometer, 
and  A  a  metal  cube  full  of  hot  water.    The  cube  being  first  placed  in  such 
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a  position,  A,  that  its  front  face,  ac^  is  vertical,  the  deflection  of  the  galvano- 
meter is  noted.  Supposing  it  amounts  to  45°,  this  represents  the  radiation 
from  ac.  If  this  now  be  turned  in  the  direction  represented  by  A',  the 
galvanometer  is  still  found  to  mark  45°. 

The  second  sur^ce  is  larger  than  the  first,  and  it  therefore  sends  more 
rays  to  the  mirror.  But  as  the  action  on  the  thermometer  is  no  greater 
than  in  the  first  case,  it  follows  that  in  the  second  case,  where  the  rays 
are  oblique,  the  intensity  is  less  than  in  the  first  case,  where  they  are  per- 
pendicular. 

In  order  to  express  this  in  a  formula,  let  /  be  the  intensity  of  the  rays 
emitted  perpendicularly  to  the  surface,  and  /'  that  of  the  oblique  rays. 
These  intensities  are  necessarily  inversely  as  the  surfaces  ac  and  a'c^^  for  the 
effect  is  the  same  in  both  cases,  and  therefore  ?'  x  surface  a'c'  •■=  i  x  surface  ac  \ 

hence  V  =  /  .^"   •  ^^  -  /'  ^£  =  {  cos.  aoa'  \  which  signifies  that  the  intensity 
surf.aV'        a'c'  ^ 

of  oblique  rays  is  proportional  to  the  cosine  of  the  angle  which  tliese  rays  form 

with  the  normal  to  the  surface  ;  for  this  angle .  is  equal  to  the  angle  aoa'. 

This  law  is  known  as  the  law  of  the  cosine ;  it  is,  however,  not  general ; 

Desains  and  De  la  Provostaye  have  shown  that  it  is  only  true  within  very 

narrow  limits  ;  that  is,  only  with  bodies  which,  like  lampblack,  are  entirely 

destitute  of  reflecting  power  (423). 

415.  Mobile  equlllbrtiun.     Tlieorjr  of  exetaanffes. — Prevost  of  Geneva 

suggested  the  following  hypothesis  in  reference  to  radiant  heat,  known  as 

Prevost's  theory  of  exchanges^  which  is  now  universally  admitted.    All  bodies, 

whatever  their  temperatures,  constantly  radiate  heat  in  all  directions.     If 

we  imagine  two  bodies  at  different  temperatures  placed  near  each  other, 

the  one  at  a  higher  temperature  will  experience  a  loss  of  heat,  its  temperature 

will  sink,  because  the  rays  it  emits  are  of  greater  intensity  than  those  it 

receives  ;  the  colder  body,  on  the  contrary,  will  rise  in  temperature,  because 

it  receives  rays  of  greater  intensity  than  those  which  it  emits.     Ultimately 

the  temperature  of  both  bodies  becomes  the  same,  but  heat  is  still  exchanged 
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etween  them,  only  each  receives  as  much  as  i 
emains  constant    This  state  is  called  the  mobi, 

416.  Meirton'm  lair  of  oooUor- — A  body 
Doled  or  heated  by  radiation.  In  the  atmos 
eated  by  its  contact  with  the  air,  according  as 
lan  the  radiating  body.  In  both  cases  the  vel 
-that  \%,  Ike  quantity  of  heat  lost  or  gainedin 
ig  as  the  difierence  of  temperature  is  greater. 

Newton  enunciated  the  following  law  in 
eating  of  a  body  ; —  The  quantity  of  heat  lost  i 
■proportional  to  the  difference  between  its  tem^ 
ounding  medium.  Dulong  and  Petit  have  i 
eneral  as  Newton  supposed,  and  only  appi 
Mnperature  do  not  exceed  15°  to  30°.  Beyor 
St  or  gained  is  greater  than  what  is  required  1: 

Two  consequences  follow  from  Newton's  lav 

I.  When  a  body  is  exposed  to  a  constant  so 
aes  not  increase  indefinitely,  for  the  quantity  \ 
■ne  is  always  the  same  ;  while  that  which  it  lo 

its  temperature  over  that  of  the  surroundin, 
3int  is  reached  at  which  the  quantity  of  heat  i 
irbed,  and  the  temperature  then  remains  statit 

II.  Newton's  law,  as  applied  to  the  differen 
>  indications  are  proportional  to  the  quantiti 

one  of  the  bulbs  of  a  differential  thermomeiei 
constant  source,  the  instrument  exhibits,  first, 
terwards  becomes  stationary.  In  this  case,  l\ 
ceives  is  equal  to  that  which  it  emits.  But  tfa 
:cess  of  the  temperature  of  the  bulb  above  tha 
here— that  is,  to  the  number  of  degrees  indi 
nsequentty,  the  temperature  indicated  by  the 
oportionai  to  the  quantity  of  heat  it  receives. 

REFLECTION  OF  HEA 


417.  K*wB  orreaaotloii. — When  thermal  ra 

caking  generally,  divided  into  two  portions,  ( 

body  while  the   oti 

ID  from  the  surface  lil 

said  to  be  reflected. 

!  c  Umn  be  a  plant 

CB  an  incident  ray, 

the  surface  called  tl 

fleeted  ray,  the  angi 

"  "of  incidence,  and   E 

Fig.  366.  The  reflection  of 

governed  by  the  twi 

I.  The  angle  of  reflection  is  equal  to  the  anglt 

II.  Both  the  incident  and  the  reflected  ray  art 
pendicular  to  the  reflecting  surface. 
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tratlon  oftbe  laws  of  relleeUon  of  bast, — 


ted  by  means  of  Melloni's  thermopile  and  also  by  the  coa- 

;o).  Fig.  387  represents  the  arrangement  adopted  in  the 
!  is  a  hoiizontal  bar,  about  a  metre  in  length,  graduated  in 
liich  slide  various  parts,  which  can  be  clamped  by  means 
surce  of  heat,  S,  is  a  platinum  spiral,  kept  at  a  while  heat  id 
creen  K,  when  raised,  cuts  off  the  radiation  from  the  source  ; 
'',  with  an  aperture  in  the  centre,  cuts  off  ali  rays  except  a 
upon  the  mirror  m.     At  the  other  end  is  an  upright  rod,  1, 

dial,  the  zero  of  which  is  in  the  direction  of  MN,  and 
[o  the  pencil  Sm.  In  the  centre  of  the  dial  is  an  aperture, 
\  axis  that  supports  a  metallic  mirror  m.  About  this  axis 
,  on  which  is  ^xed  the  thermopile,  P,  in  connection  with 

G  ;  H  is  a  screen,  the  object  of  which  is  to  cut  off  any 
im  the  source  of  heat  towards  the  pile.  In  order  not  to  mask 
epresented  in  the  position  it  occupies  in  the  experimenL 


1    ir 


i=^pa 


Fig.3aj, 

le  screen  K,  a  pencil  of  parallel  rays,  passing  through  the 
ipon  the  mirror  in,  and  is  there  reflected,  if  the  index  R 
ection  of  the  reflected  pencil,  this  latter  does  not  fall  on 
needle  of  the  galvanometer  remains  stationary :  but  by 
B  index  R,  a  position  is  found  at  which  the  galvanometer 
it  deviation,  which  is  the  case  when  the  pile  receives  the 
erpendicularly  to  its  surface.  Reading  off  then  on  the  dial 
imall  needle  perpendicular  to  the  mirror,  it  is  observed  that 
ngle  formed  by  the  incident  and  the  reflected  pencil,  which 
first  law. 

iw  is  also  proved  by  the  same  experiment,  for  the  various 
aratus  are  arranged  so  that  the  incident  and  reflected  rays 
orizontal  plane,  and  therefore  at  right  angles  to  the  reflect- 
1  is  vertical 
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e  polished  spherica.1 1 

ied  to  concentrate  luminous  i 

We  shall  only  consider  tbec 


surfaces  of  metal 
calorific  rays  in  the 
of  spherical  mirrc 


;  fig.  388  gives  a  medial  a 


Fig.  jBB. 

assing  through  these  points,  is  the  principal  axis  ol 
In  order  to  apply  to  spherical  mirrors  the  laws  c 
iirfaces,  they  are  considered  to  be  composed  of  an 
nicely  small  plane  surfaces,  each  belonging  to  the 
lane  ;  the  normals  to  these  small  surfaces  are  all  ra< 
nd  therefore  meet  at  its  centre,  the  centre  of  curvati 
Suppose  now,  on  the  axis  AB  of  the  mirror  M 
istanl  thai  the  rays  EK,PH  ....  which  start  froi 
\  parallel.  From  the  hypothesis  that  the  mirror  is  < 
ide  of  small  planes,  the  ray  EK  is  reflected  from  thi 
plane  mirror  ;  that  is  10  say,  CK  being  the  norj 
'fleeted  ray  takes  a  direction  such  that  the  angle 
igle  CKE.  The  other  rays,  PH,  GI  ....  are 
lanner,  and  all  converge  approximately  towards  thi 
ne  AC.  There  is  then  a  concentration  of  the  rays  ii 
aently  a  higher  temperature  than  at  any  other  point, 
le  focus,  and  the   distance  from  the  focus  lo  the  1 

In  the  above  figure  the  heat  is  propagated  along  tl 
le  direction  of  the  arrows  ;  but,  conversely,  if  the  he 
,  the  heat  is  propagated  along  the  lines  FKE,  F 
nitted  from  the  focus  are  nearly  parallel  after  reflect 

420.  T«rllla«tloa  of  tbel«««  of  refleoUon. — Thi 
hich  was  made  for  the  first  time  by  Pictet  and  i 
lown  as  the  experiment  of  llu  conjugate  mirrors,  1 
e  existence  of  the  foci,  but  also  the  laws  of  retle' 
\  and  N  (lig.  389),  are  arranged  at  a  distance  of  4  tr 
eir  axes  coincide.  In  the  focus  of  one  of  them.  A, 
isket  containing  a  red-hot  iron  ball.  In  the  focus  > 
,  an  easily  inflammable  body,  such  as  gun-cotton  or  j 
nitted  from  the  focus  A  are  first  reflected  from  the  n 
Lrallel  to  the  axis  (419),  and  impinging  on  the  other  . 
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so  that  they  coincide  in  the  focus  B.  That  this  is  so,  is  proved  by  the  feet 
that  the  gun-cotton  at  this  point  takes  tire,  which  is  not  the  case  if  it  is  above 
or  below  it. 

The  experiment  also  serves  to  show  that  light  and  heat  are  reflected  in 
the  same  manner.  For  this  purpose  a  lighted  candle  is  placed  in  the  focus 
of  A,  and  a  ground-glass  screen  in  the  focus  of  B,  when  a  luminous  focus  is 
seen  on  it  exacdy  in  the  spot  where  the  gun-cotton  ignites.  Hence  the 
luminous  and  the  calorific  foci  are  produced  at  the  same  point,  and  the 
reflection  takes  place  in  both  cases  according  to  the  same  taws  ;  for  ii  will  be 
afterwards  shown  that  for  light,  the  angle  of  reflection  is  equal  to  the  angle 
of  incidence,  and  thai  both  the  incident  and  the  reflected  rays  are  in  the  same 
plane  perpendicular  to  the  plane  reflecting  surface. 
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In  consequence  of  the  high  temperature  produced  in  the  foci  of  c 
mirrors,  they  have  been  called  burning  mirrors.  It  is  stated  that  Archi- 
medes burnt  the  Roman  vessels  before  Syracuse  by  means  of  such  mirrors. 
BuflTon  constructed  burning  mirrors  of  such  power  as  to  prove  that  the  feat 
attributed  to  Archimedes  was  not  impossible.  The  mirrors  were  made  of  a 
number  of  silver  plane  mirrors  about  8  inches  long  by  5  broad.  They 
could  be  turned  independently  of  each  other  in  such  a  manner  that  the  rays 
reflected  from  each  coincided  in  the  same  point.  With  128  mirrors  and 
a  hot  summer's  sun  BufTon  ignited  a  plank  of  tarred  wood  at  a  distance  of 
70  yards. 

421.  K«fla«tion  In  >  TkBBiun. — Heat  is  reflected  in  a  vacuum  as  well  as 
in  air,  as  is  seen  from  the  following  experiment  (fig.  390),  due  to  Sir  Hum- 
phry Davy.  Two  small  concave  reflectors  were  placed  opposite  each  other 
'  under  the  receiver  of  an  air-pump.    In  the  focus  of  one  was  placed  a  delicate 
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;he  other  a  platinum' 
The  thcnnometet » 
only  be  due  lo  refle< 
mometcr  did  not 
temperature  if  it 
focus  of  the  secon< 
432.  Appmreni 

sented  in  fig.  389 
placed  in  one  of 
red-hot  ball,  the 
ture  being  great 
rential  thermomet 
of  the  second  re 
decrease  in  tempi 
grees.  This  ap 
caused  by  ihe  em 
from  ice.  It  is,  he 
from  what  has 
mobile  cquilibriur 
There  is  still  an  i 
ture,  but  here  tt 
ch  the  thennometer 

need  when  we  stand 
than  that  of  our  boi 
:d  in  the  same  way. 
e  reflecting  ponuer  o 
)r  less  proportion  of 
t  substances.  In  on 
ing  recourse  to  as 
iwn  in  fig.  391.     Tl 

as  Leslie's  cube,  fill 
xperimemed  upon  is 
us  and  the  mirror. 
:flected  from  the  mii 
lected  and  converge 
point  a  differential 
ter  are  always  in  the 

at  100°,  but  it  is  fou 
raries  wiih  the  nati 
in  ing,  not  the  sbsoli 
that  of  some  body 
been  said  on  the  apf 
||6),  the  temperature 
quantities  of  heat  wt 
ite  of  glass  causes  th 

that  the  quantity  o 
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latter  is  six  times  as  great  as  that  reflected  by  the  former.  For  ihe  heat 
emitted  by  the  source  remains  the  same,  the  concave  reflector  receives  the 
same  portion,  and  the  difTerence  can  only  arise  from  the  reflecting  power  of 
the  plate  a. 


Fig.  391. 

By  this  method  Leslie  determined  ihe  reflecting  powers  of  the  following 
substances,  relatively  to  that  of  brass,  taken  as  100 : — 

Polished  brass  .  100        Indian  ink  -     1.I 

Silver         ....      90        Glass        .        .  .10 

Steel  ....      70        Oiled  glass       ...      5 

Lead  ....      60        Lampblack       .        .        .      o 

The  numbers  only  represent  the  relative  reflecting  power  as  compared 
with  that  of  brass.  Their  absolute  power  is  the  relation  of  the  quantity  of 
heat  reflected  to  the  quantity  of  heat  received.  Desainsand  De  la  Provostayc, 
who  examined  the  absolute  reflecting  power  of  certain  metals,  obtained  the 
following  results  by  means  of  Melloni's  thermomultiplier  (412),  the  heat 
being  reflected  at  an  angle  of  50°  : — 

Silver  plate      .  .     097         Steel 

Gold        ....    0-95        Zinc 

Brass        ....     0-93         Iron 

Platinum  .         .         .     083         Cast  iron 

424-  AbBOrtlnc  power. — The  aisorbitig pffwer  of  a  body  is 
of  allowing  a  greater  or  less  quantity  of  the  heat  which  fells  upon  it  to  pass 
into  its  mass.  Its  absolute  value  is  the  ratlbof  the  quantity  of  heal  absorbed 
to  the  quantity  of  heat  received. 

The  absorbing  power  of  a  body  is  always  inversely  as  its  reflecting 
power :  a  body  which  is  a  good  absorbent  is  a  bad  reflector,  and  vice  versd. 
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It  was  formerly  supposed  that  the  two  powers  were  exactly  complementary, 
that  the  sum  of  the  reflected  and  absorbed  heat  was  equal  to  the  total  quan- 
tity of  incident  heat.  This  is  not  the  case  ;  it  is  always  less  :  the  incident 
heat  is  divided  into  three  parts— ist,  one  which  is  absorbed  ;  2nd,  another 
which  is  reflected  regularly — that  is,  according  to  laws  previously  demon- 
strated (417) ;  and  a  third,  which  is  irregularly  reflected  in  all  directions, 
and  which  is  called  scattered  or  diffused  heat. 

In  order  to  determine  the  absorbing  power  of  bodies,  Leslie  used  the 
apparatus  which  he  employed  in  determining  the  reflecting  powers  (423). 
But  he  suppressed  the  plate  a,  and  placed  the  bulb  of  the  thermometer  in 
the  focus  of  the  reflector.  This  bulb  being  then  covered  successively  with 
lampblack,  or  varnish,  or  with  gold,  silver,  or  copper  foil,  &c.,  the  thermo- 
meter exhibited  a  higher  temperature  under  the  influence  of  the  source  of 
heat,  M,  according  as  the  substance  with  which  the  bulb  was  covered 
absorbed  more  heat.  Leslie  found  in  this  way  that  the  absorbing  power  of 
a  body  is  greater  the  less  its  reflecting  power.  In  these  experiments,  how- 
ever, the  relation  of  the  absorbing  powers  cannot  be  deduced  from  that  of 
the  temperatures  indicated  by  the  thermometer,  for  Newton's  law  is  not 
exactly  applicable  in  this  case,  as  it  only  prevails  for  bodies  whose  substance 
does  not  vary,  and  here  the  covering  of  the  bulb  varied  with  each  observa- 
tion. But  we  shall  presently  show  (426)  how  the  comparative  absorbing 
powers  may  be  deduced  from  the  ratios  of  the  emissive  powers. 

Taking,  as  a  source  of  heat,  a  canister  filled  with  water  at  100^,  Melloni 
found,  by  means  of  the  thermomultiplier,  the  following  relative  absorbing 
powers  : — 

Lampblack  .  .100  Indian  ink  .  .  .  -  85 
White  lead  .  .100  Shellac  .  .  .  .72 
Isinglass        ...      91        Metals 13 

425.  Xadiatlnfl'  power. — The  radiating  or  emissive  power  of  a  body  is 
its  capability  of  emitting,  at  the  same  temperature,  and  with  the  same  extent 
of  surface,  greater  or  less  quantities  of  heat. 

The  apparatus  represented  in  ^%.  391  was  also  used  by  Leslie  in  deter- 
mining the  radiating  power  of  bodies.  For  this  purpose  the  bulb  of  the 
thermometer  was  placed  in  the  focus  of  the  reflector,  and  the  faces  of  the 
canister  M  were  formed  of  different  metals,  or  covered  with  different 
substances,  such  as  lampblack,  paper,  &c.  The  cube  being  filled  with  hot 
water,  at  100^,  and  all  other  conditions  remaining  the  same,  Leslie  turned 
each  face  of  the  cube  successively  towards  the  reflectors,  and  noted  the 
temperature  each  time.  That  face  which  was  coated  viith  lampblack  caused 
the  greatest  elevation  of  temperature,  and  the  metal  faces  the  least.  Applying 
Newton's  law,  and  representing  the  heat  emitted  by  lampblack  as  100,  Leslie 
formed  the  following  table  of  radiating  powers  : — 


Lampblack 

100 

Tarnished  lead  .                •45 

White  lead 

100 

Mercury     .        .                 .20 

Paper 

.      98 

Polished  lead      .        .        .19 

Ordinary  white  glass 

90 

Polished  iron      .        .        .15 

Isinglass 

80 

Tin,  gold,  silver,  copper,  &c.    1 2 
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It  will  be  seen  that,  in  this  table,  the  order  of  the  bodies  is  exactly  the 
reverse  of  that  in  the  tables  of  reilecting  powers. 

The  radiating  powers  of  several  substances  were  determined  by  Desains 
and  De  la  Provostaye,  who  used  the  thermomultiplier.  They  found,  in  this 
manner,  the  following  numbers  compared  with  lampblack  as  100  : — 

Platinum  foil 10*80 

Burnished  platinum 9*50 

Silver  deposited  chemically 5 '36 

Copper  foil 4*90 

Gold  leaf 4-28 

Pure  silver  laminated 3*00 

„  burnished 2*50 

„  deposited  chemically  and  burnished  2*25 

I 

It  appears,  therefore,  that  the  radiating  power  found  by  Leslie  for  the 
metals  is  too  large. 

426.  Identity  of  tlie  absorbing  and  radiating  powers. — The  absorb- 
ing power  of  a  body  cannot  be  accurately  deduced  from  its  reflecting  power, 
because  the  two  are  not  exactly  complementary.  But  the  absorbing  power 
would  be  determined  if  it  could  be  shown  that  in  the  same  body  it  is  equal 
to  the  radiating  power.  This  conclusion  has  been  drawn  by  Dulong  and 
Petit  from^the  following  experiments  : — In  a  large  glass  globe,  blackened  on 
the  inside,  was  placed  a  thermometer  at  a  certain  temperature,  15°  for  ex- 
ample ;  the  globe  was  kept  at  zero  by  surrounding  it  with  ice,  and  having 
been  exhausted  by  means  of  a  tubulure  connected  with  an  air-pump,  the  time 
was  noted  which  elapsed  while  the  thermometer  fell  through  5°  The  experi- 
ment was  then  made  in  the  contrary  direction  ;  that  is,  the  sides  of  the  globe 
were  heated  to  15°,  while  the  thermometer  was  cooled  to  zero  ;  the  time  was 
then  observed  which  the  thermometer  occupied  in  rising  through  5°.  It  was 
found  that  this  time  was  exactly  the  same  as  that  which  the  thermometer 
had  taken  in  sinking  through  5°,  and  it  was  thence  concluded  that  the 
radiating  power  is  equal  to  the  absorbing  power  for  the  same  body,  and  for 
the  same  difference  between  its  temperature  and  the  temperature  of  the  sur- 
rounding medium,  because  the  quantities  of  heat  emitted  or  absorbed  in  the 
same  time  are  equal. 

This  point  may  also  be  demonstrated  by  means  of  the  following  apparatus 
devised  by  Ritchie.  Fig.  392  represents  what  is  virtually  a  differential 
thermometer,  the  two  glass  bulbs  of  which  are  replaced  by  two  cylindrical 
reservoirs  B  and  C,  of  metal,  and  full  of  air.  Between  them  is  a  third  and 
larger  one  A,  which  can  be  filled  with  hot  water  by  means  of  a  tubulure. 
The  ends  of  B  and  of  A,  which  face  the  right,  are  coated  with  lampblack  ; 
those  of  C  and  of  A,  which  face  the  left,  are  either  painted  white  or  are 
coated  with  silver  foil.  Thus  one  of  the  two  faces  opposite  each  other  is 
black,  and  the  other  white ;  hence  when  the  cylinder  A  is  filled  with  hot 
water,  its  white  face  radiates  towards  the  black  face  of  B,  and  its  black  face 
towauxls  the  white  face  of  C.  In  these  circiunstances  the  liquid  in  the 
stem  does  not  move,  indicating  that  the  two  reservoirs  are  at  the  same 
temperature.    On  the  one  hand,  the  greater  emissive  power  of  the  black 
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:e  of  A  is  coinpen5a.ted  by  the  smaller  absorptive 
C  ;  while,  on  the  other  hand,  the  feebler  radiating 
A  is  compensated  by  the  greater  absorbing  powei 
The  experiment  ma; 
the  two  white  &ces  b 
porcelain,  &c. 

427.  OBOBel  wUoB 
Bbaorbtnr>  >nii  r^dla 
radiating  and  absorbin; 
c;iuse  which  affects  th 
aUo.     And  as  the  refl 

nishesthe  radiating  anc 

It  has  been  already  s 
powers  vary  with  diff 
metals  have  the  greate 
lampblack  the  least, 
powers  are  modified  b 
the  density,  the  thici 
substance,  the  obliqui 
emitted  rays,  and,  last) 
source  of  heat. 
It  has  been  usually  assumed  that  the  reflecting  p 
lish  of  the  surface,  and  that  the  other  powers  di 
elloni  showed  that  by  scratching  a  polished  metal 
we r  was  sometimes  diminished  and  sometimes  ii 
;non  he  attributed  to  the  greater  or  less  density  o 
the  plate  had  been  originally  hammered,  its 
stroyed  by  this  process,  the  molecules  would  be 
rface  than  in  the  interior,  and  the  reflecting  pow 
It  if  the  surface  is  scratched,  the  interior  and  le; 
posed,  and  the  reflecting  power  diminished.  On 
lich  has  not  been  hammered,  and  which  is  horn 
iwer  is  increased  when  the  plate  is  scratched,  bee 
rfiice  is  increased  by  the  scratches. 

Mclloni  found  that  when  the  faces  of  a  cube  filled 
mperature  were  varnished,  the  emissive  power  inc 
layers  up  to  16  layers,  while  above  that  point  it  n 
er  the  number.  The  thickness  of  the  16  layer 
D4  mm.  With  reference  to  metals,  gold  leaves  01 
a  millimetre  in  thickness,  having  been  successivi 
a  cube  of  glass,  the  diminution  of  radiant  heat  wa; 
appears,  therefore,  that,  beyond  certain  limits,  t 
ating  layer  of  metal  is  without  influence. 
The  absorbing  power  is  greatest  when  the  rays 
diminishes  in  proportion  as  the  incident  rays  dt 
lis  is  one  of  the  reasons  why  the  sun  is  hotter  in 
cause,  in  the  former  case,  the  sun's  rays  are  less  o 
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The  radiating  power  of  gaseous  bodies  in  a  state  of  combustion  is  very 
weak,  as  is  seen  by  bringing  the  bulb  of  a  thermometer  near  a  hydrogen 
flame,  the  temperature  of  which  is  verj-  high.  But  if  a  platinum  spiral  be 
placed  in  this  flame,  it  assumes  the  temperature  of  the  flame,  and  radiates 
a  great  amount  of  heat,  as  is  shown  by  the  thermometer.  For  a  similar 
reason  the  flames  of  oil  and  of  gas  lamps  radiate  more  than  a  hydrogen 
flame  In  consequence  of  the  excess  of  carbon  which  they  contain,  and 
which,  not  being  entirely  burned,  becomes  incandescent  in  the  flame. 

428.  Wellonl'B  reaeAToliea  on  radiant  beat. — For  our  knowledge  of 
the  phenomena  of  the  reflection,  emission,  and  absorption  of  heat  which 
have  up  to  now 
been  described, 


since    his    time 

the  discovery  of 
other  and  far 
more  delicate 
modes  of  detect- 
ing and  mea- 
suring heat  has 
rot  only  extend- 
ed our  ptevious 

knowledge,  but  has  led  to  the  discovery  of  other  phenomena  of  radiant  heat, 
which,  without  such  improved  means,  must  have  remained  unknown. 

This  advance  in  science  is  due  to  an  Italian  philosopher,  Melloni,  who 
first  applied  the  thermo-electric  pile,  invented  by  Nobili,  to  the  measurejnent 
of  very  small  differences  of  temperature  ;  a  method  of  which  a  preliminary 
account  has  already  been  given  (412). 

In  his  experiments  Melloni  used  Ave  sources  of  heat — ist,  a  Locatelli's 
lamp — one,  that  is,  without  a  glass  chimnej-,  but  provided  with  a  reflector 
(fig-  393) ;  2nd,  an  Argand  lamp,  that  is,  one  with  a  chimney  and  a  double 
draught ;  3rd,  a  platinum  spiral,  kept  red  hot  by  a  spirit  lamp  (fig.  394)  ; 
4th,  a  blackened  copper  plate,  kept  at  a  temperature  of  about  400°  by  a  spirit 
lamp  (fig.  395} ;  5th,  a  copper  tube,  blackened  on  the  outside  and  filled  with 
water  at  .00"  (fig.  396). 

429.  Drnamioal  tbe«rr  of  beat>— Before  describing  the  results  arrived 
at  by  Melloni  and  others,  it  will  be  convenient  to  explain  here  the  view  now 
generally  taken  as  to  the  mode  in  which  heat  is  propagated.  For  additional 
information  the  chapter  on  the  Mechanical  Theory  of  Heat  and  the  book  on 
Light  should  be  read.  According  to  what  has  already  been  stated  (292),  a 
hot  body  is  nothing  more  than  one  whose  particles  are  in  a  state  of  vibration. 
The  higher  the  temperature  of  the  body,  the  more  rapid  arc  these  vibrations, 
and  a  diminution  in  temperature  is  but  a  diminished  rapidity  of  vibration  of 
the  particles.  The  propaj^ation  of  heat  through  a  bar  is  due  to  a  gradual 
communication  of  this  vibratory  motion  from  the  heated  part  to  the  rest  of 
the  bar.    A  good  conductor  is  one  which  readily  takes  up  and  transmits  the 
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vibratory  motion  from  particle  to  particle,  while  a  bad  conductor  is  one  which 
takes  up  and  transmits  the  motion  with  difficulty.  But  even  through  the  best 
conductors  the  propagation  of  this  motion  is  comparatively  slow.  How  then 
are  we  to  explain  the  instantaneous  perception  of  heat  experienced  when  a 
screen  is  removed  from  a  fire,  or  when  a  cloud  drifts  fix>m  the  face  of  the 
sun  ?  In  this  case  the  heat  passes  from  one  body  to  another  without  affect- 
ing the  temperature  of  the  medium  which  transmits  it  In  order  to  explain 
these  phenomena,  it  is  imagined  that  all  space,  the  interplanetary  spaces  as 
well  as  the  interstices  in  the  hardest  crystal  or  the  heaviest  metal — in  short, 
matter  of  any  kind — is  permeated  by  a  medium  having  the  properties  of  a 
fluid  of  infinite  tenuity,  called  ether  (499).  The  particles  of  a  heated  body, 
being  in  a  state  of  intensely  rapid  vibration,  communicate  their  motion  to 
the  ether  around  them,  throwing  it  into  a  system  of  waves  which  travel 
through  space  and  pass  from  one  body  to  another  with  the  velocity  of  light. 
When  the  undulations  of  the  ether  reach  a  given  body,  the  motion  is  again 
delivered  up  to  the  particles  of  that  body,  which  in  turn  begin  to  vibrate  ; 
that  is,  the  body  becomes  heated.  This  process  of  motion  through  the 
hypothetical  ether  is  termed  radiation,  and  what  is  called  a  '  ray  of  heat '  is 
merely  one  series  of  waves  moving  in  a  certain  direction. 

It  will  facilitate  the  understanding  of  this  to  consider  the  analogous  mode 
in  which  sound  is  produced  and  propagated.  A  sounding  body  is  one  whose 
entire  mass  is  in  a  state  of  vibration  (222) ;  the  more  rapid  the  rate  of  vibra- 
tion, the  more  acute  the  sound  ;  the  slower  the  rate  of  vibration,  the  deeper 
the  soimd.  This  vibratory  motion  is  communicated  to  the  surrounding  air,  by 
means  of  which  the  vibrations  reach  the  auditory  nerve,  and  there  produce 
the  sensation  of  sound.  If  a  metal  ball  be  heated,  say,  to  the  temperature 
of  boiling  water,  we  can  ascertain  that  it  radiates  heat,  although  we  cannot 
see  any  luminosity ;  and  if  its  temperature  be  gradually  raised,  we  sec  it 
becomes  successively  of  a  dull  red,  bright  red,  and  dazzling  white.  At  each 
particular  temperature  the  heated  body  emits  waves  of  a  definite  length  ;  in 
other  words,  its  particles  vibrate  in  a  certain  period.  As  its  temperature 
rises  it  sends  out  other  and  more  rapid  vibrations,  which  coexist,  however, 
with  all  those  which  it  had  previously  emitted.  Thus  the  motion  at  each 
successive  temperature  is  compounded  of  all  preceding  ones. 

It  has  been  seen  that  vibrations  of  the  air  below  and  above  a  certain  rate 
do  not  affect  the  auditory  nerve  (244) ;  it  can  only  take  up  and  transmit  to  the 
brain  vibrations  of  a  certain  periodicity.  So  too  with  the  vibrations  which 
produce  light.  The  optic  nerve  is  insensible  to  a  large  number  of  wave- 
lengths. It  can  apprehend  only  those  waves  that  form  the  visible  spectrum. 
If  the  rate  of  undulation  be  slower  than  the  red  or  fester  than  the  violet, 
though  intense  motion  may  pass  through  the  humours  of  the  eye  and  fall 
upon  the  retina,  yet  we  shall  be  utterly  unconscious  of  the  fact,  for  the 
optic  nerve  cannot  take  up  and  respond  to  the  rate  of  vibrations  which  exist 
beyond  the  visible  spectrum  in  both  directions.  Hence,  these  are  termed 
invisible  or  obscure  rays.  A  vast  quantity  of  these  obscure  rays  is  emitted 
by  flames  which,  though  intensely  hot,  are  yet  almost  non-luminous,  such 
as  the  oxy-hydrogen  flame,  or  that  of  a  Bunsen's  burner ;  for  the  vibra- 
tions which  these  emit,  though  capable  in  part  of  penetrating  the  media 'of 
the  eye,  are  incapable  of  exciting  in  the  optic  nerve  the  sensation  of  light. 
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430.  Tbermal  analysis  of  solar  Uffbt. — When  a  beam  of  sunlight  (fig. 
397),  admitted  through  an  aperture  in  a  dark  room,  is  concentrated  on  a 
prism  of  rock  salt  by  means  of  a  lens  of  the  same  material,  and  then,  after 
emerging  from  the  prism,  is  received  on  a  screen,  it  will  be  found  to  present 
a  band  of  colours  in  the  following  order :  red,  orange,  yellow,  green,  blue, 
and  violet.    This  is  called  the  spectrum  (564). 

If  now  a  narrow  and  delicate  thermopile  be  placed  successively  on  the 
space  occupied  by  each  of  the  colours,  it  will  be  scarcely  affected  on  the 
violet,  but  in  passing  over  the  other  colours  it  will  indicate  a  gradual  rise  of 
temperature,  which  is  greatest  at  the  red.  Painters,  thus  guided  by  a  cor- 
rect but  unconscious  feeling,  always  speak  of  blue  and  green  colours  as  cold, 
and  of  red  and  orange  as  warm  tones.  If  the  pile  be  now  moved  in  the 
same  direction  beyond  the  limits  of  the  luminous  spectrum,  the  temperature 
will  gradually  rise  up  to  CP,  at  which  it  attains  its  maximum.  From  this 
point  the  pile  indicates  a  decrease  of  temperature  until  it  reaches  a  point,  O, 
where  it  ceases  to  be  affected.  This  point  is  about  as  distant  from  R  as  the 
latter  is  from  V  ;  that  is,  there  is  a  region  in  which  thermal  effects  are  pro- 


fi. 


Fig.  397. 

duced  extending  as  far  beyond  the  red  end  of  the  spectrum  in  one  direction 
as  the  entire  length  of  the  visible  spectrum  in  the  other.  In  accordance 
with  what  we  have  stated,  the  sun's  light  consists  of  rays  of  different  rates  of 
vibration  ;  by  their  passage  through  the  prism  they  are  unequally  broken  or 
refracted  ;  those  of  greatest  wave-length  or  slowest  vibrating  period  are  least 
bent  aside,  or  are  said  to  be  the  least  refrangible,  while  those  with  shorter 
wave-lengths  are  the  most  refrangible. 

These  non-luminous  rays  outside  the  red  are  called  the  extra  or  ultra-red 
rays,  or  sometimes  the  Herschelian  rays,  from  Sir  W.  Herschel,  who  first 
discovered  their  existence. 

If,  in  the  above  case,  prisms  of  other  materials  than  rock  salt  be  used, 
the  position  of  the  maximum  heat  will  be  found  to  vary  with  the  nature  of 
the  prism,  a  feet  first  noticed  by  Seebeck.  Thus  with  a  prism  of  water  it  is 
in  the  yellow,  with  one  of  crown  glass  in  the  middle  of  the  red,  and  so  on. 
These  changes  are  due  to  the  circumstance  that  prisms  of  different  materials 
absorb  rays  of  different  refrangibility  to  unequal  extents.  But  rock  salt 
practically  allows  heat  of  all  kinds  to  pass  with  equal  facility,  and  thus  gives 
a  normal  spectrum. 
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131.  Tyndall'B  reaearobes. — Tyndall  investiga 
ed  by  the  electric  light,  by  the  following  mode  of 
trie  light  was  produced  between  charcoal  points  I 
cells.  The  beam,  rendered  parallel  by  a  doul 
sed  to  pass  through  a  narrow  slit,  and  then  througl 
;  the  slices  of  white  light  thus  obtained  being  d 
he  same  material.  To  investigate  the  thermal  < 
n  a  linear  thermo-electric  pile  was  used ;  that 


:  could  be  pushed  forward  through  the  smallest  i 
laratus  successively  in  each  part  of  the  spectrum  1 
.ting  effected  at  various  points  near  each  other 
ications  of  a  very  delicate  galvanometer.  As  u 
Ctrum,  the  heating  effeci  gradually  increased  fron 

red,  and  was  greatest  in  the  dark  space  beyond 
ihe  greatest  heat  was  about  as  far  from  the  limit  ( 
er  was  from  the  green,  and  the  total  extent  of  tht 
nd  to  be  twice  that  of  the  visible. 
The  increase  of  temperature  in  the  dark  spiace  is 
rmal  intensities  are  represented  by  perpendicula 
glh,  erected  at  those  parts  of  the  spectrum  to  wh; 
ising  beyond  the  red  end  these  lines  increase 
gth,  reach  a  maximum,  and  then  fall  somewhat  m 
!s  are  connected,  they  form  a  curve  (fig.  398), 
resents  a  peak,  quite  dwarfing  that  of  the  visible 

dark  parts  at  the  end  represent  the  obscure  r. 
.ed,  in  the  manner  above  slated,  on  the  results  ot 

electric  light.  The  upper  cur\-e  in  fig.  399  repi 
ilighi  with  a  rock-salt  prism,  while  the  lower  cur 
ained  with  a  Rinc-glass  prism,  which  is  thus  seen 
ra-red  radiation. 

By  interposing  various  substances,  more  espe 
:knesses,  in  the  path  of  the  electric  light,  the 
:atly  diminished.  Now  aqueous  vapour,  like  wat 
■s.    And  probably  the  reason  why  the  obscure  | 
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sunliglit  is  not  so  intense  as  in  the  case  of  the  electric  light  is  that  the 
obscure  rays  have  been  already  partially  absorbed  by  the  aqueous  vapour  of 
the  atmosphere.     If  a  solar  spectrum  could  be  produced  outside  the  atmo- 


sphere, it  would  probably  give  a  spectrum 
light,  which  is  unaffected  by  the  atmospheric  , 
This  has  been  confirmed  in  other  ways 
position  of  the  maximum  in  the  solar  specti 
which  is  probably  due  to  the  var>'ing  absorpt 
sequence  of  its  \'arying  hygrometric  state. 
same  shifting  of 
the  maximum  to 
occur  in  the  dif- 

of  the  year  ;  for 
in  winter,  when 
there  is  least 
moisture  in  the 
atmosphere,  the 


like  that  of  the  electric 

Melloni  observed  that  the 
jm  differs  on  different  days  ; 
an  of  the  atmosphere,  in  con- 
Secchi,  in  Rome,  found   the 


ther     from     the 

red  than  in  sum-  P-    "* 

mer,  when    the 

aqueous  vapour  in  the  air  is  most  abundant.    An  important  obser\'ution  on 

the  luminous  rays  has  alsc/been  made  by  Cooke,  in  America,  who  found  that 

the  &int  black  lines  in  the  solar  spectrum  attributed  to  the  absorption  of  light 

by  our  atmosphere  (see  book  on  Optics)  are  chiefly  caused  by  the  presence 

of  aqueous  vapour. 

432.  Ittmlnoiu  ftad  obaeare  rmdlaUon. — The  radiation  from  a  luminous 
object,  a  gas  flame,  for  example,  is  of  a 'composite  character  ;  a  portion  con- 
sists of  what  we  term  light,  but  a  far  greater  part  consists  of  heat  rays, 
which  are  insensible  to  our  eyes,  being  unable  to  affect  the  optic  nerve. 
When  this  mixed  radiation  falls  upon  the  blackened  face  of  a  thermo-electric 
pile,  the  whole  of  it  is  taken  10  be  absorbed,  the  light  by  this  act  being 
converted  into  heat,  and  affecting  the  instrument  proportionally  with  the 
purely  calorific  rays.  The  total  radiation  of  a  luminous  source,  expressed 
in  units  of  heat  or  force,  can  thus  be  measured.  By  introducing  into  the 
path  of  the  rays  a  body  capable  of  stopping  either  the  luminous  or  the 
obscure  radiation,  we  can  ascertain  by  the  comparative  action  on  the  pile 
the  relative  quantities  of  heat  and  light  radiated  from  the  source.  Melloni 
sought  to  do  this  by  passing  a  luminous  beam  through  a  layer  of  water 
containing  alum  in  solution  ;  a  liquid  which  he  found  in  previous  experi- 
ments absorbed  all  the  radiation  from  bodies  heated  under  incandescence. 
Comparing  the  transmission  through  this  liquid—which  allowed  the  luminous 
but  not  the  obscure  part  of  the  beam  to  pass — with  the  transmission  through 
a  plate  of  rock  salt — which  affected  neither  the  luminous  nor  the  obscure 
radiation,  but  gave  the  loss  due  to  reflection — Melloni  found  that  90  per  cent. 
of  the  radiation  from  an  oil  flame  and  99  per  cenL  of  the  radiation  from 
an  alcohol  flame  consist  of  invisiblecaloriflc  rays.  Tyndall  employed  a  solu- 
tion of  iodine  in  bisulphide  of  carbon,  which  he  found  to  be  impenious  to 
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the  most  intense  light,  but  very  pervious  to  radiant  heat ;  only  a  slight 
absorption  being  effected  by  the  bisulphide.  By  comparing  the  transmission 
through  the  transparent  bisulphide,  and  the  transmission  through  the  same 
liquid  rendered  opaque  by  iodine,  the  value  of  the  luminous  radiation  from 
various  sources  was  found  to  be  as  follows  : — 

Source  Luminous  Obscure 

Red-hot  spiral o  loo 

Hydrogen  flame 


Oil  flame 
Gas  flame 
White-hot  spiral 
Electric  light . 


o  lOO 

3  97 

4  96 
4-6  95-4 

10  90 


Here  by  direct  experiment  the  ratio  of  luminous  to  obscure  rays  in  the 
electric  light  is  found  to  be  10  per  cent,  of  the  total  radiation.  By  prismatic 
analysis,  the  curve  shown  in  fig.  398  was  obtained,  graphically  representing 
the  proportion  of  luminous  to  obscure  rays  in  the  electric  light ;  by  calculating 
the  areas  of  the  two  spaces  in  the  diagram,  the  obscure  portion,  DCBA,  is 
found  to  be  nearly  10  times  as  large  as  the  luminous  one,  DC£. 

433.  Transmiitation  of  obscure  rays. — We  shall  find,  in  speaking  of 
the  luminous  spectrum,  that  beyond  the  violet  there  are  rays  which  are  in- 
visible to  the  eye,  but  which  are  distinguished  by  their  chemical  action,  and 
are  spoken  of  as  the  actinic  or  chemical  rays ;  they  are  also  known  as  the 
Ritteric  rays,  from  the  philosopher  who  first  discovered  their  existence. 

As  we  shall  afterwards  see,  in  the  book  on  Optics,  Stokes  has  succeeded 
in  converting  these  rays  into  rays  of  lower  refrangibility,  which  then  become 
visible  ;  so  Tyndall  has  effected  the  corresponding  but  inverse  change,  and 
has  increased  the  refrangibility  of  the  Herschelian  or  extra  red  rays,  and 
thus  rendered  them  visible.  The  charcoal  points  of  the  electric  light  were 
placed  in  front  of  a  concave  silvered  glass  mirror  in  such  a  manner  that 
the  rays  from  the  points  after  reflection  were  concentrated  to  a  focus  about 
6  inches  distant.  On  the  path  of  the  beam  was  interposed  a  cell  full  of 
a  solution  of  iodine  in  bisulphide  of  carbon,  which  (432)  has  the  power  of 
completely  stopping  all  luminous  radiation,  but  gives  free  passage  to  the  non- 
luminous  rays.  On  now  placing  in  the  focus  of  the  beam,  thus  sifted,  a  piece 
of  platinum,  it  was  raised  to  incandescence  by  the  impact  of  perfectly  invisible 
rays.     In  like  manner  a  piece  of  charcoal  in  vacuo  was  heated  to  redness. 

By  a  proper  arrangement  of  the  charcoal  points  a  metal  may  be  raised 
to  whiteness,  and  the  light  now  emitted  by  the  metal  yields  on  prismatic 
analysis  a  brilliant  luminous  spectrum,  which  is  thus  entirely  derived  from 
the  invisible  rays  beyond  the  red.  This  transmutation  of  non-luminous  into 
luminous  heat,  Tyndall  calls  calorescence. 

When  the  eye  was  cautiously  placed  in  the  focus,  guarded  by  a  small 
hole  pierced  in  a  metal  screen,  so  that  the  converged  rays  should  only  enter 
the  pupil  and  not  affect  the  surrounding  part  of  the  eye,  no  impression  of 
light  was  produced,  and  there  was  scarcely  any  sensation  of  heat  A  con- 
siderable portion  was  absorbed  by  the  humours  of  the  eye,  but  yet  a  power- 
ful beam  undoubtedly  reached  the  retina ;  for,  as  Tyndall  showed  by  a 
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separate  experiment,  about  18  per  cent,  of  the  obscure  radiation  from  the 
electric  light  passed  through  the  humours  of  an  ox's  eye. 

434.  Tranamlsalsn  or  tbermal  TBya. — Melloni  was  the  first  who  ex- 
amined extensively  and  accurately  the  absorption  of  heat  by  solids  and 
liquids.  The  apparatus  he  employed  is  represented  in  fig.  400,  where  AB  is 
the  thermo-electric  pile  ;  a  is  a  support  for  the  source  of  heat,  ia  this  case  a 
Locatelli's  lamp  ;  F  and  E  are  screens,  and  C  is  a  support  for  the  body  ex- 
perimented on  ;  while  m  is  the  support  fiir  the  pile,  and  D  the  galvanometer 


To  express  the  power  which  bodies  have  of  transmitting  heat,  Melloni 
used  the  term  dialkertnaiuy  ;  diathermancy  bears  the  same  relation  to 
radiant  heat  that  transparency  does  to  light  ;  and  in  like  manner  the  power 
of  stopping  radiant  heat  is  called  athennatiey,  which  thus  corresponds  to 
opacity  for  light.  In  experimenting  on  the  diathermancy  of  liquids,  Melloni 
used  glass  troughs  with  parallel  sides,  the  thickness  of  the  liquid  layer  being 
0-36  in.  The  radiant  heat  of  an  Argand  lamp  with  a  glass  chimney  was 
first  allowed  to  fall  directly  on  the  face  of  the  pile,  and  the  deflection  pro- 
duced in  the  galvanometer  taken  as  the  total  radiation  ;  the  substance  under 
examination  was  then  interposed,  and  the  deflection  noted.  This  corre- 
sponded to  the  quantity  of  heat  transmitted  by  the  substance.  If  t  indicate 
this  latter  number,  and  t"  the  total  radiation,  then 
t:i::ioa:x. 


Bisulphide  of  carbon  transmitted 63 

Olive  oil  „  30 

Ether  „  21 

Sulphuric  acid  „  17 

Alcohol  „  15 

Solution  of  alum  or  sugar  „  13 

Distilled  water  „  11 
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In  experimenting  with  solids  they  were  cut  into  plates  ci  inch  in  thick- 
ness, and  it  was  found  that  of  every  loo  rays  there  was  transmitted  by 

Rock  salt        .        .         .        .92         Selenite         .  .20 

Smoky  quartz  .         .67        Alum  .        .        .12 

Transparent  carbonate  of  lead     52        Sulphate  of  copper       .      o 

The  transmission  of  heat  through  liquids  has  been  re-examined  by  Tyndall, 
who  used  a  cell  consisting  of  parallel  plates  of  rock  salt  separated  by  a  ring 
of  brass  with  an  aperture  on  the  top  through  which  the  liquid  could  be 
poured.  As  this  ring  could  be  changed  at  will,  liquid  layers  of  various 
thicknesses  were  easily  obtainable,  the  apparatus  being  merely  screwed 
together  and  made  liquid-tight  by  paper  washers.  The  instrument  was 
mounted  on  a  support  before  an  opening  in  a  brass  screen  placed  in  front 
of  the  pile.  The  source  of  heat  employed  was  a  spiral  of  platinum  wire 
raised  to  incandescence  by  an  electric  current,  the  spiral  being  enclosed  in  a 
small  glass  globe  with  an  aperture  in  front,  through  which  the  radiation 
passed  unchanged  in  its  character,  a  point  of  essential  importance  overlooked 
by  Melloni.  The  following  table  contains  the  results  of  experiments  made 
with  liquids  in  the  various  thicknesses  indicated,  the  numbers  expressing 
the  absorption  per  cent,  of  the  total  radiation.  The  transmission  per  cent, 
can  be  found  in  each  case  by  subtracting  the  absorption  from  100.  Thus  a 
layer  of  water  0*2  inch  thick  absorbs  807  and  transmits  19-3  per  cent,  of  the 
radiation  from  a  red-hot  spiral. 

Absorption  of  heat  by  liquids 


Thickness  of  liquids  in  parts  of  an  inch 

Liquid 

1 

1 

1        o'oa 

o'04 

8-4 

0*07 

12*5 

1 
0x4 

15-2     1 

0*27 

Bisulphide  of  carboi 

I       .         5*5 

Chloroform 

.       i6-6 

25-0 

35'o 

40*0 

44-8 

Iodide  of  methyl 

36-1 

46-5 

53-2 

65-2 

68-6 

Benzole    . 

.       43*4 

557 

62-5 

71-5 

73*6 

Amylene  . 

.        .       58-3 

65-2 

73*6 

777 

823 

Ether 

(^y^ 

73-5 

76*1 

786 

85-2 

Alcohol     . 

.        .       67-3 

78-6 

83-6 

85-3 

89- 1 

Water 

.       807 

86-1 

88-8 

91 0     ' 

910 

It  appears  from  these  tables  that  there  is  no  connection  between  diather- 
mancy and  transparency.  The  liquids,  except  olive  oil,  are  all  colourless 
and  transparent,  and  yet  vary  as  much  as  75  per  cent,  in  the  amount  of  heat 
transmitted.  Among  solids,  smoky  quartz,  which  is  nearly  opaque  to  light, 
transmits  heat  very  well ;  while  alum,  which  is  perfectly  transparent,  cuts  off 
%%  per  cent,  of  heat  rays.  As  there  are  different  degrees  of  transparency,  so 
there  are  different  degrees  of  diathermancy  ;  and  the  one  cannot  be  predi- 
cated from  the  other. 

By  studying  the  transmission  of  heat  from  different  parts  of  the  spec- 
trum separately,  the  connection  between  light  and  heat  becomes  manifest. 
With  this  view  Masson  and  Jamin  received  the  spectrum  of  the  solar  light 
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given  by  a  prism  of  rock  salt  on  a  movable  screen  provided  with  an  aperture, 
so  that  by  raising  or  lowering  the  screen  the  action  of  any  given  part  of  the 
spectrum  on  different  plates  could  be  investigated.    They  thus  found — 

That  glass,  rock  crystal,  ice,  and  generally  substances  transparent  for 
light,  are  also  diathermanous  for  all  kinds  of  luminous  heat ; 

That  a  coloured  glass,  red,  for  instance,  which  only  transmits  the  red  rays 
of  the  spectrum,  and  extinguishes  the  others,  also  extinguishes  every  kind  of 
luminous  heat,  excepting  that  of  the  red  rays  ; 

That  glass  and  rock  crystal,  which  are  diathermanous  for  luminous  heat, 
also  transmit  the  obscure  heat  near  the  red — that  is,  the  most  refrangible — 
but  extinguish  the  extreme  obscure  rays,  or  those  which  are  the  least  de- 
flected by  the  prism.  Alum  extinguishes  a  still  greater  proportion  of  the 
obscure  spectrum,  and  ice  stops  it  altogether. 

Knoblauch  has  shown  that  very  thin  layers  of  gold,  silver,  and  platinum, 
which  are  known  to  transmit  luminous  ray^of  a  definite  colour,  also  allow 
rays  of  heat  to  pass  ;  so  that  these  substances  are  diathermanous,  though  in 
a  small  degree.    This  is  also  the  case  with  thin  sheets  of  ebonite. 

435.  ZnflaeBce  of  tbe  nature  of  the  beat. — The  diathermanous  power 
differs  greatly  with  the  heat  from  different  sources,  as  is  seen  from  the 
following  table,  in  which  the  numbers  express  what  proportion  of  every 
100  rays  from  the  different  sources  of  heat  incident  on  the  plates  is  trans- 
mitted : — 


I 


Rock  salt  . 
Fluor  spar. 
Plate  glass 
Black  glass 
Selenite 
Alum 
Ice     . 


Locatelli's 
lamp 


92 

39 
26 

14 

9 

6 


Incandescent 
platinum  wire 


92 
69 
24 

55 

5 
2 

0-5 


Copper  at  400"'    Copper  at  100° 


92 
42 

6 
12 
o 
o 
o 


92 

o 
o 
o 
o 
o 


These  different  sources  of  heat  correspond  to  light  from  different  sources. 
Rock  salt  is  here  stated  to  transmit  all  kinds  of  heat  with  equal  facility,  and 
to  be  the  only  substance  which  does  so.  It  is  analogous  to  white  glass, 
which  is  transparent  for  light  from  all  sources.  Fluor  spar  transmits  78  per 
cent  of  the  rays  from  a  lamp,  but  only  33  of  those  from  a  blackened  surface 
at  100^.  A  piece  of  plate  glass  only  one-tenth  of  an  inch  thick,  and  perfectly 
transparent  to  light,  is  opaque  to  all  the  radiation  from  a  source  of  100% 
transmits  only  6  per  cent,  of  the  heat  from  a  source  at  400°,  and  but  39  of 
the  radiation  from  the  lamp.  Black  glass,  on  the  contrary,  though  it  cuts 
of!  all  heat  from  a  source  at  100°,  allows  12  per  cent,  of  the  heat  at  400°  to 
pass,  and  is  equally  transparent  to  the  heat  from  the  spiral,  but  on  account 
of  its  blackness  is  more  opaque  to  the  heat  from  the  lamp.  As  we  have 
already  seen,  every  luminous  ray  is  a  heat  ray ;  now  as  several  of  the  sub- 
stances in  this  table  are  pervious  to  all  the  luminous  rays,  and  yet,  as  in  the 
case  of  ice,  transmit  about  6  per  cent,  of  luminous  heat,  we  have  an  apparent 
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anomaly  ;  which,  however,  is  only  a  confirmation  of  the  remarkably  small 
ratio  which  the  luminous  rays  of  a  lamp  bear  to  the  obscure. 

From  these  experiments  Melloni  concluded  that  as  the  temperature  of 
the  source  rose,  more  heat  was  transmitted.  This  has  been  confirmed  by 
some  experiments  of  Tyndall.  The  platinum  lamp  (434)  was  used  as  the 
source,  the  temperature  of  which  could  be  varied  from  a  dark  to  a  brilliant 
white  heat,  by  a  gradual  augmentation  of  the  strength  of  the  electric  current 
which  heated  the  platinum  spiral.  Instead  of  liquids,  vapours  were  examined 
in  a  manner  to  be  described  subsequently  ;  the  measurements  are  given  in 
the  following  table  : — 

Absorption  of  heat  by  vapours 


Source,  platinum  spiral 

1 

Name  of  vapour 

•  - 

Barely  visible ' 

.  '         6*5 

Bright  red 

White  hot 
2*9 

1 

Near  fusion  ' 

Bisulphide  of  carbon 

47 

2-5 

Chloroform 

9-1 

6-3 

5-6 

3*9 

Iodide  of  methyl 

12*5 

9*6 

n 

Benzole    . 

26-4 

20-6 

16-5 

Ether 

43-4 

31*4 

25-9 

237       1 

Formic  ether    . 

45 -2 

31-9 

25-1 

21*3        ! 

Acetic  ether 

49*6 

34*6 

27-2 

The  percentage  of  rays  absorbed  is  here  seen  to  diminish  in  each  case 
as  the  temperature  of  the  source  rises.  Mere  elevation  of  temperature  does 
not,  however,  invariably  produce  a  high  penetrative  power  in  the  rays 
emitted  ;  the  rays  from  sources  of  far  higher  temperature  than  any  of  the 
foregoing  are  more  largely  absorbed  by  certain  substances  than  are  the  rays 
emitted  from  any  one  of  the  sources  as  yet  mentioned.  Thus,  the  radia- 
tion from  ia  hydrogen  flame  was  completely  intercepted  by  a  layer  of  water 
only  0*27  of  an  inch  thick,  the  same  layer  transmitting  9  per  cent  of  the 
radiation  from  the  red-hot  spiral,  a  source  of  much  lower  temperature.  The 
explanation  of  this  is,  that  those  rays  which  heated  water  emits  (and  water, 
the  product  of  combustion,  is  the  main  radiant  in  a  hydrogen  flame)  are  the 
very  ones  which  this  substance  most  largely  absorbs.  This  statement,  which 
will  become  clearer  after  considering  the  analogous  phenomena  in  the  case 
of  light,  was  exemplified  by  the  powerful  absorption  of  the  heat  from  a 
carbonic  oxide  flame  by  carbonic  acid  gas.  It  will  be  seen  presently  (438) 
that  of  the  rays  from  a  heated  plate  of  copper,  olefiant  gas  absorbs  10  times 
the  quantity  intercepted  by  carbonic  acid,  whilst  of  the  rays  from  a  carbonic 
oxide  flame  Tyndall  found  carbonic  acid  absorbed  twice  as  much  as  olefiant 
gas.  A  tenth  of  an  atmosphere  of  carbonic  acid,  inclosed  in  a  tube  4  feet 
long,  absorbs  60  per  cent  of  the  radiation  fh>m  a  carbonic  oxide  flame. 
Radiant  heat  of  this  character  can  thus  be  used  as  a  delicate  test  for  the 
presence  of  carbonic  acid,  the  amount  of  which  may  even  be  accurately 
measured  by  the  same  means.  Prof.  Barrett  made  in  this  way  2k  physical 
analysis  of  the  human  breath.     In  one  experiment,  the  carbonic  acid  con- 
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tained  in  breath  physically  analysed  was  found  to  be  4*65  per  cent,  whilst 
the  same  breath  chemically  analysed  gave  4'66  per  cent. 

436.  Znflaenoe  of  tbe  tbiokness  and  natiire  of  soreens. — It  will  be 
seen  from  the  table  (435)  that  of  every  100  rays  rock  salt  transmits  92.  The 
other  8  may  either  have  been  absorbed  or  reflected  from  the  surface  of  the 
plate.  According  to  Melloni,  the  latter  is  the  case  ;  for  if— instead  of  on  one 
plate — heat  be  allowed  to  fall  on  two  or  more  plates  whose  total  thickness 
does  not  exceed  that  of  the  one,  the  quantity  of  heat  arrested  will  be  propor- 
tional to  the  number  of  reflecting  surfaces.  He  therefore  concluded  that 
rock  salt  was  quite  diathermanous. 

The  experiments  of  later  observers  show  that  this  conclusion  is  not 
strictly  correct ;  rock  salt  does  absorb  a  very  small  proportion  of  obscure 
rays. 

The  quantity  of  heat  transmitted  through  rock  salt  is  practically  the 
same  whether  the  plate  be  i,  2,  or  4  millimetres  thick.  But  with  other  bodies 
absorption  increases  with  the  thickness,  although  by  no  means  in  direct 
proportion.  This  is  seen  to  be  the  case  in  the  table  of  absorption  by  liquids 
at  different  thicknesses.  The  following  table  tells  what  proportion  of 
i,cx)0  rays  from  a  Locatelli's  lamp  pass  through  a  glass  plate  of  the  given 
thickness : — 

Thickness  in  millimetres    0*5       12345678 
Rays  transmitted    .        .    775   733  682  653  634  620  609  600  592 

The  absorption  takes  place  in  the  first  layers  ;  the  rays  which  have  passed 
these  possess  the  property  of  passing  through  other  layers  in  a  higher  degree, 
so  that  beyond  the  first  layers  the  heat  transmitted  approaches  a  certain 
constant  value.  If  a  thin  glass  plate  be  placed  behind  another  glass  plate 
a  centimetre  thick,  the  former  diminishes  the  transmission  by  little  more 
than  the  reflection  from  its  surface.  But  if  a  plate  of  alum  were  placed 
behind  the  glass  plate,  the  result  would  be  different,  for  the  latter  is  opaque 
for  much  of  the  heat  transmitted  by  glass. 

Heat,  therefore,  which  has  traversed  a  glass  plate  traverses  another  plate 
of  the  same  material  with  very  slight  loss,  but  is  very  greatly  diminished  by 
a  plate  of  alum.  Of  100  rays  which  had  passed  through  green  glass  or 
tourmaline,  only  5  and  7  were  respectively  transmitted  by  the  same  plate  of 
alum.  A  plate  of  blackened  rock  salt  only  transmits  obscure  rays,  while 
alum  extinguishes  them.  Consequently,  when  these  two  substances  are 
superposed,  a  system  impervious  to  light  and  heat  is  obtained. 

These  phenomena  find  their  exact  analogies  in  the  case  of  light.  The 
different  sources  of  heat  correspond  to  flames  of  different  colours,  and  the 
screens  of  various  materials  to  glasses  of  different  colours.  A  red  flame 
looked  at  through  a  red  glass  appears  quite  bright,  but  through  a  green  glass 
it  appears  dim  or  is  scarcely  visible.  So  in  like  manner  heat  which  has 
traversed  a  red  glass  passes  through  another  red  glass  with  little  diminu- 
tion, but  it  is  almost  completely  stopped  by  a  green  glass.  Rock  salt  at 
150®  emits  only  one  kind  of  heat ;  it  is  monothermal,  just  as  sodium  vapour 
is  monochromatic. 

Different  luminous  rays  being  distinguished  by  their  colours^  Melloni 
gave  the  name  of  thermocrose  or  heat  coloration  to  these  different  obscure 
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calorific  rays.  The  invisible  portion  of  the  spectrum  is  accordingly  mapped 
out  into  a  series  of  spaces,  each  possessing  its  own  peculiar  feature  corre- 
sponding to  the  coloured  spaces  which  are  seen  in  that  portion  of  the  spec- 
trum visible  to  our  eyes. 

Besides  thickness  and  colour,  the  polish  of  a  substance  influences  the 
transmission.  Glass  plates  of  the  same  size  and  thickness  transmit  more 
heat  as  their  surface  is  more  polished.  Bodies  which  transmit  heat  of  any 
kind  very  readily  are  not  heated.  Thus  a  window  pane  is  not  much  heated 
by  the  strongest  sun's  heat ;  but  a  glass  screen  held  before  a  common  fire 
stops  most  of  the  heat,  and  is  itself  heated  thereby.  The  reason  of  this  is 
that  by  far  the  greater  part  of  the  heat  from  a  fire  is  obscure,  and  glass  is 
opaque  to  this  kind  of  heat. 

437.  IMirkisioB  of  beat. — When  a  ray  of  light  falls  upon  an  unpolished 
surface  in  a  definite  direction,  it  is  decomposed  into  a  variety  of  rays  which 
are  reflected  from  the  surface  in  all  directions.  This  irregular  reflection  is 
called  diffusion^  and  it  is  in  virtue  of  it  that  bodies  are  visible  when  light 
falls  upon  them.  A  further  peculiarity  is,  that  all  solar  rays  are  not  equally 
diffused  from  the  surface  of  bodies.  Certain  bodies  diffuse  certain  rays  and 
absorb  others,  and  accordingly  appear  coloured.  The  red  colour  of  a  gera- 
nium is  caused  by  its  absorbing  all  the  rays,  excepting  the  red,  which  are 
irregularly  reflected.  Just  as  is  the  case  with  transmitted  light  in  transparent 
bodies,  so  with  diffused  light  in  opaque  ones  ;  for  if  a  red  body  is  illuminated 
by  red  light  it  appears  of  a  bright  red  colour,  but  if  green  light  fall  upon  it 
it  is  almost  black.  We  shall  now  see  that  here  again  analogous  phenomena 
prevail  with  heat. 

Various  substances  diffuse  the  several  thermal  rays  to  a  different  extent ; 
each  possesses  a  peculiar  thermocrose.  Melloni  placed  a  number  of  strips 
of  brass  foil  between  the  source  of  heat  and  the  thermo-pile.  They  were 
coated  on  the  side  opposite  to  the  pile  with  lampblack,  and  on  the  other 
side  with  the  substances  to  be  investigated.  Representing  the  quantity  of 
heat  absorbed  by  the  lampblack  by  100,  the  absorption  of  the  other  bodies 
was  as  follows  : — 


Incandescent     I    r-^ .or*  .        c 

platinum        ,    ^^PP**^ "'  ^"^     i   ^OPP*' »'  ««>' 


Lampblack 
White  lead 
Isinglass   . 
Indian  ink 
Shellac 
Polished  metal 


100  100  100 

56  '  89  100 

54  64  91 

95  I  87  85 

47  I  70  72 

13-5  I  13  13 


Hence  white  lead  absorbs  far  less  of  the  heat  radiated  from  incandescent 
platinum  than  lampblack,  but  it  absorbs  the  obscure  rays  from  copper  at 
100°  as  completely  as  lampblack.  Indian  ink  is  the  reverse  of  this  ;  it 
absorbs  obscure  rays  less  completely  than  luminous  rays.  Lampblack 
absorbs  the  heat  from  all  sources  in  equal  quantities,  and  very  nearly  com- 
pletely. In  consequence  of  this  proj)erty  all  thermoscopes  which  are  used 
for  investigating  radiant  heat  are  covered  with  lampblack,  as  it  is  the  best- 
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known  absorbent  of  heat.  The  behaviour  of  metals  is  the  reverse  of  that  of 
lampblack.  They  reflect  the  heat  of  different  sources  in  the  same  degree. 
They  are  to  heat  what  white  bodies  are  to  light. 

As  coloured  light  is  altered  by  diffusion  from  several  bodies,  so  Knoblauch 
has  shown  that  the  different  kinds  of  heat  are  altered  by  reflection  from  dif- 
ferent surfaces.  The  heat  of  an  Argand  lamp  diffused  from  white  paper 
passes  more  easily  through  calcspar  than  when  it  has  been  diffused  from 
black  paper. 

The  rays  of  heat,  like  the  rays  of  light,  are  susceptible  of  polarisation 
and  double  refraction.  These  properties  will  be  better  understood  after 
treating  of  light. 

438.  Xelatton  of  erases  and  Tapoors  to  radiant  beat. — This  subject 
has  been  investigated  by  Tyndall ;  the  apparatus  he  used  is  represented  in 
the  adjacent  figure,  the  arrangement  being  looked  upon  from  above. 

A  (fig.  401)  is  a  cylinder  about  4  feet  in  length  and  2}  inches  in  diameter, 
placed  horizontally,  the  ends  of  which  can  be  closed  with  rock-salt  plates  ; 
by  means  of  a  lateral  tube  at  r  it  can  be  connected  with  an  air-pump  and 


s 


Fig.  401. 


exhausted  j  while  at  /  is  another  tube  which  serves  for  the  introduction  of 
gases  and  vapours.  T  is  a  sensitive  thermo-pile  connected  with  an  extremely 
delicate  galvanometer,  M. 

The  deflections  of  this  galvanometer  were  proportional  to  the  degrees  of 
heat  up  to  about  30° ;  beyond  this  point  the  proportionality  no  longer  held 
good,  and  accordingly,  for  the  higher  degrees,  a  table  was  empirically  con- 
structed, in  which  the  value  of  the  higher  deflections  was  expressed  in  units .; 
the  unit  being  the  amount  of  heat  necessary  to  move  the  needle  through  one 
of  the  lower  degrees. 

C  was  a  source  of  heat,  which  usually  was  either  a  Leslie's  cube  fllled 
with  boiling  water,  or  else  a  sheet  of  blackened  copper  heated  by  gas.  Now, 
when  the  source  of  heat  was  permitted  to  radiate  through  the  exhausted 
tube,  the  needle  made  a  great  deflection  ;  and  in  this  position  a  very  con- 
siderable degree  of  absorption  would  have  been  needed  to  produce  an 
alteration  of  1°  of  the  galvanometer.  And  if  to  lessen  this  deflection  a  lower 
source  of  heat  had  been  used,  the  fraction  absorbed  would  be  correspondingly 
less,  and  might  well  have  been  insensible.  Hence  Tyndall  adopted  the  fol- 
lowing device,  by  which  he  was  enabled  to  use  a  powerful  flux  of  heat,  and  at 
the  same  time  to  discover  small  variations  in  the  quantity  falling  on  the  pile. 

The  source  of  heat  at  C  was  allowed  to  radiate  through  the  tube  at  the 
end  of  which  the  pile  was  placed  ;  a  deflection  was  produced  of,  say,  70° ; 
a  second  source  of  heat,  D,  was  then  placed  near  the  other  face  of  the  pile, 
the  amount  of  heat  filling  on  the  pile  from  this  compensating  cube  being 
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regulated  by  means  of  a  movable  screen  S.  When  both  faces  of  the  pile 
are  warmed,  two  currents  are  produced,  which  are  in  opposite  directions, 
and  tend,  therefore,  to  neutralise  each  other  :  when  the  heat  on  both  faces 
is  precisely  equal,  the  neutralisation  is  perfect,  and  no  current  at  all  is  pro- 
duced, however  high  may  be  the  temperature  on  both  sides.  In  the  arrange- 
ment just  described,  by  means  of  the  screen  S,  the  radiation  from  the 
compensating  cube  was  caused  to  neutralise  exactly  the  radiation  from  the 
source  C  ;  the  needle  consequently  was  brought  down  from  70°  to  zero,  and 
remained  there  so  long  as  both  sources  were  equal.  If  now  a  gas  or  vapour 
be  admitted  into  the  exhausted  tube,  any  power  of  absorption  it  may  possess 
will  be  indicated  by  the  destruction  of  this  equilibrium,  and  preponderance 
of  the  radiation  from  the  compensating  cube,  by  an  amount  corresponding 
to  the  heat  cut  off  by  the  gas.  Examined  in  this  way,  air,  hydrogen,  and 
nitrogen,  when  dried  by  passing  through  sulphuric  acid,  were  found  to  exert 
an  almost  inappreciable  effect ;  their  presence  as  regards  radiant  heat  being 
but  little  different  from  a  vacuum.  But  with  olefiant  and  other  complex  gases 
the  case  was  entirely  different.  Representing  by  the  number  i  the  quantity 
of  radiant  heat  absorbed  by  air,  olefiant  gas  absorbs  970  times,  and  am- 
moniacal  gas  1,195  times,  this  amount.  In  the  following  table  is  given  the 
absorption  of  obscure  heat  by  various  gases,  referred  to  air  as  unity : — 


Name  of  gas 


Air 

Oxygen 

N  itrogen 

Hydrogen 

Chlorine 

Hydrochloric  acid 


Absorption 

under  30  inches 

of  pressure 


I 
I 
I 
I 


39 
62 


Name  of  gas 


Carbonic  acid 
Nitrous  oxide 
Marsh  gas  . 
Sulphurous  acid 
Olefiant 
Ammonia    . 


Absorption 
'under  30  inches 
of  pressure 


90 

335 
403 

710 

970 

1 195 


If,  instead  of  comparing  the  gases  at  a  common  pressure  of  one  atmo- 
sphere, they  are  compared  at  a  common  pressure  of  an  inch,  their  differences 
in  absorption  are  still  more  strikingly  seen.  Thus,  assuming  the  absorption 
by  I  inch  of  dry  air  to  be  i,  the  absorption  by  i  inch  of  olefiant  gas  is  7,950, 
and  by  the  same  amount  of  sulphurous  acid  8,800. 

439.  ZnflaeBce  of  pressure  and  tltiokness  on  fhe  absorptton  of  lieat 
bjr  vases. — The  absorption  of  heat  by  gases  varies  with  the  pressure  ;  this 
variation  is  best  seen  in  the  case  of  those  gases  which  have  considerable 
absorptive  power.  Taking  the  total  absorption  by  atmospheric  air  under 
ordinary  pressure  at  unity,  the  numbers  of  olefiant  gas  under  a  pressure  of  i, 
3,  5,  7,  and  10  inches  of  mercury  are  respectively  90,  142,  168,  182,  and  193. 
Thus  one-thirtieth  of  an  atmosphere  of  olefiant  gas  exerts  90  times  the 
absorption  of  an  entire  atmosphere  of  air.  And  the  absorption,  it  is  seen, 
increases  with  the  density',  though  not  in  a  direct  ratio.  Tyndall  showed, 
however,  by  sj)ecial  experiments,  that  for  very  low  pressures  the  absorption 
does  increase  with  the  density.  Employing  as  a  unit  volume  of  the  gas  a 
quantity  which  measured  only  ^  of  a  cubic  inch,  and  admitting  succes- 
sive measures  of  olefiant  gas  into  the  experimental  tube,  it  was  found  that 
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up  to  15  measures  the  absorption  was  directly  proportionate  to  the  density 
in  each  case. 

In  these  experiments  the  length  of  the  exj)erimental  tube  remains  the 
same  whilst  the  pressure  of  the  gas  within  it  was  caused  to  vary  ;  in  subse- 
quent experiments  the  pressure  of  the  gas  was  kept  constant,  whilst  the 
length  of  the  tube  was,  by  suitable  means,  varied  from  o*oi  of  an  inch  up  to 
50  inches.  The  source  was  a  heated  plate  of  copper  ;  of  the  total  radiation 
from  this  nearly  2  per  cent,  was  absorbed  by  a  film  of  olefiant  gas  'oi  of  an 
inch  thick,  upwards  of  9  per  cent,  by  a  layer  of  the  same  gas  o-i  of  an  inch 
thick,  33  per  cent,  by  a  layer  2  inches  thick,  68  per  cent,  by  a  column  20 
inches  long,  and  ^^  per  cent,  by  a  column  rather  more  than  4  feet  long. 

440.  Absorptive  power  of  vapoars. — Tyndall  showed  that  the  absorp- 
tive power  of  olefiant  gas  is  exceeded  by  that  of  several  vapours.  The  liquid 
from  which  the  vapour  was  to  be  produced  was  inclosed  in  a  small  flask, 
which  could  be  attached  with  a  stop-cock  to  the  exhausted  experimental  tube. 
The  absorption  was  then  detennined  after  'admitting  the  vapour  into  the 
tube  in  quantities  measured  by  the  pressure  of  the  barometer  gauge  attached 
to  the  air-pump. 

The  following  table  shows  the  absorption  of  vapours  under  pressures 
varying  from  o'l  to  o*i  inch  of  mercury  : — 


Name  of  vapaurs 


Bisulphide  of  carbon 

Benzole   . 

Chloroform 

Ether 

Alcohol   . 

Acetic  ether 


Absorption  under  pressure  in  inches  of  mercury 


o'l 

66 

85 
300 

325 
590 


0-5 

47 
182 

182 

710 

622 

980 


lO 

62 

267 
236 

870 
1 195 


These  numbers  refer  to  the  absorption  of  a  whole  atmosphere  of  dry  air 
as  their  unit,  and  it  is  thus  seen  that  a  quantity  of  bisulphide  of  carbon 
vapour,  the  feeblest  absorbent  yet  examined,  which  only  exerts  a  pressure  of 
^  of  an  inch  of  mercury,  or  the  ^ J^y  of  an  atmosphere,  gave  fifteen  times  the 
absorption  of  an  entire  atmosphere  of  air  ;  and  ^  of  an  inch  of  acetic  ether 
590  times  as  much.  Comparing  air  at  a  pressure  of  ci  with  acetic  ether  of 
the  same  pressure,  the  absorption  of  the  latter  would  be  more  than  17,500 
times  as  great  as  that  of  the  former. 

Tyndall  found  that  the  odours  from  the  essential  oils  exercised  a  marked 
influence  on  radiant  heat  Perfectly  dry  air  was  allowed  to  pass  through  a 
tube  containing  dried  paper  impregnated  with  various  essential  oils,  and 
then  admitted  into  the  experimental  tube.  Taking  the  absorption  of  dry  air 
as  unity,  the  following  were  the  numbers  respectively  obtained  for  air  scented 
with  various  oils : — Patchouli  31,  otto  of  roses  37,  lavender  60,  thyme  68» 
rosemary  74,  cassia  109,  aniseed  372.  Thus  the  perfume  oif  a  flower- 
bed absorbs  a  large  percentage  of  the  heat  of  low  refrangibility  emitted 
from  it 

Ozone  prepared  by  electrolysing  water  was  also  found  to  have  a  remark- 
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ably  absorptive  effect.  The  small  quantity  of  ozone  present  in  electrolytic 
oxygen  was  found  in  one  experiment  to  exercise  136  times  the  absorption  of 
the  entire  mass  of  the  oxygen  itself. 

But  the  most  important  results  are  those  which  follow  from  his  experi- 
ments on  the  behaviour  of  aqueous  vapour  to  radiant  heat.  The  experimental 
tube  was  filled  with  air,  dried  as  perfectly  as  possible,  and  the  absorption 
it  exercised  was  found  to  be  one  unit.  Exhausting  the  tube,  and  admitting 
the  ordinary  undried,  but  not  specially  moist,  air  from  the  laboratory,  the 
absorption  now  rose  to  72  units.  The  difference  between  dried  and  undried 
air  can  only  be  ascribed  to  the  aqueous  vapour  the  latter  contains.  Thus  on 
a  day  of  average  humidity  the  absorptive  effect  due  to  the  transparent  aque- 
ous vapour  present  in  the  atmosphere  is  72  times  as  great  as  that  of  the  air 
itself,  though  in  quantity  the  latter  is  about  200  times  greater  than  the  former. 
Analogous  results  were  obtained  on  different  days,  and  with  specimens  of 
air  taken  from  various  localities.  When  air  which  had  been  specially  purified 
and  dried  was  allowed  to  pass  through  a  tube  filled  with  fragments  of  moist- 
ened glass  and  examined,  it  was  found  to  exert  an  absorption  90  times  that 
of  pure  air. 

In  some  other  experiments  Tyndall  suppressed  the  use  of  rock-salt 
plates  in  his  experimental  tube,  and  even  the  tube  itself,  and  yet  in  every 
case  the  results  were  such  as  to  show  the  great  power  which  aqueous  vapour 
possesses  as  an  absorbent  of  radiant  heat. 

The  absorptive  action  which  the  aqueous  vapour  in  the  atmosphere  exerts 
on  the  sun's  heat  has  been  established  by  a  series  of  actinometrical  observa- 
tions made  by  Soret  at  Geneva  and  on  the  summit  of  Mont  Blanc  ;  he  found 
that  the  intensity  of  the  solar  heat  on  the  top  of  Mont  Blanc  is  f  of  that 
at  Geneva  ;  in  other  words,  that  of  the  heat  which  is  radiated  at  the  height 
of  Mont  Blanc,  about  }  is  absorbed  in  passing  through  a  vertical  layer  of 
the  atmosphere  14,436  feet  in  thickness.  The  same  observer  has  found  that 
with  the  sun  at  heights  which  are  virtually  equal  there  is  the  smallest  trans- 
mission of  heat  on  those  days  on  which  the  pressure  of  aqueous  vapour  is 
greatest ;  that  is,  when  there  is  most  moisture  in  the  atmosphere. 

441.  RadiattBff  power  of  rases. — Tyndall  also  examined  the  radiating 
power  of  gases.  A  red-hot  copper  ball  was  placed  so  that  the  current  of 
heated  air  which  rose  from  it  acted  on  one  face  of  a  thermo-pile  ;  this  action 
was  compensated  by  a  cube  of  hot  water  placed  in  front  of  the  opposite  face. 
On  then  allowing  a  current  of  dry  olefiant  gas  from  a  gasholder  to  stream 
through  a  ring  burner  over  the  heated  ball  and  thus  supplant  the  ascending 
current  of  hot  air,  it  was  found  that  the  gas  radiated  energetically.  By  com- 
paring in  this  manner  the  action  of  many  gases  it  was  discovered  that,  as  is 
the  case  with  solids,  those  gases  which  are  the  best  absorbers  are  also  those 
which  radiate  most  freely. 

442.  BjTBamio  radiatton  and  absorjitloii. — ^A  gas  when  permitted  to 
enter  an  exhausted  tube  is  heated  in  consequence  of  the  collision  of  its  par- 
ticles against  the  sides  of  the  vessel ;  it  thus  becomes  a  source  of  heat,  which 
is  perfectly  capable  of  being  measured.  Tyndall  calls  this  dynamic  heating. 
In  like  manner,  when  a  tube  full  of  gas  or  vapour  is  rapidly  exhausted,  a 
chilling  takes  place  owing  to  the  loss  of  heat  in  the  production  of  motion  ; 
this  he  calls  dynamic  chilling  or  absorption. 
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He  could  thus  determine  the  radiation  or  absorption  of  a  gas  without 
Any  source  of  heat  external  to  the  gas  itself.  An  experimental  tube  was 
taken,  one  end  of  which  was  closed  with  a  polished  metal  plate,  and  the 
■other  with  a  plate  of  rock  salt ;  in  front  of  the  latter  was  the  face  of  the  pile. 
The  needle  being  at  zero,  and  the  tube  exhausted,  a  gas  was  allowed  quickly 
to  enter  until  the  tube  was  full,  the  effect  on  the  galvanometer  being  noted. 
This  being  only  a  transitory  effect,  the  needle  soon  returned  to  zero ;  the 
tube  was  then  rapidly  pumped  out,  by  which  a  sudden  chilling  was  produced 
and  the  needle  exhibited  a  deflection  in  the  opposite  direction.  Comparing 
in  this  way  the  dynamic  heating  and  chilling  of  various  gases,  those  gases 
which  are  the  best  absorbers  were  also  found  to  be  the  best  radiators. 

Polished  metallic  surfaces  are,  as  we   have  seen  (427),  bad  radiators, 
but  radiate  freely  when  covered  with  varnish.     Tyndall  made  the  curious 
•experiment  of  varnishing  a  metallic  surface  by  a  film  of  gas.    A  Leslie's 
xube  was  placed  with  its  polished  metal  side  in  front  of  the  pile,  and  its  effect 
neutralised  by  a  second  cube  placed  before  the  other  face  of  the  pile.     On 
allowing  a  stream  of  olefiant  or  coal  gas  to  flow  from  a  gasholder  over  the 
metal  face  of  the  first  cube,  a  copious  radiation  from  that  side  was  pro- 
duced as  long  as  the  flow  of  gas  continued.     Acting  on  the  principle  indi- 
cated in  the  foregoing  experiment,  Tyndall  determined  the  dynamic  radiation 
And  absorption  of  vapours.     The  experimental   tube  containing  a  vapour 
under  a  small  known  pressure,  air  was  allowed  to  enter  until  the  pressure 
inside  the  tube  was  the  same  as  that  of  the  atmosphere.     In  this  way  the 
^entering  air,  by  its  impact  against  the  tube,  became  heated  ;  and  its  particles 
mixing  with  those  of  the  minute  quantity  of  vapour  present,  each  of  them 
became,  so  to  sp)eak,  coated  with  a  layer  of  the  vapour.     The  entering  air 
"was  in  this  case  a  source  of  heat,  just  as  in  the  above  experiments  the 
Leslie's  cube  was.     Here,  however,  one  gas  varnished  another ;  the  radia- 
tion and  subsequently  the  absorption  of  various   vapours  could  thus  be 
•determined. 

It  was  found  that  vapours  differed  very  materially  in  their  power  of 
radiating  under  these  circumstances ;  of  those  which  were  tried  bisulphide 
of  carbon  vapour  was  the  worst  and  boracic  ether  the  best  radiator.  And 
in  all  cases  those  which  were  the  best  absorbents  were  also  the  best 
j^diators. 

443.  Relatton  of  absorption  to  moleoular  state. — After  examining  the 
Absorption  of  heat  by  vapours,  Tyndall  tried  the  same  substances  in  a  liquid 
form.  The  conditions  of  the  experiments  were  in  both  cases  the  same  ;  the 
source  of  heat  was  a  spiral  of  platinum  heated  to  redness  by  an  electric  cur- 
rent of  known  strength  ;  and  plates  of  rock  salt  were  invariably  employed  to 
contain  both  vapours  and  liquids.  Finally,  the  absorption  by  the  vapours 
was  re-measured ;  in  this  case  introducing  into  the  experimental  tube,  not, 
as  before,  equal  quantities  of  vapour,  but  amounts  proportional  to  the 
density  of  the  liquid.  When  this  last  condition  had  been  attained,  it  was 
found  that  the  order  of  absorption  by  a  series  of  liquids,  and  by  the  same 
-series  when  turned  into  vapour,  was  precisely  the  same.  Thus  the  sub- 
stances tried  stood  in  the  following  order  as  liquid  and  as  vapour,  beginning 
«eith  the  feeblest  absorbent,  and  ending  with  the  most  powerful : — 
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Liquids  Vapours 

Bisulphide  of  carbon    ....     Bisulphide  of  carbon 


Chloroform   . 
Iodide  of  ethyl 
Benzole 
Ether    . 
Alcohol 
Water 


Chloroform 
Iodide  of  ethyl 
Benzole 
Ether 
Alcohol 


A  direct  determination  of  aqueous  vapour  could  not  be  made,  on  account 
of  its  small  elastic  force  and  the  hygroscopic  nature  of  the  rock  salt.  But  the 
undeviating  regularitylof  the  absorption  by  all  the  other  substancesjin  the  list,, 
both  as  liquid  and  vapour,  establishes  the  fact,  which  is  corroborated  by 
the  experiments  already  mentioned,  that  aqueous  vapour  is  one  of  the  most 
energetic  absorbents  of  heat. 

In  this  table  it  will  be  noticed  that  those  substances  which  have  the 
simplest  chemical  constitution  stand  first  in  the  list,  with  one  anomalous 
exception,  namely,  that  of  water.  In  the  absorption  of  heat  by  gases,  Tyndall 
•found  that  the  elementary  gases  were  the  feeblest  absorbents,  while  the 
•gases  of  most  complex  constitution  were  the  most  powerful  absorbents.  Thus 
it  may  be  inferred  that  absorption  is  mainly  dependent  on  chemical  consti- 
tution ;  that  is  to  say,  that  absorption  and  radiation  are  molecular  acts 
independent  of  the  physical  condition  of  the  body. 

Tyndall  discovered  that  the  radiation  of  powders  is  similar  to  that  of  the 
solids  from  which  they  were  derived,  and  therefore  differs  greatly  inter  se. 
The  absorbent  power  of  powders  was  also  found  to  correspond  with  their 
radiative  power — which,  as  we  have  shown,  is  the  case  with  solids  and  gases, 
and,  though  as  yet  we  have  no  experiments  on  the  subject,  is  doubtless  also 
true  for  liquids.  The  powders  were  attached  to  the  tin  surfaces  of  a  Leslie's 
cube,  in  such  a  manner  that  radiation  took  place  from  the  surface  of  the 
powder  alone.  The  following  table  gives  the  radiation  in  units  from  some  of 
the  powders  examined  by  Tyndall ;  the  metal  surface  of  the  cube  giving  a 
deflection  of  1 5  units  : — 

Radiation  from  powders 


Rock  salt 

.     35  3 

Sulphate  of  calcium 

777 

Biniodide  of  mercury 

.     397 

Red  oxide  of  iron   . 

784 

Sulphur  . 

.    406 

Hydrated  oxide  of  zinc  . 

80-4 

Carbonate  of  calcium 

.     70*2 

Sulphide  of  iron 

817 

Red  oxide  of  lead  . 

.     74-0 

lampblack 

84-0 

These  substances  are  of  various  colours.  Some  are  white,  such  as  rock 
salt,  carbonate  and  sulphate  of  calcium,  and  hydrated  oxide  of  zinc  ;  some 
are  red,  such  as  biniodide  of  mercury  and  oxide  of  lead  ;  whilst  others  are 
black,  as  sulphide  of  iron  and  lampblack  ;  we  have  besides  other  colours. 
The  colours,  therefore,  have  no  influence  on  the  radiating  power  :  rock  salt, 
for  example,  is  the  feeblest  radiator,  and  hydrated  oxide  of  zinc  one  of  the 
most  powerful  radiators. 

Nearly  a  century  ago  Franklin  made  experiments  on  coloured  pieces  of 
cloth,  and  found  their  absorption,  indicated  by  their  sinking  into  snow  on 
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which  they  were  placed,  to  increase  with  the  darkness  of  the  colour.  But 
all  the  cloths  were  equally  powerful  absorbents  of  obscure  heat,  and  the 
effects  noticed  were  only  produced  by  their  relative  absorptions  of  light.  In 
fact,  the  conclusions  to  be  drawn  from  Franklin's  experiments  only  hold  good 
for  luminous  heat,  especially  sunlight  such  as  he  employed. 

444«  ApplloatloBs. — The  properties  which  bodies  possess  of  absorbing^ 
emitting,  and  reflecting  heat  meet  with  numerous  applications  in  domestic 
economy  and  in  the  arts.  Leslie  stated  in  a  general  manner  that  white 
bodies  reflect  heat  very  well,  and  absorb  very  little,  and  the  contrary  is 
the  case  with  black  substances.  As  we  have  seen,  this  principle  is  not 
generally  true,  as  Leslie  supposed  ;  for  example,  white  lead  has  as  great  an 
absorbing  power  for  non-luminous  rays  as  lampblack  (437)'  Leslie's  principle 
applies  to  powerful  absorbents  like  cloth,  cotton,  wool,  and  other  organic 
substances  when  exposed  to  luminous  heat.  Accordingly,  the  most  suitable 
coloured  clothing  for  summer  is  just  that  which  experience  has  taught  us  to 
use,  namely,  white,  for  it  absorbs  less  of  the  sun's  rays  than  black  clothing^ 
and  hence  feels  cooler. 

The  polished  fire-irons  before  a  fire  are  cold,  whilst  the  black  fender  is 
often  unbearably  hot.  If,  on  the  contrary,  a  liquid  is  to  be  kept  hot  as  long 
as  possible,  it  must  be  placed  in  a  brightly  polished  metallic  vessel,  for 
then,  the  emissive  power  being  less,  the  coohng  is  slower.  Hence  it  is 
advantageous  that  the  steam  pipes,  &c.,  of  locomotives  should  be  kept 
bright.  In  the  Alps,  the  mountaineers  accelerate  the  fusion  of  the  snow  by 
covering  it  with  earth,  which  increases  the  absorbing  power. 

In  our  dwellings,  the  outsides  of  stoves  and  of  hot -water  apparatus  ought 
to  be  black,  and  the  insides  of  fireplaces  ought  to  be  lined  with  firebrick,  in 
order  to  increase  the  radiating  power  towards  the  apartment. 

It  is  in  consequence  of  the  great  diathermancy  of  dry  atmospheric  air 
that  the  higher  regions  of  the  atmosphere  are  so  cold,  notwithstanding  the 
great  heat  which  traverses  them  ;  whilst  the  intense  heat  of  the  sun's  direct 
rays  on  high  mountains  is  probably  due  to  the  comparative  absence  of 
aqueous  vapour  at  these  elevations. 

As  nearly  all  the  luminous  rays  of  the  sun  pass  through  water,  and  the 
sun's  radiation  as  we  receive  it  on  the  surface  of  the  earth  consists  of  a 
large  proportion  of  luminous  rays,  accidents  have  often  arisen  from  the  con- 
vergence of  these  liuninous  rays  by  bottles  of  water  which  act  as  lenses.  In 
this  way  gunpowder  could  be  fired  by  the  heat  of  the  sun's  rays  concen- 
trated by  a  water  lens ;  and  the  drops  of  water  on  leaves  in  greenhouses 
have,  it  is  said,  been  found  to  act  as  lenses,  and  bum  the  leaves  on  which 
they  rest. 

Certain  bodies  can  be  used  (436)  to  separate  the  heat  and  light  radiated 
from  the  same  source.  Rock  salt  covered  with  lampblack,  or  still  better 
with  iodine,  transmits  heat,  but  completely  stops  light  On  the  other  hand, 
alum,  either  as  a  plate  or  in  solution,  or  a  thin  layer  of  water,  is  permeable 
to  light,  but  stops  all  the  heat  from  obscure  sources.  This  property  is  made 
use  of  in  apparatus  which  are  illuminated  by  the  sun's  rays,  in  order  to  sift 
the  rays  of  their  heating  power ;  and  a  vessel  full  of  water  or  a  solution  of 
alum  is  used  with  the  electric  light  when  it  is  desirable  to  avoid  too  intense 
a  heat 
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In  gardens,  the  use  of  shades  to  protect  plants  depends  partly  on  the 
•diathermancy  of  glass  for  heat  from  luminous  rays  and  its  athermancy  for 
obscure  rays.  The  heat  which  radiates  from  the  sun  is  largely  of  the  former 
quality,  but  by  contact  with  the  earth  it  is  changed  into  obscure  heat,  which, 
as  such,  cannot  retraverse  the  glass.  This  explains  the  manner  in  which 
^^enhouses  accumulate  their  warmth,  and  also  the  great  heat  experienced 
in  summer  in  rooms  having  glass  roofs,  for  the  glass  in  both  cases  acts^  as  . 
it  were,  as  a  valve  which  effectually  entraps  the  solar  rays.  On  the  same 
principle  plates  of  glass  are  frequently  used  as  screens  to  protect  us  from  the 
heat  of  a  fire  ;  the  glass  allows  us  to  see  the  cheerful  light  of  the  fire,  but 
intercepts  the  larger  part  of  the  heat  radiated  from  the  fire.  Though  the 
screens  thus  become  warm  by  the  heat  they  have  absorbed,  yet,  as  they 
radiate  this  heat  in  all  directions  towards  the  fire  as  well  as  towards  us,  we 
finally  receive  less  heat  when  they  are  interposed. 

445.  Attraotton  and  repulsion  arisinff  firom  radiation. — Crookes  has 
discovered  a  highly  remarkable  class  of  phenomena  which  are  due  to  the 
radiant  action  of  heated  and  of  luminous  bodies.  These  phenomena  are 
most  conveniently  illustrated  by  means  of  an  instrument  which  he  has 
•devised  and  which  is  called  the  radiometer,  the  construction  of  which  is  as 
follows  : — A  glass  tube  (fig.  402),  with  a  bulb  blown  on  it,  is  fused  at  the 
bottom  to  a  glass  tube  which  at  one  end  serves  to  rest  the  whole  apparatus 
in  a  wooden  support.  In  the  other  end  is  fused  a  fine  steel  point  On  this 
rests  a  small  vane  or  fiy,  consisting  of  four  arms  of  aluminium  wire  fixed  at 
one  end  to  a  small  cap,  while  at  the  others  are  fixed  small  discs  or  lozenges 
of  thin  mica,  coated  on  one  side  with  lampblack.  The  weight  of  the  fly  is 
not  more  than  two  grains. 

In  order  to  keep  the  fiy  on  the  pivot  a  tube  is  fused  in  the  upper  part  of 
the  bulb  which  reaches  down  to  and  just  surrounds  the  top  of  the  cap,  with- 
out, however,  touching  it ;  the  other  end  of  this  tube  is  drawn  out  and  con- 
nected with  an  arrangement  for  exhausting  the  air  by  the  Sprengel  pump 
(205)  or  by  chemical  means  ;  when  the  desired  degree  of  exhaustion  has  been 
attained  this  can  be  sealed.  By  keeping  the  apparatus  during  exhaustion  in 
a  hot  air  bath  at  a  temperature  of  300^,  the  gases  occluded  on  the  inner  surface 
of  the  glass,  and  by  the  vanes,  are  got  rid  of 

If  a  source  of  light  or  of  heat,  a  candle  for  instance,  is  brought  near  the 
fiy,  it  is  attracted,  and  the  fly  rotates  slowly  in  a  direction  showing  that  the 
blackened  side  moves  towards  the  light ;  this  movement,  indicating  an 
attraction,  depends  on  a  certain  state  of  rarefaction.  If,  however,  the  appa- 
ratus be  connected  with  an  arrangement  which  allows  the  pressure  to  be 
varied,  this  rotation  gradually  diminishes  in  rapidity  as  the  air  within  is 
further  rarefied,  until  a  certain  point  is  reached  at  which  it  ceases.  If 
now  the  rarefaction  is  pushed  further,  the  highly  remarkable  phenomenon 
is  observed  that  repulsion  succeeds  to  attraction,  and  that  the  fiy  now  rotates 
in  the  direction  away  from  the  source  of  heat.  In  a  double  radiometer,  in 
which  two  fiys  are  pivoted  independently  one  over  the  other,  having  their 
'blackened  sides  opposite  each  other,  the  fiys  rotate  in  opposite  directions 
on  the  approach  of  a  lighted  candle.  When  a  cold  body,  such  as  a  piece  of 
ice,  is  brought  near,  instead  of  a  hot  one,  exactly  the  opposite  effects  are 


-445]     Attraction  and  Repulsion  arising  from  Radiation    427 

observed  ;  when  the  vessel  containE  air  a  pith  ball  suspended  at  one  end  of 
a  light  arm  is  repelled,  the  neutral  point  is  observed,  while  at  high  degrees 
•of  rarefection  attraction  ensues. 

One  of  the  most  important  fects 
Ijrought  to  light  by  these  experiments 
is,  that  what  has  hitherto  been  looked 
tipon  as  a  complete  vacuum  is  not  so  in 
reality  ;  the  most  pierfect  vacuum  obtain- 
able still  contains  a  certain  residue  of 
g-as,  as  has  been  proved  by  the  experi- 
Rients  of  Crookes  and  others,  among 
■which  that  of  Kundt  may  he  mentioned. 
The  latter  placed  on  the  vanes  a  light 
disc  of  mica,  and  at  a  little  distance 
above  it  a  similar  disc  was  arranged  so 
as  to  rotate  freely,  in  a  horizontal  plane 
independently  of  the  first.  When  the 
lower  vane  was  made  to  rotate  by  bring- 
ing a  light  near,  it  was  found  that  the 
upper  disc  was  also  put  in  rotation  in  the 
same  direction,  being  dragged  by  the 
viscosity  of  the  residual  air.  Accordingly 
the  explanation  of  the  phenomena  of  the 
radiometer  must  take  into  account  the 
existence  of  this  gaseous  residue. 

TTle  nature  of  the  gas  seems  to  have 
no  special  influence  on  the  pheno- 
mena ;  whether  the  vacuum  be  one  of 
hydrogen,  of  aqueous  vapour,  or  of 
iodine  vapour,  seems  immaterial  ;  though 
with  hydrogen  the  exhaustion  need  not 
be  pushed  so  far  as  with  air.  The  re- 
pulsion takes  place  with  all  the  rays  of 
the  spectrum,  the  intensity  diminishing 
from  the  ultra  red  to  the  ultra  violet. 
When  the  chemical  rays  act,  the  inter- 
position of  a  plate  of  alum  has  no  effect,  „. 
while  a  solution  of  iodine  in  bisulphide 
of    carbon     diminishes     the     repulsion. 

The  rale  at  which  the  vane  rotates  depends  on  the  intensity  of  the  source 
of  light.  With  a  strong  light  the  rotation  is  so  rapid  that  its  rate  cannot 
be  detennined.  With  two  candles  at  the  same  distance  the  rotation  is 
twice  as  rapid  as  with  one.  Two  sources  of  light  which,  successively  placed 
at  the  same  distance,  produce  the  same  rate  of  rotation,  are  equal  in  inten- 
■sity.  If,  when  placed  at  different  distances,  they  produce  the  same  speed 
of  rotation,  their  intensities  are  directly  as  the  squares  of  these  distances  from 
the  radiometer.  On  this  is  based  the  use  of  the  instrument  as  a  photometer 
{509)  for  comparing  together  various  sources  of  artificial  light.  It  may  like- 
■wise  be  used  for  making  comparative  measurements  of  the  intensity  of 
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sunlight ;  and  the  distribution  of  heat  in  the  solar  spectrum  may  be  in- 
vestigated by  its  means. 

It  is  not  difficult  to  understand  that  the  attraction  observed  in  the  experi- 
ments may  be  explained  by  the  action  of  convection  currents  (408),  as  long 
as  the  apparatus  still  contains  air.  For  heat  falling  upon  this  blackened  disc 
would  raise  its  temperature,  and  the  temperature  of  a  layer  of  air  in  im- 
mediate contact  with  the  disc  would  be  raised  too ;  it  would  expand  and 
rise,  flowing  over  into  the  space  behind  the  disc,  and  would  thus  increase  the 
pressure  there. 

On  the  other  hand  the  repulsion  observed  at  the  higher  degrees  of  ex- 
haustion, approaching  a  vacuum,  is  due  to  a  reaction  between  the  vane  and 
the  glass  envelope,  and  is  explained  by  reference  to  the  modem  views  as 
to  the  constitution  of  gases,  of  which  it  is  at  once  an  illustration  and  a 
proof. 

The  general  nature  of  this  theory  is  that  a  gas  is  an  assemblage  of  in- 
dependent molecules,  which  are  perfectly  elastic,  and  which  move  with  great 
rapidity ;  their  impacts  against  the  sides  of  the  vessel  in  which  the  gas  is 
contained  are  the  cause  of  the  pressure.  The  impact  of  the  molecules 
against  each  other  is  the  mechanism  by  which  the  equal  transmission  of 
pressure  in  gases  is  effected  (294). 

Crookes  has  calculated  that  the  mechanical  effect  of  the  force  of  repulsion 
is  equal  to  about  the  yi^  of  a  milligramme  on  a  square  centimetre,  and  Stoney 
has  shown  that  this  force  is  sufficient  to  account  for  the  effects  observed,  by 
reference  to  admitted  principles  of  the  mechanical  theory  of  gases. 

The  rays  of  heat  pass  through  the  thin  glass  without  raising  its  tempera- 
ture, and,  falling  on  the  blackened  side  of  the  vane,  are  absorbed  by  it ;  the 
consequence  of  this  is,  that  it  will  become  slightly  hotter.  The  layer  of  ex- 
tremely rarefied  air  in  immediate  contact  with  the  blackened  disc  will  also 
become  somewhat  hotter,  and  the  molecules  will  fly  from  the  disc  with 
greater  velocity.  Under  ordinary  pressures  or  even  at  moderate  degrees  of 
rarefaction  these  more  rapid  motions  would  be  equalised  by  their  impacts 
against  other  molecules,  and  a  uniformity  of  pressure — that  is,  of  temperature 
— would  be  established.  But  the  frequency  of  these  intramolecular  shocks 
diminishes  rapidly  with  the  increase  of  rarefaction  ;  and  the  consequence  is, 
that  a  great  number  of  molecules,  after  having  been  heated  by  contact  with 
the  blackened  side  of  the  palette,  will  strike  against  the  cold  glass.  The  effect 
of  this  will  be  to  cool  these  molecules — that  is,  to  diminish  their  velocity  ;  it 
will  be  chiefly  molecules  of  this  kind  which  fall  on  the  back  of  the  disc,  and 
on  the  regions  behind  it.  An  excess  of  force  equal  and  opposite  to  that  on 
the  glass  acts  against  the  front  of  the  disc,  and  is  sufficient  to  account  for 
the  phenomena  exhibited  by  Crookes. 

It  follows  from  this  explanation  that,  other  things  being  equal,  a  fly  will 
rotate  more  rapidly  in  a  small  than  in  a  large  bulb.  This  has  been  con- 
clusively proved  by  Crookes,  who  constructed  a  double-bulb  radiometer,  the 
two  bulbs  being  very  different  in  size,  and  so  connected  that,  by  dexterous 
manipulation,  the  fly  could  be  transferred  from  the  pivot  of  the  one  to  that 
of  the  other  bulb. 

The  radiometer  is  well  adapted  for  the  lecture  demonstration  of  many 
phenomena  in  heat.     Thus  the  law  of  the  inverse  square  (414)  may  be  illus- 
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tr^ed  by  counting  the  number  of  rotations  when  the  instrument  is  placed  at 
varying  distances  from  the  source  of  heat. 

446.  Internal  fHotlon  or  vlsooal^  of  rases. — In  some  recent  experi- 
ments in  connection  with  the  radiometer,  Crookes  used  an  arrangement  con- 
sisting of  a  long  but  light  arm  of  straw  suspended  by  a  delicate  glass  fibre 
in  a  sort  of  T  tube  turned  upside  down  ;  in  this  way  even  a  greater  degree 
of  delicacy  was  obtained  than  with  the  radiometer.  Thus  he  was  able  to 
g[et  a  deflection  by  moonlight,  which  does  not  move  the  fly  of  the  radiometer. 
He  examined  the  internal  friction  or  viscosity  of  the  residual  gas  by  causing 
the  arm  to  oscillate,  and  then  observing  the  rate  at  which  the  oscillations 
diminish  under  various  pressures.  He  thus  found  that  from  ordinary  pres- 
sures down  to  a  pressure  of  0*19  mm.,  or  what  may  be  called  a  Torricellian 
vacuum,  the  viscosity  is  practically  constant,  only  diminishing  from  0*126  to 
o'ii2.  It  now  begins  to  fall  off",  and  at  a  pressure  of  0*000076  mm.  it  has 
diminished  to  o*oi,  or  about  ^,  Simultaneously  with  this  decrease  in 
viscosity  the  force  of  repulsion  excited  by  a  standard  light  on  a  blackened 
surface  varies.  It  increases  as  the  pressure  diminishes  until  the  exhaus- 
tion is  about  0*05  mm.,  and  attains  its  maximum  at  about  0*03  mm.  It  then 
sinks  very  rapidly  until  it  is  at  0*000076  mm.,  when  it  is  less  than  ^  of 
its  maximum. 

The  viscosity  varies  in  different  gases  ;  it  is  considerably  less  in  hydrogen 
than  in  air  ;  and  hence  with  this  gas  it  is  not  necessary  to  drive  the  exhaus- 
tion so  far  to  produce  a  considerable  degree  of  repulsion. 

The  researches  of  Crookes  have  opened  the  way  to  an  entirely  new  field 
of  experimental  inquiry  into  the  phenomena  which  occur  in  what  is  called 
the  ultra-gaseous  state  of  matter,  or  that  in  which  the  rarefaction  of  gases  is 
pushed  to  its  utmost  limits.  The  state  in  which  molecular^  as  distinguished 
from  molar^  actions  come  into  play,  has  been  aptly  termed  Crookes' s  vacuum, 
A  further  account  of  the  researches  requires  too  great  an  amount  of  detail 
for  the  purposes  of  this  work  ;  and  it  must  also  be  added  that  the  explana- 
tions which  have  been  given  are  still  not  beyond  the  range  of  controversy. 

446a.  Relation  of  radiant  tieat  to  sound. — This  subject  has  of  late 
engaged  the  attention  of  several  physicists,  among  whom  may  be  particular-, 
ised  Bell  and  Tainter,  Tyndall,  Preece,  and  Mercadier.  A  convenient  way 
of  showing  the  phenomena  is  by  means  of  an  apparatus  constructed  by 
Duboscq,  the  essential  features  of  which  are  represented  in  fi^,  404.  It  is 
an  arrangement  by  which  an  intermittent  beam  of  radiant  heat  may  be  made 
to  act  on  various  bodies,  and  consists  of  a  disc  D  mounted  on  a  horizontal 
axis,  and  which,  by  means  of  the  multiplying  wheels  P  and  P',  may  be 
rotated  at  any  desired  speed.  In  the  disc  is  a  series  of  holes,  the  numbers 
of  which  are  in  some  multiple  of  the  ratio  4:5:6:8.  This  apparatus  con- 
stitutes in  fact  a  sirene  (242),  and  is  very  convenient  for  lecture  purposes. 
If,  while  the  disc  is  rotating  with  uniform  speed,  a  current  of  air  be  succes- 
sively directed  against  the  rows  of  holes  from  the  inside  to  the  outside,  we 
get  the  fundamental  note,  the  third,  the  fifth,  and  the  octave. 

On  the  stand  is  a  support  on  which  the  arrangement  O  may  be  fixed  in 
any  position  by  means  of  the  screw  s ;  it  consists  of  a  screen  and  wide  tube 
behind  which  is  the  source  of  radiant  heat,  not  represented  in  the  figure. 
To  this  support  may  be  fitted  a  double  convex  lens,  if  the  rays  are  to  be 
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concentrated  on  one  line  of  holes,  or  a  cylindrical  lens  when  a  slica  of 
thennal  rays  is  to  be  used  ;  or  the  rays  may  be  concentrated  by  a  mirror,  to 
get  rid  of  the  effects  of  absorption  by  glass.  The  support  S  is  for  holding 
various  pieces  of  apparatus. 

Tyndall  found  that  when  a  flask  like  that  represented  in  fig.  403,  con- 
taining a  small  quantity  of  ether,  was  placed  so  that  the  intermittent  beam 
arising  from  a  lime-light  could  fall  on  it,  and  the  top  was  connected  with  a 
flexible  tube,  a  distinct  musical  note  was  heard  when  the  ear-tnlmpet  was 
held  to  the  ear.  Other  liquids  being  tried  it  was  found  that  those  which  hi& 
other  experiments  had  revealed  as  the  best  absorbers  of  heat  (440)  gave  the 
loudest  sounds.  The  vapour  was  the  operative  cause,  for  when  the  beam 
was  caused  to  strike  against  the  liquid  instead  of  against  the  vapour  no 
sound  was  heard  ;  this  was  also  the  case  when  the  rays  fell  on  a  rock-salt 

Fig.  40J-  Fig.  4QS. 


Fig.  *04. 

cell  filled  with  the  liquid.  The  pitch  of  the  note  depended  on  the  velocity 
of  rotation. 

Dry  air  gave  no  sound,  but  air  containing  moisture  did  so ;  and  the 
more  moisture  was  present  the  louder  was  the  sound.  Other  gases  gave 
sounds  in  the  order  of  their  absorption  for  heat  1  and,  indeed,  all  Tyndall's 
results  in  this  direction  are  most  strikingly  confirmed. 

The  investigations  of  the  other  experimenters,  Preece,  Bell  and  Tainter, 
and  Mercadier,  were  chiefly  directed  to  the  efl'ects  produced  when  the 
intermittent  beam  is  allowed  to  fall  on  solid  bodies.  A  sort  of  an  ear- 
trumpet  (fig.  405)  was  used  by  Mercadier,  consisting  of  a  movable  piece  ij^ 
fitting  over  ed  so  that  plates  L  of  various  materials  could  be  experimented 
upon.  The  other  end/ is  fitted  with  a  flexible  tube  and  bell  so  that  it  could 
be  applied  to  the  ear. 

When  the  intermittent  beam  is  allowed  to  act  on  this  plate  it  is  set  in 
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vibration  and  a  sound  is  produced.  This  is  not  due,  at  any  rate  mainly,  lo 
transverse  vibrations  of  the  plate,  for  neither  the  pitch  nor  the  quality  of  th& 
note  was  altered  when  the  thickness  and  nature  of  the  plate  were  changed 
(282),  nor  was  it  altered  when  the  plate  was  slit.  The  best  effects  were  ob- 
tained when  the  diaphragm  was  of  thin  metal  foil  coated  with  lampblack  on 
the  side  next  the  rays.  Marked  effects  were  also  obtained  when  a  transparent 
plate  was  used  blackened  on  the  side  away  from  the  rays.  The  effect  is  one 
of  radiant  heat,  and  is  essentially  due  to  alternate  expansions  and  contrac- 
tions of  the  layer  of  air  in  contact  with  the  surfaces  which  absorb  the  radiant 
heat.  The  phenomenon  may  be  very  simply  exhibited  by  blackening  half 
the  inside  of  a  test-tube  R,  the  open  end  of  which  is  provided  with  a  flexible 
tube  which  can  be  placed  to  the  ear.  When  the  rays  fall  on  the  blackened 
part  a  loud  sound  is  heard,  but  very  little  when  the  bright  side  is  exposed. 
The  effect  is  also  obtained  when  a  blackened  piece  of  foil  is  placed  in  the 
tube. 
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CHAPTER  IX 

CALORIMETRY 

447.  Calorimetry.  Tbennal  unit. — The  province  of  calorimetry  is  to 
measure  the  quantity  of  heat  which  a  body  parts  with  or  absorbs,  when  its 
temperature  sinks  or  rises  through  a  certain  number  of  degrees,  or  when  it 
changes  its  condition. 

Quantities  of  heat  may  be  expressed  by  any  of  its  directly  measurable 
effects,  but  the  most  convenient  is  the  alteration  of  temperature,  and  quan- 
tities of  heat  are  usually  defined  by  stating  the  extent  to  which  they  are 
capable  of  raising  a  known  weight  of  a  known  substance,  such  as  water. 
The  unit  chosen  for  comparison,  and  called  the  thermcU  unity  is  not  every- 
where the  same.  In  France  it  is  the  quantity  of  heat  necessary  to  raise  the 
temperature  of  one  kilogramme  of  water  through  one  degree  Centigrade ;  this 
is  called  a  calorie.  In  this  book  we  shall  adopt,  as  a  thermal  unit,  the 
quantity  of  heat  necessary  to  raise  one  pound  of  water  through  one  degree 
Centigrade :  i  calorie  -  2*2  thermal  units,  and  one  thermal  unit  =  0*45  calorie. 

On  the  centimetre-gramme-second  system  of  units  the  heat  required  to 
raise  one  gramme  of  water  through  one  degree  is  taken  as  the  unit.  This  is 
called  the  gramme-degree  or  water-gramme-degree, 

448.  Speolflo  tieat. — When  equal  weights  of  two  different  substances,  at 
the  same  temperature,  placed  in  similar  vessels,  are  subjected  for  the  same 
length  of  time  to  the  heat  of  the  same  lamp,  or  are  placed  at  the  same 
distance  in  front  of  the  same  fire,  it  is  found  that  their  temperatures  will  vary 
considerably  ;  thus  mercury  will  be  much  hotter  than  water.  But  as,  from 
the  conditions  of  the  experiment,  they  have  each  been  receiving  the  same 
amount  of  heat,  it  is  clear  that  the  quantity  of  heat  which  is  sufficient  to 
raise  the  temperature  of  mercury  through  a  certain  number  of  degrees,  will 
raise  the  temperature  of  the  same  quantity  of  water  only  through  a  less 
number  of  degrees  ;  in  other  words,  that  it  requires  more  heat  to  raise  the 
temperature  of  water  through  one  degree  than  it  does  to  raise  the  temperature 
of  mercury  by  the  same  extent.  Conversely,  if  the  same  quantities  of  water 
and  of  mercury  at  100°  C.  be  allowed  to  cool  down  to  the  temperature  of  the 
air,  the  water  will  require  a  much  longer  time  for  the  purpose  than  the 
mercury ;  hence,  in  cooling  through  the  same  number  of  degrees,  water 
gives  out  more  heat  than  does  mercury. 

It  is  readily  seen  that  all  bodies  have  not  the  same  specific  heat  If  a 
pound  of  mercury  at  100°  is  mixed  with  a  pound  of  water  at  zero,  the  tem- 
perature of  the  mixture  will  be  about  3°  only  ;  that  is  to  say,  that  while  the 
mercury  has  cooled  through  97**,  the  temperature  of  the  water  has  been  raised 
only  3°.  Consequently  the  same  weight  of  water  requires  about  32  times  as 
much  heat  as  mercury  does,  to  produce  the  same  elevation  of  temperature. 
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If  similar  experiments  are  made  with  other  substances,  it  will  be  found 
that  the  quantity  of  heat  required  to  effect  a  certain  change  of  temperature 
is  different  for  almost  every  substance,  and  we  speak  of  the  specific  heat^  or 
thermal  or  calorific  capacity ^  of  a  body  as  the  quantity  of  heat  which  it  absorbs 
when  its  temperature  rises  through  a  given  range  of  temperature,  from  zero 
to  I®  for  example,  compared  with  the  quantity  of  heat  which  would  be 
absorbed,  in  the  same  circumstances,  by  the  same  weight  of  water  ;  that  is, 
water  is  taken  as  the  standard  for  the  comparison  of  specific  heats.  Thus, 
to  say  that  the  specific  heat  of  lead  is  0*0314,  means  that  the  quantity  of 
heat  which  would  raise  the  temperature  of  any  given  weight  of  lead  through 
1°  C.  would  raise  the  temperature  of  the  same  weight  of  water  through  only 
0-0314°  C. 

Temperature  is  the  vis  viva  of  the  smallest  particles  of  a  body ;  in 
bodies  of  the  same  temperature  the  atoms  have  the  same  vis  viva^  the 
smaller  mass  of  the  lighter  atoms  being  compensated  by  their  greater 
velocity.  The  heat  absorbed  by  a  body  not  only  raises  its  temperature — that 
is,  increases  the  vis  viva  of  the  progressive  motion  of  the  atoms — but  in 
overcoming  the  attraction  of  the  atoms  it  moves  them  further  apart,  and 
along  with  the  expansion  which  this  represents,  some  external  pressure  is 
overcome.  In  the  conception  of  specific  heat  is  included  not  merely  that 
amount  of  heat  which  goes  to  raise  the  temperature,  but  also  that  necessary 
for  the  internal  work  of  expansion,  and  that  required  for  the  external  work. 
If  these  latter  could  be  separated,  we  should  get  the  true  heat  of  temperature^ . 
that  which  is  used  solely  in  increasing  the  vis  viva  of  the  atoms.  This  is 
sometimes  called  the  true  specif  c  heat. 

Three  methods  have  been  employed  for  determining  the  specific  heats  of 
bodies  :  (i.)  the  method  of  the  melting  of  ice,  (ii.)  the  method  of  mixtures, 
and  (iii.)  that  of  cooling.  In  the  latter,  the  specific  heat  of  a  body  is  deter- 
mined by  the  time  which  it  takes  to  cool  through  a  certain  temperature. 
Previously  to  describing  these  methods,  it  will  be  convenient  to  explain  the 
expression  for  the  quantity  of  heat  absorbed  or  given  out  by  a  body  of  known 
weight  and  specific  heat,  when  its  temperature  rises  or  falls  through  a  certain 
number  of  degrees. 

449.  Measure  of  tlie  sensible  tieat  absorbed  by  a  body. — Let  ;/;  be 
the  weight  of  a  body  in  pounds,  c  its  specific  heat,  and  /  its  temperature. 
The  quantity  of  heat  necessary  to  raise  a  pound  of  water  through  one  degree 
being  taken  as  unity,  m  of  these  units  would  be  required  to  raise  m  pounds 
of  water  through  one  degree,  and  to  raise  it  through  /  degrees,  t  times  as 
much,  or  mt.  As  this  is  the  quantity  of  heat  necessary  to  raise  through  / 
degrees  m  pounds  of  water,  whose  specific  heat  is  unity,  a  body  of  the  same 
weight,  only  of  different  specific  heat,  would  require  mtc.  Consequently, 
when  a  body  is  heated  through  /  degrees,  the  quantity  of  heat  which  it 
absorbs  is  the  product  of  its  weight  into  the  range  of  temperature  into  its 
specific  heat.  This  principle  is  the  basis  of  all  the  formulae  for  calculating 
specific  heats. 

.   If  a  body  is  heated  or  cooled  from  /  to  Z'  degrees,  the  heat  absorbed  or 
disengaged  will  be  represented  by  the  formula 

;«(/'-/y,orw(/-/0^. 

F  F 
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450.  Method  or  the  fiuloa  «<  loa. — This  method  of  detennining  specific 
heats  is  based  on  the  fact  thai  to  meli  a  pound  of  ice  80  thermal  uqits  are 
necessary,  or  more  exactly  7925.     Black's  calorimeter  (fig.  406)  consists  of 
a  block  of  ice   in  which  a  cavity  is  made, 
and  which  is  provided  with  a  cover  of  ice. 
The  substance  whose  specific  heat  is  to  be 
determined  is  heated  to  a  certain  tempera- 
ture, and  is  then  placed  in  the  cavity,  which 
is  covered.    After  some  time  the  body  be- 
comes cooled  to  zero.    It  is  then  opened,  and 
both  the  substance  and  the  cavity  wiped  dry 
with  a  sponge  which  has  been  previously 
weighed.    The  increase  of  weight  of  this 
Fig.  40*.  sponge  obviously  represents  the  ice  which 

has  been  converted  into  water. 
Now,  since  one  pound  of  ice  at  0°  in  melting  to  water  at  0°  absorbs  80 
thermal  units,lP  pounds  absorbs  So  P  units.  On  the  other  hand  this  quan- 
tity of  heat  is  equal  to  the  heat  given  out  by  the  body  in  cooling  from  /°  to 
zero,  which  is  >/ilc,  for  it  may  be  taken  for  granted  that  in  cooling  from  f  to 
zero  a  body  gives  out  as  much  heat  as  it  absorbs  in  being  heated  from  zero 
to  f.    Consequently  from 


mic=8o  P  wehavei 


80P 


It  is  difficult  to  obtain  blocks  of  ice  as  large  and  pure  as  those  used  by 

Black  in  his  experiments,  and  Lavoisier  and  Laplace  replaced  the  block  of 
ice  by  a  more  complicated 
apparatus  which  is  called 
the  ice  calorimeter.  Fig. 
407  gives  a  perspective 
view  of  it,  and  fig.  408 
represents  a  section.  It 
consists  of  three  concen- 
tric tin  vessels  ;  in  the 
central  one  is  placed  the 
body  M,  whose  specific 
heat  is  to  be  determined, 
while  the  other  two  are 
filled  with  pounded  ice. 
The  ice  in  the  compart- 
ment A.  is  melted  by  the 
heated  body,  while  the 
ice  in  the  compartment  B 
Fig.407.  Fig.408.  cuts  off  the  heating  influ- 

ence of  the  surrounding 

atmosphere.     The  two  stopcocks  E  and  D  give  issue  to  the  water  which 

arises  from  the  melting  of  the  ice. 

In  order  to  find  the  specific  heat  of  a  body  by  this  apparatus,  its  weight, 

m,  is  first  determined  ;  it  is  then  raised  to  a  given  temperature,  /,  by  keeping 
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it  for  sorae  time  in  an  oil  or  water  bath,  or  in  a  current  of  steain.     Having 
been  quickly  brought  into  the  central  compartment,  the  lids  are  replaced 
and  covered  with  ice,  as  represented  in  the  figure.     The  water 
which  flows  out  by  the  stopcock  D  is  collected.     Its  weight,  P, 
is  manifestly  that  of  the  melted  ice.     The  calculation  is  then 
made  as  in  the  preceding  case. 

There  are  many  objections  to  the  use  of  this  apparatus. 
From  its  siie  it  requires  some  quantity  of  ice,  and  a  body,  M, 
of  large  mass  ;  while  the  experiment  lasts  a  considerable  time. 
A  certain  weight  of  the  melted  water  remains  adhering  to  the 
ice,  so  that  the  water  which  flows  out  from  D  does  not  exactly 
represent  the  weight  of  the  melted  ice. 

451.  Bnamen-B  la«  OKlorlaieMr.~On  the  very  considerable 
diminution  of  volume  which  ice  experiences  on   passing  into 
water  (347),  Bunsen  has  based  a  calorimeter  which  is  particu- 
larly suitable  when  only  small  quantities  of  a   substance  can 
be    used   in   determinations.     A   small   test-lube   a   (fig.   409)  t 
intended  to  receive  the  substance  experimented  upon  is  fused 
in  the  wider    tube   B.      The  part  ab  contains    pure  freshly 
boiled  distilled  water,  and  the  prolongation   of  this  tube  BC, 
together  with  the   capillary   tube   d,    contains   pure    mercury. 
This  tube  d  is  tiimly  flxed  to  the  end  of  the  tube  C  ;  it  is 
graduated,  and  the  value  of  each  division  of  the  graduation  is 
specially   determined  by  calibration.     When  the  apparatus  is         '*'  *°'' 
immersed  in  a  freezing  mixture,  the  water  in  the  part  ab  freezes.     Hence,  if 
afterwards,  while  the  apparatus  is  protected  against  the  excess  of  heat  from 
without,    a    weighed    quantity    of   a 
substance  at  a  given  temperature  is 
introduced  into  the  tube,  it  imparts 
its  heat  to  this  in  sinking  to  zero.     In 
doing  so  it  melts  a  certain  quantity  of 
ice,  which  is  evidenced  by  a  corre- 
sponding depression  of  the  mercury 
in  the  tube  d.    Thus  the  weight  of 
ice    melted,    and    the    weight    and 
original     temperature    of    the    sub- 
stance experimented  upon,  furnish  all 
the  data  for  calculating  the  specific 
heat. 

For  heating  the' substance  in  this, 
and  also  in  other  calorimeirical  expe- 
riments, the  apparatus  tig.  410  is  well 
adapted.  The  cylindrical  metal  ves- 
sel G  is  narrower  at  the  top,  and  a 
glass  test-tube  R  is  fitted  into  a  cork  Fig  ^^^ 

which  closes  G.     In  this  glass  tube, 

which  is  also  closed  by  a  cork  K,  the  substance  is  placed  which  is  to  be 
heated.  The  greater  part  of  the  vessel  is  covered  by  a  thick  mantle  of  felt, 
B.    The  water  in  the  vessel  is  boilet",  the  steam  emerging  at  d,  until  the 
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substance  has  acquired  the  temperature  of  boiling  water,  for  which  about 
twenty  minutes  is  required.  The  mantle  and  the  lamp  having  been  taken 
away,  the  tube  R  is  rapidly  removed,  and  its  contents  tipped  into  the  tube  a 
of  the  calorimeter  (fig.  407). 

For  this  method  of  determining  specific  heat  a  new  determination  of  the 
latent  heat  of  ice  was  made,  and  it  was  found  to  be  80*025.  It  was  also  in 
connection  with  these  experiments  that  Bunsen  made  his  determination  of 
the  specific  gravity  of  ice,  which  he  found  to  be  in  the  mean  0*9 1674. 

By  the  above  method  Bunsen  determined  the  specific  heat  of  several  of 
the  rare  metals  for  which  a  weight  of  only  a  few  grains  could  be  used. 

452.  Matbod  of  mtxtures. — In  determining  the  specific  heat  of  a  solid 
body  by  this  method,  it  is  weighed  and  raised  to  a  known  temperature,  by 
keeping  it,  for  instance,  for  some  time  in  a  closed  place  heated  by  steam  ; 
it  is  then  immersed  in  a  mass  of  cold  water,  the  weight  and  temperature  of 
which  are  known.  From  the  temperature  of  the  water  after  mixture  the 
specific  heat  of  the  body  is  determined. 

Let  M  be  the  weight  of  the  body,  T  its  temperature,  c  its  specific  heat ; 
and  let  m  be  the  weight  of  the  cold  water,  and  /  its  temperature. 

As  soon  as  the  heated  body  is  plunged  into  the  water,  the  temperature 
of  the  latter  rises  until  both  are  at  the  same  temperature.  Let  this  point 
be  B,  The  heated  body  has  been  cooled  by  T  —  ^ ;  it  has,  therefore,  lost  a 
quantity  of  heat,  M  (T  —  6)c,  The  cooling  water  has,  on  the  contrary,  ab- 
sorbed a  quantity  of  heat  equal  to  m{B  -/),  for  the  specific  heat  of  water  is 
unity.  Now  the  quantity  of  heat  given  out  by  the  body  is  manifestly  equal 
to  the  quantity  of  heat  absorbed  by  the  water  ;  that  is,  M(T-^y««r(^— /), 
from  which 

M(T-^)' 

An  example  will  illustrate  the  application  of  this  formula.  A  piece  of 
iron  weighing  60  ounces,  and  at  a  temperature  of  100°  C,  is  immersed  in 
180  ounces  of  water,  whose  temperature  isi9°C.  After  the  temperatures 
have  become  uniform,  that  of  the  cooling  water  is  found  to  be  22°  C.  What 
is  the  specific  heat  of  the  iron  ? 

Here  the  weight  of  the  heated  body,  M,  is  60,  the  temperature, T,  is  100**, 
c  is  to  be  determined  ;  the  temperature  of  mixture,  ^,  is  22°,  the  weight  of 
the  cooling  water  is  180,  and  its  temperature  12®.    Therefore 

.=  '8°<"-'9)     _9     o„s3. 

60(100-22)         78 

453.  Oorreotions. — The  vessel  containing  the  cooling  water  is  usually  a 
small  cylinder  of  silver  or  brass,  with  thin  polished  sides,  and  is  supported 
bysome  badly  conducting  arrangement.  It  is  obvious  that  this  vessel,  which 
is  originally  at  the  temperature  of  the  cooling  water,  shares  its  increase  of 
temperature,  and  in  accurate  experiments  this  must  be  allowed  for.  The 
decrease  of  temperature  of  the  heated  body  is  equal  to  the  increase  of 
temperature  of  the  cooling  water,  and  of  the  vessel  in  which  it  is  contained. 
If  the  weight  of  this  latter  be  m\  and  its  specific  heat  ^:',its  temperature,  like 
that  of  the  water,  is  /  :  consequently  the  previous  equation  becomes 

Mr(T  -  ^)  =  m{fi  -  /)  +  m'c\B  -  /) ; 
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from  which,  by  obvious  transformations, 

Generally  speaking,  the  value  m'c'  is  put  ->  /a  ;  that  is  to  say,  fi  is  the 
weight  of  water  which  would  absorb  the  same  quantity  of  heat  as  the  vessel. 
This  is  said  to  be  the  reduced  value  in  water  of  the  vessel,  or  the  water- 
equivalent.    This  expression  accordingly  becomes 

M(T-^)    * 

In  accurate  experiments  it  is  necessary  to  allow  also  for  the  heat  absorbed 
by  the  glass  and  mercury  of  the  thermometer,  by  introducing  into  the  equa- 
tion their  values  reduced  on  the  same  principle. 

In  order  to  allow  for  the  loss  of  heat  due  to  radiation,  a  preliminary 
experiment  is  made  with  the  body  whose  specific  heat  is  to  be  determined,  the 
only  object  of  which  is  to  ascertain  approximately  the  increase  of  temperature 
of  the  cooling  water.  If  this  increase  be  10°,  for  example,  the  temperature  of 
the  water  is  reduced  by  half  this  number — that  is  to  say,  5° — below  the  tem- 
perature of  the  atmosphere,  and  the  experiment  is  then  carried  out  in  the 
ordinary  manner. 

By  rtiis  method  of  compensation,  first  introduced  by  Rumford,  the  water 
receives  as  much  heat  from  the  atmosphere,  during  the  first  part  of  the 
experiment,  as  it  loses  by  radiation  during  the  second  part 

454.  Reffnaiilt**  apparatus  for  determining  speoillo  heats. — Fig.  411 
represents  one  of  the  forms  of  apparatus  used  by  Regnault  in  determining 
specific  heats  during  the  method  of  mixtures. 

The  principal  part  is  a  water  bath,  AA,  of  which  fig.  412  represents  a. 
section.  It  consists  of  three  concentric  compartments  ;  in  the  central  one 
there  is  a  small  basket  of  brass  wire,  ^,  containing  fragments  of  the  substance 
whose  specific  heat  is  to  be  determined,  in  the  middle  of  which  is  placed  a 
thermometer,  T.  The  second  compartment  is  heated  by  a  current  of  steam 
coming  through  the  tube,  ^,  from  a  boiler  B,  and  passing  into  a  worm,  a, 
where  it  is  condensed.  The  third  compartment,  »,  is  an  air  chamber  to 
hinder  the  loss  of  heat  The  water  bath,  A  A,  rests  on  a  chamber,  K,  with 
double  sides,  EE,  forming  a  jacket,  which  is  kept  full  of  cold  water,  in  order 
to  exclude  the  heat  from  AA,  and  from  the  boiler,  B.  The  central  compart- 
ment of  the  water  bath  is  closed  by  a  damper,  r,  which  can  be  opened  at 
pleasure,  so  that  the  basket,  f,  can  be  lowered  into  the  chamber,  K. 

On  the  left  of  the  figure  is  represented  a  small  and  very  thin  brass  vessel, 
D,  suspended  by  silk  threads  on  a  small  carriage,  which  can  be  moved  out 
of,  or  into,  the  chamber,  K.  This  vessel,  which  serves  as  a  calorimeter,  con- 
tains water,  in  which  is  immersed  a  thermometer,  /.  Another  thermometer 
at  the  side,  /',  gives  the  temperature  of  the  air. 

When  the  thermometer  T  shows  that  the  temperature  of  the  substance 
in  the  bath  is  stationary,  the  screen,  ^,  is  raised,  and  the  vessel,  D,  moved  to 
just  below  the  central  compartment  of  the  water  bath.  The  damper,  r,  is 
then  withdrawn,  and  the  basket,  r,  and  its  contents  are  lowered  into  the  water 
in  the  vessel,  D,  the  thermometer,  T,  remaining  fixed  in  the  cork.    The 
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carriage  and  the  vessel,  D,  are  then  moved  out,  and  the  water  agitated  until 
the  thermometer,  T,  becomes  stationary.  The  temperature  which  it  indicates 
is  6.  This  temperature  known,  the  rest  of  the  calculation  is  made  in  the 
manner  described  in  art  449,  care  being  taken  to  make  all  the  necessary 
corrections. 

In  determining  the  specific  heat  of  substances— phosphorus,  for  instance 
— which  couJd  not  be  heated  without  causing  them  to  melt,  or  undergo  some 
change  which  would  interfere  with  the  accuracy  of  the  result,  Regnault 
adopted  an  inverse  process  :  he  cooled  them  down  to  a  temperature  con- 
siderably below  that  of  the  water  in  the  calorimeter,  and  then  observed  the 
diminution  in  the  temperature  of  the  latter,  which  resulted  from  immersing 
the  cooled  substance  in  it. 

In  determining  the  specific  heat  of  substances,  which,  like  potassium, 
would  decompose  water,  some  other  liquid,  such  as  turpentine  or  benzole. 


must  be  used.  These  liquids  have  the  additional  advantage  of  having  a 
lower  specific  heat  than  water,  which  has  the  highest  of  any  liquid,  so  that  an 
error  in  determining  the  temperature  of  the  cooling  liquid  has  a  less  influence 
on  the  \alue  of  the  specific  heat.  With  this  view  use  has  been  made  of 
mercury,  the  specific  heat  of  which  is  only  one-thirtieth  that  of  water. 
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455.  BKatbod  of  cooUnff. — Equal  weights  of  diiTerent  bodies  whose 
specific  heats  are  different  will  occupy  different  times  in  cooling  through 
the  same  number  of  degrees.  Dulong  and  Petit  applied  this  principle  in 
determining  the  specific  heats  of  bodies  in  the  following  manner  : — A  small 
polished  silver  vessel  is  filled  with  the  substance  in  a  state  of  fine  powder, 
and  a  thermometer  placed  in  the  powder,  which  is  pressed  down.  This 
vessel  is  heated  to  a  certain  temperature,  and  is  then  introduced  into  a 
copper  vessel,  in  which  it  fits  hermetically.  This  copper  vessel  is  exhausted, 
and  maintained  at  the  constant  temperature  of  melting  ice,  and  the  time 
noted  which  the  substance  takes  in  falling  through  a  given  range  of  tem- 
perature, from  15°  to  5°  for  example.  The  times  which  equal  weights  of  dif- 
ferent bodies  require  for  cooling,  through  the  same  range  of  temperature, 
are  directly  as  their  specific  heats. 

Regnault  has  proved  that  with  solids  this  method  does  not  give  trust- 
worthy results  ;  it  assumes,  which  is  not  quite  the  case,  that  the  cooling  in 
all  parts  is  equal,  and  that  all  substances  part  with  their  heat  to  the  silver 
case  with  equal  facility.  The  method  may,  however,  be  employed  with 
success  in  the  determination  of  the  specific  heat  of  liquids. 

In  an  investigation  of  the  specific  heats  of  various  soils,  Pfaundler  found 
that  a  soil  of  low  specific  heat  heats  and  cools  rapidly,  while  earth  of  higher 
specific  heat  undergoes  slow  heating  and  slow  cooling ;  that  moist  earths 
rich  in  humus  have  a  high  specific  heat,  amounting  in  the  case  of  turf  to  as 
much  as  0-5  ;  while  dry  soils  free  from  humiis,  such  as  lime  and  sand,  have 
a  low  specific  heat,  not  more  than  about  0-2. 

456.  Bpeelflo  beat  of  liqnlds. — The  specific  heat  of  liquids  may  be 
determined  either  by  the  method  of  cooling,  by  that  of  mixtures,  or  by  that 
of  the  ice  calorimeter.  In  the  latter  case  they  are  contained  in  a  small 
metal  vessel,  or  a  glass  tube,  which  is  placed  in  the  central  compartment 
{fi%.  412),  and  the  experiment  then  made  in  the  usual  manner. 

A  method  devised  by  Pfaundler  of  determining  the  specific  heat  of 
liquids,  which  under  certain  circumstances  is  advantageous,  depends  on  a 
property  of  the  electrical  current  of  heating  any  conductor  through  which 
it  passes. 

In  two  equal  calorimeters  containing  the  liquids  to  be  tested,  together 
with  suitable  thermometers  and  stirrers,  two  equal  spirals  of  fine  platinum 
wire  are  placed.  These  are  connected  with  a  voltaic  battery  by  means  of 
copper  wires,  and  if  the  same  current  of  electricity  be  simultaneously 
passed  through  each  of  them,  which  can  be  very  accurately  done,  the  heat 
produced  in  the  wires  will  be  equal,  and  the  rise  in  temperature  in  the 
liquids  will  then  be  inversely  as  the  specific  heats.  One  of  the  liquids  is 
usually  water. 

It  will  be  seen  from  the  table  in  the  following  article  that  water  and  oil 
of  turpentine  have  a  much  greater  specific  heat  than  other  substances,  and 
more  especially  than  the  metals.  It  is  because  of  its  great  specific  heat  that 
water  requires  a  long  time  to  heat  or  to  cool,  and  that  for  the  same  weight 
and  temperature  it  absorbs  or  gives  out  far  more  heat  than  other  substances. 
This  double  property  is  applied  in  the  hot-water  apparatus,  of  which  we 
shall  afterwards  speak,  and  it  plays  a  most  important  part  in  the  economy  of 
nature. 
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457.  •pvelfla  beats  of  bodies. — The  list 

158)  ^ves  the  specilic  heats  of  a  great  numb 
Ve  give  here  the  specific  heats  of  a  few  substa 

Turpentine     .         .         .  o'436  Bisulp] 

Alcohol ....  o'o62  Therm 

Eihcr    .        .  .  o-5t6  Steel 

Glycerine  .        .  0-5  jj  Brass 

The  s{»ecific  heat  of  water  is  commonly  I 
.rictly  correct.  .According  to  the  most  rece 
^ecilic  hea.1:  between  0°  and  t  is  expressed  by  t 

These  numbers,  as  well  as  the  numbers  ii 
lecific  heats  between  0°  and  100°.  It  was  : 
lat  the  specific  heats  increase  with  the  temper 
>r  instance,  are  greater  between  100°  and  20 
nd  are  still  greater  between  200°  and  300°  ;  th 
F  heat  is  required  to  raise  a  body  from  200°  to 
[id  still  more  than  from  0°  to  50°.  For  sll 
etween  0°  and  100°  is  0-057,  while  between  o'- 
lUOwing  table  gives  the  specific  heats  at  variou 

Lead 

Platinum 


The  increase  of  specific  heat  with  the  tem[ 
re  nearer  their  fusing  point.  Any  action  whi 
lolecular  aggregation  of  a  body,  diminishes  i 
leel  with  the  density  7798  has  the  sp.  heat  oj 
f  density  7-861  is  0-1165.  The  specific  heal  o 
eing  hammered,  but  it  regains  its  original  va 
gain  heated. 

The  specific  heat  of  a  liquid  increases  with 
ipidly  than  that  of  a  solid.  Water  is,  howevi 
eat  increases  less  rapidly  than  does  that  of  sol 

The  most  remarkable  examples  of  the  infii 
pecific  heat  are  afforded  by  carbon,  boron,  ani 
lat  at  600°  the  specific  heat  of  carbon  is  7  tim» 
s  great  as  their  respective  specific  heats  at 
iamond  is  o'o63S  at  —50°,  o'i3i8  at  33°,  0-221 
Jthough  the  specific  heat  increases  thus  rap 
eyond  that  point  the  rate  of  increase  is  slowe: 
icipient  red  heat,  it  seems  to  be  preiiy  consia 
o  greater  variations  with  the  temperature  thaJ 
lances.  Thus  while  at  600°  the  specific  heal 
Iraphlte  also  has  at  22°  the  specific  heal  0-1 
radually  diminishing  rate,  Co  642",  where  its 
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diamond,  an  incipient  red  heat  seems  to  be  a  limiting  temperature  beyond 
which  graphite  exhibits  only  the  ordinary  variation  with  the  temperature. 
Weber  has  also  found  that,  in  their  thermal  deportment,  there  are  only  two 
essentially  different  modifications  of  carbon — the  transparent  one  (diamond), 
and  the  opaque  ones  (graphite,  dense  amorphous  carbon,  and  porous  amor- 
phous carbon). 

Crystallised  boron  is  similar  in  its  deportment  to  carbon  ;  its  specific 
heat  increases  from  o*i9i5  at  -40°  to  0*2382  at  27°,  and  to  0*3663  at  233^ 
The  rate  of  increase  is  very  rapid  up  to  80°  ;  it  increases  beyond  that 
temperature,  but  at  a  gradually  diminished  rate,  and,  no  doubt,  tends  to  an 
almost  constant  value  of  0*5. 

The  specific  heat  of  silicon  also  varies  with  the  temperature ;  between 
—40°  and  200°  it  increases  from  0*136  to  0*203  ;  the  rate  of  increase  is  less 
rapid  with  higher  temperatures,  being  at  200°  only  ^  what  it  is  at  10°.  At 
200^^  it  reaches  its  limiting  value. 

The  specific  heat  of  substances  is  greater  in  the  liquid  than  in  the  solid 
state,  as  will  be  seen  by  the  following  table  : — 

Solid  Liquid 

Water 0-502  i-ooo 

Sulphur 0*203  0*234 

Bromine 0*084  0*110 

Iodine 0*054  0*008 

Mercury 0*031  0*033 

Phosphorus 0*190  0*212 

Tin 0*056  0*064 

Lead 0*031  0*040 

It  also  differs  with  the  cdlotropic  modification  ;  thus  the  specific  heat  of 
red  phosphorus  is  0*19,  and  that  of  white  0*17  ;  of  crystallised  arsenic 
0*083,  and  of  amorphous  0*058 ;  of  crystallised  selenium  0*084,  and  of 
amorphous  0*0953  ;  of  wood  charcoal  0-241  ;  of  graphite  0*202 ;  and  of 
diamond  0T47. 

Pouillet  used  the  specific  heat  of  platinum  for  measuring  high  degrees  of 
heat.  Supposing  200  ounces  of  platinum  had  been  heated  in  a  furnace,  and 
had  then  been  placed  in  1,000  ounces  of  water,  the  temperature  of  which  it 
had  raised  from  13°  to  20°  From  the  formula  we  have  M  =  200,  m  -  1000  ; 
B  is  20,  and  /is  13.  The  specific  heat  of  platinum  is  0*033,  and  we  have 
therefore,  from  the  equation — 

Mr(T-^)  =  7/7(^-/) 
T  -  ^^^(^~  0_+M£^  ^  7000  +132  ^7132         go 
M^  6-6  6*6'" 

It  is  found,  however,  that  the  mean  specific  heat  of  platinum  at  tempera- 
tures up  to  about  1200°  is  0*0377  ;  if  this  value,  therefore,  be  substituted  for 
c  in  the  equation,  we  have — 

T-Zii?^  =  948°C. 
7*54 

By  this  method,  which  requires  great  skill  in  the  experimenter,  Pouillet 
determined  a  series  of  high  temperatures.  He  found,  for  example,  the  tem- 
perature of  melting  iron  to  be  1500°  to  1600°  C. 
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458.  SnloBgr  and  Petlt's  law. — A  knowledge  of  the  specific  heat  of 
bodies  became  of  great  importance,  in  consequence  of  Dulong  and  Petifs 
■discovery  of  the  remarkable  law,  that  the  product  of  the  specific  heat  of  any 
solid  element  into  its  atomic  weight  is  approximately  a  constant  number,  as 
will  be  seen  from  the  following  table  : — 


Specific  heat 

Atomic  weight 

Atomic  heat 

Aluminium 

0*2143 

27*4 

587 

Antimony 

0*0513 

122 

6*26 

Arsenic  . 

0*0822 

75 

6*17 

Bismuth  . 

0*0308 

210 

6-47 

Bromine . 

0*0843 

80 

674 

,  Cadmium 

.  '        0*0567 

112 

6-35 

Cobalt    . 

0*1067 

587 

6-26 

Copper    . 

0*0939 

63-5 

599 

Gold 

0*0324 

197 

638 

Iodine 

0*0541 

127 

6*87 

Iron 

.  \        0-1138 

56 

637 

Lead 

. 

0*0314 

207 

6-50 

Magnesium 

0*2475 

24 

5*94 

'  Mercury. 

0*0332 

200 

6-64 

Nickel     . 

0*1092 

587 

.  6*41 

Phosphorus 

0*1740 

31*0 

5  39 

Platinum 

00324 

197*5 

6*40 

Potassium 

.  1        0*1655 

39*1 

6*47 

Silver 

0*0570 

108*0 

6-i6 

Sulphur  . 

0*178 

32 

570 

Tin 

0-0555 

118 

6*55 

Zinc 

0*0950 

65*2 

1          6*23 

It  will  be  seen  that  the  number  is  not  a  constant,  but  varies  between  5*39 
and  6*87.  These  variations  may  depend  partly  on  the  difficulty  of  getting 
the  elements  in  a  state  of  perfect  purity,  and  partly  on  errors  incidental 
to  the  determination  of  the  specific  heats,  and  of  the  atomic  weights.  Again, 
the  specific  heats  of  bodies  var>'  with  the  state  of  aggregation  of  the  bodies, 
and  also  with  the  temperatures  at  which  they  are  determined  ;  some,  such 
as  potassium,  have  been  determined  at  temperatures  very  near  their  fusing 
points  ;  others,  like  platinum,  at  temperatures  much  removed  from  them.  A 
prominent  cause,  therefore,  of  the  discrepancies  is  doubtless  to  be  found  in 
the  fact  that  all  the  determinations  have  not  been  made  under  corresponding 
physical  conditions. 

The  atomic  weights  of  the  elements  represent  the  relative  weights  of  equal 
number  of  atoms  of  these  bodies,  and  the  product,  pc^  of  the  specific  heat, 
r,  into  the  atomic  weight,  /,  is  the  atomic  heat^  or  the  quantity  of  heat 
necessary  to  raise  the  temperature  of  the  same  number  of  atoms  of  different 
substances  by  one  degree ;  and  Dulong  and  Petit's  law  may  be  thus  ex- 
pressed :  the  same  quantity  of  heat  is  needed  to  heat  an  atom  of  all  simple 
bodies  to  the  same  extent. 

The  atomic  heat  of  a  body,  when  divided  by  its  specific  heat,  gives  the 
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atomic  weight  of  a  body.  Regnault  proposed  to  use  this  relation  as  a 
meahs  of  determining  the  atomic  weight,  and  it  certainly  is  of  great  service 
in  deciding  on  the  atomic  weight  of  a  body  in  cases  where  the  chemical 
relations  permit  a  choice  between  two  or  more  numbers. 

According  to  modem  views,  the  heat  imparted  to  a  body  is  partly  expended 
in  external  work,  which  in  the  case  of  a  solid  would  be  extremely  small, 
being  only  that  required  for  raising  the  pressure  of  the  atmosphere  through  a 
distance  representing  the  expansion  ;  secondly,  the  internal  work,  or  the  heat 
used  in  overcoming  the  attraction  of  the  atoms  for  each  other,  and  forcing 
them  apart ;  and  thirdly,  there  is  the  true  specific  heat^  or  the  heat  applied 
in  increasing  the  temperature — that  is,  in  increasing  the  vis  viva  of  the 
molecules  (448).  By  far  the  most  considerable  of  these  is  the  latter.;  the 
amount  of  heat  consumed  in  the  two  former  operations  is  small,  and  the 
variations  with  different  bodies  must  be  inconsiderable.  Until,  however, 
the  relation  between  the  various  factors  is  made  out,  absolute  identity  in 
the  numbers  for  the  atomic  specific  heat  cannot  be  expected.  Weber 
holds  that  even  when  due  allowance  has  been  made  for  these  circum- 
stances, the  variations  are  too  great  to  be  accounted  for,  and  he  considers 
that  they  point  for  their  explanation  to  an  alteration  in  the  constitution 
of  the  atom,  and  render  probable  a  changing  valency  of  the  atom  of 
carbon. 

459.  Bpeoillo  heat  of  oomponnd  bodlCjB. — In  compound  bodies  the  law 
also  prevails  :  the  product  of  the  specific  heat  into  the  equivalent  is  an  al- 
most constant  number,  which  varies,  however,  with  different  classes  of  bodies. 
Thus,  for  the  class  of  oxides  of  the  general  formula  RO,  it  is  ii'3o ;  for  the 
sesquioxides  R'O'  it  is  27*15  ;  for  the  sulphides  RS,  it  is  i8-88  ;  and  for  the 
carbonates  RCO',  it  is  21 '54.  The  law,  which  is  known  as  Neumanris  law^ 
may  be  expressed  in  the  following  general  manner : —  With  compounds  of 
the  same  formula^  and  of  a  similar  chemical  constitution^  the  product  of  the 
atomic  weight  into  the  specific  heat  is  a  constant  quantity.  This  includes 
Dulong  and  Petit's  law  as  a  particular  case. 

Kopp  propounded  the  following  law,  which  is  an  extension  of  that  of 
Neumann  : — The  molecular  heats  of  all  solid  bodies  are  equal  to  the  sum  of 
tlu  molecular  heats  of  the  elements  contained  in  them,  Dulong  and  Petit's 
law  that  all  elements  have  the  same  atomic  heat  he  does  not  consider  uni- 
versally valid.  He  assigns  the  number  6-4  to  all  elements  excepting  the  fol- 
lowing ;  with  sulphur  and  phosphorus  it  is  5*4,  fluorine  5*0,  oxygen  4*0, 
silicon  y%,  boron  27,  hydrogen  2*3,  and  carbon  i*8. 

Even  with  this  modification  it  is  found  that  the  calculated  heats  of  com- 
pounds differ  more  from  the  observed  ones  than  can  be  ascribed  to  errors  in 
the  determination  of  the  specific  heats.  This  is  probably  due  to  the  fact  that 
some  of  the  heat  is  expended  in  internal  work,  and  that  it  is  this  which  brings 
about  the  discrepancies. 

With  mixtures  of  alcohol  and  water  in  certain  proportions,  the  specific 
heat  is  greater  than  that  of  the  water ;  thus,  that  of  a  mixture  containing  20 
per  cent,  of  alcohol  was  found  by  Dupr^  and  Page  to  be  1*0456.  No  general 
law  can  be  laid  down  for  solutions  of  acids  or  of  salts  in  water  ;  though  the 
specific  heat  is  most  frequently  less  than  that  calculated  from  the  consti- 
tuents. 
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460.  ■psotflo  beat  of  raaeB. — The  specific  heat  of  a  gas  may  be  re- 
ferred either  to  that  of  water  or  to  that  of  air.  In  the  fonner  case  it  repre- 
sents the  quantity  of  heat  necessary  to  raise  a  given  weight  of  the  gas  through 
one  degree,  as  compared  with  the  heat  necessary  to  raise  the  same  weight 
of  water  one  degree,  In  the  latter  case  it  represents  the  quantity  of  beat 
necessary  to  raise  a.  given  volume  of  the  gas  through  one  degree,  compared 
with  the  quantity  necessary  for  the  same  volume  of  air  treated  in  the  same 

De  la  Roche  and  Beiard  determined  the  specific  heats  of  gases  in  re- 


ference to  water  by  causing  known  volumes  of  a  given  gas  under  o 
pressure,  and  at  a  given  temperature,  to  pass  through  a  spiral  glass  lube 
placed  in  water.  From  the  increase  in  temperature  of  this  water,  and  from 
the  other  data,  the  specific  heat  was  determined  by  a  calculation  analogous 
to  that  given  under  the  method  of  mixtures.  They  also  determined  the 
specific  heats  of  different  gases  relatively  to  that  of  air,  by  comparing  the 
quantities  of  heat  which  equal  volumes  of  a  given  gas,  and  of  air  at  the  same 
pressure  and  temperature,  imparted  to  equal  weights  of  water.   Subsequently 
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to  these  researches,  De  la  Rive  and  Marcet  applied  the  method  of  cooling  to 
the  same  determination  ;  and  more  recently  Regnault  made  a  series  of  in- 
vestigations on  the  calorific  capacities  of  gases  and  vapours,  in  which  he 
adopted,  but  with  material  improvements,  the  method  of  De  la  Roche  and 
Berard.  Fig.  413  represents  this  apparatus.  The  gas  issues  from  a  gas- 
holder, not  shown  in  the  figure,  through  the  tube,  a,  and  enters  the  heating 
space,  £,  which  is  filled  with  oil ;  the  gas  passes  iiere  through  a  serpentine 
tube,  and  thus  acquires  the  temperature,  which  is  kept  uniform  by  a  stirrer, 
D.  From  this  it  passes  into  the  calorimeter,  W,  which  consists  of  a  metal 
box  divided  into  a  series  of  compartments,  and  forming  in  effect  a  serpentine, 
so  that  the  gas  has  to  traverse  a  long  path  before  emerging  into  the  air. 
The  temperature  of  this  bath  is  indicated  by  a  delicate  thermometer,  and  is 
kept  uniform  by  moving  the  stirrer.  The  pressure  of  the  gas  is  noted  on  a 
manometer.  Regnault  thus  obtained  the  following  results  for  the  specific 
heats  of  the  various  gases  and  vapours,  compared  first  with  the  specific  heat 
of  an  equal  weight  of  water  taken  as  unity  ;  secondly,  with  that  of  an  equal 
volume  of  air,  referred,  as  before,  to  its  own  weight  of  water  taken  as  unity  : — 


Simple 
gases 


Compound 
gases 


Vapours 


Air 

I  Oxygen  . 
Nitrogen 
Hydrogen 
Chlorine 

Binoxide  of  nitrogen 
Carbonic  oxide 
Carbonic  acid 
''  Hydrochloric  acid 
I  Ammonia 
'  Olefiant  gas 
Water    . 
Ether     . 
Alcohol . 
Turpentine 
Bisulphide  of  carbon 
^  Benzole . 


Specific  heats 
Equal                   Equal 
weights                volumes 

0-2374 

0-2374 

0-2174 

0-2405 

02438 

0-2370 

3-4090 

0-2359 

0-I2I0 

0-2962 

0-2315 

0-2406 

0*2450 

0*2370 

0-2163 

03307 

0-1845 

0-2333 

0-5083 

02966 

0-4040 

0*4106 

0-4805 

02984 

0-4810 

I  -2296 

0-4534 

0-7171 

0-5061 

2-3776 

0-1570 

0-4140 

0-3754 

I  01 14 

In  making  these  determinations  the  gases  were  under  a  constant  pressure, 
but  variable  volume ;  that  is,  the  gas  as  it  was  heated  could  expand,  and 
this  is  called  the  specific  heat  under  constant  pressure.  But  if  the  gas  when 
"being  heated  is  kept  at  a  constant  volume,  its  pressure  or  elastic  force  then 
necessarily  increasing,  it  has  a  different  capacity  for  heat ;  this  latter  is 
spoken  of  as  the  specific  heat  under  constant  volume.  That  this  latter  is  less 
than  the  former  is  evident  from  the  following  considerations  : — 

Suppose  a  given  quantity  of  gas  to  have  had  its  temperature  raised  f" 
while  the  pressure  remained  constant,  this  increase  of  temperature  will  have 
been  accompanied  by  a  certain  increase  in  volume.  Supposing  now  that 
the  gas  is  so  compressed  as  to  restore  it  to  its  original  volume,  the  result  of 
this  compression  will  be  to  raise  its  temperature  again  to  a  certain  extent, 
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say  f^.  The  gas  will  now  be  in  the  same  condition  as  if  it  had  been  heated 
and  had  not  been  allowed  to  expand.  Hence,  the  same  quantity  of  heat  which 
is  required  to  raise  the  temperature  of  a  given  weight  of  gas,  /^,  while  the 
pressure  remains  constant  and  the  volume  alters,  will  raise  the  temperature 
t'¥tf  degrees  if  it  is  kept  at  a  constant  volume  but  variable  pressure.  The 
specific  heat,  therefore,  of  a  gas  at  constant  pressure,  r,  is  greater  than  the 
specific  heat  under  constant  volume,  c,^  and  they  are  to  each  other  as  /  +  /' :  /, 

that  IS  -  = 

c,       t 

It  is  not  possible  to  determine  by  direct  means  the  specific  heat  of  gases 

under  constant  volume  with  much  approach  to  accuracy ;  and  it  has  been 

determined  by  some  indirect  method,  of  which  the  roost  accurate  is  based 

on  the  theory  of  the  propagation  of  sound  (229).    A  critical  comparison  of 

the  most  accurate  recent  determinations  gives  the  number  i  -405  for  the  value 

of    ,  which  is  usually  designated  by  the  symbol  k. 

461.  latent  beat  of  fosion. — Black  was  the  first  to  observe  that  during 
the  passage  of  a  body  from  the  solid  to  the  liquid  state,  a  quantity  of  heat 
disappears,  so  far  as  thermometric  effects  are  concerned,  and  which  is 
accordingly  said  to  become  latent 

In  one  experiment  he  suspended  in  the  room  at  a  temperature  8'5^  two 
thin  glass  flasks,  one  containing  water  at  o^,  and  the  other  the  same  weight 
of  ice  at  0°  At  the  end  of  half  an  hour  the  temperature  of  the  water  had 
risen  4^,  that  of  the  ice  being  unchanged,  and  it  was  10^  hours  before  the 
ice  had  melted  and  attained  the  same  temperature.  Now  the  temperature 
of  the  room  remained  constant,  and  it  must  be  concluded  that  both  vessels 
received  the  same  amount  of  heat  in  the  same  time.  Hence  21  times  as 
much  heat  was  required  to  melt  the  ice  and  raise  it  to  4°  as  was  sufficient 
to  raise  the  same  weight  of  water  through  4°  So  that  the  total  quantity  of 
heat  imparted  to  the  ice  was  21  x  4=:  84  ;  and  as  only  4  of  this  was  used  in 
raising  the  temperature,  the  remainder,  80,  was  used  in  simply  melting  the 
ice. 

He  also  determined  the  latent  heat  by  immersing  119  parts  of  ice  at  0° 
in  135  parts  of  water  at  877°  C.  He  thus  obtained  254  parts  of  water  at 
11-6°  C  Taking  into  account  the  heat  received  by  the  vessel  in  which  the 
liquid  was  placed,  he  obtained  the  number  79*44  as  the  latent  heat  of  lique- 
faction of  ice. 

We  may  thus  say, 

Water  at  o®  =  Ice  at  o®  +  latent  heat  of  liquefaction. 

The  method  which  Black  adopted  is  essentially  that  which  is  now  used 
for  the  determination  of  latent  heats  of  liquids ;  it  consists  in  placing  the 
substance  under  examination  at  a  known  temperature  in  the  water  (or  other 
liquid)  of  a  calorimeter,  the  temperature  of  which  is  sufficient  to  melt  the 
substance  if  it  is  solid,  or  to  solidify  it  if  liquid ;  and  when  uniformity  of 
temperature  is  established  in  the  calorimeter,  this  temperature  is  determined. 
Thus,  to  take  a  simple  case,  suppose  it  is  required  to  determine  the  latent 
heat  of  the  liquidity  of  ice.  Let  M  be  a  certain  weight  of  ice  at  zero,  and  m 
a  weight  of  water  at  /°  sufficient  to  melt  the  ice.    The  ice  is  immersed  in 
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the  water,  and  as  soon  as  it  has  melted,  the  final  temperature  (P  is  noted. 
The  water,  in  cooling  from  /°  to  ^,  has  parted  with  a  quantity  of  heat, 
m  {t~  ff).  If  r  be  the  latent  heat  of  the  ice,  it  absorbs,  in  liquefying,  a 
quantity  of  heat  Mjc  ;  but,  besides  this,  the  water  which  it  forms  has  risen 
to  the  temperature  ^,  and  to  do  so  has  required  a  quantity  of  heat,  repre- 
sented by  M^.    We  thus  get  the  equation 

from  which  the  value  x  is  deduced. 

By  this  method  Desains  and  De  la  Provostaye  found  that  the  latent  heat 
of  the  liquefaction  of  ice  is  79*25  :  that  is,  a  pound  of  ice,  in  liquefying, 
absorbs  the  quantity  of  heat  which  would  be  necessary  to  raise  79*25  pounds 
of  water  i®,  or,  what  is  the  same  thing,  one  pound  of  water  from  zero  to 
79*2 5°.     Bunsen's  most  recent  determination  gives  80*025  (451). 

This  method  is  thus  essentially  that  of  the  method  of  mixtures  ;  the  same 
apparatus  may  be  used,  and  the  same  precautions  are  required,  in  the  two- 
cases.  In  determining  the  latent  heat  of  liquefaction  of  most  solids,  the  diffe- 
rent specific  heats  of  the  substance  in  the  solid  and  in  the  liquid  state  require 
to  be  taken  into  account  In  such  a  case,  let  m  be  the  weight  of  the  water 
in  the  calorimeter  (the  water  equivalents  of  the  calorimeter  and  thermometer,, 
supposed  to  be  included) ;  M  the  weight  of  the  substance  worked  with  ;  /the 
original  and  3  the  final  temperature  of  the  calorimeter ;  T  the  original  tem- 
perature of  the  substance  ;  C  its  melting  (or  freezing)  point ;  C  the  specific 
heat  of  the  substance  in  the  solid  state  between  the  temperature  C  and  d ;  c 
its  specific  heat  in  the  liquid  state  between  the  temperatures  T  and  C ;  and 
let  L  be  the  latent  heat  sought. 

If  the  experiment  be  made  on  a  melted  substance  which  gives  out  heat 
to  the  calorimeter  and  is  thereby  solidified  (it  is  taken  for  granted  that  a 
body  gives  out  as  much  heat  in  solidifying  as  it  absorbs  in  liquefying),  it  is 
plain  that  the  quantity  of  heat  absorbed  by  the  calorimeter,  tn(B  —  /),  is  made 
up  of  three  parts :  first,  the  heat  lost  by  the  substance  in  cooling  from  its 
original  temperature  T  to  the  solidifying  point  % ;  secondly,  the  heat  given 
out  in  solidification,  ML  ;  and,  thirdly,  the  heat  it  loses  in  sinking  from  its 
solidifying  point  C  to  the  temperature  of  the  water  of  the  calorimeter. 
That  is  : 


whence, 


;;/(^-/) - M  [(T - C)^+ L  +  (C- ^)C] 
L-'-^Jj''^-(T-C)^-(C--^)C. 


The  following  numbers   have   been   obtained  for  the   latent   heats   of 


fusion  : — 

Water    . 

80*03 

Cadmium 

.     1366 

Nitrate  of  sodium  . 

.    62-97 

Bismuth 

.     12-64 

„        „  potassium 

.    47*37 

Sulphur 

.       9'37 

Zinc 

.    28*13 

Lead     . 

•       5*37 

Platinum 

.     27-18 

Phosphorus   . 

•       503 

Silver     . 

.     2107 

D'Arcet's  alloy 

.      4-50 

Tin        .        .        . 

•     I4-2.S 

Mercury 

.      2-83 
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These  numbers  represent  the  number  of  degrees  through  which  a  pound 
of  water  would  be  raised  by  a  pound  of  the  body  in  question  in  passing 
from  the  liquid  to  the  solid  state  ;  or,  what  is  the  same  thing,  the  number  of 
pounds  of  water  that  would  be  raised  1°  C.  by  one  of  the  bodies  in  solidi- 
fying. 

In  order  to  melt  a  body  the  molecules  must  be  driven  so  far  apart  that 
their  attraction  for  each  other  is  overcome  ;  this  requires  work  which  is  done 
by  the  vis  viva  of  the  molecules  ;  for  this  purpose  it  must  reach  a  certain 
amount,  that  is  to  say,  the  vis  viva  of  the  molecules,  or  their  temperature, 
must  increase  until  the  pressure  thereby  caused  is  equal  to  the  molecular 
attcaclion.  This  is  the  melting  point,  which  in  the  case  of  crystallised  bodies 
is  fixed  and  definite. 

But  even  when  this  temperature  is  attained,  the  work  has  still  to  be  done, 
and  in  doing  this  work,  t'/j^iVh  is  consumed  ;  this  is  the  latent  heat  of  fusion; 
and  while  the  work  is  being  done  there  is  no  rise  of  temperature.  When 
however,  the  liquid  is  all  melted,  then  the  further  apphcation  of  heat  simply 
varies  the  temperature. 

The  potential  energy  which  bodies  thus  acquire  in  the  act  of  melting  is 
strictlycomparable  to  the  expenditure  of  work  in  ihe  process  of  raisinga  weight. 
When  the  liquid  solidifies,  it  reproduces  the  heat  which  had  been  expended 
in  liquefying  the  solid  :  just  as  when  a  stone  falls  it  produces  by  its  impact 
against  the  ground  the  heat,  the  equivalent  of  which  in  work  had  been  ex- 
pended in  raising  it,  and  a  similar  explanation  applies  to  the  latent  heat  of 

462.  I>etannlaKtioii  of  tb«  tatent  beat  of  TKponr. — Liquids,  as  Vk'e 
have  seen,  in  passing  into  the  state  of  vapour,  absorb  a  very  considerable 
quantity  of  heat,  which  is  termed 
latent  heat  of  vaporisation.  In  deter- 
-mining  the  heat  absorbed  in  vapours, 
it  is  assumed  that  a,  vapour  in 
liquefying  gives  out  as  much  heat  as 
it  had  absorbed  in  becoming  converted 

The  method  employed  is  essen- 
tially the  same  as  that  for  determining 
the  specific  heat  of  gases.  Fig.  414 
represents  the  apparatus  used  by 
Dcspretz.  The  vapour  is  produced  in 
'  a  retort,  C,  where  its  temperature  is 
indicated  by  a  thermometer.  It  passes 
„  into  a  worm,  SS,  immersed  in  cold 

water,  where  it  condenses,  imparting 
its  latent  heal  to  the  condensing  water  in  the  vessel  B.  The  condensed 
vapour  is  collected  in  a  vessel.  A,  and  its  weight  represents  the  quantity 
of  vapour  which  has  passed  through  the  worm.  The  thermometers  in  B 
give  the  change  of  temperature. 

Let  M  be  the  weight  of  the  condensed  vapour,  T  ils  temperature  on 
entering  the  worm,  which  is  that  of  its  boiling  point,  and  x  the  latent  heal  of 
vaporisationr    Similarly,  let  m  be  the  weight  of  -the  condensing  water  (com- 
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prising  the  weight  of  the  vessel  B  and  of  the  worm  SS  reduced  in  water),  let 
t"  be  the  temperature  of  the  water  al  the  beginning,  and  5°  its  temperature 
at  the  end  of  ihe  experiment. 

It  is  10  be  observed  that,  at  the  commencement  of  the  experiment,  the 
condensed  vapour  passes  out  at  the  temperature  /",  while  at  the  conclusion 
its  temperature  is  ff" ;  we  may,  however,  assume  that  its  mean  temperature 
during  the  experiment  is  ^-^!^.  The  vapour  M  afier  condensation  has 
therefore  parted  with  a  quantity  of  heat  M  f  T  —  -"*■  -1  c,  while   the  heat 

disengaged  in  liquefaction  \%  represented  by  M-f.  The  quantity  of  heat 
absorbed  by  the  cold  water,  the  worm,  and  the  vessel  is  m{e-t).    ThtK- 


Mr  +  M^T-— ^V=»i(fl-fl, 


from  which  x  is  obtained  Despreli  found  that  the  latent  heat  of  aqueous 
vapour  at  loo"  is  540  ;  that  is,  a  pound  of  water  at  100°  absorbs  in  vaporising 
as  much  heat  as  would  raise  540  pounds  of  water  through  1°.  Regnault 
found  the  number  537,  and  Favre  and  Silbermann  S38'8. 

As  in  the  case  of  the  latent  heat  of  water  we  may  say, 

Steam  at  loo""  water  al  loo'  +  latent  heat  of  gasification. 

Berthelot  uses  the  very  convenient  apparatus  represented  in  fig.  415  for 
determining  latent  heats  of  vaporisation.  The  liquid  in  the  flask  D  is  heated 
by  the  ring  burner  B,  and  the  vapour  which 
forms  passes  through  the  tube  ab  into  the  ser- 
pentine S,  where  it  condenses  and  collects  in 
the  bulb  R  ;  this  and  the  serpentine  are  con- 
tained in  the  calorimeter  C,  the  top  of  which  is 
dosed  by  a  wooden  cover,  H  H,  and  a  layer  of 
fell,  NN' ;  they  cut  off  any  heat  from  the  flask 
D  and  from  the  burner  B.  As  the  serpentine 
SR  can  be  detached  from  ai,  it  is  easy  to 
determine   the  weight  of  the  distillate  ;   from 

this,  and  from  the  rise  in  temperature  of  the  * 

water   in  the  calorimeter,  the  latent  heat    can 
be  readily  calculated. 

In  the  conversion  of  a  body  from  the  liquid 
into  the  gaseous  state,  as  in  the  analogous  pro- 
cess of  fusion  (461),  one  part  of  the  heat  is  used  in 
increasing  the  temperature  and  another  in  inter- 
nal work.  For  vaporisation,  the  greater  portion  is 

consumed  in  the  internal  work  of  overcoming  

the    redprocal  attraction  of  the  particles  of  Fig.  415. 

liquid,  and  in  removing  them  to  the  far  greater 

distances  apart  in  which  they  exist  in  the  gaseous  state.  In  addition  to  this 
there  is  the  external  work — namely,  that  required  to  overcome  the  external 
pressure,  ustially  that  of  the  atmosphere ;  and  as  the  increase  of  volume 
in  vaporisation  is  considerable,  this  pressure  has  to  be  raised  through  a 

C  G 
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greater  space.  Vaporisation  may  take  place  without  having  external  work 
to  perform,  as  when  it  is  effected  in  vacuo ;  but  whether  the  evaporation  takes 
place  under  a  high  or  under  a  low  pressure,  on  the  suriacc  of  a  liquid  or  in 
the  interior,  there  is  always  a  great  consumption  of  heat  in  internal  work. 

463.  r>Tre  Mad  ■Ubermann'a  OKloiimBtor. — The  apparatus  {lig.  416) 
furnishes  a  very  delicate  means  of  determining  the  calorific  capacity  tk 
liquids,  latent  heats  of  evaporation,  and  the  heat  disengaged  in  chemical 

The  principal  part  is  a  spherical  iron  reservoir.  A,  full  of  mercury,  of 
which  it  holds  about  50  pounds,  and  represents,  therefore,  a  volume  of  more 


FEg.  41& 

than  half  a  gallon.  On  the  left  there  are  two  tubulures,  B,  in  which  are 
fitted  two  sheet-iron  tubes  or  mvffles,  projecting  into  the  interior  of  the  bulb. 
Each  can  be  fitted  with  a  glass  tube  for  containing  the  substance  experi- 
[nented  upon.  In  most  cases  one  muffie  and  one  glass  tube  are  enough  ; 
the  two  are  used  when  it  is  desired  to  compare  the  quantities  of  heat  pro- 
duced in  two  different  operations.  In  a  third  vertical  tubulure,  C,  there  is 
also  a  muffle,  which  can  be  used  for  determining  calorific  capacities  by 
Regnault's  method  (454),  in  which  case  it  is  placed  beneath  the  r  of  fig.  412. 
The  tubulure  d  contains  a  steel  piston  ;  a  rod  turned  by  a  handle,  «, 
and  which  is  provided  with  a  screw  thread,  transmits  a  vertical  motion  to 
the  piston  ;  but,  by  a  peculiar  mechanism,  gives  it  no  rotatory  motion.     la 
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the  last  tubulure  is  a  glass  bulb,  ^^,  in  which  is  a  long  capillary  g  lass  tube,  bo 
divided  into  parts  of  equal  capacity. 

It  will  be  seen  from  this  description  that  the  mercury  calorimeter  is 
essentially  a  thermometer  with  a  very  large  bulb  and  a  capillary  stem  :  it 
is  therefore  extremely  delicate.  It  differs,  however,  from  a  thermometer  in 
the  fact  that  the  divisions  do  not  indicate  the  temperature  of  the  mercury 
in  the  bulb,  but  the  number  of  thermal  units  imparted  to  it  by  the  substances 
placed  in  the  muffle. 

This  graduation  is  effected  as  follows : — By  working  the  piston  the 
mercury  can  be  made  to  stop  at  any  point  of  the  tube,  bo^  at  which  it  is 
desired  the  graduation  should  commence.  Having  then  placed  in  the  iron 
tube  a  small  quantity  of  mercury,  which  is  not  afterwards  changed,  a  thin 
glass  tube,  ^,  is  inserted,  ^ 

which  is  kept  fixed  against  \^ 

the  buoyancy  of  the  mer- 
cury by  a  small  wedge 
not  represented  in  the 
figure.  The  tube  being 
thus  adjusted,  the  point 
of  a  bulb  tube  (see  fig. 
417)  is  introduced,  con- 
taining water  which  is 
raised  to  the  boiling 
point ;  turning  the  posi- 
tion of  the  pipette,  then, 
as  represented  in  n\  a 
quantity  of  the  liquid  flows 
into  the  test-tube. 

The  heat  which  is  thus  imparted  to  the  mercury  makes  it  expand  ;  the 
column  of  mercury  in  bo  is  lengthened  by  a  number  of  divisions,  which  we 
shall  call  n.  If  the  water  poured  into  the  test-glass  be  weighed,  and  if  its 
temperature  be  taken  when  the  column  bo  is  stationary,  the  product  of  the 
weight  of  the  water  into  the  number  of  degrees  through  which  it  has  fallen 
indicates  the  number  of  thermal  units  which  the  water  gives  up  to  the  entire 
apparatus  (447).  Dividing,  by  «,  this  number  of  thennal  units,  the  quotient 
gives  the  number,  tf,  of  thermal  units  corresponding  to  a  single  division  of 
the  tube  bo. 

In  determining  the  specific  heat  of  liquids,  a  given  weight,  M,  of  the 
liquid  in  question  is  raised  to  the  temperature  T,  and  is  poured  into  the  tube 
C.  Calling  the  specific  heat  of  the  liquid  c,  its  final  temperature  By  and  n 
the  number  of  divisions  by  which  the  mercurial  column  bo  has  advanced,  we 
have 


Fig.  4»7. 


Mr(T  -  ^) «  na,  from  which  c  « 


na 


U{T-d) 


The  boards  represented  round  the  apparatus  are  hinged  so  as  to  form  a 
box,  which  is  lined  with  eider-down  or  wadding,  to  prevent  any  loss  of  heat. 
It  is  closed  at  the  top  by  a  board,  which  is  provided  with  a  suitable  case, 
also  lined,  which  fits  over  the  tubulures  d  and  a,    A  small  magnifying  glass, 

G  G  2 
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«-hich  slides  along  the  latter,  enables  the  division 
off. 

464.  aumvIaB.— I.  ^Vhat  weight  of  ice  at  z 
pounds  of  waler  at  20°  in  order  to  cool  il  to  5°  ? 

Let  M  be  tlie  weight  of  ice  necessarj- ;  in  pas; 
to  that  of  water  at  lero,  it  will  absorb  80M  thenr 
raise  it  from  zero  to  5°,  5M  thermal  units  will  be 
heat  which  it  absorbs  is  80M  +  5M-85M.  On 
given  up  by  the  water  in  cooling  from  20'  to  5' 
sequently, 

8SM  =  13S!  from  which  M  =  1-58 

II.  Wliat  weight  of^  steam  at  100°  is  necessar 
of  208  pounds  of  waler  from  14°  to  32°? 

Let  p  be  the  weight  of  the  steam.  The  latent 
consequently/  pounds  of  steam'in  condensing  ini 
of  heat,  540^,  and  form  p  pounds  of  water  at  100 
the  mixture  is  32°,  and  therefore  p  gives  up  a 
/  (100-32) -68/,  for  in  this  case  c  is  unity.  T 
being  heated  from  14°  to  yz'  absorb  108(32  —  14)  = 
S4q^  +  68/  =  3744  ;  from  which  /  -  ( 
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CHAPTER  X 

STEAM  ENGINES 

465.  Steam  enirlnoB* — Steam  engines  are  machines  by  which  heat 
energy,  obtained  by  the  combustion  of  some  fuel,  is  turned  into  mechanical 
work,  aqueous  vapour  being  used  as  a  working  fluid  for  effecting  the  trans- 
formation. In  all  but  a  few  very  exceptional  cases  the  mechanical  means 
used  for  the  transformation  of  the  one  form  of  energy  into  the  other  are  as 
follows  : — the  heat  of  combustion  is,  as  far  as  possible,  imparted  to  water  in 
a  closed  vessel  called  a  boiler ;  the  water  is  thereby  converted  into  steam, 
occupying  an  enormously  greater  volume,  and  this  steam  is  allowed  to  pass 
from  the  boiler  as  fast  as  it  is  formed,  and  to  act  alternately  on  the  two  sides 
of  a  movable  piston  working  backwards  and  forwards  in  a  cylinder.  As  soon 
as  the  piston  has  been  pushed  to  either  end  of  the  cylinder  by  the  incoming 
steam  acting  on  one  side  of  it,  the  communication  between  that  side  and  the 
boiler  is  shut  off,  and  another  communication  opened  either  to  a  condenser 
or  to  the  atmosphere.  In  either  case  the  steam  rushes  out  of  the  cylinder 
and  the  pressure  against  the  piston  fells,  so  that  it  can  be  pushed  back  by 
fresh  steam  from  the  boiler  acting  on  its  opposite  side.  If  the  purpose  of 
the  engine  is  merely  to  work  pumps,  or  any  other  apparatus  requiring  only  a 
reciprocating  motion,  a  rod  from  the  piston  can  be  connected  directly,  or 
through  a  lever,  to  the  pump  to  be  worked.  If,  however,  as  in  a  majority  of 
cases,  the  engine  has  to  drive  something  having  a  rotary  motion,  a  simple 
mechanism  is  used  to  change  the  reciprocating  motion  of  the  piston  into  the 
rotation  of  a  crank.  In  this  change  itself  there  is  no  loss  of  work  or  energy 
(471),  the  work  of  the  steam  on  the  piston  being  exactly  equal  to  the  work 
done  at  the  rotating  crank-pin,  minus  only  the  lost  work  spent  in  overcoming 
the  friction  of  the  joints  of  the  mechanism. 

We  shall  first  consider  the  boiler,  or  apparatus  for  generating  steam,  and 
then  the  engine  itself. 

466.  Steam  boiler. — Figs.  418  and  419  show  one  of  the  forms  of  boiler 
most  commonly  used  in  this  country  for  supplying  steam  to  stationary  engines. 
This  type  of  boiler  is  called  Cornish^  having  been  first  used  for  the  pumping 
engines  in  Cornwall.  Fig.  418  shows  a  longitudinal  section  of  the  boiler  and 
the  brick  flues  in  which  it  is  set,  and  fig.  419  shows  on  the  left  a  half-front 
view  of  the  boiler  and  on  the  right  a  half-cross  section.  The  boiler  consists 
of  an  outer  cylindrical  shell  A  of  wrought  iron  or  steel  plates  riveted  together, 
and  a  smaller  internal  flue  or  furnace  B.  The  latter  is  open  at  both  ends, 
and  is  crossed  by  a  series  of  vertical  tubes  C,  called  Galloway  tubes,  which 
allow  the  water  to  circulate  from  the  lower  to  the  upper  part  of  the  boiler. 
The  fire  is  placed  on  a  grate  D  in  the  front  part  of  the  flue  and  ending 
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in  a  firebrick  bridge  over  which  the  gases  have  to  pass.  ITiese  hot  gases 
find  their  way  past  the  tubes  to  the  back  of  the  boiler  and  then  are  com- 
pelled to  diverge  sideways  and  return  by  the  side  flues  K  to  nearly  the  front 
of  the  shell  where  the  flues  are  diverted  downwards,  as  shown  in  fig.  419, 
and  thence  they  return  by  the  lower  flue  L  to  the  chimney  M.     By  thus 


encircling  the  boiler  with  flues  it  is  endeavoured  to  get  all  the  heat  possible 
from  the  gases  before  they  are  allowed  lo  pass  away  up  the  chimney.     The 
principal^//i>ig'j  or  mountings  of  the  boiler  are  indicated  in  the  figures  and 
are  as  follows  :  G  is  a  dome  on  which  stands  the  slop-valve  N  through  which 
the  steam  is  carried  to  the  engine.    The  object  of  the  dome  is  to  take  the 
steam  from  a  point  as  far  away  from  the 
water  line  as  possible,  so  as  to  dry  it.     P  is 
a  safety  valve,  held  down  on  its  seat  by  the 
action  of  a  weighted  lever,  and  so  adjusted 
that  as  soon  as  the  pressure  of  steam  reaches 
its  intended  maximum  and    lends  to  rise 
beyond  it,  the  valve  is  lifted  and  the  steam 
rushes  away  into  the  air.     Q  is  a  manhole 
door  by  which  access  is  had  to  the  interior  of 
the  boiler,  when  it  is  empty  and  out  of  use,  for 
cleaning  and  repair.     R  is  a  pressure  gauge 
or  indicator,  standing  in  front  of  the  shell, 
shoiving,  byahand  working  in  front  of  a  dial 
plate,  the  '  boiler  pressure '  or  amount  which 
^'*'  ♦'*■  the  pressure  of  steam  inside  the  boiler  ex- 

ceeds that  of  the  atmosphere  surrounding  it.  S  is  a  water  gauge,  a  glass 
tube  connected  at  top  and  bottom  to  the  boiler,  its  upper  end  to  the  steam 
space,  and  the  lower  end  to  the  water  space.  The  water  stands  in  the  glass 
tube  at  the  same  le\'el  as  in  the  boiler,  and  the  fireman  can  see  at  a  glance 
whether  it  is  at  the  right  height  This  matter  is  of  great  importance, 
because  an  accidental  fall  of  waler-level  is  a  frequent  cause  of  boiler  explo- 
sions. If,  for  instance,  the  water  fell  so  low  as  to  leave  the  top  of  the  furnace 
B  uncovered,  the  plates  would  get  red-hot  and  soften  so  much  as  to  collapse 
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under  the  action  of  the  steam  pressure,  with  consequences  that'  might  be 

In  marine  boiUrs,  when  it  is  of  the  greatest  importance  to  get  as  much 
heating  surface  as  possible  into  a  small  space,  and  similarly  in  the  locomotive 
boiler  to  be  presently  described,  the  hot  gases  after  leaving  the  furnace  are 
made  to  pass  through  a  number  of  small  tubes  instead  of  one  large  one  as  in 
fig.  418.     Such  boilers  are  called  multitubular  boilers. 

Of  late  years  the  shells  of  large  boilers  have  frequently  been  made  of 
'  mild  steel,'  produced  by  the  Bessemer  or  Siemens- Martin  processes,  rather 
than  of  wrought  iron.  In  locomotive  boilers,  where  the  combustion  is  very 
rapid  and  intense,  the  fire-boxes  are  frequently  made  of  copper,  a  much 
better  conductor  of  heat  than  either  iron  or  steel. 

467.  0»rnlBb  enKlne.— Fig.  420  show^  the  oldest  of  all  the  types  of 
engines  still  in  use,  the  Cornish  pumping  engine,  which  is  worth  examina- 


tion both  for  its  historical  interest  and  on  account  of  the  special  way  in 
which  it  works.  (In  the  figure  all  details  except  those  absolutely  necessary 
to  illustrate  the  action  of  the  engine  are  omitted.)  The  engine  has  a  vertical 
cylinder  A  (often  of  very  great  size,  and  with  as  mticb  as  10  or  11  ft.  stroke), 
in  which  works  a  piston  P,  whose  rod  is  connected  by  a  chain  to  a  sector  on 
the  end  of  a  beam  B.  Beside  the  cylinder  is  a  chamber  C  containing  the 
valves  for  admitting  and  dischai^ng  steam,  whose  mode  of  working  will  be 
presently   described.     At  the  further  end  of  the  beam  a  second  sector  is 
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connected  with  the  pump-rod,  at  the  upper  end  of  which  is  placed  a  heavy 
counterweight  Q.  Below  the  cylinder  a  pipe  M  leads  to  a  chamber  N  called 
the  condenser^  into  which  a  jet  of  water  from  the  tank  in  which  it  stands 
continually  plays.  The  condenser  in  its  turn  is  connected  with  a  pump 
called  an  air-pump,  worked  from  the  beam  by  the  rod  £,  and  fitted  with 
suction  and  discharge  valves,  and  valves  in  its  piston  in  the  usual  way. 

We  can  follow  the  working  of  the  engine  easily  by  supposing  the  piston 
to  start  at  the  top  of  its  stroke.  The  valves  are  then  in  the  position  shown, 
nt  open,  n  and  o  closed.  Steam  passes  from  the  boiler  through  the  pipe  T 
to  the  top  of  the  piston,  and  forces  it  down  against  the  small  pressure  of  the 
steam  below  it,  this  steam  escaping  into  the  condenser  through  the  valve  o 
and  the  pipe  M.  The  pump-rods  or  pit  work,  and  the  weight  Q,  are  thus 
lifted  to  the  top  of  their  stroke.  When  the  piston  arrives  at  the  bottom  of 
its  stroke  the  valves  nt  and  o  are  shut  and  n  is  opened.  This  allows  free 
communication  between  the  two  sides  of  the  piston,  and  so  puts  it  into 
equilibrium.  The  counter-weight  Q,  together  with  the  pump-rods,  is  made 
somewhat  heavier  than  the  piston  and  rod  plus  the  whole  weight  of  the 
column  of  water  to  be  lifted.  It  therefore  falls  slowly  (the  whole  affair  thus 
becoming  an  Attwood's  machine  {77)  on  an  enormous  scale),  and  forces 
up  the  water  through  the  pumps.  As  soon  as  the  piston  has  once  more 
got  to  the  top  of  its  stroke,  by  which  time  of  course  all  the  steam  has  been 
transferred  to  its  under  side,  the  position  of  the  valves  is  again  reversed, 
and  the  piston  once  more  begins  to  fall.  The  steam  below  the  piston  is 
suddenly  put  into  communication  with  the  condenser  N,  into  which  a  jet  of 
cold  water  is  always  playing.  It  is  therefore  reduced  in  temperature  almost 
instantaneously,  much  of  it  is  condensed  into  water,  and  the  rest,  which  still 
fills  the  space  below  the  piston,  is  necessarily  reduced  to  a  pressure  of  only 
about  3  pounds  per  square  inch  or  about  ^  of  an  atmosphere.  As  the  pres- 
sure of  the  steam  coming  direct  from  the  boiler  in  such  engines  is  often  50 
pounds  per  square  inch  above  that  of  the  atmosphere,  it  follows  that  the  differ- 
ence of  pressure  on  the  two  sides  of  the  piston  in  such  a  case,  is  50+15  —  3 
=  62  pounds  per  square  inch,  and  it  is  this  difference  of  pressure  which 
compels  the  piston  to  move  downwards  and  lift  all  the  weight  at  the  other 
end  of  the  beam.  The  condensed  steam  and  the  condensing  water  fall 
together  at  the  bottom  of  the  condenser,  and  are  continually  removed  (along 
with  the  uncondensed  steam  and  any  air  that  may  be  present)  by  the  a£r 
pump  J  which  is  a  simple  lift  pump  with  a  valve  in  its  piston  (216). 

In  all  modem  Cornish  engines  the  beams  are  of  iron  and  the  sector  and 
chains  are  replaced  by  an  arrangement  of  iron  links  forming  2i  parallel  motion 
which  it  is  not  necessary  here  to  describe.  The  simple  arrangement  for 
working  the  valves,  shown  in  outline  in  the  figure,  is  also  replaced  by  a  much 
more  complicated  apparatus  in  which,  by  means  of  cataracts,  any  required 
length  of  pause  can  be  made  between  the  strokes  of  the  engine,  a  matter 
which  is  sometimes  of  importance  in  heavy  pumping  work.  It  will  be 
noticed  that  by  the  peculiar  single-acting  method  of  working  adopted  in 
the  Cornish  engine,  the  velocity  of  the  down  stroke  (also  called  the  steam 
stroke,  or  the  indoor  stroke)  depends — other  things  being  equal — upon  the 
steam  pressure,  but  the  velocity  of  the  up  stroke  {equilibrium  or  outdoor 
stroke)  depends  solely  on  the  overplus  weight  put  on  the  outer  end  of  the 
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beam.  In  this  way  a  slow  and  quiet  upu'ard  motion  can  be  given  to  the 
water,  no  matter  how  quickly  the  steam  may  more  the  piston. 

46S.  tniiximry  ta«rl>oiiteI  anflne. — The  ent{ines  now  most  largely 
used  in  factories  for  driving  machinery  differ  altogether  in  their  action  from 
the  Cornish  engine.  In  them  the  cylinder  is  generally  horitontal,  and  the 
crank  is  driven  through  a  connecting  rod  only,  without  the  intervention  of 
any  beam.  Such  an  engine  is  shown  in  fig.  421.  Here  A  is  the  steam 
cylinder,  B  the  valve  chest,  or  chamber  in  which  works  the  valve  whose  mode 
of  action  is  described  in  the  next  article.  D  is  the  main  shaft,  on  the  inner 
«nd  of  which  is  the  crank  driven  by  the  connecting  rod  E.  C  is  an  ecetnlric 
(fig.  423),  which  works  the  valve  by  the  rod  N.  F  is  a  governor  controlling 
the  admission  of  steam  to  the  cylinder  by  the  valve  H.  M  is  the  bedplate 
or  frame  of  the  engine,  and  L  the'  flywheel. 

A  few  words  are  necessarj'  about  the  governor.  This  apparatus,  an 
invention  of  James  Watt's,  consists  of  two  weighted  arms  hinged  at  the  top, 


which  fly  outward  when  the  speed  of  rotation  is  increased  and  drop  together 
when  it  is  reduced.  The  outward  or  inward  motion  of  the  arms  is  caused 
by  a  simple  arrangement  to  turn  the  spindle  G  and  so  to  close  or  open  the 
valve  H,  which  admits  steam  through  K  to  the  cylinder.  In  this  way  the 
engine  automatically  controls  its  own  speed  (470- 

469.  SlBtrlbatlon  of  ateun.  •Ilde  Tslves. — Figs.  422  and  423  show 
details  as  to  the  working  of  the  valve  and  the  distribution  of  the  steam 
in  the  engine  just  described.  The  former  is  a  longitudinal  section  of  the 
cylinder  shown  in  fig,  d2I.  A  is  the  cylinder  ilselfj  B  the  piston,  C  the 
piston-rod,  D  the  stufiing-box  through  which  the  piston  passes  steam-tight. 
It  will  be  seen  that  a.  port  or  passage  L  communicates  between  each  end  of 
the  cylinder  and  the  surface  on  which  the  valve  works,  or  valve  face.  On 
this  face,  and  between  the  two  steam-ports,  comes  a  third  port  M,  communi- 
cating directly  with  the  atmosphere  or  with  a  condenser  as  the  case  may  be. 
The  valve  G  is  shaped  in  section  something  like  an  irregular  D,and  is  often 
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called  a  '  D '  valve  in  consequence.  It  is  moved  continuously  backwards 
and  forwards  upon  the  valve  face  by  the  valve  rod  H  working  in  the  stuffing- 
box  K.  When  in  ihe  position  shown  in  the  figure  the  steam  enters  by  F, 
and  passes  into  the  left-hand  end  of  the  cylinder  (past  the  edge  of  the 
valve)  and  pushes  the  piston  from  left  to  right.  The  steam  at  present  in 
the  cylinder  (as  shown  by  the  arrows)  passes  out  at  L,  and  through  the 
under  part  of  the  valve  G  to  the  exhaust  port  M.  As  the  piston  moves  on, 
the  valve  at  first  moves  in  tlie  same  direction,  opening  the  port  a  little  wider, 
then  gradually  moves  back  again  and  closes  the  admission  port  altogether. 
The  point  at  which  this  occurs  is  called  the  point  oi  cut  off.  No  more  steam 
is  allowed  to  enter  the  cylinder  for  that  stroke,  the  piston  being  pushed 
forward  by  the  pressure  of  the  elastic  steam  expanding  behind  it.  By  the 
lime  the  piston  has  got  to  the  end  of  its  stroke,  the  position  of  the  valve  is 
just  reversed  from  that  in  which  it  is  sho«'n,  and  steam  passes  into  the 
cylinder  through  the  right-hand  port,  driving  the  piston  from  right  to  left, 
while  the  steam  which  has  already  done  duty  in  the  left-hand  end  of  the 
cylinder  passes  away,  in  its  turn,  through  the  exhaust. 


Fig.  4«. 

The  eccentric  from  which  the  (-alvc  receives  its  motion  (lettered  C  in  fig. 
42t)  is  shown  in  detail  in  fig.  433.  Here  D  is  the  crank-shaft  and  A  a  disc 
(solid  or  ribbed)  fixed  eccentrically  on  it  so  as  to  revolve  with  it.  Encircling 
this  disc  (which  is  the  eccentric)  is  a  strap  or  ring  B  (made  in  t"o  pieces  for 
the  sake  of  getting  on  and  off),  rigidly  connected  «ith  a  rod  C,  which  is 
coupled  by  a  pin  to  the  valve-rod  E.  In  each  revolution  of  the  eccentric 
the  valve-rod  is  moved  backwards  and  forwards  through  a  space  equal  to 
twice  the  eccentricity  of  the  eccentric,  or  distance  between  the  centres  of  D 
and  of  A.  The  eccentric  is  thus  equivalent  exactly  to  a  crank  having  a 
radius  equal  to  its  eccentricity.  It  is  used  instead  of  a  crank  because  it 
does  not  require  any  gap  to  be  left  in  the  shaft,  as  a  crank  ivould  do,  but 
allows  it  to  be  carried  continuously  on. 

In  locomotive  or  marine  engines  two  eccentrics  are  commonly  used,  one 
so  placed  as  to  give  the  valve  the  right  motion  when  the  shaft  rotates  in 
one  direction,  and  one  rightly  placed  for  the  other.  By  apparatus  called 
reversing  gear  either  one  or  the  other  can  be  caused  to  move  the  valve,  so 
that  the  engine  can  be  made,  at  pleasure,  to  turn  the  shaft  in  one  or  the 
other  direction. 
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470.  Koott^otlTaB. — Locomotive  engines,  or  simply  locomotives,  are 
steam  engines  which,  mounted  on  a  carriage,  propel  themselves  by  trans- 
mitting their  motion  to  wheels.  The  whole  machine,  fig.  424,  boiler  and 
engine,  is  fixed  to  a  wrought-tron  frame,  which,  therefore,  is  made  strong 


enough  to  carry  the  whole  weight,  and  which  in  turn  transmits  that  weight 
to  the  axle-boxes  (or  bearings  in  which  the  axles  turn),  by  means  of  springs, 
and  thence  through  the  wheels  to  the  rails.  The  boiler  is  of  a  special  type, 
adopted  in  order  to  get  the  greatest  possible  healing  surface  in  a  very  limited 
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space.  It  consists  of  three  parts — the^r^-^^^r,  barrel^  and  smoke-box.  The 
fire-box,  in  the  left  of  the  engraving,  is  generally  a  more  or  less  rectangular 
box,  with  a  flat  top,  placed  inside  a  second  box  of  somewhat  similar  shape, 
but  with  a  semi -cylindrical,  or,  as  in  the  figure,  domed  top.  In  the  inner 
fire-box  are  the  fire-bars,  on  which  the  fuel  is  placed  through  a  door  in  front. 
The  space  between  the  inner  and  outer  boxes  is  filled  with  water  to  a  height 
considerably  over  the  top  of  the  inner  one,  and  communicates  freely  with  a 
long  cylindrical  barrel^  closed  at  the  other  end  by  the  smoke-box.  This 
barrel,  which  forms  the  main  bulk  of  the  boiler,  is  filled  with  water  to  within 
nine  or  ten  inches  of  its  upper  side.  It  is  traversed  from  end  to  end  by  a 
great  number  of  small  tubes  (about  i^  inch  in  diameter)  which  communicate 
with  the  inner  fire-box  at  the  one  end,  and  with  the  smoke-box  at  the  other. 
They,  therefore,  are  entirely  immersed  in  the  water  from  end  to  end  The 
gases  of  combustion,  fonnpd  in  the  inner  fire-box,  pass  through  these  tubes 
to  the  smoke-box,  and  thence  up  the  chimney,  and  impart  most  of  their  heat 
to  the  water  as  they  pass  along.  There  are  two  steam  cylinders,. one  on  each 
side  of  the  frame,  each  one  with  its  piston  and  connecting  rod,  &c.,  being 
simply  an  ordinary  high-pressure  horizontal  engine.  Their  exhaust  steam 
is  discharged  through  a  blast  pipe  into  a  nozzle  inside  the  chimney  near  its 
base,  and  this  serves  to  excite  the  fierce  draught  which  is  required  in  order 
that  the  necessary  heat  may  be  developed  by  the  very  small  furnace.  The 
two  cylinders  work  cranks  at  right  angles  to  each  other,  so  that  one  may  be 
in  full  action  when  the  other  is  at  its  dead  point, 

A  locomotive  such  as  that  shown  in  the  figure  is  called  an  outside 
cylinder  engine,  on  account  of  the  position  of  its  cylinders.  In  England 
many  engines  have  cylinders  placed  inside  the  frames,  which  are  then  called 
inside  cylinder  locomotives.  In  express  engines  the  cylinders  frequently 
drive  only  one  very  large  pair  of  wheels,  as  is  shown  in  the  figure.  These 
are  called  driving  wheels^  those  on  the  front  axle  being  leading  wheels^  and 
on  the  rear  axle  trailing  wheels.  In  the  case  of  goods  engines,  however  (as 
well  as  in  many  other  instances),  when  less  speed  but  a  greater  pull  is  re- 
quired, two  or  more  pairs  of  wheels  of  the  same  diameter  are  connected 
together  by  coupling  rods^  so  that  two  or  more  axles  may  be  directly  or 
indirectly  actually  driven  by  the  engine.  Such  engines  are  called  coupled 
engines. 

The  action  of  the  engine  upon  the  wheels  may  cause  them  either  to  slip 
round  on  the  rails  (in  which  case  the  engine,  of  course,  does  not  move 
onwards)  or  to  roll  on  them  in  the  usual  way.  To  prevent  slipping  occurring 
it  is  necessary  to  make  the  friction  between  the  wheels  and  the  rails  as  great 
as  possible.  This  is  done  by  making  as  large  a  proportion  of  the  whole 
weight  as  possible  rest  on  the  driving  or  the  coupled  wheels,  and  also — when 
bad  weather  causes  the  rails  to  be  greasy  or  otherwise  unusually  slippery — 
by  increasing  the  coefficient  of  friction  (47)  between  the  wheels  and  the  rails 
by  pouring  sand  on  the  latter.  All  locomotives  are  furnished  with  a  sand- 
box for  this  purpose. 

The  steam  pressure  in  locomotives  is  greater  than  that  commonly  used 
in  any  other  engines,  being  often  120  to  130  lbs.  per  square  inch  above  the 
atmosphere.  In  marine  engines  70  to  80  lbs.  is  often  used,  in  stationary 
engines  seldom  quite  so  much. 
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The  following  is  an  explanation  of  the  reference  letters  in  fig.  424  : — ^A, 
the  main  steam-pipe,  conveying  steam  to  the  cylinder  F,  in  which  works  a 
piston  P,  driving  die  crank  M  through  the  connecting  rod  K,  rr  are  the 
piston-rod  guides,  V  the  stuffing-box.  The  exhaust  steam  is  discharged 
through  the  pipe  E.  (It  will  be  remembered  that  the  cylinder  and  all  this 
g'ear  are  duplicated  on  the  other  side  of  the  engine.)  DZ  is  the  outer  fire- 
box and  X  the  barrel  of  the  boiler,  both  covered  with  felt  and  wood  or  sheet 
iron  to  prevent  loss  of  heat  by  radiation.  The  small  tubes  are  seen  at  a^ 
Y  is  the  smoke-box,  and  Q  the  chimney  or  funnel.  TT  are  the  springs 
which  transmit  the  weight  of  the  frame  to  the  axle-boxes.  Of  the  smaller 
details,  GI  is  the  arrangement  for  closing  or  opening  the  steam-admission 
valve,  B^C  the  reversing  gear,  RR  feed-water  pipes,  N  coupling  rod  for 
attaching  tender  and  rest  of  train,  ft  safety  valves,  g  whistle,  m  steps,  « 
water  gauge,  /  cocks  for  blowing  water  out  of  cylinders,  H  cock  for  blowing 
out  boiler  when  necessary. 

It  is  perhaps  hardly  necessary  to  explain  that  the  breaking  away  of  part 
of  the  fire-box,  cylinder,  &c.,  is  done  in  the  drawing  only  for  the  sake  of 
showing  clearly  the  internal  construction. 

471.  ▼arious  kinas  of  steam  engine. — Three  types  of  steam  engine 
have  been  described :  the  Cornish  engine,  the  ordinar}-  horizontal  engine, 
and  the  locomotive  engine.  Others  ought  to  be  mentioned,  although  they 
cannot  be  here  described  in  detail.  Compound  engines  are  those  in  which 
the  steam  is  first  used  in  the  ordinary  way  in  one  cylinder  and  then  trans- 
ferred— of  course  at  a  comparatively  low  pressure — to  another  cylinder  and 
used  in  it  before  being  sent  away  to  the  condenser.  This  type  is  practically 
universal  for  marine  purposes,  and  is  very  common  for  stationar)'  engines. 
Its  main  advantage  is  a  thermodynamic  one.  In  an  ordinary  engine  the 
cylinder  walls  are  exposed  alternately  to  the  hot  steam  from  the  boiler 
and  the  cool  vapour  passing  to  the  condenser.  The  latter  so  reduces  the 
temperature  of  the  iron,  that  when  the  first  rush  of  fresh  steam  comes  into 
the  cylinder,  much  of  it  is  immediately  condensed  on  the  cool  metal,  and  an 
enormous  quantity  of  heat  is  thereby  lost.  By  passing  the  steam  through 
an  intermediate,  or  low-pressure^  cylinder  on  its  way  to  the  condenser,  the 
sides  of  the  first  or  high-pressure  cylinder  are  never  exposed  to  condenser 
temperature,  but  only  to  that  of  the  steam  as  it  passes  to  the  low-pressure 
cylinder  ;  they  therefore  are  not  so  much  cooled,  and  the  loss  of  steam  by 
condensation  on  them  is  very  much  reduced.  There  is  no  mechanical  gain, 
as  has  sometimes  been  stated,  in  the  use  of  two  cylinders  instead  of  one. 

Sometimes  the  cylinder  of  an  engine  is  inclosed  in  a  second,  slightly 
larger,  cylinder,  and  fresh  steam  at  boiler  pressure  admitted  to  the  annular 
space  so  formed  outside  the  working  cylinder.  The  object  of  this  is  to  re- 
duce still  further  the  condensation  in  the  cylinder  just  alluded  to.  Such  an 
engine  is  said  to  be  steam-jacketed, 

A  surface-condensing  engine  is  one  in  which  the  steam  is  condensed  by 
contact  with  the  surface  of  a  number  of  small  tubes  through  which  cold 
water  is  kept  continually  circulating  without  being  itself  actually  mixed  with 
the  condensing  water.  By  this  arrangement  the  condensed  steam  is  kept 
by  itself,  and  being  distilled  water  it  can  be  used  very  advantageously  to  feed 
the  boiler  again.     Compound  marine  engines  are  almost  invariably  surface- 
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condensing.  In  this  case  ihe  air  pump  only  tak< 
steam,  a  separate  pump,  called  a  circulating  pump, 
condensing  water  through  the  tubes. 

Engines  without  any  condenser,  like  that  shown 
steam  is  exhausted  directly  into  the  atmosphere  afte 
are  often  called  ^]fA-^Mn<r«  engines,  but  high  press 
per  square  inch)  are  now  frequently  used  in  condens 
name  may  be  somewhat  misleading. 

In  such  an  engine  as  is  shown  in  fig.  433  we  havi 
keeps  the  speed  constant,  by  closing  or  opening  an 
which  ihe  steam  passes  on  its  wa.y  to  the  main  vali 
ance  is  in  this  way  opposed  to  the  passage  of  tt 
which  the  pressure  can  be  reduced,  and  therefore 
steam,  so  that  the  engine  will  not  run  too  fast  if  the 
be  diminished  (as  by  the  disconnecting  of  some  of  th 
&c).  The  actual  weight  of  steam  passing  into  the 
remains  unchanged,  but  the  amount  of  useful  woi 
diminished  artificially  by  giving  it  some  useless  \ 
in  forcing  its  way  through  a  constricted  passage. 
be  a  wasteful  way  of  controlling  speed.  In  moderr 
governor  is  frequently  made  to  act  by  regulating  tht 
mitted  by  each  stroke,  and  thus  making  the  consum] 
as  possible  proportional  to  the  work  done.  Engine: 
the  Corliss  engine  is  one  of  the  best-known  exampl 
with  automatic  cut-off  gear. 

There  is  a  popular  misconception,  that  somehow 
an  engine  of  the  ordinary  type  between  the  piston  i 
receiving  less  work  than  is  done  on  the  former  in  coi 
of  the  mechanism  connecting  them.  It  is  probab 
out  here  the  fallac)-  of  this  notion,  but  it  has  receiv< 
to  lead  to  the  invention  of  a  host  of  rotary  engines,  in 
to  obtain  the  desired  rotary  motion  in  a  somewh: 
Reuleaux  has  shown  that  in  almost  every  case  the  ir 
rotarj'  engines  are  the  same  as  those  of  ordinary  eng 
in  forni,  so  that  the  idea  of  mechanical  advantage  is 
in  almost  every  case  the  rotary  engines  possess 
defects  that  none  of  them  have  practically  come  into 

472.  VTork  of  an  eocto*-  Haraa-powar. — The 
the  performance  of  an  engine  is  measured  is  in  this  1 
pound.  The  number  of  foot-pounds  of  work  done 
given  time  is  equal  to  the  average  effective  pressure 
that  time,  multiplied  by  the  total  distance  through 
moved  under  that  pressure.  By  average  effective 
average  value  of  the  difference  between  the  press 
Taking  the  time  as  one  minute,  this  quantity  of  1 

Arcaof piston  x  mean  intensity  of  pressure  on  pt 
X  number  oj  strokes  per  minute. 

The  stroke  must  be  taken  in  feet.     If  the  area 
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inds  per  square  foot ;  if  the  area  is  in  square  inches, 
I  pounds  per  square  inch.  If  the  strokes  are  double 
ding,  that  is,  to  one  whole  revolution  of  the  shaft,  tlie 
be  muhiphed  by  1.  To  find,  for  example,  the  work 
an  engine  with  cylinder  16  inches  diameter  and  24 
;o  (double)  strokes  per  minute  with  a  mean  pressure 
e  inch,  we  have 

6}  K  52  K  (y  ''J*\  X  50  =  2,091,000  ft.-lbs. 

igine  does  work  is  often  measured  in  horse-power  of 
e,  an  arbitrary  unit  supposed  to  represent  the  maxi- 
rk  coutd  actually  be  done  by  a  horse.     In  the  case 


;he  unit  of  work  is  a  kilogrammeire,  which  is  very 
;.-lbs.  The  horse-power  used  abroad,  of  75  kilo- 
,  is  nearly  2  per  cent,  smaller  than  that  in  use  in  this 

rake. — By  the  expression  work  done  by  an  engine  we 
1  things,  viz. — the  lolai  work  done  by  the  engine,  or 
\  or  effective,  work.  The  total  work  is  the  actual  work 
he  piston  and  obtained  by  calculation,  as  described 
The  useful  work  is  what  remains  of  this  total  after 
,de  of  the  work  necessarj'  to  drive  the  engine  itself 
il  resistances.  The  total  work  of  an  engine  is  mea- 
apparatus  called  an  indicator,  invented  by  Watt,  of 
ne  of  the  most  recent  forms  (Richard's)  omitting  a 
al  details.  The  steam-engine  indicator  consists  of  a 
I  square  inch  in  area,  in  which  works  a  piston  B,  the 
.n  be  put  into  full  communication  with  the  cylinder 
ing  the  cock  C.     Between  the,  top  side  of  the  piston 

the  cylinder-cover  is  a  spiral  spring.  The  motion 
insferred  to  a  parallel  motion  DD,  and  so  causes  a 

straight  line  up  and  down,  lis  stroke  being  about 
hat  of  the  small  piston.  The  indicator  is  fixed  on  to 
m-engine  near  one  end,  so  that  when  the  cock  C  is 
ie  pressure  of  steam  on  the  indicator  piston  as  on  the 
'essure  forces  up  the  piston,  and  the  amount  of  com- 
io  caused  is  proportionate  to  the  pressure  causing  it. 

E,  therefore,  is  proportional  to  the  steam  pressure. 
cal  drum  F,  on  which  a  strip  of  paper  can  be  fixed, 
ed  to  rotate  about  its  axis  by  attaching  the  cord  G 
f  the  engine.     The  paper  thus  moves  horizontally 

a  motion  proportional  to  the  stroke  of  the  engine, 
up  and  down  on  the  paper  with  a  motion  proportional 

on  the  piston.  The  two  motions  occurring  simul- 
traces  on  the  paper  a  cur\e  whose  horizontaJ  and 
proportional  to  the  two  quantities  just  named,  and 


fomis  of 
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slip  round  in  ihe  blocks,  or  it  must  so  grip  them  as  to  carry  both  them  and 
the  lever  D  round  its  own  axis.  The  moment  of  resistance  to  the  former  is 
r  F,  if  r  be  the  radius  of  the  pulley  and  F  the  frictional  r 


periphery ;  that  of  the  latter  is  RW,  where  R  is  the  radius  of  the  weight 
and  W  the  weight  itself.  In  practice  the  screw  C,  is  loosened  just  suffi- 
ciently to  keep  the  weight  just  lifted  from  the  ground,  while  the  pulley  is 
always  turning  round  in  the  blocks,  so  that,  therefore, 

fF-RW. 
The  work  done  at  the  brake  per  minute  is  equal  to  the  frictional 
multiplied  by  the  distance  through  which  it  is 
■or,  if  n  be  the  number  of  revolutions  per  minute, 
-  ZirrFn  =  iirRWn. 


IS  therefore  just  the  same  as  if  a  resistance  — W  were  continually  beinti 
« the  fteriphery  of  a  wheel  of  radius  R,  making  n  turns  per  minute. 
As  the  values  of  all  the  quantities  in  (he  expression  2jiRW«  are  very  readily 
determined,  it  will  be  seen  that  this  brake  affords  a  very  simple  way  of 
measuring  the  net  work  transmitted  through  the  shaft  of  an  engine. 

™-,  ..     useful  work  work  shown  bv  brake  n   j    .l         ^ 

The   ratio-  -or  -     ,     .  ,  -   .    ,.         ,  Js  called   the    effi- 

total  work  work  shown  by  indicator 

cUncy  of  the  engine  as  a  machine,  or  its  mechanical  efficiency.    It  is  often  as 

mudi  as  o'8s,  and  sometimes  even  higher  than  0-9  or  90  per  cent.,  being 

generally  greatest  in  large  engines. 

474.  Baol«iior  at  ti««t  •nttnes. — There   is  another  ratio  of  efficiency 
connected  with  the  steam-engine,  namely  the  ratio 
Total  work  done  by  engine 
Total  heat  expended 
which  is  called  the  efficiency  of  the  engine  as  a  heat  engiiu  or  its  l/termo- 
dynamic  efficiency.     If  T,  and  T,  be  respectively  the  abioluU  temperatures 
(496}  of  the  steam  and  the  feed  water  in  any  engine,  then  it  can  be  shown 
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that  such  an  engine,  if  working  quite  perfectlj',  could  transfonn  no  more 

(T  — T  \ 
-  ^    — 3 j  of  the  heat  which  it  receives  into  work.     This  fraction  in  the 

case  of  a  steam  engine  is  seldom  more  than  about  0*25.  The  value  of  the 
actual  efficiency  of  the  engine  is  often  from  O'lo  to  0*14 ;  while,  therefore, 
an  ordinary  steam  engine,  with  such  an  efficiency,  turns  into  work  only  from 
^  to  J  of  the  whole  heat  it  receives,  yet  it  may  be  turning  into  work  J  or 
more  of  the  whole  heat  which  it  could  possibly  transform  into  work  if  it 
were  perfect. 

To  increase  the  economy  of  steam  engines  we  require  to  make  the  value 

(T  — T  \ 
— ?— — ? )  larger.     This  is  done  either  by  raising  Tj  or  by  lowering  T.^,  or 

both.  The  chief  difficulty  is  that  we  cannot  raise  Tj  without  increasing  the 
steam  pressure,  which  it  is  often  not  convenient  to  do,  while  we  cannot  lower 
To  below  such  a  temperature,  50°  to  60°  F.,  as  can  readily  be  obtained 
naturally  at  all  seasons  of  the  year. 

47$.  Kot-ftlr  ensrlnes. — The  difficulty  astoT,  just  mentioned  is  got  over 
by  the  use  of  some  fluid  whose  pressure  is  not  a  function  of  its  temperature, 
and  naturally  air  is  the  most  convenient  fluid  for  the  purpose.  Many  *  hot- 
air'  engines  have  been  designed,  afid  some  have  found  a  considerable 
measure  of  success  commercially,  as  Rider's,  Hock's,  and  Lehmann's.  In 
all  cases  the  engines  consist  essentially  of  one  (or  two)  chambers  placed  so 
that  one  end  can  be  heated  by  a  furnace  and  the  other  cooled  by  a  refrige- 
rator. The  air  is  compelled  to  move  from  the  cold  space  to  the  hot  and  back 
again  continually.  When  hot  it  is  allowed  to  expand  and  push  forward  a 
piston,  when  cold  it  is  compressed  by  pushing  back  the  piston  again  to  its 
original  position.  The  difference  between  these  two  quantities  of  work  is- 
the  whole  work  done  by  the  engine.    By  making  Tj  a  very  high  temperature,. 

the  theoretical  efficiency  f  ^iT— Jij  of  an  air  engine  may  be  made  much 

higher  than  that  of  a  steam  engine.  But  it  is  so  much  more  difficult  to  attain 
the  theoretical  efficiency  in  the  air  than  in  the  steam  engine,  that  its  actual 
efficiency  is  generally  much  lower  than  that  of  a  steam  engine.  There  are 
constructive  difficulties  connected  with  the  hot-air  chambers,  and  with  the 
regulation  of  the  speed,  and  these,  as  well  as  with  the  large  bulk  of  most  air 
engines  in  proportion  to  their  power,  have  stood  greatly  in  the  way  of  their 
development.  No  doubt,  however,  much  more  improvement  would  have 
taken  place  in  these  engines  had  not  gas  engines  come  into  prominence  of 
late  years  and  proved  much  more  convenient. 

476.  Ckui  enflne*. — Gas  engines,  like  steam  engines  and  air  engines,  are 
heat  engines,  but  in  them  the  working  fluid  is  ordinary  coal  gas  mixed  with 
air,  in  the  proportion  of  about  i  to  u  by  volume.  The  principle  of  action 
is  ver>'  simple  : — The  explosive  mixture  after  being  drawn  into  the  cylinder 
is  set  light  to,  the  heat  generated  by  the  very  rapid  combustion  which 
we  call  an  explosion  causes  the  mixed  gases  to  expand  and  drive  forward 
the  piston.  The  great  difficulty  for  many  years  was  that  the  explosion  was- 
so  rapid  that  the  comparatively  slow-going  piston  could  not  keep  up  with  it, 
and  the  greater  part  of  the  energy  of  the  explosion  was  lost  by  radiation  and 
conduction.     In  the  more  modem  gas  engines,  however  (Otto's  and  Clerk's 
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and  others),  this  difficuliy  is  got  over  by  compressiti};  the  charge  before 
igniting  it,  a  treatment  which  is  found  to  decrease  very  much  the  rapidity 
of  the  explosion  and  so  greatly  increase  the  actual  efficiency  of  the  engine. 
Fig.  429  shows  the  principal  parts  of  an  Otto  'Silent'  gas  engine,  as  now  made. 
A  is  the  cylinder,  open  at  front  and  single-acting,  in  which  works  a  dee|) 
piston  F,  driving  a  crank  in  the  usual  manner.  The  cylinder  is  surrounded 
by  a  ivacer  jacket,  to  prevent  it  from  getting  too  hot.  At  the  back  of  the 
cylinder  is  a  slide  vab'e  B,  worked  by  a  cam,  not  shown  in  drawing,  on  the 
lay  shaft  G.  The  valve  B  is  kept  up  against  its  face  by  spiral  springs  E. 
D  is  a  chamber  in  which  a  small  jet  of  gas  for  igniting  the  mixture  is  con- 
tinually burning.  C,  is  the  cock  for  admission  of  gas,  and  C,  an  india- 
rubber  bag  to  equalise  the  gat  pressure.  The  working  of  the  engine  is  as 
follows  : — the  piston  moves  from  left  to  right  and  draws  into  the  cylinder  llie 
explosive  mixture.  On  the  return  stroke  it  compresses  the  mixture  to  about 
3  atmospheres.     The  igniting  flame  is  then  allowed  to  conic  for  an  instant 


into  contact  with  the  compressed  mixture,  which  bums  very  rapidly  (or 
explodes  slowly,  whichever  expression  be  preferred)  and  pushes  the  piston 
forward  again,  the  pressure  rising  to  lo  or  12  atmospheres.  On  the  next 
return  stroke  the  burnt  gases  are  pushed  out  through  the  opening  shown  in 
the  drawing,  and  the  process  begins  again  once  more.  There  are  many 
ingenious  arrangements  about  this  type  of  engine  which  our  space  will  not 
allow  us  to  mention  in  detail.  It  must  suffice  to  say  that  the  engine  has 
proved  distinctly  economical,  and  has  such  very  great  con\eniences  as  may 
feirly  account  for  the  rapid  way  in  which  its  use  (and  that  of  other  gas 
engines)  has  extended. 

In  conclusion,  it  is  as  well  to  point  oulthat,  as  long  as  they  work  between 
the  same  temperatures,  there  is  no  difference  between  steam,  air,  and  gas 
engines  as  to  theoretical  economy.  The  last  two  gain  by  the  possibility  of 
using  higher  limits  of  temperature  than  can  be  employed  in  a  Steam  engine, 
but,  so  far,  have  lost  by  constructive  and  mechanical  difficulties  which  pre- 
vent their  theoretical  efficiency  from  being  attained. 
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CHAPTER  XI 

SOURCES  OF  HEAT  AND  COLD 

477.  Blfferent  toiiree*  of  beat. — The  following  different  sources  oi 
heat  may  be  distinguished :  i.  the  fnechanical  sources,  comprising  friction, 
percussion,  and  pressure  ;  ii.  the  physical  sources — that  is,  solar  radiation, 
terrestrial  heat,  molecular  actions,  change  of  condition,  and  electricity; 
iii.  the  chemical  sources^  or  molecular  combinations,  and  more  especially 
combustion. 

In  what  follows  it  will  be  seen  that  heat  may  be  produced  by  reversing 
its  effects  ;  as,  for  instance,  when  a  liquid  is  solidified  or  a  gas  compressed 
(479)  ;  though  it  does  not  necessarily  follow  that  in  all  cases  the  reversal  of 
its  effects  causes  heat  to  be  produced — ^instead  of  it,  an  equivalent  of  some 
other  form  of  energy  may  be  generated. 

In  like  manner  heat  may  be  forced  to  disappear,  or  cold  be  produced 
when  a  change  such  as  heat  can  produce  is  brought  about  by  other  means, 
as  when  a  liquid  is  vaporised  or  a  solid  liquefied  by  solution  ;  though  here 
also  the  disappearance  of  heat  is  not  always  a  necessary  consequence  of 
the  production,  by  other  means,  of  changes  such  as  might  be  effected  by 
heat. 

MECHAXICAL  SOURCES 

478.  Keat  ane  to  fMotion. — ^The  friction  of  two  bodies,  one  against  the 
other,  produces  heat,  which  is  greater  the  greater  the  pressure  and  the  more 
rapid  the  motion.  For  example,  the  axles  of  carriage  wheels,  by  their  fric- 
tion against  the  boxes,  often  become  so  strongly  heated  as  to  take  fire.  By 
rubbing  together  two  pieces  of  ice  in  a  vacuum  below  zero,  Sir  H.  Davy 
partially  melted  them.  In  boring  a  brass  cannon  Rumford  found  that  the 
heat  developed  in  the  course  of  2^  hours  was  sufficient  to  raise  26^  pounds 
of  water  from  zero  to  100®,  which  represents  2,650  thermal  units  (447).  Mayer 
raised  water  from  12°  to  13°  by  shaking  it.  At  the  Paris  Exhibition,  in  1855, 
Beaumont  and  Mayer  exhibited  an  apparatus,  which  consisted  of  a  wooden 
cone  covered  with  hemp,  and  moving  with  a  velocity  of  400  revolutions  in  a 
minute,  in  a  hollow  copper  cone,  which  was  fixed  and  immersed  in  the  water 
of  an  hermetically-closed  boiler.  The  surfaces  were  kept  covered  with  oil. 
By  means  of  this  apparatus  88  gallons  of  water  were  raised  from  10  to  130 
degrees  in  the  course  of  a  few  hours. 

In  the  case  of  flint  and  steel,  the  friction  of  the  fiint  against  the  steel 
raises  the  temperature  of  the  metallic  particles,  which  fly  off,  heated  to  such 
an  extent  that  they  take  fire  in  the  air. 

The  luminosity  of  aerolites  is  considered  to  be  due  to  their  friction 
against  the  air,  and  to  their  condensation  of  the  air  in  front  of  them  (479), 
their  velocity  attaining  as  much  as  150  miles  in  a  second. 
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Tyndall  devised  an  experiment  by  which  the  great  heat  developed  by 
friction  is  illustrated  in  a  sinking  manner.  A  brass  tube  (fig,  430),  about 
7  inches  in  length  and  \  of  an  inch  in  diameter,  is  fixed  on  a  small  wheel. 
By  means  of  a  cord  passing  round  a  much  larger  wheel,  this  tube  can  be 
rotated  with  any  desired  velocity.  The  tube  is  three  parts  full  of  water,  and 
is  closed  by  a  cork.  In  making  the  experiment,  the  tube  is  pressed  between 
a  wooden  clamp,  while  the  wheel  is  rotated  with  some  rapidity.  The  water 
rapidly  becomes  heated  by  the  friction,  and  its  temperature  soon  exceeding 
the  boiling-point,  the  cork  is  projected  to  a  height  of  several  yards  by  the 
elastic  force  of  the  steam. 

479.  Hant  due  to  VreBanr*  uid  peronialon. — If  a  body  be  so  com- 
pressed that  its  density  is  increased,  its  temperature  rises  according  as  the 
volume  diminishes.  Joule  verified  this  in  the  case  of  water  and  of  oil, 
which  were  exposed  to  pressures  of  15  to  35  atmospheres.  In  the  case  of 
waterat  I'l^C,  increase  of  pressure  caused  loweringof  temperature— a  result 
which  agrees  with  the  fact  that  water  contracts  by  heat  at  this  temperature. 


Fig.  4JO. 

Similarly,  when  weights  are  laid  on  metal  pillars,  heat  is  evolved,  and 
absorbed  when  they  are  removed.  So  in  like  manner  the  stretching  of  a 
metal  wire  is  attended  with  a  diminution  of  temperature. 

The  production  of  heat  by  the  compression  of  gases  is  easily  shown  by 
means  of  the  pneumatic  syringe  (fig.  431).  This  consists  of  a  glass  tube 
with  thick  sides,  closed  hermetically  by  a  leather  piston.  At  the  bottom  of 
this  there  is  a  cavity  in  which  a  small  piece  of  cotton,  moistened  with 
ether  or  bisulphide  of  carbon,  is  placed.  The  tube  being  full  of  air,  the 
piston  is  suddenly  plunged  downwards  \  the  air  thus  compressed  disengages 
so  much  heat  as  to  ignite  the  cotton,  which  is  seen  to  bum  wher  the  piston 
is  rapidly  withdrawn.  The  ignition  of  the  cotton  in  this  experiment  indicates 
a  temperature  of  at  least  300°. 

The  rise  of  temperature  produced  by  the  compression  in  the  above  experi- 
ment is  sufficient  to  effect  the  combination,  and  therefore  the  detonation,  of 
a  mixture  of  hydrogen  and  oxygen. 

A  curious  application  of  the  principle  of  the  pneumatic  syringe  is  met 
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ivith  in  (he  American  powder  ram  for  pile-driving.  On  the  pile  to  be  dri^'en 
is  fixed  a  powder  mortar,  above  which  is  suspended  at  a  suitable  distance  an 
iron  rammer,  shaped  like  a  gigantic  stopper,  which  just  fits  in  the  mortar. 
Gunpowder  is  placed  in  the  mortar,  and  when  the  rainmer  is  detached  it 
falls  into  the  mortar,  compresses  the  air,  producing  so  much  heat  that  the 
powder  is  exploded.  The  force  of  the  gases  projects  the  rammer  into  its 
original  position,  where  it  is  caught  by  a  suitable  arrangement ;  at  the  same 
time  the  reaction  of  the  mortar  on  the  pile  drives  this  in  with  far  greater 
force  than  the  fall  of  the  rammer.  After  adding  a  fresh  charge  of  powder, 
the  rainmer  is  again  allowed  to  fall,  again  produces  heat,  explosion,  and  so 
forth,  so  that  the  driving  is  effected  in  a  surprisingly  short  time. 

Percussion  is  also  a  source  of  heat.  In  firing  shot  at  an  iron  target,  a 
sheet  of  flame  is  irequenily  seen  at  the  moment  of  impact  j  and  Sir  J.  Whit- 
worth  has  used  iron  shells  which  are  exploded  by  the  concussion  on  striking 
an  iron  target.  A  small  piece  of  iron  hammered  on  the  anvil  becomes  verj- 
hot.    The  heat  is  not  simply  due  to  aii  approximation  of  the  molecules — ■ 


that  is,  to  an  increase  in  density — but  arises  from  a  vibratory  motion  im- 
parted to  them  ;  for  lead,  which  does  not  increase  in  density  by  hammering, 
nevertheless  becomes  heated. 

The  heat  due  to  the  impact  of  bodies  is  not  difficult  to  calculate.  When- 
ever a  body  moving  with  a  velocity  v  is  suddenly  arrested  in  its  motion, 
its  iris  viva  is  converted  into  heal.  This  holds  equally  whatever  be  the 
rause  to  which  the  motion  is  due  :  whether  it  be  that  acquired  by  a  stone 
falling  from  a  height,  by  a  bullet  fired  from  a  gun,  or  the  rotation  of  a 
copper  disc  by  means  of  a  tuming-iable.  The  vis  viva  of  any  moving  body 
is  expressed  by         or  in  foot-pounds  by  '^ ,  where  p  is   the  weight  in 

pounds,  V  the  velocity  in  feet  per  second,  and  g  is  about  32  (29) ;  and  if  the 

whole  of  this  be  converted  into  heat,  its  equivalent  in  thermal  units  will  be 

y^  -  .     Suppose,  for  instance,  a  lead  ball  weighing  a  pound  be  fired 

from  a  gun,  and  strike  against  a  target,  what  amount  of  heat  will  it  produce? 
We  may  assume  that  its  velocity  will  be  about  1,600  feet  per  second  j  then 
its  vis  viva  will  be  '  "  '      -  =40,000  foot-pounds.    Some  of  this  will  have 

been  consumed  in  producing  the  vibrations  which  represent  the  sound  of  the 
shock,  some  of  it  also  in  its  change  of  shape  ;  but  neglecting  these  two,  as 
being  small,  and  assuming  that  the  heat  is  equally  divided  betweeti  the  ball 
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and  the  target,  then,  since  40,000  foot-pounds  is  the  equivalent  of  287 
thermal  units,  the  share  of  the  ball  will  be  14*3  thermal  units  ;  and  if,  for 
simplicity's  sake,  we  assume  that  its  initial  temperature  is  zero,  then,  taking 
its  specific  heat  at  0*0314,  we  shall  have 

I  X  0-0314  X  /-  14-3  or  /=457^ 

which  is  a  temperature  considerably  above  that  of  the  melting  point  of 
lead  (338). 

By  allowing  a  lead  ball  to  fall  from  various  heights  on  an  iron  plate,  both 
experience  an  increase  of  temperature  which  may  be  measured  by  the 
thermopile  ;  and  from  these  increases  it  may  be  easily  shown  that  the  heat 
is  directly  proportional  to  the  height  of  fall,  and  therefore  to  the  square  of 
the  velocity. 

By  similar  methods  Mayer  has  calculated  that  if  the  motion  of  the  earth 
were  suddenly  arrested  the  temperature  produced  would  be  sufficient  to  melt 
and  even  volatilise  it ;  while,  if  it  fell  into  the  sun,  as  much  heat  would  be 
produced  as  results  from  the  combustion  of  5,000  spheres  of  carbon  the  size 
of  our  globe. 

PHYSICAL  SOURCES 

480.  Solar  raaiation. — The  most  intense  of  all  sources  of  heat  is  the 
sun.  Different  attempts  have  been  made  to  determine  the  quantity  of  heat 
which  it  emits.  Pouillet  made  the  first 
accurate  measurements  of  the  heat  of 
the  sun  by  means  of  an  instrument 
called  the  pyroheliometer.  The  form 
represented  in  fig.  432  consists  of  a 
flat  cylindrical  metal  box  3  inches  in 
diameter  and  \  an  inch  deep,  contain- 
ing a  known  weight  of  water.  To  it  is 
fitted  a  metal  tube  which  contains  the 
stem  of  a  delicate  thermometer,  the 
bulb  of  which  dips  in  the  liquid  of  the 
box,  being  fitted  by  means  of  a  cork. 
The  tube  works  in  two  collars,  so  that 
by  means  of  a  milled  head  it  can  be 
turned,  and  with  it  the  vessel,  and  the 
liquid  thus  be  uniformly  mixed.  The 
face  of  the  vessel  is  coated  with  lamp- 
black, and  is  so  adjusted  that  the 
sun's  rays  fall  perpendicularly  upon  it. 
This  can  be  ascertained  by  observing 
when  the  shadow  exactly  covers  the 
lower  disc  which  is  fitted  to  the  same 
axis. 

The  instrument  was  exposed  for  Fig.  432. 

five  minutes  at  a  time  to   the  sun's 

rays ;  knowing  the  weight  of  the  water,  its  rise  in  temperature  could  be  easily 
calculated  (449).  Corrections  were  necessary  for  the  heat  reflected  by  the 
lampblack,  and  also  for  the  heat  absorbed  by  the  air. 
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Pouillet  calculated  from  the  results  of  experiments  with  this  apparatus 
that  if  the  total  quantity  of  heat  which  the  earth  receives  from  the  sun  in  the 
course  of  a  year  were  employed  to  melt  ice,  it  would  be  capable  of  melting  a 
layer  of  ice  all  round  the  earth  of  35  yards  in  thickness.  Another  state- 
ment is  that  the  heat  emitted  by  the  sun  is  equal  to  that  produced  by  the 
combustion  of  1,500  pounds  of  coal  in  an  hour  on  each  square  foot  of  its 
surface.  But  from  the  surface  which  the  earth  exposes  to  the  sun's  radia- 
tion, and  from  the  distance  which  separates  the  earth  from  the  sun,  the 
quantity  of  heat  which  the  earth  receives  can  only  be  ,.38,,io.odb  °^  ^^^  \iesX 
emitted  by  the  sun.  Violle  estimated  the  thickness  of  ice  melted  by  the 
sun's  heat  at  the  equator,  apart  from  absorption  by  the  atmosphere,  at  $5 
metres  in  thickness  ;  and,  deducting  this  absorption,  at  yj  metres. 

Faraday  calculated  that  the  average  amount  of  heat  radiated  in  a  day  on 
each  acre  of  ground  in  the  latitude  of  London  is  equal  to  that  which  would 
be  produced  by  the  combustion  of  sixty  sacks  of  coal. 

The  heat  of  the  sun  cannot  be  due  to  combustion,  for  even  if  the  sun 
consisted  of  hydrogen,  which  of  all  substances  gives  the  most  heat  in  com- 
bining with  oxygen,  it  can  be  calculated  that  the  heat  thus  produced  would 
not  last  more  than  3,000  years.  Another  supposition  is  that  originally  put 
forth  by  Mayer,  according  to  which  the  heat  which  the  sun  loses  by  radiation 
is  replaced  by  the  fall  of  aerolites  against  its  surface.  One  class  of  these  is 
what  we  know  as  shooting  stars^  which  often  appear  in  the  heavens  with 
great  brilliancy,  especially  on  August  14  and  November  1$  ;  the  term  meteoric 
stone  or  aerolite  being  properly  restricted  to  the  bodies  which  fall  on 
the  earth.  They  are  often  of  considerable  size,  and  are  even  met  with 
in  the  form  of  dust.  Although  some  of  the  sun's  heat  may  be  restored 
by  the  impact  of  such  bodies  against  the  sun,  the  amount  must  be  very 
small,  for  Sir  W.  Thomson  has  proved  that  a  fall  of  0*3  gramme  of  matter 
in  a  second  on  each  square  metre  of  surface  would  be  necessary  for  this 
purpose.  The  effect  of  this  would  be  that  the  mass  of  the  sun  would 
increase,  and  the  velocity  of  the  earth's  rotation  about  the  sun  would  be 
accelerated  to  an  extent  which  would  be  detected  by  astronomical  obser\a- 
tions. 

Helmholtz  considers  that  the  heat  of  the  sun  was  produced  originally  by 
the  condensation  of  a  nebulous  mass,  and  is  kept  up  by  a  continuance  of 
this  contraction.  A  sudden  contraction  of  the  primitive  nebular  mass  of  the 
sun  to  its  present  volume  would  produce  a  temperature  of  28  millions  of 
degrees  Centigrade  ;  and  a  contraction  of  -^jshrsis  of  its  mass  would  be 
sufficient  to  supply  the  heat  radiated  by  the  sun  in  2,000  years.  This  amount 
of  contraction  could  not  be  detected  even  by  the  most  refined  astronomical 
methods. 

481.  Terrestrial  beat. — Our.  globe  possesses  a  heat  peculiar  to  it,  which 
is  called  the  terrestrial  heat.  The  variations  of  temperature  which  occur  at 
the  surface  gradually  penetrate  to  a  certain  depth,  at  which  their  influence 
becomes  too  slight  to  be  sensible.  It  is  hence  concluded  that  the  solar  heat 
does  not  penetrate  below  a  certain  internal  layer,  which  is  called  the  layer 
0/ constant  annual  temperature  ;  its  depth  below  the  earth's  external  surface 
varies,  of  course,  in  different  parts  of  the  globe ;  at  Paris  it  is  about  30  yards, 
and  the  temperature  is  constant  at  11 '8°  C. 
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Below  the  layer  of  constant  temperature,  the  temperature  is  observed  to 
increase,  on  the  average,  1°  C.  for  every  90  feet.  The  most  rapid  increase 
is  at  Irkutsk  in  Siberia,  where  it  is  1°  for  20 feet,  and  the  slowest  in  the  mines 
at  Mansfield,  where  it  is  about  i**  C.  for  330  feet.  This  increase  has  been 
verified  in  mines  and  artesian  wells.  According  to  this  at  a  depth  of  3,000 
yards,  the  temperature  of  a  corresponding  layer  would  be  100°,  and  at  a 
depth  of  20  to  30  miles  there  would  be  a  temperature  sufficient  to  melt  all 
substances  which  exist  on  the  surface.  Hot  springs  and  volcanoes  confirm 
the  existence  of  this  central  heat. 

Various  hypotheses  have  been  proposed  to  account  for  the  existence  of 
this  central  heat.  The  one  usually  admitted  by  physicists  is  that  the  earth 
was  originally  in  a  liquid  state  in  consequence  of  the  high  temperature,  and 
that  by  radiation  the  surface  has  gradually  solidified,  so  as  to  form  a  solid 
crust.  The  thickness  of  this  crust  is  not  believed  to  be  more  than  40  to  50 
miles,  and  the  interior  is  probably  still  in  a  liquid  state.  The  cooling  must 
be  very  slow,  in  consequence  of  the  imperfect  conductivity  of  the  crust.  For 
the  same  reason  the  central  heat  does  not  appear  to  raise  the  temperature 
of  the  surface  more  than  ^  of  a  degree. 

Fourier  calculated  that  the  heat  given  off  by  the  earth  in  100  years  would 
be  sufficient  to  melt  a  layer  of  ice  3  metres  in  thickness,  which  therefore  is 
only  "  ^jf  of  that  received  by  the  sun  in  the  same  time. 

^^^    Beat  prodnoea  by  absorption  and  Imbibition. — Molecular  phe- 
nomena, such  as  imbibition,  absorption,  capillary  actions,  are  usually  accom- 
panied by  disengagement  of  heat.     Pouillet  found 
that  whenever  a  liquid  is  poured  on  a  finely-divided 
solid,  an  increase  of  temperature  is  produced  which 
varies  with  the  nature  of  the  substances.    With  in- 
organic substances,  such  as  metal,  the  oxides,  the 
V  earths,  the  increase  is  ^  of  a  degree  ;  but  with 
Vorganic  substances,  such  as  sponge,  flour,  starch, 
\20ts,  dried  membranes,  the  increase  varies  from 
I  to  10  degrees.  "• 

The  absorption  of  gases  by  solid  bodies  presents 
the  same  phenomena.  DSbereiner  found  that  when 
platinum,  in  the  fine  state  of  division  known  as 
platinum  black,  is  placed  in  oxygen,  it  absorbs 
many  hundred  times  its  volume,  and  that  the  gas 
is  then  in  such  a  state  of  density,  and  the  tempera- 
ture so  high,  as  to  give  rise  to  intense  combustions. 
Spongy  platinum  produces  the  same  effect  A  jet 
of  hydrogen  directed  on  it  takes  fire. 

The  apparatus  known  as  Dobereiner's  Lamp 
depends  on  this  property  of  finely-divided  platinum. 

It  consists  of  two  glass  vessels  (fig.  433).  The  first,  A,  fits  in  the  lower 
vessel  by  means  of  a  tubulure  which  closes  it  hermetically.  At  the  end 
of  the  tubulure  is  a  lump  of  zinc,  Z,  immersed  in  dilute  sulphuric  acid.  By 
the  chemical  action  of  the  zinc  on  the  dilute  acid  hydrogen  gas  is  generated, 
which,  finding  no  issue,  forces  the  liquid  out  of  the  vessel  B  into  the  vessel 
A,  so  that  the  zinc  is  not  in  contact  with  the  liquid.    The  stopper  of  the 
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upper  vessel  is  raised  to  give  exit  to  the  air  in  proportion  as  the  water  rises. 
On  a  copj)er  tube,  H,  fixed  in  the  side  of  the  vessel  B,  there  is  a  small 
cone,  Oy  perforated  by  an  orifice  ;  above  this  there  is  some  spongy  platinum 
in  the  capsule,  c.  As  soon  now  as  the  cock,  which  closes  the  tube,  H,  is 
opened,  the  hydrogen  escapes,  and,  coming  in  contact  with  the  spongy 
platinum,  is  ignited. 

The  condensation  of  vapours  by  solids  often  produces  an  appreciable 
increase  of  temperature.  This  is  particularly  the  case  with  humus,  which,  to 
the  benefit  of  plants,  is  warmer  in  moist  air  than  the  air  itself. 

Favre  has  found  that  when  a  gas  is  absorbed  by  charcoal  the  amount  of 
heat  produced  by  the  absorption  of  a  given  weight  of  sulphurous  acid,  or  of 
protoxide  of  nitrogen,  greatly  exceeds  that  which  is  disengaged  in  the  lique- 
faction of  the  same  weight  of  gas  ;  for  carbonic  acid,  the  heat  produced  by 
absorption  exceeds  even  the  heat  which  would  be  disengaged  by  the  solidi- 
fication of  the  gas.  The  heat  produced  by  the  absorption  of  these  gases 
cannot,  therefore,  be  explained  by  assuming  that  the  gas  is  liquefied,  or  even 
solidified  in  the  pores  of  the  charcoal.  It  is  probable  that  it  is  in  part  due  to 
that  produced  by  the  liquefaction  of  the  gas,  and  in  part  to  the  heat  due  to 
the  imbibition  in  the  charcoal  of  the  liquid  so  produced. 

CHEMICAL  SOURCES 

483.  Cbemical  comblaation.  Combustton. — Chemical  combinations 
are  usually  accompanied  by  a  rise  of  temperature.  When  these  combinations 
take  place  slowly,  as  when  iron  oxidises  in  the  air,  the  heat  produced  is  im- 
perceptible ;  but  if  they  take  place  rapidly,  the  disengagement  of  heat  is  very 
intense.  The  same  quantity  of  heat  is  produced  in  both  cases,  but  when 
evolved  slowly  it  is  dissipated  as  fast  as  formed. 

Combustion  is  chemical  combination  attended  with  the  evolution  of  light 
and  heat.  In  ordinary  combustion  in  lamps,  fires^  candles,  the  carbon  and 
hydrogen  of  the  coal,  or  of  the  oil,  &c.,  combine  with  the  oxygen  of  the  air. 
But  combustion  does  not  necessarily  -involve  the  presence  of  oxygen.  If 
either  powdered  antimony  or  a  fragment  of  phosphorus  be  placed  in  a  vessel 
of  chlorine,  it  unites  with  chlorine,  producing  thereby  heat  and  fiame. 

Many  combustibles  bum  with  flame.  A  /lame  is  a  gas  or  vapour  raised 
to  a  high  temperature  by  combustion.  Its  illuminating  power  varies  with 
the  nature  of  the  product  formed.  The  presence  of  a  solid  body  in  the  flame 
increases  the  illuminating  power.  The  flames  of  hydrogen,  carbonic  oxide, 
and  alcohol  are  pale,  because  they  only  contain  gaseous  products  of  com- 
bustion. But  the  flames  of  candles,  lamps,  coal  gas,  have  a  high  illuminating 
power.  They  owe  this  to  the  fact  that  the  high  temperature  produced  de- 
composes certain  of  the  gases,  with  the  production  of  carbon,  which,  not 
being  perfectly  burnt,  becomes  incandescent  in  the  flame.  Coal  gas,  when 
burnt  in  an  arrangement  by  which  it  obtains  an  adequate  supply  of  air,  such 
as  a  Bunsen's  burner,  is  almost  entirely  devoid  of  luminosity.  A  non-lumi- 
nous flame  may  be  made  luminous  by  placing  in  it  platinum  wire  or  asbestos. 
The  temperature  of  a  flame  does  not  depend  on  its  illuminating  power. 
A  hydrogen  flame,  which  is  the  palest  of  all  flames,  gives  the  greatest 
heat. 
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Chemical  decomposition.,  in  which  the  attraction  of  heterogeneous  mole- 
cules for  each  other  is  overcome,  and  they  are  moved  further  apart,  is  an 
operaiion  requiring  an  expenditure  of  work  or  an  equivalent  consumption  of 
heat ;  and  conversely,  in  chemical  combination,  motion  is  transformed  into 
heat.  When  bodies  attract  each  other  chemically  their  molecules  move 
towards  each  other  with  (gradually  increasing  velocity,  and  u'hen  impact  has 
taken  place  the  progressive  motion  of  the  molecules  ceases,  and  is  converted 
into  a  rotating,  vibrating,  or  progressive  motion  of  the  molecules  of  the  new 

The  heat  produced  by  chemical  combination  of  two  elements  may  be 
compared  to  that  due  to  the  impact  of  bodies  against  each  other.  Thus  the 
action  of  the  atoms  of  oxygen,  which  in  virtue  of  their  progressive  motion, 
and  of  chemical  attraction,  rush  against  ignited  carbon,  has  been  likened  by 
Tyndall  to  the  action  of  meteorites  which  fall  into  the  sun, 

484.  Beat  dlBenr>cad  dnrlnr  obemloal  »Dtlon.^Many  physicists, 
more  esfwcially  Lavoisier,  Rumford,  Dulong,  Despreii,  Hess,  Favre  and 
.Silbermann,  Berihelot,  Thomsen,  and  Andrews,  have  investigated  the 
quantity  of  heat  disengaged  by  various  bodies  in  chemical  actions. 

Lavoisier  used  in  bis  experiments  the  ice  calorimeter  already  described. 
Rumford  used  a  calorimeter  known  by  his  name,  which  consists  of  a  rect- 
angular copper  canister  filled  with 
water.     In  this   canister  there  is  a  • 

worm  which  passes  through  the 
bottom  of  the  box,  and  terminates 
Ijelow  in  an  inverted  funnel.  Under 
this  funnel  is  burnt  the  substance 
experimented  upon.  The  products 
of  combustion.  In  passing  through 
the  worm,  heat  the  water  of  the 
canister,  and  from  the  increase  of 
its  temperature  thequantity  of  heat 
evolved  is  calculated.  Despretz 
and  Dulong  successively  modified 
Rumford's  calorimeter  by  allowing 
the  combustion  to  take  place,  not 
outside  the  canister,  but  in  a 
chamber  placed  in  the  liquid  itself; 
the  oxygen  necessary  for  the  com- 
bustion entered  by  a  tube  in  the 
lower  part  of  the  chamber,  and  the 
products  of  combustion  escaped  by 
another  tube  placed  at  the  upper 

pan   and  twisted    in   a   serpentine  Pl„  ^,^ 

form  in  the  mass  of  the  liquid  to  be 

healed.  Favre  and  Silbermann  improved  this  calorimeter  very  greatly 
(463),  not  only  by  avoiding  or  taking  account  of  all  possible  sources  of  error, 
but  by  arranging  it  for  the  determination  of  the  heat  evolved  in  such  chemical 
actions  as  take  place  between  gases  and  v.ipours.  The  gases  enter  by  lubes 
BB'  and  CZ',  fig.  434,  into  a  metal  chamber  A,  where  the  reaction  takes 
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place,  the  course  of  which  can  be  watched  through  a  glass  plate  which  closes 
a  wider  tube  FK.  The  gaseous  products  before  passing  into  the  air  traverse 
a  long  serpentine  tube  H,  at  the  lower  end  of  which  is  a  small  box  G  which 
receives  the  liquids  arising  from  the  condensation  of  the  vapours.  The 
cylinder  A  and  the  serpentine  are  contained  in  a  known  mass  of  water  con- 
tained in  a  calorimeter,  and  from  the  rise  in  temperature  of  this  water  the 
heat  developed  can  be  calculated.  To  avoid  any  loss  of  heat  this  is  placed 
within  a  metal  case,  MM,  containing  swan's  down.  The  whole  is  contained 
in  a  vessel  of  water  NN  in  which  is  a  thermometer,  to  eliminate  the  influence 
of  changes  in  the  temperature  of  the  air. 

The  experiments  of  Favre  and  Silbermann  are  the  most  trustworthy,  as 
having  been  executed  with  the  greatest  care.  They  agree  very  closely  with 
those  of  Dulong.  Taking  as  thermal  unit  the  heat  necessary  to  raise  the 
temperature  of  a  pound  of  water  through  one  degree  Centigrade,  the  following 
table  gives  the  thermal  units  in  round  numbers  disengaged  by  a  pound  of 
each  of  the  substances  while  burning  in  oxygen  : — 


Hydrogen  . 

.     34,462 

Diamond 

.     7,770 

Marsh  gas  . 

.     13,063 

Absolute  alcohol 

.     7,180 

defiant  gas 

.     11,858 

Coke 

.     7,000 

Oil  of  turpentine 

.     10,852 

Phosphorus    . 

•     5»75o 

Olive  oil .     . 

.      9,860 

Wood,  dried  at  120^ 

3,616 

Ether  .        .        . 

.      9,030 

Bisulphide  of  carbon 

•     3,401 

Anthracite  . 

.       8,460 

Wood,  ordinary     . 

■     2,7  56 

Charcoal 

.       8,080 

Carbonic  oxide 

.     2,400 

Coal     . 

8,000 

Sulphur 

2,220 

Tallow 

8,000 

Iron       .         .        .        . 

1,181 

Graphite 

.      7,797 

Zinc 

.     1,300 

Bunsen's  calorimeter  (451)  has  been -used  with  advantage  for  studying 
the  heat  produced  in  chemical  reactions,  for  cases  in  which  only  very  small 
quantities  are  available. 

For  experiments  on  the  heat  of  neutralisation  of  acids  and  bases  the 
apparatus  represented  in  fig.  435  "^^ly  be  used.  W  is  a  large  vessel  of  water 
of  constant  temperature  ;  the  beaker  glass,  B,  which  is  the  calorimeter,  rests 
on  a  cork  in  the  outer  one,  A.  On  the  wooden  lid,  H,  are  two  weights,  S, 
and  S<2,  to  keep  A  down  in  the  water  ;  c  and  d  are  tubes  placed  in  holes  in 
the  lid,  and  contain  weighed  quantities  of  the  two  liquids ;  ^  is  a  delicate 
thermometer.  After  the  tubes  c  and  d  have  acquired  the  temperature  of 
the  water  /,  their  contents  are  poured  into  B  through  an  aperture  in  the  lid 
for  this  purpose.  When  the  reaction  is  complete,  the  temperature  indicated 
by  the  thermometer,  which  reaches  to  the  middle  of  B,  rises  to  /,  so  that, 
knowing  the  weight  of  the  substances,  and  the  rise  t^  —  /,  the  quantity  of  heat 
produced  in  the  reaction  is  easily  determined. 

All  chemical  actions,  whether  of  combination  or  of  decomposition,  are 
attended  by  a  disturbance  of  the  thermal  equilibrium  ;  and  the  quantity  of 
heat  disengaged  is  a  measure  of  the  physical  and  chemical  work. 

In  most  cases  the  act  of  chemical  combination  is  attended  by  a  rise  of 
temperature,  and  the  quantity  of  heat  is  a  measure  of  the  energy  developed 
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Potassium  combines  directly  with*  chlorine  to  fonn  potassium  chloride, 
the  heat  of  formation  of  which  is  1 5,000,  and  is  equal  to  that  produced  by  the 
same  weight  of  salt,  whether  this  be  formed  by  the  direct  union  of  hydro- 
chloric acid  and  potash,  or  whether  it  be  produced  by  the  action  of  potassium 
on  aqueous  solution  of  hydrochloric  acid. 

The  heat  of  combustion  of  a  Compound  is  not  equal  to  the  sum  of  thrft  of 
each  of  its  constituents.  The  heat  of  combustion  of  bisulphide  of  carbon  is 
3,401,  while  that  calculated  from  its  constituents  is  3,145  ;  the  compound 
accordingly  possesses  more  energy  than  its  constituents,  and  its  formation 
is  due  to  an  endothermic  reaction. 

Metajneric  bodies  are  those  which  contain  the  same  number  of  elements 
but  in  different  groupings  ;  thus  acetic  acid  and  methylic  fonnate  have 
each  the  composition  C^H^O^  ;  but  the  heat  of  combustion  of  the  latter 
is  4,157,  and  that  of  the  former  3,505  ;  from  this  it  is  to  be  inferred  that  the 
grouping  of  the  atoms  to  form  acetic  acid  has  been  attended  with  the  expendi- 
ture of  more  energy  than  in  the  case  of  methylic  formate. 

Polymeric  bodies  are  those  which  have  the  same  elements  and  the  same 
percentage  composition  but  differ  in  the  number  of  atoms  which  fonii  a 
molecule.  Thus  the  more  complex  the  molecule  the  smaller  is  the  quantity 
of  heat.  That  of  amylene,  for  instance,  C^H^,,  is  11,401,  and  that  of 
metamylene,  C^^jH^^.,  is  10,908. 

Many  chemical  elements,  such  as  carbon,  sulphur,  and  phosphoi-us,  exist 
in  modifications  which  are  essentially  different  from  each  other  in  their 
physical  properties,  but  which  fomi  when  they  enter  into  combination  with 
other  elements  identical  chemical  products.  Such  bodies  are  said  to  exist 
in  an  allotropic  form.  A  given  weight  of  carbon  produces  the  same  weight  of 
caibonic  acid  when  it  combines  with  oxygen,  whether  it  be  diamond  or  char- 
coal, but  the  heat  produced  is  different,  and  this  difference  corresponds  to  the 
heat  which  represents  the  transformation  from  one  modification  into  another. 

The  temperature  of  combustion^  or,  in  the  case  of  gases,  the  temperature 
of  the  flame,  is  the  upper  limit  of  the  temperature  which  can  be  attained  by 
the  combustion  of  a  body.  This  can  be  deduced  from  the  heat  of  combus- 
tion, and  from  the  specific  heats  of  the  bodies  produced.  The  theoretical 
temperature  of  combustion  of  hydrogen  in  oXygen  is  calculated  at  6,715° ; 
this,  however,  is  never  even  approximately  reached,  for  at  much  lower  tem- 
peratures aqueous  vapour  is  dissociated  (389)  into  its  constituents,  and  the 
combustion  cannot  exceed  a  certain  limit. 

485.  Animal  beat. — In  all  the  organs  of  the  human  body,  as  well  as 
those  of  all  animals,  processes  of  oxidation  arc  continually  going  on.  Oxygen 
passes  through  the  lungs  into  the  blood,  and  so  into  all  parts  of  the  body.  In 
like  manner  the  oxidisible  bodies,  which  are  principally  hydrocarbons,  pass 
by  the  process  of  digestion  into  the  blood,  and  likewise  into  all  parts  of  the 
body,  while  the  products  of  oxidation,  carbonic  acid  and  water,  are  eliminated 
by  the  skin,  the  lungs,  &c.  Oxidation  in  the  muscle  produces  motions  of  the 
molecules,  which  are  changed  into  contraction  of  the  muscular  fibres  ;  all 
other  oxidations  produce  heat  directly.  When  the  body  is  at  rest,  all  its 
functions,  even  involuntar>'  motions,  are  transformed  into  heat.  When  the 
body  is  at  work,  the  more  vigorous  oxidations  of  the  working  parts  are 
transferred  to  the  others.     Moreover,  a  great  part  of  the  muscular  work  is 
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changed  into  heat,  by  friction  of  the  muscle  and  of  the  sinews  in  their  sheaths, 
and  of  the  bones  in  their  sockets.  Hence  the  heat  produced  by  the  body 
when  at  work  is  greater  than  when  at  rest.  The  blood  distributes  heat 
uniformly  through  the  body,  which  in  the  normal  condition  has  a  temperature 
of  37°  C.  =  98*6  F.  The  blood  of  mammalia  has  the  same  temperature,  that  of 
birds  is  somewhat  higher.  In  fever  the  temperature  rises  to  42**  to  43°,  and  in 
cholera,  or  when  near  death,  sinks  as  low  as  35° 

The  function  of  producing  work  in  the  animal  organism  was  formerly  con- 
sidered as  separate  from  that  of  the  production  of  heat.  The  latter  was 
held  to  be  specially  due  to  the  oxidation  of  the  hydrocarbons  of  the  fat,  while 
the  work  was  ascribed  to  the  chemical  activity  of  the  nitrogenous  matter. 
This  view  has  now  been  generally  abandoned ;  for  it  has  been  found  that 
during  work  there  is  no  increase  in  the  secretion  of  urea,  which  is  the  result 
of  the  oxidation  of  nitrogenous  matter  ;  moreover,  the  organism  while  at 
rest  produces  less  carbonic  acid,  and  requires  less  oxygen  than  when  it  is  at 
work ;  and  the  muscle  itself,  both  in  the  living  organism  and  also  when 
removed  from  it  and  artificially  stimulated,  requires  more  oxygen  in  a  state 
of  activity  than  when  at  rest.  For  these  reasons  the  production  of  work  is 
ascribed  to  the  oxidation  of  the  organic  matter  generally. 

The  process  of  vegetation  in  the  living  plant  is  not  in  general  connected 
with  any  oxidation.  On  the  contrary,  under  the  influence  of  the  sun's  rays, 
the  green  parts  of  plants  decompose  the  carbonic  acid  of  the  atmosphere 
into  free  oxygen  gas  and  into  carbon,  which,  uniting  with  the  elements  of 
water,  form  cellulose,  starch,  sugar,  and  so  forth.  In  order  to  effect  this,  an 
expenditure  of  heat  is  required  which  is  stored  up  in  the  plant,  and  which 
reappears  during  the  combustion  of  the  wood,  or  of  the  coal  arising  from  its 
decomposition. 

At  the  time  of  blossoming  a  process  of  oxidation  goes  on,  which,  as  in 
the  case  of  the  blossoming  of  the  Victoria  regia^  is  attended  with  an  appre- 
ciable rise  of  temperature. 

HEATING 

486.  aoiirerent  kinOfl  of  ]ieatin8r> — Heating  is  the  art  of  utilising  for 
domestic  and  industrial  purposes  the  sources  of  heat  which  nature  offers  to 
us.  Our  principal  source  of  artificial  heat  is  the  combustion  of  coal,  coke, 
turf,  wood,  and  charcoal. 

487.  rireplaoes. — Fireplaces  are  open  hearths  built  against  a  wall  under 
a  chimney,  through  which  the  products  of  combustion  escape. 

However  much  they  may  be  improved,  fireplaces  will  always  remain  the 
most  imperfect  and  costly  mode  of  heating,  for  they  only  render  available 
13  per  cent,  of  the  total  heat  yielded  by  coal  or  coke,  and  6  per  cent,  of  that 
by  wood.  This  enormous  loss  of  temperature  arises  from  the  fact  that  the 
current  of  air  necessary  for  combustion  always  carries  with  it  a  large  quan- 
tity of  the  heat  produced,  which  is  dissipated  in  the  atmosphere.  Hence 
Franklin  said  'fireplaces  should  be  adopted  in  cases  where  the  smallest 
quantity  of  heat  was  to  be  obtained  from  a  given  quantity  of  fuel.*  Not- 
withstanding their  want  of  economy,  however,  they  will  always  be  preferred 
as  the  healthiest  and  pleasantest  mode  of  heating,  on  account  of  the  cheerful! 
light  which  they  emit,  and  the  ventilation  which  they  ensure. 


On  Heat  [488- 

it  of  arcptaoes. — The  i/raught  ai  a  five  is  the  upward  cur- 
rent in  the  chimney  caused  by  the  ascent  of  the  products  of  combustion  ; 
when  the  current  is  rapid  and  continuous,  the  chimney  is  said  to  draw  well. 
The  draught  is  caused  by  the  difference  between  the  temperature  of  the 
inside  and  that  on  the  outside  of  the  chimney  ;  for,  in  consequence  of  this 
difference,  the  gaseous  bodies  which  fill  the  chimney  are  lighter  than  the 
air  of  the  room,  and  consequently  equilibrium  is  impossible.  The  weight  of 
the  column  of  gas  CD,  fig.  436,  in  the  chimney  being  less  than  that  of  the 
external  column  of  air  AB  of  the  same  height,  there  is  a  pressure  from  the 
outside  to  the  inside  which  causes  the  pcoducis  of  combustion  to  ascend  the 
more  rapidly  in  proportion  as  the  difference  in  weight  of  the  two  gaseous 

The  velocity  of  the  draught  of  a  chimney  may  be  determined  theoreti- 
cally by  the  formula 

in  which  ;  is  the  acceleration  of  gravity,  a  the  coefficient  of  the  expansion 
of  air,  h  the  height  of  the  chimney,  f  the  mean  temperature  of  the  air  inside 
the  chimney,  and  /  the  temperature  of  the  surrounding  air. 

The  currents  caused  by  the  difierence  in  temperature  of  two  communi- 
cating gaseous  masses  may  be  demonstrated  by  placing  a  candle  near  the 
top  and  near  the  bottom  of  the  partially- 
opened  door  of  a  warm  room.  At  the  top, 
the  flame  will  be  turned  from  the  room  to- 
wards the  outside,  while  the  contrary  effect 
will  be  produced  when  the  candle  is  placed 
on  the  ground.  The  two  effects  are  caused 
by  the  current  of  healed  air  which  issues  by 
the  top  of  the  door,  while  the  cold  air  which 
replaces  it  enters  at  the  bottom- 
In  order  to  have  a  good  draught,  a 
chimney  ought  to  satisfy  the  following  con- 
ditions :— 

i.  The  section  of  the  chimney  ought  not 
to  be  larger  than  is  necessary  to  allow  an 
exit  for  the  products  of  combustion  ;  other- 
wise ascending  and  descending  currents  are 
produced  in  the  chimney,  which  cause  it  to 
ric.436.  smoke.     It  is  advantageous  to  place  on  the 

top  of  the  chimney  a  conical  pot  narroiver 
than  the  chimney,  so  that  the  smoke  may  escape  with  sufiicient  velocity  to 
resist  the  action  of  the  wind. 

it.  The  chimney  ought  to  be  sufficiently  high ;  for,  as  the  draught  is 
caused  by  the  excess  of  the  external  over  the  internal  pressure,  this  excess  is 
greater  in  proportion  as  the  column  of  heated  air  is  longer. 

iii.  The  external  air  ought  to  pass  into  the  chamber  with  sufficient 
rapidity  to  supply  the  wants  of  the  lire.  In  an  hermetically-closed  room 
combustibles  would  not  burn,  or  descending  currents  would  be  formed  which 
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1  the  room.  Usually  air  enters  in  sufficient 
he  doors  and  windows. 

1  not  communicate,  for  if  one  draws  better  than 
:nt  of  air  is  produced  in  the  latter,  which  carries 

uired  by  steam-boilers  and  the  like,  very  high 
lurse  the  increase  in  height  would  lose  its  effect 
;ame  cooled  down.  Hence  chimneys  are  often 
ac  is,  of  separate  concentric  layers  of  masonry 
ween  them  coniaining  air. 

■e  apparatus  for  heating  with  a  detached  fire, 
leated,  so  that  heat  radiates  in  all  directions 
iwer  part  is  the  draught-hole  by  which  the  air 
nters.  The  products  of  combustion  escape  by 
;s.  This  mode  of  heating  is  one  of  the  most 
leans  so  healthyas  that  by  open  fire-places,  for 
more  especially  where  the  stoves  are  fed  from 
These  stoves  also  emit  a  bad  smell,  arising  in 
of  organic  substances  which  are  always  present 
ith  the  heated  sides  of  the  chimney-pipes  ;  or 
ost's  researches  seem  to  show,  from  the  diffusion 
sides  of  the  stove. 

>id  with  blackened  metal  stoves,  but  they  also 
:anstructed  of  polished  earthenware,  which  are 


r.— Heating  by  hot  air  consists  in  heating  the 
ilding,  from  whence  it  rises  to  the  higher  parts 
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in  virtue  of  its  lessened  density.  The  apparatus  is  arranged  as  represented 
in  fig.  437- 

A  series  of  lubes,  AB,  only  one  of  which  is  shown  in  the  figure,  is  placed 
in  a  furnace  F,  in  the  cellar.  The  air  passes  inio  the  tubes  through  the 
lower  end,  A,  where  it  becomes  heated,  and,  rising  in  the  direction  of  the 
arrows,  reaches  the  room  M  by  a  higher  aperture,  B.  The  various  rooms 
to  be  heated  are  provided  with  one  or  more  of  these  apertures,  which  are 
placed  as  low  in  the  room  as  possible.  The  conduit  O  is  an  ordinary  chim- 
ney. These  apparatus  ai'e  more  economical  than  open  fire-places,  but  they 
are  less  healthy,  unless  special  provision  is  made  for  ventilation. 

492.  Beatlnc  br  liot  wKtor. — This  consists  of  a  continuous  circulation 
of  water,  which,  having  been  heated  in  a  boiler,  rises  through  a  series  of  tubes, 
and  then,  after  becoming  cool,  passes  into  the  boiler  again  by  a  similar 

Fig.  438  represents  an  apparatus  for  heating  a  building  of  soveral 
stories.  The  heating 
apparatus,  which  is  in 
the  basement,  con- 
sists of  a  bell-shaped 
boiler,  o  o,  with  an  in- 
ternal flue,  F.  A  long 
pipe,  M,  fits  in  the 
upper  part  of  the 
boiler,  and  also  in  the 
reservoir  Q,  placed  in 
the  upper  part  of  the 
building  to  be  heated. 
At  ihe  top  of  this  re- 
servoir there  is  a  safety 
valve,  *,  by  which  the 
pressure  of  the  vapour 
in  the  interior  can  be 
regulated. 

The  boiler,  the  pipe 

M,  and  a  portion  of 

(  the  reservoir  Q,  being 

filled  with  water,  as  it 

becomes  heated  in  the 

boiler    an    ascending 

Fig.  4j8.  current    of  hot  water 

rises  to  the  resertoir 

Q,  while  at  the  same  lime  descending  currents  of  colder  and  denser  water 

pass  from  the  lower  part  of  the  reservoir  Q  into  receivers  h,  d,/,  filled  with 

water.    The  waler  from  these  passes  again  through  pipes  into  other  receivers, 

a,  c,  e,  and  ultimately  reaches  the  lower  part  of  the  boiler. 

During  this  circulation  the  hot  water  heats  the  pipes  and  the  receivers, 
whicb  thus  become  true  water-stoves.  The  number  and  the  dimensions  of 
these  parts  are  determined  from  the  fact  that  a  cubic  foot  of  water  in  falling 
through  a  temperature  of  one  degree  can  theoretically  impart  the  same  in- 
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crease  of  temperature  3,200  cubic  feet  of  air  (460).  In  the  interior  of  the 
receivers,  a^  by  c^  d^  e^f,  there  are  cast-iron  tubes  which  communicate  with 
the  outside  by  pipes,  P,  placed  underneath  the  flooring.  The  air  becomes 
heated  in  these  tubes,  and  issues  at  the  upper  part  of  the  receiver. 

The  principal  advantage  of  this  mode  of  heating  is  that  of  giving  a  tem- 
perature which  is  constant  for  a  long  time,  for  the  mass  of  water  only  cools 
slowly.  It  is  much  used  in  hot-houses,  baths,  artificial  incubation,  drying 
rjoms,  and  generally  wherever  a  uniform  temperature  is  desired. 


SOURCES  OF  COLD 

493.  Various  souroes  of  cold. — Besides  the  cold  caused  by  the  passage 
of  a  body  from  a  solid  to  the  liquid  state,  of  which  we  have  already  spoken, 
cold  is  produced  by  the  expansion  of  gases,  by  radiation  in  general,  and  more 
especially  by  radiation  at  night. 

494.  Cold  produoad  by  fl&e  expansion  of  rases.  Xoe  maetalnes. — We 
have  seen  that  when  a  gas  is  compressed  the  temperature  rises  (479).  The  re- 
verse of  this  is  also  the  case :  when  a  gas  is  rarefied,  a  reduction  of  temperature 
ensues,  because  a  quantity  of  sensible  heat  disappears  when  the  gas  becomes 
increased  to  a  larger  volume.  This  may  be  shown  by  placing  a  delicate 
Breguet^s  thermometer  under  the  receiver  of  an  air-pump,  and  exhausting  ; 
at  each  stroke  of  the  piston  the  needle  moves  in  the  direction  of  zero,  and 
regains  its  original  position  when  air  is  admitted. 

The  production  of  cold  when  a  gas  is  expanded  has  been  extensively 
applied  in  machines  for  artificial  refrigeration  on  a  large  scale.  By  Wind- 
hausen's  ice  machine,  from  1 5,006  to  1 50,000  feet  of  air  can  be  cooled  in  an 
hour,  through  40  to  100  degrees  in  temperature,  by  means  of  a  steam-engine 
of  from  6  to  20  horse-power.  The  essential  parts  of  this  machine  are  repre- 
sented in  fig.  439.     The  piston  B  in  the  cylinder  A  is  worked  to  the  right  by 
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Fig.  439- 

a  Steam-engine  and  to  the  left  by  a  steam-engine  and  by  the  compressed  air. 
As  it  moves  towards  the  right  the  valve  a  opens,  and  air  under  the  ordinary 
atmospheric  pressure  enters  the  space  Aj.  When  this  is  full  the  piston  moves 
towards  the  left,  the  air  in  A  is  compressed  to  about  2  atmospheres,  the 

1 1  2 
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valve  a  is  closed,  the  valve  b  opens,  and  air  passes  in  the  direction  of  the 
arrows  into  the  cooler,  C.  By  its  compression  it  has  become  strongly 
heated,  and  the  necessary  cooling  is  effected  by  means  of  pipes  through 
which  cold  water  circulates,  entering  at  5  and  emerging  at  6.  The  air,  thus 
compressed  and  cboled,  passes  out  through  the  Valve  ^,  which  is  automatically 
worked  by  the  machine,  into  the  space  A,,  where,  in  conjunction  with  the 
steam-engine,  it  moves  the  piston  to  the  left,  and  compresses  the  air  in  A, ; 
for  at  a  certain  position  of  the  piston  the  valve  c  is  closed,  the  compressed 
air  in  the  cylinder  A,  expands,*  and  thereby  is  cooled  far  below  the  freezing 
point.  As  the  piston  moves  again  to  the  right,  the  valve  d  is  opened  by  the 
working  of  the  machine,  and  the  cooled  air  emerges  through  the  tube  4  to 
its  destination.  If  it  passes  into  an  ordinary  room,  by  condensing  the  moisture 
it  fills  the  air  with  snowflakes.  Machines  of  this  kind  are  extensively  em- 
ployed  in  the  arts  ;  in  breweries,  oil  refineries,  in  the  artificial  production  of 
ice,  and  in  cooling  rooms  on  board  ship  for  the  transport  of  dead  meat,  &c.» 
which  has  become  an  industry  of  the  greatest  importance. 

In  the  Linde  machine  the  material  used  is  ammoniacal  gas,  which  is 
liquefied  by  compression  and  surface  condensation.  This  liquid  ammonia 
being  allowed  to  evaporate  takes  the  heat  for  this  change  of  state  from  the 
surrounding  bodies,  which  are  thereby  cooled.  The  ammonia  vapour  thus 
formed  is  again  liquefied,  and  flowing  back  to  the  refrigerator  is  once  more 
evaporated,  so  that  a  small  quantity  of  ammonia  is  always  passing  through 
the  same  cycle  of  operations. 

A  machine  of  this  kind  worked  by  a  steam-engine  of  half  a  horse-power 
can  cool  in  an  hour  3,400  cubic  yards  of  air  from  10°  to  5°  C,  or  1,400  cubic 
yards  from  6°  to  —  4®  C. ;  or  it  will  produce  i  cwt.  of  ice  in  the  same  time. 
The  larger  machines  are  relatively  more  advantageous. 

495.  Cold  produced  toy  radiation  at  niyiit. — During  the  day  the 
ground  receives  from  the  sun  more  heat  than  radiates  into  space,  and  the 
temperature  rises.  The  reverse  is  the  case  during  night.  The  heat  which 
the  earth  loses  by  radiation  is  no  longer  compensated,  and  consequently 
a  fall  of  temperature  takes  place,  which  is  greater  according  as  the  sky  is 
clearer,  for  clouds  send  towards  the  earth  rays  of  greater  intensity  than 
those  which  come  from  the  celestial  spaces.  In  some  winters  it  has  been 
found  that  rivers  have  not  frozen,  the  sky  having  been  cloudy,  although  the 
thermometer  had  been  for  several  days  below  -  4° ;  while  in  other  less 
severe  winters  the  rivers  freeze  when  the  sky  is  clear.  The  emissive  power 
exercises  a  great  influence  on  the  cold  produced  by  radiation  ;  the  greater  it 
is,  the  greater  is  the  cold. 

In  Bengal,  the  cooling  by  night  is  used  in  manufacturing  ice.  Large 
flat  vessels  containing  water  are  placed  on  non-conducting  substances,  such 
as  straw  or  dry  leaves.  In  consequence  of  the  radiation  the  water  freezes^ 
even  when  the  temperature  of  the  air  is  10°  C.  The  same  method  can  be 
applied  in  all  cases  with  a  clear  sky. 

The  Peruvians,  in  order  to  preserve  the  shoots  of  young  plants  from 
freezing,  light  great  fires  in  their  neighbourhood,  the  smoke  of  which,  pro- 
ducing an  artificial  cloud,  hinders  the  cooling  produced  by  radiation. 

496.  Absolute  xero  of  temperature. — As  a  gas  is  increased  ^}^  of  its 
volume  for  each  degree  Centigrade,  it  follows  that  at  a  temperature  of  273** 
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C.  the  volume  of  any  gas  measured  at  zero  is  doubled.  In  like  manner,  if 
the  temperature  of  a  given  volume  at  zero  were  lowered  through  —  273**,  the 
contraction  would  be  equal  to  the  volume :  that  is,  the  volume  would  not 
exist.  At  this  temperature  the  motion  of  the  molecules  of  the  gas  would 
completely  cease,  and  the  pressure  thereby  occasioned.  In  all  probability, 
before  reaching  this  temperature,  gases  would  undergo  some- change. 

This  point  on  the  Centigrade  scale  is  called  the  cUf solute  zero  of  tempera- 
ture', the  temperatures  reckoned  from  this  point  are  called  absolute  tem- 
peratures. They  are  clearly  obtained  by  adding  273  to  the  temperature  on 
the  Centigrade  scale.  Thus  -  35°  C.  is  238*^  on  the  absolute  scale  of  tem- 
perature, and  +  15°  C.  is  288°. 
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CHAPTER  XII 

MECHANICAL  EQUIVALENT  OF   HEAT 

497.  Meotaanioal  equlTalent  of  heat. — If  the  various  instances  of  the 
production  of  heat  by  motion  be  examined,  it  will  be  found  that  in  all  cases 
mechanical  force  is  consumed.  Thus  in  rubbing  two  bodies  against  each 
other,  motion  is  apparently  destroyed  by  friction  ;  it  is  not,  however,  lost, 
but  appears  in  the  form  of  a  motion  of  the  particles  of  the  body ;  the  motion 
of  the  mass  is  transformed  into  a  motion  of  the  molecules. 

Again,  if  a  body  be  allowed  to  fall  from  a  height,  it  strikes  against  the 
ground  with  a  certain  velocity.  According  to  older  views,  its  motion  is  de- 
stroyed, vis  viva  is  lost.  This,  however,  is  not  the  case  ;  the  vis  viva  of 
the  body  appears  as  vis  viva  of  its  molecules. 

In  the  case,  too,  of  chemical  action,  the  most  productive  artificial  source 
of  heat,  it  is  not  difficult  to  conceive  that  there  is,  in  the  act  of  combining, 
an  impact  of  the  dissimilar  molecules  against  each  other,  an  effect  analogous 
to  the  production  of  heat  by  the  impact  of  masses  of  matter  against  each 
other  (483). 

In  like  manner,  heat  may  be  made  to  produce  motion,  as  in  the  case  of 
the  steam-engine,  and  the  propulsion  of  shot  from  a  gun. 

Traces  of  a  view  that  there  is  a  connection  between  heat  and  motion  are 
to  be  met  with  in  the  older  writers.  Bacon  for  example  ;  and  Locke  says, 
*  Heat  is  a  very  brisk  agitation  of  the  insensible  parts  of  the  object,  which 
produces  in  us  that  sensation  from  whence  we  denominate  the  object  hot  ; 
so  that  what  in  our  sensation  is  heat,  in  the  object  is  nothing  but  motion.' 
Rumford,  in  explaining  his  great  experiment  of  the  production  of  heat  by 
friction,  was  unable  to  assign  any  other  cause  for  the  heat  produced  than 
motion  ;  and  Davy,  in  the  explanation  of  his  experiment  of  melting  ice  by 
friction  in  vacuo^  expressed  similar  views.  Carnot,  in  a  work  on  the  steam 
engine,  published  in  1824,  also  indicated  a  connection  between  heat  and 
work. 

The  views,  however,  which  had  been  stated  by  isolated  writers  had  little 
or  no  influence  on  the  progress  of  scientific  investigation,  and  it  is  in  the 
year  1 842  that  the  modern  theories  ■  may  be  said  to  have  had  their  origin. 
In  that  year  Dr.  Mayer,  a  physician  in  Heilbronn,  formally  stated  that  there 
exists  a  connection  between  heat  and  work  ;  and  he  it  was  who  first  intro- 
duced into  science  the  expression  *  mechanical  equivalent  of  heat^  Mayer 
also  gave  a  method  by  which  this  equivalent  could  be  calculated  ;  the  par- 
ticular results,  however,  are  of  no  value,  as  the  method,  though  correct  in 
principle,  is  founded  on  incorrect  data. 

In  the  same  year,  too,  Colding  of  Copenhagen  published  experiments  on 
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the  production  of  heat  by  friction,  from  which  he  concluded  that  the  evolu- 
tion of  heat  was  proportional  to  the  mechanical  energy  expended. 

About  the  same  time  as  Mayer,  but  quite  independently  of  him,  Joule 
commenced  a  series  of  experimental  investigations  on  the  relation  between 
heat  and  work.  These  first  drew  the  attention  of  scientific  men  to  the 
subject,  and  were  admitted  as  a  proof  that  the  transformation  of  heat  into 
mechanical  energy,  or  of  mechanical  energy  into  heat,  always  takes  place  in 
a  definite  numerical  ratio. 

Subsequently  to  Mayer  and  Joule,  several  physicists,  by  their  theoretical 
and  experimental  investigations,  have  contributed  to  establish  the  mechanical 
theory  of  heat  :  namely,  in  this  country,  Sir  W.  Thomson  and  Rankine  ;  in 
Germany,  Helmholtz,  Clausius,  and  Holtzmann  ;  and  in  France,  Clapeyron 
and  Regnault.  The  following  are  some  of  the  most  important  and  satis- 
factory of  Joule's  experiments. 

A  copper  vessel,  B  (fig.  440),  was  provided  with  a  brass  paddle-wheel 
(indicated  by  the   dotted  lines),  which  could  be  made  to  rotate  about  a 


Fig.  4*0. 

vertical  axis.  Two  weights,  E  and  F,  were  attached  to  cords  which  passed 
over  the  pulleys  C  and  D,  and  were  connected  with  the  axis  A.  These 
weights  in  falling  cause  the  wheel  to  rotate.  The  height  of  the  fall,  which  in 
Joule's  experiments  was  about  63  feet,  was  indicated  on  the  scales  G  and  H. 

The  roller  A  was  so  constructed  that  by  detaching  a  pin  the  weights  could 
be  raised  without  moving  the  wheel.  The  vessel  B  was  filled  with  water 
and  placed  on  a  stand,  and  the  weights  allowed  to  sink.  When  they  had 
reached  the  ground,  the  roller  was  detached  from  the  axis,  and  the  weights 
again  raised,  the  same  operations  being  repeated  twenty  times.  The  heat 
produced  was  measured  by  ordinar>'  calorimetric  methods  (447). 

The  work  expended  is  measured  by  the  product  of  the  weight  into  the 
height  through  which  it  falls,  or  p/t^  less  the  work  lost  by  the  friction  of  the 
various  parts  of  the  apparatus.  This  is  diminished  as  far  as  possible  by  the 
use  of  friction  wheels  (77),  and  its  amount  is  determined  by  connecting  C 
and  D  without  causing  them  to  pass  over  A,  and  then  determining  the 
weight  necessary  to  communicate  to  them  a  uniform  motion. 
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In  this  way  it  has  been  found  that  a  thermal  unit — that  is,  the  quantity  of 
heat  by  which  a  i>ound  of  water  is  raised  through  i*'  C. — is  generated  by  the 
expenditure  of  the  same  amount  of  work  as  would  be  required  to  raise  1,392 
pounds  through  i  foot,  or  i  pound  through  1,392  feet  This  is  expressed  by 
saying  that  the  mechanical  equivalent  of  the  thermal  unit  is  1,392  foot- 
pounds. 

The  friction  of  an  iron  paddle-wheel  in  mercury  gave  1,397  foot-pounds, 
and  that  of  the  friction  of  two  iron  plates  gave  1,395  foot-pounds,  as  the 
mechanical  equivalent  of  one  thermal  unit. 

In  another  series  of  experiments,  the  air  in  a  receiver  was  compressed  by 
means  of  a  force-pump,  both  being  immersed  in  a  known  weight  of  water  at 
a  known  temperature.  After  300  strokes  of  the  piston  the  heat,  C,  was 
measured  whith  the  water  had  gained.  This  heat  was  due  to  the  compres- 
sion of  the  air  and  to  the  friction  of  the  piston.  To  eliminate  the  latter  in- 
fluence, the  experiment  was  made  under  the  same  conditions,  but  leaving  the 
receiver  open.  The  air  was  not  compressed,  and  300  strokes  of  the  piston 
developed  C  thermal  units.  Hence  C  — C'is  the  heat  produced  by  the  com- 
pression of  the  gas.     Representing  the  foot-pounds  expended  in  producing 

W 

this  heat  by  W,  we  have  - —      for  the  value  of  the  mechanical  equivalent 

V»  *""  Vy 

By  this  method  Joule  obtained  the  number  1,442. 

The  mean  number  which  Joule  adopted  for  the  mechanical  equivalent  of 
one  thermal  unit  on  the  Centigrade  scale  is  1,390  foot-pounds ;  on  the 
Fahrenheit  scale  it  is  772  foot-pounds.  The  number  is  called  JouUs  equi- 
valent^ and  is  usually  designated  by  the  symbol  J. 

On  the  metrical  system  424  metres  usually  are  taken  as  the  height  through 
which  a  kilogramme  of  water  must  fall  to  raise  its  temperature  i  degree 
Centigrade.  This  is  equal  to  42,400,000  ergs  or  4-24  x  10^  grammes  raised 
through  a  height  of  a  centimetj*e. 

Professor  Rowland  of  Baltimore  has  recently  made  a  very  careful  and 
complete  determination  of  the  mechanical  equivalent  of  heat,  by  Joule's 
method,  in  which  he  has  examined  and  allowed  for  all  possible  sources  of 
error.  His  results  give  426*9  kilogramme-metres  as  the  mean  value  of  this 
constant  for  the  latitude  of  Baltimore. 

Him  made  the  following  determination  of  the  mechanical  equivalent  by 
means  of  the  heat  produced  by  the  compression  of  lead.  A  large  block  of 
sandstone,  CD  (fig.  441),  is  suspended  vertically  by  cords  ;  its  weight  is  P. 
£  is  a  piece  of  lead,  fashioned  so  that  its  temperature  may  be  determined  by 
the  introduction  of  a  thermometer.  The  weight  of  this  is  n,  and  its  specific 
heat  c.  AB  is  a  cylinder  of  cast  iron,  whose  weight  is/.  If  this  be  raised  to 
A'B',  a  height  of  A,  and  allowed  to  fall  again,  it  compresses  the  lead,  E, 
against  the  anvil,  CD.  It  remains  to  measure  on  the  one  hand  the  work 
lost,  and  on  the  other  the  heat  gained. 

The  hammer  AB  being  raised  to  a  height  A,  the  work  of  its  fall  is  pk  ; 
but  as,  by  its  elasticity,  it  rises  again  to  a  height  /^„  the  work  is/  (A— ^,). 
The  anvil  CD,  on  the  other  hand,  has  been  raised  through  a  height  H 
to  CD'  and  has  required  in  so  doing  PH  units  of  work.  The  work,  W, 
definitely  absorbed  by  the  lead  is/  (A -A,) -PH.  On  the  other  hand,  the 
lead  has  been  heated  by  ^,  it  has  gained  HcB  thermal  units,  c  being  the 
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specific  heat  of  lead,  and  the  mechanical  equivalent  J  is  equal  to  the  quotient 

W 

-  -y     A  series  of  six  experiments  gave  1,394  for  the  mechanical  equivalent 

as  thus  obtained. 


.       \\\smys?ssim^'mm.^^^^^  vdwX^vj^^-^^-^as^^. 


Fig.  441. 

Recent  experiments  of  Cantoni  and  Gerosa  in  this  direction  are  the 
simplest.  They  allowed  mercury  to  fall  from  a  funnel  through  a  narrow 
tube  into  a  vessel  below,  when  its  temperature  was  measured.  In  this  way 
the  number  1,390  was  obtained. 

Experiments  in  the  opposite  direction  have  also  been  made,  in  which  the 
work  produced  by  one  thermal  unit  was  determined.  This  was  done  on  a 
large  scale  by  Him  by  means  of  a  steam-engine  of  one  hundred  horse-power. 
He  determined  the  quantity  of  heat  contained  in  the  steam  before  its  action, 
and  then  the  amount  contained  in  the  water  after  its  condensation.  This  was 
less,  for  some  had  been  expended  in  work  ;  and  this  work  as  measured  by 
the  dynamometer  was  equivalent  to  that  which  had  disappeared,  the  number 
1 3907  being  thus  obtained. 

The  following  is  the  method  which  Mayer  first  employed  in  cafcu- 
lating  the  mechanical  equivalent  of  heat.  It  is  taken,  with  slight  modifica- 
tions, from  Professor  Tyndall's  work  on  Heat^  who,  while  strictly  following 
Mayer's  reasoning,  has  corrected  his  data. 

Let  us  suppose  that  a  rectangular  vessel  with  a  section  of  a  square  foot 
contains  at  o^  a  cubic  foot  of  air  under  the  ordinary  atmospheric  pressure  ; 
and  let  us  suppose  that  it  is  inclosed  by  a  piston  without  weight. 

Suppose  now  that  the  cubic  foot  of  air  is  heated  until  its  volume  is 
doubled  ;  from  the  coefficient  of  expansion  of  air  we  know  that  this  is  the 
case  at  273®  C.  The  gas  in  doubling  its  volume  will  have  raised  the  piston 
through  a  foot  in  height ;  it  will  have  lifted  the  atmospheric  pressure  through 
this  distance.  But  the  atmospheric  pressure  on  a  square  foot  is  in  round 
numbers  15  x  144  »  2,160  pounds.  Hence  a  cubic  foot  of  air  in  doubling  its 
volume  has  lifted  a  weight  of  2,160  pounds  through  a  height  of  a  foot. 

Now,  a  cubic  foot  of  air  at  zero  weighs  1*29  ounce,  and  the  specific  heat 
of  air  under  constant  pressure— that  is,  when  it  can  expand  freely — as  com- 
pared with  that  of  an  equal  weight  of  water,  is  0*24  ;  so  that  the  quantity  of 
heat  which  will  raise  r29  ounce  of  air  through  273°  will  only  raise  0*24  x  1*29 
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■•031  01.  oi  water  through  the  same  temperature  ;  but  o'ji  oz.  of  water  raised 
through  273°  is  equal  to  5'29  pounds  of  water  raised  through  1°  C. 

That  is,  the  quantity  of  heal  which  will  double  the  volume  of  a  cubic'foot 
of  air,  and  in  so  doing  will  lift:  2,160  pounds  through  a  height  of  a  foot,  is 
5 '29  thermal  units. 

Now,  in  the  above  case  the  gas  has  been  heated  under  constant  pressure, 
that  is,  when  it  could  exptand  freely.  If,  however,  it  had  been  heated  under 
constant  volume,  its  specific  heat  would  have  been  less  in  the  ratio  1  :  1'4I4 
(460),  so  that  the  quantity  of  heat  required  under  these  circumstances  to 
raise  the  temperature  o    a  cubic  fool  of  air  would  be  S'29>>       -  =  374. 

Deducting  this  from  5^29,  the  difference  1-55  represents  the  weight  of  water 
which  would  have  been  raised  1°  C.  by  the  excess  of  heat  imparted  to  the 
air  when  it  could  expand  freely.  But  this  excess  has  been  consumed  in  the 
work  of  raising  2,160  pounds  through  a  fooL  Dividing  this  by  I '5;,  we  have 
1,393.  Hence  the  heat  which  will  raise  a  pound  of  water  through  1°  C.  will 
raise  a  weight  of  1,393  pounds  through  a  height  of  a  foot ;  anumerical  value 
of  the  mechanical  equivalent  of  heal  agreeing  as  closely  as  can  be  expected 
with  that  which  Joule  adopted   as    the    most  certain  of  his  experimental 

The  law  of  the  relation  of  heat  to  mechanical  energy  may  be  thus  stated  :— 
Heat  and  mecltatiical  energy  are  mutually  coiwertible ;  and  heat  requires  Jor 
its  production,  and  produces  by  its  disappearance,  mechanical  energy  in  the 
ratio  of  i  ,yjO  foot-pounds  for  every  thertnal  unit. 


Fig.  .*.. 

A  variety  of  experiments  may  in  like  maiiaer  be  adduced  to  show  that 
whenever  heat  disappears  work  is  produced.  For  example,  if  in  a  reservoir 
immersed  in  water  the  air  be  compressed  to  the  extent  of  10  atmospheres  ; 
supposing  that  now,  when  the  compressed  air  has  acquired  the  temperature 
of  the  water,  it  be  allowed  to  act  upon  a  piston  loaded  by  a  weight,  the 
weight  is  raised.    At  the  same  time  the  water  becomes  cooler,  showing  that 
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a.  certain  quantity  of  heat  had  disappeared  in  producing  the  mechanical 
work  of  raising  the  weight.  This  may  also  be  illustrated  by  the  following 
experiment  (fig.  442),  due  to  Professor  Tyndall ; — 

A  strong  metal  box  is  taken,  provided  with  a  stopcock,  on  which  can  be 
screwed  a  small  condensing  pump.  Having  compressed  the  air  by  its  means 
since  it  becomes  heated  by  this  process,  the  box  is  allowed  lo  stand  for  some 
time,  until  it  has  acquired  the  temperature  of  the  surrounding  medium.  On 
opening  the  stopcock  the  air  rushes  out  :  it  is  expelled  by  the  expansive 
force  of  the  internal  air  ;  in  short,  the  air  drives  itself  out.  Work  is  there- 
fore performed  by  the  air,  and  there  should  be  a  disappearance  of  heal ;  and 
if  the  jet  of  air  be  allowed  to  strike  against  the  themiopile,  the  galvano- 
meter is  deflected,  and  the  direction  of  its  deflection  indicates  a  cooling 
(fig.  442).  The  same  effect  is  observed  when,  on  opening  a  bottle  of 
soda  water,  the  carbonic  gas  which  escapes  is  allowed  to  impinge  on  the 
thermopile. 

If,  on  the  contrary,  the  experiment  is  made  with  an  ordinary  pair  of 
bellows,  and  the  current  of  air  is  a11o»'ed  to  strike  against  the  pile,  the 
deflection  of  the  galvanometer  is  in  the  opposite  direction.  Indicating  an 
increase  of  temperature  (fig.  443).  In  this  case  the  hand  of  the  experimenter 
performs  the  work,  which  is  converted  into  heat. 

Joule  placed  in  a  calorimeter  two  equal  copper  reservoirs,  which  could 
be  connected  by  a  tube.  One  of  these  contained  air  at  22  atmospheres, 
the  other  was  exhausted.  When  they  were  connected,  they  came  into  equi- 
librium under  a  pressure  of  II  atmospheres;  but  as  the  gas  in  expanding 
had  done  no  work,  there  was  no  alteration  in  temperature.  When,  however, 
the  second  reservoir  was  full  of  water,  the  air  in  entering  was  obliged  to 


expel  it  and   thus  perfonn  work,  and  the  temperature  sank,  owing  to  an 
absorption  of  heat. 

For  further  information  the  student  of  this  subject  is  referred  to  the 
following  works :— ^Tyndnll  on  Heat  as  a  Mode  of  Motion,  Maxwell  on 
Heat,  Wormell's  Thermodynamics  (Longmans),  and  Tail  on  Thermodynamics 
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^Edmondston  &  Douglas).  A  condensed,  though  complete  and  systematic, 
account  of  the  dynamical  theory  of  heat  is  met  with  in  Professor  Foster's 
articles  on  *  Heat/  in  IVatiJ^  Dictionary  of  Chemistry, 

498.  Blssli^tloii  of  eneriry- — Rankine  has  the  following  interesting 
observations  on  a  remarkable  consequence  of  the  mutual  convertibility  which 
has  been  shown  to  exist  between  heat  and  other  forms  of  energy  : — Sir  W. 
Thomson  has  pointed  out  the  fact  that  there  exists,  at  least  in  the  present 
state  of  the  known  world,  a  predominating  tendency  to  the  conversion  of  all 
other  forms  of  physical  energy  into  heat,  and  to  the  uniform  diffusion  of 
heat  throughout  all  matter.  The  form  in  which  we  generally  find  energy 
originally  collected  is  that  of  a  store  of  chemical  power  consisting  of  uncom- 
bined  elements.  The  combination  of  these  elements  produces  energy  in  the 
form  known  by  the  name  of  electrical  currents,  part  only  of  which  can  be 
employed  in  analysing  chemical  compounds,  and  thus  reconverted  into  a 
store  of  chemical  power ;  the  remainder  is  necessarily  converted  into  heat ; 
a  part  only  of  this  heat  can  be  employed  in  analysing  compounds  or  in  re- 
producing electric  currents.  If  the  remainder  of  the  heat  be  employed  in 
expanding  an  elastic  substance,  it  may  be  converted  entirely  into  visible 
motion,  or  into  a  store  of  visible  mechanical  power  (by  raising  weights,  for 
example),  provided  the  elastic  substance  is  enabled  to  expand  until  its 
temperature  falls  to  the  point  which  corresponds  to  the  absolute  privation 
of  heat ;  but  unless  this  condition  is  fulfilled  a  certain  proportion  only  of 
the  heat,  depending  on  the  range  of  temperature  through  which  the  elastic 
body  works,  can  be  converted,  the  rest  remaining  in  the  state  of  heat  On 
the  other  hand,  all  visible  motion  is  of  necessity  ultimately  converted  into 
heat  by  the  agency  of  friction.  There  is,  then,  in  the  present  state  of  the 
known  world,  a  tendency  towards  the  conversion  of  all  physical  energy  into 
the  sole  form  of  heat. 

Heat,  moreover,  tends  to  diffuse  itself  uniformly  by  conduction  and  radia- 
tion, until  all  matter  shall  have  acquired  the  same  temperature.  There  is, 
consequently,  so  far  as  we  understand  the  present  condition  of  the  universe, 
a  tendency  towards  a  state  in  which  all  physical  energy  will  be  in  the  state  of 
heat,  and  that  heat  so  diffused  that  all  matter  will  be  at  the  same  temperature ; 
so  that  there  will  be  an  end  of  all  physical  phenomena. 

Vast  as  this  speculation  may  seem,  it  appears  to  be  soundly  based  on 
experimental  data,  and  to  truly  represent  the  present  condition  of  the  uni- 
verse as  far  as  we  know  it. 
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BOOK   VII 

ON   LIGHT 


CHAPTER   I 

TRANSMISSION,   VELOCITY,  AND  INTENSITY  OF  LIGHT 

499.  Tlieoiies  of  llirltt. — Light  is  the  agent  which,  by  its  action  on  the 
retina,  excites  in  us  the  sensation  of  vision.  That  part  of  physics  which  deals 
with  the  properties  of  light  is  known  as  optics. 

In  order  to  explain  the  origin  of  light,  various  hypotheses  have  been  made, 
the  most  important  of  which  are  the  emission  or  corpuscular  theory,  and  the 
undulatory  theory. 

On  the  emission  theory  it  is  assumed  that  luminous  bodies  emit,  in  all 
directions,  an  imponderable  substance,  which  consists  of  molecules  of  an 
extreme  degree  of  tenuity :  these  are  propagated  in  right  lines  with  an  almost 
infinite  velocity.  Penetrating  into  the  eye  they  act  on  the  retina,  and  deter- 
mine the  sensation  which  constitutes  vision. 

On  the  undulatory  theory,  all  bodies,  as  well  as  the  celestial  spaces,  are 
filled  by  an  extremely  subtle  elastic  medium,  which  is  called  the  lumtniferous 
ether.  The  luminosity  of  a  body  is  due  to  an  infinitely  rapid  vibratory  motion 
of  its  molecules,  which,  when  communicated  to  the  ether,  is  propagated  in  all 
directions  in  the  form  of  spherical  waves,  and  this  vibratory  motion,  being 
thus  transmitted  to  the  retina,  calls  forth  the  sensation  of  vision.  The 
vibrations  of  the  ether  take  place  not  in  the  direction  of  the  wave,  but  in  a 
plane  at  right  angles  to  it.  The  latter  are  called  the  transversal  vibrations. 
An  idea  of  these  may  be  formed  by  shaking  a  rope  at  one  end.  The  vibra- 
tions, or  to  and  fro  movements,  of  the  particles  of  the  rope,  are  at  right 
angles  to  the  length  of  the  rope,  but  the  onward  motion  of  the  wave's  form 
is  in  the  direction  of  the  length. 

On  the  emission  theory  the  propagation  of  light  is  effected  by  a  motion 
or  translation  of  particles  of  light  thrown  out  from  the  luminous  body,  as  a 
bullet  is  discharged  from  a  gun  ;  on  the  undulatory  theory  there  is  no  pro- 
gressive motion  of  the  particles  themselves,  but  only  of  the  state  of  disturb- 
ance which  was  communicated  by  the  luminous  body ;  it  is  a  motion  of 
oscillation^  and,  like  the  propagation  of  waves  in  water,  takes  place  by  a  series 
of  vibrations. 

The  luminiferous  ether  penetrates  all  bodies,  but  on  account  of  its 
extreme  tenuity  it  is  uninfluenced  by  gravitation  ;  it  occupies  space,  and 
although  it  presents  no  appreciable  resistance  to  the  motion  of  the  denser 


494  On  Light  [499- 

bodies,  it  is  possible  that  it  hinders  the  motion  of  the  smaller  comets.  It  has 
been  found,  for  example,  that  Encke's  comet,  whose  period  of  revolution  is 
about  3 J  years,  has  its  period  diminished  by  about  o*ii  of  a  day  at  each 
successive  rotation,  and  this  diminution  is  ascribed  by  some  to  the  resistance 
of  the  ether. 

Graetz  has  calculated  that  the  density  of  ether  is  9  x  10***®  that  of  water. 
From  a  formula  of  Sir  W.  Thomson  it  is  calculated  to  be  greater  than  10"^* ; 
it  may  accordingly  be  admitted  to  be  io~*^  While  the  air  over  a  square 
metre  weighs  10,000  kilogrammes,  the  ether  in  it,  taking  the  height  of  the 
atmosphere  at  30  miles,  would  only  weigh  0*0022  milligramme.  Thomson 
concludes  that  if  the  density  of  the  air  followed  Boyle's  law,  and  the  tem- 
perature were  constant,  at  a  height  equal  to  that  of  the  earth's  radius  it 
would  only  be  io~'^  that  of  water.  The  ether  is  therefore  far  more  dense 
than  air  so  rarefied. 

The  fundamental  principles  of  the  undulatory  theory  were  enunciated  by 
Huyghens,  and  subsequently  by  Euler.  The  emission  theory,  principally 
owing  to  Newton's  powerful  support,  was  for  long  the  prevalent  scientific 
creed.  The  undulatory  theory  was  adopted  and  advocated  by  Young,  who 
showed  how  a  large  number  of  optical  phenomena,  particularly  those  of 
diffraction,  were  to  be  explained  by  that  theory.  Subsequently,  too,  though 
independently  of  Young,  Fresnel  showed  that  the  phenomena  of  diffraction, 
and  also  those  of  polarisation,  are  explicable  on  the  same  theory',  which,  since 
his  time,  has  been  generally  accepted. 

The  undulatory  theory  not  only  explains  the  phenomena  of  light,  but  it 
reveals  an  intimate  connection  between  these  phenomena  and  those  of  heat 
(429) ;  it  shows,  also,  how  completely  analogous  the  phenomena  of  light  are 
to  those  of  sound,  regard  being  had  to  the  differences  of  the  media  in  which 
tlvsse  two  classes  of  phenomena  take  place. 

500.  &iiinliioiUftraiuipareiit,traiuilnoeiit,  and  opaque  bodies. — Lumi- 
nous bodies  are  those  which  emit  light,  such  as  the  sun,  and  ignited  bodies. 
Transparent  or  diaphanous  bodies  are  those  which  readily  transmit  light, 
and  through  which  objects  can  be  distinguished :  water,  gases,  polished  glass 
are  of  this  kind.  Translucent  bodies  transmit  light,  but  objects  cannot  be 
distinguished  through  them  :  ground  glass,  oiled  paper,  &c.,  belong  to  this 
class.  Opaque  bodies  do  not  transmit  light ;  for  example,  wood,  metals,  &c. 
No  bodies  are  quite  opaque  ;  they  are  all  more  or  less  translucent  when  cut 
in  sufficiently  thin  leaves. 

Foucault  showed  that  when  the  object-glass  of  a  telescope  is  thinly 
silvered,  the  layer  is  so  transparent  that  the  sun  can  be  viewed  through  it 
without  danger  to  the  eyes,  since  the  metallic  surface  reflects  the  greater 
part  of  the  heat  and  light. 

501.  &ninliioiu  ray  and  penotl. — A  luminous  ray  is  the  direction  of  the 
line  in  which  light  is  propagated  ;  a  luminous  pencil  is  a  collection  of  rays 
from  the  same  source ;  it  is  said  to  be  parallel  when  it  is  composed  of 
parallel  rays,  divergent  when  the  rays  separate  from  each  other,  and  con- 
vergent when  they  tend  towards  the  same  point.  Every  luminous  body  emits 
divergent  rectilinear  rays  from  all  its  points,  and  in  all  directions. 

502.  Froparatlon  of  llirlit  in  a  bomoireneoas  n&edlom. — A  medium  is 
any  space  or  substance  which  light  can  traverse,  such  as  a  vacuum,  air,  water, 
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glass,  &c.  A  medium  is  sajd  to  be  homogencoui  when  ils  chemical  compo- 
sition and  density  are  the  same  in  all  parts. 

In  every  homogeneous  medium  light  is  propagated  in  a  right  line.  For, 
if  an  opaque  body  is  placed  in  the  right  line  which  joins  the  eye  and  the 
luminous  body,  the  light  is  intercepted.  The  light  which  passes  into  a  dark 
room  by  a  small  aperture  is  visible  from  the  light  falling  on  the  particles  of 
dust  suspended  in  the  atmosphere. 

Light  changes  its  direction  on  meeting  an  object  which  it  cannot  pene- 
trate, or  when  it  passes  from  one  medium  to  another.  These  phenomena 
will  be  described  under  the  heads  reflection  and  refracHon. 

503.  sbaaow,  paDnmkrm.— When  light  falls  upon  an  opaque  body  it 
cannot  penetrate  into  the  space  immediately  behind  it,  and  this  space  is 
called  the  shadow. 


Fig-  ***. 

In  detennining  the  extent  and  the  shape  of  a  shadow  projected  by  a  body, 
two  cases  are  to  be  distinguished ;  that  in  which  the  source  of  light  is  a 
single  point,  and  that  in  which  it  is  a  body  of  any  given  extent. 

In  the  first  case,  let  S  (fig.  444)  be  the  luminous  point,  and  M  a  spherical 
body,  which  causes  the  shadow.     If  an  infinitely  long  straight  line,  SG,  move 


round  the  sphere  M  tangentially,  always  passing  through  the  point  S,  this 
line  will  produce  a  conical  surface,  which,  beyond  the  sphere,  separates 
that  portion  of  space  which  is  in  shadow  from  that  which  is  illuminated.     In 
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the  present  case,  on  placing  a  screen,  PQ,  behind  the  opaque  body  the  limit 
of  the  shadow  HG  will  be  sharply  defined.  This  is  not,  however,  usually 
the  case,  for  luminous  bodies  have  always  a  certain  magnitude,  and  are  not 
merely  luminous  points. 

Suppose  that  the  luminous  and  illuminated  bodies  are  two  spheres,  $L 
and  MN  (fig.  445).  If  an  infinite  straight  line,  AG,  moves  tangentially  to 
both  spheres,  always  cutting  the  line  of  the  centre  in  the  point  A,  it  will  pro- 
duce a  conical  surface  with  this  point  for  a  summit,  and  which  traces  behind 
the  sphere  MN  a  perfectly  dark  space  MGHN.  If  a  second  right  line,  LD, 
which  cuts  the  line  of  centre  in  B,  moves  tangentially  to  the  two  spheres,  so 
as  to  produce  a  new  conical  surface,  BDC,  it  will  be  seen  that  all  the  space 
outside  this  surface  is  illuminated,  but  that  the  part  between  the  two  conical 
surfaces  is  neither  quite  dark  nor  quite  light.  So  that  if  a  screen,  PQ,  is 
placed  behind  the  opaque  body,  the  portion  cGdYi  of  the  screen  is  quite^  m 
the  shadow,  while  the  space  ab  receives  light  from  certain  parts  of  the  lumi- 
nous body,  and  not  from  others.  It  is  brighter  than  the  true  shadow,  and 
not  so  bright  as  the  rest  of  the  screen,  and  it  is  accordingly  called  the 
penumbra. 

Shadows  such  as  these  are  geometrical  shadows ;  physical  shadows^  or 
those  which  are  really  seen,  are  by  no  means  so  sharply  defined.    A  certain 

quantity  of  light  passes 
into  the  shadow,  even 
when  the  source  of  light 
is  a  mere  point,  and  con- 
versely the  shadow  influ- 
ences the  illuminated 
part  This  phenomenon, 
which  will  be  afterwards 
described,  is  known  by 
the  name  of  diffraction 
(646). 

The  explanation  of  the  phenomena  of  eclipses  follows  directly  from  the 
theory  of  shadows. 

When  the  opaque  disc  of  the  moon  comes,  according  to  the  conditions, 
between  the  sun  and  the  earth,  the  shadow  cast  by  the  moon  causes  a  more 
or  less  complete  solar  eclipse  on  those  parts  of  the  earth  which  it  meets. 

Let  S  be  the  sun,  T  the  earth,  and  L  the  moon  placed  in  a  position 
favourable  for  an  eclipse  (fig.  446),  If  we  can  suppose  the  three  bodies 
represented  with  their  relative  magnitudes  and  distances  we  need  only 
repeat  the  graphical  construction  of  fig.  446  to  detennine  the  dimensions  of 
the  cone  of  the  shadow,  and  of  the  penumbra  of  the  moon.  The  length  LI 
of  the  cone  of  the  shadow  varies  between  57  and  59  terrestrial  radii,  accord- 
ing to  the  relative  positions  of  the  earth  and  its  satellite  ;  the  distance  of 
the  two  planets  varies  between  55  and  62  such  radii  ;  hence,  under  favour- 
able conditions  the  cone  of  the  shadow  may  reach  the  earth,  and  in  those 
points  of  the  earth  thus  touched,  ///,  there  is  a  total  eclipse  of  the  sun.  As 
this  area  has  relatively  a  small  extent,  an  eclipse  which  is  visible  by  the 
inhabitants  of  this  area  is  not  so  by  those  in  the  neighbourhood.  After  the 
lapse  of  a  time  which  never  exceeds  3  min.  13  sec.  the  cone  will  have  left 


Fig.  446. 


Images  produced  by  Small  Apertures 
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which  is  not  necessarily  on  the  sam 
s  sweep  over  the  surface  of  the  earth,  i 


nd  will  pass  to  » 

ude.     It  will  thus 

ecial  motion  of  the  two  heavenly  bodies,  along  a  line  which 

1  determine  beforehand.     On  all  points  along  this  line  (fig. 

successively  be  a  total  eclipse  ;  for  adjacent  ones,  which  are 

of  the  penumbra,  the  eclipse  will  bepartia/. 
rf  the  shadow  does  not  reach  the  earth,  there  will  nowhere  be 

but  on  a  point  m'  (fig.  448)  there  will  be  no  light  from  the 


the  sun  ;  this  will  then  appear  like  a  black  circle  surtounded 
;  (fig.  449),  and  forms  what  is  called  an  annulancUpse. 
tial  eclipses  of  the  moon  are  produced  by  the  total  or  partial 
le  moon  in  the  cone  of  the  shadow  cast  by  the  earth  ;  for  an 
;  moon  they  would  constitute  total  or  partial  eclipses  of  the 
ose  parts  of  the  moon  in  the  shadow,  partial  at  those  in  the 


of  Venus  or  of  Mercury  over  the  sun  are  phenomena  of  the 
:lipses,  being  produced  by  the  projection  on  the  earth  of  the 


Fi(.  mB. 


•s  of  shadow  of  those  planets.  The  eclipses  of  the  satellites 
ts  such  as  Jupiter  are  identical  with  the  eclipses  of  the  moon. 
■  prodaced  tijr  BiaMll  Rpertarea. — When  luminous  rays, 
I  a  dark  chamber  through  a.  small  aperture,  are  received  u[>on 
brm  images  of  external  objects.  These  images  are  inverted, 
Iways  that  of  the  external  objects,  and  is  independent  of  the 
>erture. 
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The  inversion  of  the  images  arises  from  the  fact  that  the  luminous  rays 
proceeding  from  external  objects,  and  penetrating  into  the  chamber,  cross 
one  another  in  passing  the  aperture,  as  shown  in  fig,  450.  Continuing  in  a 
straight  line,  the  rays  from  the  higher  parts  meet  the  screen  at  the  lower 
parts  ;  and  conversely,  those  which  come  from  the  lower  parts  meet  the 
higher  parts   of  the   screen.     Hence  the    inversion  of  the  image.     In  the 


Fig.  ,50. 

article  Camera  Obscura  (602)  it  will  be  seen  that  the  brightness  and  precision 
(if  these  images  are  increased  by  means  of  lenses. 

In  order  to  show  that  the  shape  of  the  image  is  independent  of  that  of 
the  aperture,  when  the  latter  is  sufficiently  small  and  the  screen  at  an  ade- 
quate distance,  imagine  a  triangular  aperture,  O  (fig.  451),  made  in  the  door 
of  a  dark  chamber,  and  let  ab  be  a  screen  on  which  is  received  the  image  of 
a  flame,  AB.  A  divergent  pencil  from  each  point  of  the  flame  passes  through 
the  aperture,  and  forms  on  the  screen  a  triangular  image  resembling  the 


aperture.  But  the  union  of  all  these  partial  images  produces  a  total  image 
of  the  same  form  as  the  luminous  object  For  if  we  conceive  that  an  infinite 
straight  line  moves  round  the  aperture,  with  the  condition  that  il  is  always 
tangential  to  the  luminous  object  AB,  and  that  the  aperture  is  very  small, 
the  straight  line  describes  two  cones,  the  apex  of  which  is  the  aperture, 
while  one  of  the  bases  is  the  luminous  object  and  the  other  the  luminous 
object  on  the  screen — that  is,  the  image.  Hence,  if  the  screen  is  per- 
pendicular to  the  right  line  joining  the  centre  of  the  aperture  and  the  centre 
of  the  luminous  body,  the  image  is  similar  to  the  body  ;  but  if  the  screen  is 
obhque,  the  image  is  elongated  in  the  direction  of  its  obliquity.  This  is 
what  is  seen  in  the  shadow  produced  by  foliage  ;  the  luminous  rays  passing 
through  the  leaves  produce  images  of  the  sun,  which  are  either  round  or 
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elliptical,  according  as  ihe  ground  is  perpendicular  or  oblique  to  Che  solar 
rays  ;  and  this  is  the  case  whatever^be  the  shape  of  the  aperture  through 
which  the  light  passes. 

505.  vaioeity  of  iiiht,— Light  moves  with  such  a  velocity  chat  at  the 
surface  of  the  earth  there  is,  to  ordinary  observation,  no  appreciable  interval 
between  the  occurrence  of  any  luminous  phenomenon  and  its  perception  by 
the  eye.  And,  accordingly,  this  velocity  was  first  determined  by  means  of 
astronomical  observations.  Romer,  a  Danish  astronomer,  in  1675,  ^^^^ 
deduced  the  velocity  of  light  from  an  observation  of  the  eclipses  of  Jupiter's 
first  satellite. 

Jupiter  is  a  planet,  round  which  four  satellites  revolve,  as  the  moon 
does  round  the  earth.  This  first  satellite,  E  {fig.  452),  suffers  occtdtatioti— 
that  is,  passes  into  Jupiter's  shadow — at  equal  intervals  of  time,  which  are 
4ah.  28m.  36s.  While  the  earth  moves  in  that  part  of  its  orbit,  ab,  nearest 
Jupiter  its  distance  from  that  planet  does  not  materially  alter,  and  Che 
intervals  between  two  successive  occultations  of  the  satellite  arc  approximately 
the  same ;  but,  in  proportion  as  the  earth  moves  away  in  its  revolution 
round  the  sun,  S,  the  interval  between  two  occulCacions  increases,  and  when, 
at  the  end  of  six 
months,  the  earth 
has  passed  from 
the  position  T  to 
the  position  T',  a 
total  retardation  of 
1 6m.  36s.  i  s  obsen'ed 
■between  the  time 
al  which  the  phe- 
nomenon is  seen 
and  that  at  which 


Fig.,; 


s  calculated  to  take  place.  But  when  the  earth  was  in  the  position  T,  the 
sun's  light  reflected  from  the  satellite  E  had  to  traverse  the  distance  ET, 
while  in  the  second  position  the  light  had  to  traverse  the  distance  ET'. 
This  distance  exceeds  the  first  by  the  quantity  TT',  for,  from  the  great  dis- 
tance of  the  satellite  E,  the  rays  ET  and  ET'  may  be  considered  parallel. 
Consequently,  light  requires  i6m.  36s.  to  travel  the  diameter  TT'  of  the 
terrestrial  orbit,  or  twice  the  distance  of  the  earth  from  ihe  sun,  which  gives 
for  its  velocity  190,000  miles  in  a  second. 

The  stars  nearest  the  earth  are  separated  from  it  by  at  lease  206,265 
times  the  distance  of  the  sun.  Consequently,  the  light  which  they  send  re- 
quires more  than  three  years  to  reach  us.  Those  stars,  which  are  only  visible 
by  means  of  the  telescope,  are  possibly  at  such  a  distance  that  thousands 
of  years  would  be  required  for  their  light  to  reach  our  planetary  system. 
They  might  have  been  extinguished  for  ages  without  our  knowing  it. 

506.  rtiiie»nlt'i  KpparBtDS  for  detBrmlnlnK  tha  veloolty  of  llBbt. — 
Notwithstanding  the  prodigious  velocity  of  light,  Foucaull  succeeded  in 
determining  it  experimentally  by  the  aid  of  an  ingenious  apparatus,  based 
on  the  use  of  the  rotating  mirror,  which  was  adopted  by  Wheatstone  in 
measuring  ihe  velocity  of  electricity. 

In  the  description  of  this  apparatus,  a  knowledge  of  the  principal  pro- 
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and  back  again,  but  the  image  will  alternately  disappear  and  reappear.  If 
now  the  velocity  of  M  is  increased  to  upwards  of  30  turns  per  second,  the 
interval  between  the  disappearance  and  reappearance  is  so  short  that  the 
impression  on  the  eye  is  persistent,  and  the  image  appears  perfectly  steady. 

Lastly,  if  the  mirror  turns  with  sufficient  velocity,  there  is  no  appreciable 
change  in  its  position  during  the  time  which  the  light  takes  in  making  the 
double  journey  from  in  to  M,  and  from  M  to  /«  ;  the  return  ray,  after  its 
reflection  from  the  mirror  w,  takes  the  direction  mb^  and  forms  its  image 
at  i  ;  that  is,  the  image  has  undergone  a  total  deviation  di.  Speaking  pre- 
cisely, there  is  a  deviation  as  soon  as  the  mirror  turns,  even  slowly ;  but  it  is 
only  appreciable  when  it  has  acquired  a  certain  magnitude,  which  is  the  case 
when  the  velocity  of  rotation  is  sufficiently  rapid,  or  the  distance  Mw  suffi- 
ciently great,  for  the  deviation  necessarily  increases  with  the  time  which  the 
light  takes  in  returning  on  its  own  path. 

In  Foucault's  experiment  the  distance  M//«  was  only  13 J  feet ;  when  the 
mirror  rotated  with  a  velocity  of  600  to  800  turns  in  a  second,  deviations  of 
^  to  ^  of  a  millimetre  were  obtained. 

Taking  Mwi  =  /,  Lw-/',  ^L  =  r,  and  representing  by  n  the  number  of 
turns  in  a  second,  by  h  the  absolute  deviation  ///,  and  by  V  the  velocity  of 
light,  Foucault  arrived  at  the  formula 

5(/+/')' 

from  which  the  velocity  of  light  is  calculated  at  185,157  miles  in  a  second  ; 
this  number,  which  is  less  than  that  ordinarily  assumed,  agrees  remarkably 
well  with  the  value  deduced  from  the  new  determinations  of  the  value  of  the 
solar  parallax. 

The  mechanism  by  which  the  mirror  was  turned  consisted  of  a  small 
steam  turbine,  bearing  a  sort  of  resemblance  to  the  sirene,  and,  like  that 
instrument,  giving  a  higher  sound  as  the  rotation  is  more  rapid  :  in  fact,  it 
is  by  the  pitch  of  the  note  that  the  velocity  of  the  rotation  is  determined. 

In  this  apparatus  liquids  can  be  experimented  upon.  For  that  purpose 
a  tube,  AB,  10  feet  long,  and  filled  with  distilled  water,  is  placed  between  the 
turning  mirror  /«,  and  a  concave  mirror  M',  identical  with  the  mirror  M. 
The  luminous  rays  reflected  by  the  rotating  mirror,  in  the  direction  wM', 
traverse  the  column  of  water  AB  twice  before  returning  to  V.  But  the  return 
ray  then  becomes  reflected  at  r,  and  forms  its  image  at  h  :  the  deviation  is 
consequently  greater  for  rays  which  have  traversed  water  than  for  those 
which  have  passed  through  air  alone  ;  hence  the  velocity  of  light  is  less  in 
water  than  in  air. 

This  is  the  most  important  part  of  these  experiments.  For  it  had  been 
shown  theoretically  that  on  the  undulatory  theory  the  velocity  of  light 
must  be  less  in  the  more  highly  refracting  medium  (638),  while  the  opposite 
is  a  necessary  consequence  of  the  emission  theory.  Hence  Foucault's 
result  may  be  regarded  as  a  crucial  test  of  the  validity  of  the  undulalor>' 
theory. 

507.  axperlments  of  Vlxeaa. — In  1849  Fizeau  measured  directly  the 
velocity  of  light,  by  ascertaining  the  time  it  took  to  travel  from  Suresnes  to 
Montmartre  and  back  again.    The  apparatus  employed  was  a  toothed  wheel, 
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capable  of  being  turned  more  or  less  quickly,  and  with  a  velocity  that  could 
be  exactly  ascertained.  The  teeth  were  made  of  precisely  the  same  width 
as  the  intervals  between  them.  The  apparatus  being  placed  at  Suresnes,  a 
pencil  of  parallel  rays  was  transmitted  ihrough  an  interval  between  two 
teeih  to  a  mirror  placed  at  Montttiartre.  The  pencil,  directed  by  a  properly 
arranged  system  of  Cubes  and  lenses,  returned  to  the  wheel.  As  long  as  the 
apparatus  was  at  rest  the  pencil  returned  exactly  through  (he  same  interval 
as  that  through  which  ii  first  set  out.  But  when  the  wheel  was  turned 
sufficiently  fast,  a  tooth  was  made  to  take  the  place  of  an  interval,  and  the 
ray  was  intercepted.  By  causing  the  wheel  to  turn  more  rapidly,  it  re- 
appeared when  the  Interval  between  the  next  two  teeth  had  taken  the  place 
of  the  former  tooth  at  the  instant  of  the  return  of  the  pencil. 

The  distance  between  the  two  stations  was  28,334  feet.  By  means  of  the 
data  furnished  by  this  distance,  by  the  dimensions  of  the  wheel,  its  velocity 
of  rotation,  &c.,  Fizeau  found  the  velocity  of  light  to  be  196,000  miles  per 
second — a  result  agreeing  with  that  given  by  astronomicai  observation  as 
closely  as  can  be  expected  in  a  determination  of  this  kind. 

Comu  recently  investigated  the  velocity  of  light  by  Fi^eau's  method, 
but  with  improvements  so  that  the  probable  error  did  not  exceed  jio  of  the 
total  amount  ;  the  two  stations,  which  were  64  miles  apart,  were  a  pavilion 
of  the  Ecole  Polytechnique  and  a  room  in  the  barracks  of  Mont  VaWrien. 
By  means  of  electromagnetic  arrangements  the  rotation  of  the  toothed  disc 
and  the  tinics  of  obscuration  and  illumination,  were  registered  on  a  blackened 
cylinder,  on  the  principle  of  the  method  described  in  (245).  Cornu  thus 
obtained  the  number  185,420  miles— a  result  closely  agreeing  with  that 
of  Foucault,  and  which  is  supported  by  calculations  based  on  the  results  of 
astronomical  observations  of  the  transit  of  Venus  in  13^4. 

Newcomb  improved  Foucault's  method  by  using  a  slightly  concave  mirror 
instead  of  a  plane  one,  by  which  the  image  of  the  slit  was  brighter  ;  it  was 
obsened  by  a  telescope  through  a  distance  of  4,000  metres.  The  rotations 
also  were  reversed,  by  which  the  angle  between  the  two  positions  of  the 
telescope  was  observed  with  greater  accuracy  ;  he  thus  obtained  the  number 
186,364  miles,  while  Michelson  repeated  a  former  determination  and  found 
'86,354,  a  difference  of  only  about  10  miles. 

;o8.  Kawa  of  tbe  latcBSltT-  of  Ucbt. — The  inteusily  of  illumination  is 
the  quantity  of  light  re- 
ceived on  the  unit  of  sur- 
face ;  it  is  subject  to  the 
following  laws :-  - 

1.  The  iniensily  of  illu- 

face   is   inversely   as   the 
square  of  its  disliuue  from 

the  sourct  of  light. 
^'*'  '"■  n.    The    intensity    of 

illuminiition  ajhich  is  re- 
ceived fil'liqucly  is  proporlional  to  ilieeosine  of  llie  an^te  w/iieh  (he  luminous 
rays  make  wi(h  tlie  normal  to  the  illumimtlcd  surfue. 

In  order  to  denionsiiate  the  hiat  taw,  let  there  be  two  circular  screens, 
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CD  and  AB  (fig.  455),  one  placed  at  a  certain  distance  from  a  source 
of  tight,  L,  and  the  other  at  double  this  distance,  and  let  s  and  S  be  the 
areas  of  the  two  screens.  If  a  be  the  total  quantity  of  light  which  is 
emitted  by  the  source  in  the  direction  of  the  cone  ALB,  the  intensity  of  the 
tight  on  the  screen  CD— that  is,  the  quantity  which  &lls  on  the  unit  of  sur- 
face— is  -  ,  and  the  intensity  on  the  screen  AB  is  -g. 

Now  as  the  triangles  ALB  and  OLD  are  simitar,  the  diameter  of  AB  is 
double  that  of  CD  ;  and  as  the  surfaces  of  circles  are  as  the  squares  of  their 
diameters,  the  surface  S  is  four  liities  s,  consequently  the  intensity  ^  is  one- 
fourth  that  of  — 

The  same  law  may  also  be  demonstrated  by  an  experimenl  with  the 
apparatus  represented  in  tig.  457.  It  is  made  by  comptaring  the  shadows  of 
an  opaque  rod  cast  upon  a  glass  plate,  in  one  case  by  Che  tight  of  a  single 
candle,  and  in  another  by  that  of  a  lamp  equalling  four  candles,  placed  at 
double  the  distance  of  the  first,  tn  both  cases  the  shadows  have  the  same 
intensity. 

Fig.  455  shows  that  it  is  owing  to  the  divergence  of  the  luminous  rays 
emitted  from  the  same  source  that  the  intensity  of  light  is  inversely  as  the 
square  of  the  distance.  The  illumination  of  a  surface  placed  in  a  beam  of 
parallel  timiinous  rays  is  the  same  at  all  distances  in  a  vacuum  ;  in  air  and 
in  other  transparent  media  the  intensity  of  light  decreases,  in  consequence 
of  absorption,  more  rapidly  than  the  square  of  the  distance. 

The  second  law  of  intensity  corresponds  to  the  law  which  we  have  found 
to  prevail  for  heat :  it  may  be  theoretically  deduced  as  follows  : — Let  DA. 
EB  (456)  be  a  pencil  of  parallel 
rays  falling  obliquely  on  a  surface, 
AB,  and  let  om  he  the  normal  Co  this 
surface.  If  S  is  the  section  of  the 
pencil,  a  the  total  quantity  of  tight 
which  falls  on  the  surface  AB,  and 
I  that  which  falls  00  the  unit  of 

surfece — that    is,  the  intensity  of  

illumination— we  have  I  =  ^  .  But  Pie-  *56- 

as  S  is  only  the  projection  of  AB  on  a  plane  perpendicular  lo  the  pencil,  we 

know  from  trigonometry  that  S  -  AB  cos  a,  from  which  AB .      This 

value  substituted  in  the  above  equation  gives  I  =  ^  cos  a  ;  a  formula  which 
demonstrates  the  law  of  the  cosine,  for  as  a  and  S  are  constant  quantities,  I 
is  projjortional  to  cos  «. 

The  law  of  the  cosine  applies  also  to  rays  emitted  obliquely  by  a  luminous 
surface  ;  that  is,  the  rays  are  less  intense  in  proportion  as  they  are  more 
inclined  10  the  surface  which  emits  ihem.  In  this  respect  they  correspond 
to  the  third  law  of  the  intensity  of  radiant  heat. 


-B0»] 


PItotoituters 


SOS 


candle  of  six  lo  the  pound,  and  burning  120  grains  in  an  hour.  The  light  to 
be  tested,  a  petroleum  lamp  or  a  gas  burner  consuming  a  certain  volume  of 
gas  in  a  given  time,  is  then  moved  in  a  right  line  to  such  a  distance  on  the 
other  side  of  the  screen  that  there  is  no  difference  in  brightness  between  the 
greased  part  and  the  rest  of  the  screen.  By  measuring  the  distances  of 
the  lights  from  the  screen  by  means  of  the  scale,  their  relative  illuminating 
powers  are  respectively  as  the  squares  of  iheir  distances  from  the  screen. 

Tlie  difficulty  of  getting  more  carefully  constructed  candles  to  give  a 
light  suflicienlly  unifonn  for  standard  purposes  has  led  Harcourt  to  adopt 
as  unit  the  light  formed  by  burning  a  mixture  of  7  volumes  pentane  gas  and 


Fig.  4S8. 

10  volumes  of  air,  at  the  rate  of  half  a  cubic  foot  in  an  hour,  in  a  specially 
constructed  burner  so  as  to  produce  a  flame  of  a  definite  height  This  has 
been  found  to  answer  well  in  practice.  By  this  kind  of  determination  the 
degree  of  accuracy  which  can  be  attained  is  not  so  great  as  in  many  physical 
determinations,  more  especially  when  the  lights  to  be  compared  are  of  dif- 
ferent colours  ;  one,  for  instance,  being  yellow,  and  the  other  of  a  bluish  tint. 
It  gives,  however,  results  which  are 
sufficiently  accurate  for  practical 
purposes,  and  is  almost  universally 
employed  for  determining  the  illu- 
minating power  of  coal  gas  and  of 
other  artificial  lights. 

In  Germany  the  Hefner  Alle- 
rteck  lamp  is  much  used  as  stan- 
dard ;  the  combustible  is  amylic 
acetate  or  artificial  pwar  oil,  and  a 
flame  of  constant  height  is  produced  in  a  burner  of  specia 

T^e  absolute  unit  of  light  adopted  by  the  Intemational  Congress  of 
Electricians  is  that  emitted  by  a  square  centimetre  of  melted  platinum  at  the 
moment  of  its  solidification.     It  is  equal  to  about  fifteen  standard  candles. 

IVheatslon^s  photometer.— The  principal  part  of  this  instrument  is  a 
steel  bead  V  (fig.  459),  fixed  on  ihe  edge  of  a  disc,  which  rotates  on  a 
pinion,!',  working  in  a  larger  toothed  wheel.  The  wheel  fits  in  a  cylindrical 
brass  box  which  is  held  in  one  hand,  while  the  other  works  a  handle,  A, 
which  turns  a  central  axis,  the  motion  of  which  is  transmitted  by  a  spoke, 
a,  to  the  pinion  o.  In  this  way  the  latter  turns  on  itself,  and  at  the  same 
lime  revolve;  round  the  circumference  of  the  box  ;  the  bead  shares  the 
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double  motion,  and  consequently  describes  a  curve  in  the  form  of  a  rose 
(fig.  460). 

Now,  let  M  and  N  be  the  two  lights  whose  intensities  are' to  be  com- 
pared ;  the  photometer  is  placed  between  them  and  rapidly  rotated.  The 
brilliant  points  produced  by  the  reflection  of  the  light  on  the  two  opposite 
sides  of  the  bead  give  rise  to  two  luminous  bands,  arranged  as  represented 
in  fig.  460.  If  one  of  them  is  more  brilliant  than  the  other — that  which  pro- 
ceeds from  the  light  M,  for  instance — the  instrument  is  brought  nearer  the 
other  light  until  the  two  bands  exhibit  the  same  brightness.  The  distance 
of  the  photometer  from  each  of  the  two  lights  being  then  measured,  their 
intensities  are  proportional  to  the  squares  of  the  distances. 

5  lo.  Relative  Intensities  of  varloas  souroes  of  llrlit. — The  light  of  the 
sun  is  600,000  times  as  powerful  as  that  of  the  moon ;  and  16,000,000,000 
times  as  powerful  as  that  of  a  Centauri,  the  third  in  brightness  of  all  the 
stars.  The  moon  is  thus  27,000  times  as  bright  as  this  star  ;  the  sun  is  5,500 
million  times  as  bright  as  Jupiter,  and  80  billion  times  as  bright  as  Neptune. 
Its  light  is  estimated  to  be  equal  to  670,000  times  that  of  a  wax  candle 
pt  a  distance  of  i  foot.  According  to  Fizeau  and  Foucault  the  electric  light 
produced  by  50  Bunsen's  cells  is  about  \  as  strong  as  sunlight. 

The  relative  luminosities  of  the  following  stars  are  as  compared  with. 
Vega=i;  Pole  Star  0*13,  Aldebaran  0-30,  Saturn  0*47,  Arcturus  079, 
Mars  2-93,  Sinus  4*291,  Jupiter  8*24,  Venus  38-9. 

A  difference  in  the  strength  of  light  or  shadow  is  perceived  when  the 
duller  light  is  J  J  of  the  brightness  of  the  other,  and  both  are  near  together,, 
especially  when  the  shadow  is  moved  about. 

Our  requirements  as  regards  illumination  are  constantly  on  the  increase  ; 
thus  for  public  receptions  of  a  State  character  in  recent  times  in  Paris,  a 
number  of  lamps  was  used  corresponding  to  over  13  candles  per  square 
yard,  which  is  6  times  as  much  as  was  used  on  the  occasion  of  the  marriage 
of  the  Dauphin  in  1745  >  ^^  former,  however,  is  still  far  removed  from 
perfect  illumination,  that  of  daylight,  which  is  estimated  at  about  180  candles 
per  square  yard. 
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CHAPTER   II 


REFLECTION  OF  LIGHT.      MIRRORS 


511.  &aws  of  tbe  reflection  of  lifflit. — When  a  ray  of  light  meets  a 
polished  surface,  it  is  reflected  according  to  the  two  following  laws,  which> 
as  we  have  seen,  also  hold  for  heat. 

I.  The  angle  of  refection  is  equal  to  the  angle  of  incidence, 

II.  The  incident  and  the  reflected  ray  are  both  in  the  same  plane ^  which 
is  perpendicular  to  the  reflecting  surface. 

The  words  are  here  used  in  the  same  sense  as  in  article  417,  and  need 
no  further  explanation. 

First  proof — ^The  two  laws  may  be  demonstrated  by  the  apparatus 
represented  in  fig.  461.  It  consists  of  a  graduated  circle  in  a  vertical  plane. 
Two  brass  slides  move  round  the  cir- 
cumference ;  on  one  of  them  there  is 
a  piece  of  ground  glass,  P,  and  on  the 
other  an  opaque  screen,  N,  in  the 
centre  of  which  is  a  small  aperture. 
Fixed  to  the  latter  slide  there  is  also 
a  mirror,  M,  which  can  be  more  or  less 
inclined,  but  always  remains  in  a  plane 
perpendicular  to  the  plane  of  the  gra- 
duated circle.  Lastly,  there  is  a  small 
polished  metallic  mirror,  m^  placed 
horizontally  in  the  centre  of  the  circle. 

In  making  the  experiment,  a  pencil 
of  solar  or  any  suitable  artificial  light, 
S,  is  caused  to  fall  on  the  mirror  M, 
which  is  so  inclined  that  the  reflected 
light  passes  through  the  aperture  in 
N,  and  falls  on  the  centre  of  the  mirror, 
w.  The  luminous  pencil  then  experi- 
ences a  second  reflection  in  a  direction 
wP,.  which  is  ascertained  by  moving 
P  until  an  image  of  the  aperture  is  found  in  its  centre.  The  number  of 
degrees  comprised  in  the  arc  AN  is  then  read  ofi",  and  likewise  that  in  AP  ; 
these  being  equal,  it  follows  that  the  angle  of  reflection  AwP  is  equal  to  the 
angle  of  incidence  AwM. 

The  second  law  follows  from  the  arrangement  of  the  apparatus,  the  plane 
of  the  rays  M//^  and  vtV  being  parallel  to  the  plane  of  the  graduated  circle,. 
and,  consequently,  perpendicular  to  the  mirror  ;;/. 
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-Second  proo/.—TYte  law  of  ihe  reflection  of  light  may  also  1 
strated  by  the  fallowing  experiment,  which  is  susceptible  of  greate 
than  that  just  described  : — In  the  ceotre  of  a  graduated  circle,  M 
placed  in  a  vertical  position,  there  is  a  small  telescope  movable 
parallel  to  the  limb ;  at  a  suitable  distance  there  is  a  vessel  D  fiill  ( 
which  forms  a  perfectly  horizontal  plane  mirror.  Some  paitic 
the  lirst  or  second  magnitude  is  viewed  through  the  telescope  in 
tion  AE,and  the  telescope  is  then  inclined  so  as  to  receive  the  ray  ^ 
from  the  star  after  being  reflected  from  the  brilliant  surface  of  thi 


In  this  way  the  two  angles  fonned  by  the  rays  EA  and  DA,  with 
zontal  AH,  are  found  to  be  equal,  from  which  it  may  easily  be  s 
the  angle  of  incidence  E'DE  is  equal  to  the  angle  of  reflection  E 
if  DE  is  the  normal  to  the  surface  of  the  mercury,  it  is  perjjendicu] 
and  AED,  ADE  are  the  complements  of  the  equal  angles  EA 
therefore  AED,  ADE  are  equal;  but  the  two  rays  AE  and  D! 
considered  parallel,  in  consequence  of  the  great  distance  of  the 
therefore  the  angles  EDE'  and  UEA  are  equal,  for  they  are  altem: 
and,  consequently,  the  angle  E'DE  is  equal  to  the  angle  EDA. 


REFLECTION  QV   LIGHT  FROM   PLANE  SURFACES 

512.  Miirora.  Xia*K«a. — Mirrors  are  bodies  with  polishei 
which  show  by  reflection  objects  presented  to  them.  The  placi 
objects  appear  is  their  image.  According  to  their  shape,  mirrors  a 
\mo p/mic,  comavc,  convex,  spherical,  parabolic,  conical,  &c, 

513.  rormation  of  Inuwes  by  putno  niliTora The  detenn 

the  position  and  size  of  images  resolves  itself  into  investigating  i' 
of  a  series  of  points.  And  first,  the  case  of  a  single  point.  A,  plac* 
of  a  plane  mirror,  MN  (fig,  463),  will  be  considered.  Any  ray,  Al 
from  this  point  on  the  mirror  is  reflected  in  the  direction  ItO,  m 
angle  of  reflection  DBO  equal  to  the  angle  of  incidence  DBA. 

If,  now,  a  perpendicular,  AN,  be  let  fall  from  the  point  A  on  tl 
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and  if  the  ray  OB  be  prolonged  below  the  mirror  until  it  meets  this  perpen- 
dicular in  the  point  a,  two  triangles  are  formed,  ABN  and  BNa,  which  are 
equal,  for  they  have  the  side  BN  common  to  both,  and  the  angles  ANB, 
ABN,  equal  to  the  angles  aNB,  oBN  ;  for  the  angles  ANB  and  aNB  arc 
right  angles,  and  the  angles  ABN  and  aBN  are  each  equal  to  the  angle 
OBM.  From  the  equahty  of  these  triangles,  it  fallows  that  nN  is  equal  to 
AN  ;  that  is,  that  any  ray,  AB,  takes  such  a  direction  after  being  reflected, 
that  its  prolongation  below  Che  mirror  cuts  the  perpendicular  An  in  the  point 
a,  which  is  at  [he  same  distance  from  the  mirror  as  [he  point  A.  This 
applies  also  lo  the  case  of  any  other  ray  from  the  point  A  ;  AC,  for  example. 


From  this  the  important  consequence  follows,  that  all  rays  from  the  point 
A,  reflected  from  the  mirror,  ytj/Ztrtc,  after  rejection,  tke  same  direction  as  if 
they  had  alt  proceeded  from  the  point  a.  The  eye  is  deceived,  and  sees  the 
point  A  at  a,  as  if  it  were  really  situated  at  a.  Hence  in  plane  mirrors  the 
image  of  any  point  is  formed  behind  the  mirror  at  a  distance  equal  to  that  of 
tke  given  point,  and  on  Ike  Perpendicular  let  fall  from  this  point  on  the 

It  is  manifest  that  the  image  of  any  object  will  be  obtained  by  construct- 
ing, according  to  this  rule,  the  image  of  each  of  its  points,  or,  at  least,  of 
those  which  are  sufficient  to  determine  its  form.  Fig.  464  shows  how  the 
image  a6  of  any  object,  AB,  is  formed. 

It  follows  from  diis  construction  that  in  plane  mirrors  the  image  is  of  the 
same  size  as  the  object ;  for  if  the  trapezium  ABCD  be  applied  to  the  trape- 
zium DCo^,  they  are  seen  to  coincide,  and  the  object  AB  agrees  with  its 

A  further  conseqtience  from  the  above  construction  is,  that  in  plane 
mirrors  the  image  is  symmetrical  in  reference  to  the  object,  and  not  inverted. 

514.  Vlrtnail  uid  real  ImaKe*- — There  are  two  cases  relative  to  the 
direction  of  rays  reflected  by  mirrors  according  as  the  rays  after  reflection 
are  convergent  or  divergent.  In  the  first  case  the  reflected  rays  do  not  meet, 
but  if  they  are  supposed  to  be  produced  on  the  other  side  of  the  mirror,  their 
prolongations  coincide  in  the  same  point,  as  shown  in  figs.  463  and  464- 
The  eye  is  then  affected  just  as  if  the  rays  proceeded  from  this  point,  and 
it  sees  an  irnage.  But  the  image  has  no  real  existence,  the  luminous  rays  do 
not  come  from  the  other  side  of  the  mirror :  this  appearance  is  called  the 
virtual  image.  The  images  of  real  objects  produced  by  plane  mirrors  are 
of  this  kind. 
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In  ihe  second  case,  where  the  reflected  rays  converge,  of  ivh 
soon  have  an  example  in  concave  mirrors,  the  rays  coincide  a 
front  of  the  mirror,  and  on  the  same  side  as  the  object  They  fc 
image  called  the  real  image,  for  it  can  be  received  on  a  screer 
tinction  may  be  expressed  by  saying  that  reitl  images  are  tkoi. 
the  reflected  rays  themselves,  and  virtual  images  those  formed  I 
longalions. 

Ji;.  Multiple  liiMC«i  rorm«d  bT  claas  nalrrora.— M( 
which  have  but  one  reflecting  surface  give  only  one  image :  g 
give  rise  to  several  images,  which  are 
terved  when  the  image  of  a  candle 
obliquely  in  a  looking-glass.  A  very  I 
is  first  seen,  and  then  a  very  distinct  » 
this  there  are  several  others,  whose  int 
dually  decrease  until  they  disappear. 

This  phenomenon  arises  from  the  1 

having  two  reflecting  surfaces.     Wh 

from  the  point  A  meet  the  surface,  fig. . 

reflected  and  forms  an  image,  a,  of  th( 

Fig.  46i.  jjjg  prolongation  of  the  ray  *E,  refle 

surface  ;  the  other  part  passes  into  the  glass  (536),  and  is  refleci 

the  layer  of  metal  which  covers  the  hinder  surface  of  the  glass,; 

ihe  eye  in  the  direction  rfH  gives  the  image  a'.     This  image  is 

the  first  by  double  the  thickness  of  the  glass.     It  is  more  dist: 

metal  reflects  better  than  glass. 

In  regard  10  olher  images  it  will  be  remarked  that  whenever 
mitted  from  one  medium  to  another— for  instance,  from  glass  I 
only  some  of  the  rays  get  through  ;  the  remainder  are  reflected  i 
which  bounds  the  two  media.  Consequently  when  the  pencil 
from  c,  attempts  to  leave  the  glass  at  d,  most  of  the  rays  comp 
into  the  air,  but  some  are  reflected  at  d,  and  continue  with 
These  are  again  reflected  by  the  metallic  surface,  and  form  a  tl 
A  ;  after  this  reflection  they  come  to  MN,  when  many  emerg< 
the  third  image  visible  ;  but  some  are  again  reflected  within  tl 
in  a  similar  manner  give  rise  Co  a  fourth,  fifth,  &c.,  image,  ther 
ing  the  series  above  described.  It  is  manifest  from  the  above 
that  each  image  must  be  much  feebler  ihan  (he  one  preceding 
sequently  only  a  small  number  are  visible— ordinarily  not  mo: 
or  ten  in  all. 

This  multiplicity  of  images  is  objectionable  in  observations, 
ingly,  metal  inirrors  are  to  be  preferred  in  optical  instruments. 
516.  BKnlttpte  im>ceB  n-om  two  pluie  mirrors. — When 
placed  between  iwo  plane  mirrors,  which  form  an  angle  with 
either  right  or  acute,  images  of  the  object  are  formed,  the  num 
increases  with  the  inclination  of  the  mirrors.  If  they  are  at  ri 
each  other,  three  images  are  seen,  arranged  as  represented  in  f 
rays  OC  and  OU  from  the  point  O,  after  a  single  reflection,  gii 
image  O',  and  the  olher  an  image  O",  while  the  ray  OA,  whic 
gone  two  reflections  at  A  and   It,  gives  the  third  image  O"' 
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angle  of  the  mirrors  is  60°,  five  images  are  produced,  and  seven  if  it  is  45°. 
The  number  of  images  continues  to  increase  in  proportion  as  the  angle 
diminishes,  and  when  it  is  zero— that  is,  when  the  mirrors  are  parallel— the 
number  of  images  is  theoretically  infinite.  In  general,  if  two  mirrors  are 
inclined  to  each  other,  the  numberof  images 
they  produce  is  equal  to  the  number  of  times 
(he  angle  between  them  is  contained  in  360. 

The  kaleidoscope,  invented  by  Sir  D. 
Brewster,  depends  on  this  property  of 
inclined  mirrors.  It  consists  of  a  tube,  in 
which  are  three  mirrors  inclined  at  60°  ;  one 
end  of  the  tube  is  closed  by  a  piece  of 
ground  glass,  and  the  other  by  a  cap  pro- 
vided with  an  aperture.  Small  irregular 
pieces  of  coloured  glass  are  placed  at  one 
end  between  the  ground  glass  and  another 
glass  disc,  and  on  looking  through  the  aper- 
ture,  the  other  end  being  held  towards  the 

light,  the  objects  and  their  images  are  seen  arranged  in  beautiful  symme- 
trical forms  ;  by  turning  the  tube,  an  almost  endless  variety  of  these  shapes 
is  obtained. 

517.  MolUitle  ImBBOB  in  two  plMne  parallel  mirror*. — In  this  case 
the  number  of  images  of  an  object  placed  between  them  is  theoretically  in- 
finite. Physically  the  number  is  limited,  for  as  the  incident  light  is  never 
totally  reflected,  some  of  it  being  always  absorbed,  the  images  gradually 
become  fainter,  and  are  ultimately  quite  extinguished. 

Fig.  467  shows  how  the  pencil  La  reflected  once  from  M  gives  at  I  the 

image  of  the  object  L  at  a  distance  m\  ~rtrL  ;  then  the  pencil  Li  reflected 

once  from  the  mirror  M,  and  once  from   N, 

"".nl; 

■eflec- 

gel" 


518.  IrrBcnlar  refleoUiMi.  Biiraa«d  llfbt.— The  reflection  from  the 
surfaces  of  polished  bodies,  the  laws  of  which  have  been  just  staled,  is  called 
the  regular  ot  speculiir  rcjlecH'on ;   but  the   quantity  thus   reflected   is  less 
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than  that  of  the  incident  light.  The  light  incident  on  an  opaque  body 
separates,  in  fact,  into  three  parts  :  one  is  reflected  regularly ;  another 
irregularly — that  is,  in  all  directions  ;  while  a  third  is  extinguished,  or 
absorbed  by  the  reflecting  body.  If  light  falls  on  a  transparent  body,  a 
considerable  portion  is  transmitted  with  regularity. 

The  irregularly  reflected  light  is  called  scattered  light :  it  is  that  which 
makes  bodies  visible  (502).  The  light  which  is  reflected  regularly  does  not 
give  us  the  image  of  the  reflecting  surface,  but  that  of  the  body  from 
which  the  light  proceeds.  If,  for  example,  a  beam  of  sunlight  be  incident  on 
a  well-polished  mirror  in  a  dark  room,  the  more  perfectly  the  light  is  reflected 
the  less  visible  is  the  mirror  in  the  different  parts  of  the  room.  The  eye 
does  not  perceive  the  image  of  the  mirror,  but  that  of  the  sun.  If  the  reflect- 
ing power  of  the  mirror  be  diminished  by  sprinkling  on  it  a  light  powder,  the 
sun's  image  becomes  feebler,  and  the  mirror  is  visible  from  all  parts  of  the 
room.  Perfectly  smooth,  polished  reflecting  surfaces,  if  such  there  were, 
would  be  invisible.  The  beam  of  light  itself  is  only  seen  in  the  room  owing 
to  irregular  reflections  from  the  particles  of  dust,  and  the  like,  which  are 
floating  in  the  air.  Tyndall  has  shown  that  when  this  floating  matter  in  the 
air  in  an  inclosed  space  is  completely  removed,  the  beam  of  sunlight  or  the 
electric  light  is  quite  invisible.  The  atmosphere  diffuses  the  light  which 
falls  on  it  from  the  sun  in  all  directions,  so  that  it  is  light  in  places  which 
do  not  receive  the  direct  rays  of  the  sun.  Thus,  the  upper  layers  of  the  air 
diffuse  the  light  which  they  receive  before  sunrise  and  after  sunset,  and  ac- 
cordingly give  rise  to  the  phenomena  of  twilight. 

519.  Intensity  of  reileoted  li^lit. — The  intensity  of  the  light  reflected  is 
always  less  than  that  of  the  incident  light,  for  some  of  the  original  vibrations 
are  converted  into  vibrations  of  the  reflecting  surfaces.  The  intensity 
increases  with  the  obliquity  of  the  incident  ray.  For  instance,  if  a  sheet 
of  white  paper  be  placed  before  a  candle,  and  be  looked  at  very  obliquely, 
an  image  of  the  flame  is  seen  by  reflection,  which  is  not  the  case  if  the  eye 
receives  less  oblique  rays. 

The  intensity  of  the  reflection  varies  with  different  bodies,  even  when 
the  degree  of  polish  and  the  angle  of  incidence  are  the  same.  Thus  with 
perpendicular  incidence,  the  reflected  light  is  f  of  the  incident  in  the  case 
of  that  reflected  from  a  metal  mirror,  J  from  mercury,  ^  from  glass,  and  -f^ 
from  water.  It  also  varies  with  the  nature  of  the  medium  which  the  ray  is 
traversing  before  and  after  reflection.  Polished  glass  immersed  in  water  loses 
a  great  part  of  its  reflecting  power. 

In  the  case  of  scattered  reflection  the  actual  lustre  or  brightness  of  a 
luminous  surface  is  only  a  fraction  of  the  light  which  falls  upon  it,  and 
depends  on  the  nature  of  the  surface.  If  we  call  the  incident  light  100,  we 
have  for  the  brightness  of  freshly  fallen  snow  78,  white  paper  70,  white 
sandstone  24,  porphyry  1 1,  and  ordinary  earth  8. 

520.  fteilcetlon  of  a  ray  of  ll^lit  in  a  rotating  mirror. — ^When  a  hori- 
zontal ray  of  light  falls  on  a  plane  mirror  which  can  rotate  about  a  vertical 
axis,  if  the  mirror  is  turned  through  an  angle  a,  the  reflected  ray  is  turned 
through  double  the  angle. 

Let  nm  (fig.  469)  be  the  first  position  of  the  mirror,  n'm'  its  position 
after  it  has  been  turned  through  the  angle  a ;  and  let  OD  be  the  fixed  incident 
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^  of  rotation  C,  with  any  radius  we  describe  the  cir- 
from  the  point  O,  where  it  cuts  the  incident  ray, 
are  drawn  perpendicular  respectively  to  fttn  and 

i  O"  are  the  images  of  the  point  O  in  the  two  posi- 

d  the  angles  CO'U  and 

1  to  COD.     The  lines 

aking  equal  angles  with 

;  between  the  two  former 

)etween  the  two  latter ; 

i  to  O'CO",  and  will  be 

I'O".    The  rotations  of 

of  the  mirror  are  thus 

ires  00"  and  mm'  re- 

000"  and  wOh' are 
eir  sides  perpendicular  Fig.  46a. 

ngle  O'OO",  which  is  an  angle  at  the  circumference, 
e  arc  CO",  and  the  angle  mCm'  by  the  whole  arc 
e  double  of  mm',  which  shows  that  when  the  mirror 
mgle  a,  the  reflected  ray  has  turned  through  3a. 
lotlBc  leitittt.— The  principal  features  of  this  in- 
to measure  the  angular  distance  of  any  two  distant 

in  fig,  469.  It  consists  of  a  metal  sector,  the  arc,  cd, 
Lbout 


rately 

L    A 

>ppo- 


land 

ation 

it  its  plane  may  pass  through  both  the  objects  whose 
;  measured.  The  index  arm  is  at  the  lero  of  the 
Wes  the  parallelism  of  the  two  mirrors.  One  of  the 
in  the  direction  am,  through  the  telescope,  and 
he  mirror  m.  The  index  arm  is  then  moved  until 
usly  with  this  the  image  of  another  object  g,  which 


^ 


^ 


a 
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reaches  the  eye  after  successive  reflections  from  the  mirror  a,  and  from 
the  silvered  part  of  the  mirror  m  ;  that  is,  by  the  path  gamedo.  The  angle 
mha  which  the  two  mirrors  now  form  is  measured  by  the  graduation  of  the 
sector  cd^  and  is  half  tjie  angle  gom.  For  when  the  two  mirrors  were  parallel, 
the  angular  deflection  of  the  ray  gay  after  two  reflections,  would  be  zero,  and 
itfe  deflection  is  now  the  angle  gom  ;  whence,  by  the  last  article,  the  mirror  a 
must  have  turned  through  half  that  angle,  the  mirror  m  having  been  fixed  in 
position  throughout. 

522.  Measurement  of  small  angles  by  reileotion  ftrom  a  mirror. — 
An  important  application  of  the  laws   of  reflection   in   measuring   small 

angles  of  deflection  in 
magnetic  and  other 
observations  was  first 
made  by  Gauss.  The 
principle  of  this  method 
will  be  understood  from 
fig.  470,  in  which  AO 
represents  a  telescope, 
underneath  which,  and 
at  right  angles  to  its 
axis,  is  fixed  a  gradu- 
ated scale  ss ;  the  cei>- 
!>  ti  tre  of  which,  the  zero,. 

Fig.  470.  corresponds  to  the  axis 

of  the  telescope. 
Let  NS  be  the  object  whose  angular  deflection  is  to  be  measured,  a  mag- 
net for  instance,  and  let  mm  represent  a  small  perfectly  plane  mirror  fixed 
rigidly  at  right  angles  to  the  axis  of  the  magnet.  If  now,  at  the  beginning 
of  the  observation,  the  telescope  is  adjusted  so  that  the  image  of  the  zera 
appears  behind  the  cross  wires,  its  axis  is  perpendicular  to  the  mirror.  Now 
when  the  mirror  is  turned,  by  whatever  cause,  through  an  angle  a,  the  eye 
will  see,  through  the  telescope,  the  image  of  another  division  of  the  scale,  a 
for  instance,  the  ray  proceeding  from  which  makes  with  the  line  rOA  the 
angle  2a, 

From  the  distance  of  this  division  Oa  from  the  zero  of  the  scale  and  the 

distance  Oc  from  the  mirror  we  have  tan  2a  =  -  ^.     Thus,  for  instance,  if  Oa 

Oc 

is  12  millimetres  and  Or  5,000  millimetres,  then  tan  2«-  ,  from   which 

5.000 

2a  -  8'  1 5".    As  a  practised  eye  can  easily  read  ^^  of  a  millimetre,  it  is  pos- 
sible by  such  an  arrangement  to  read  ofl*  an  angular  deflection  of  two  seconds. 

523.  Manoe's  lielioirrapli. — The  reflection  of  light  from  mirrors  has 
been  applied  by  Sir  H.  Mance  in  signalling  at  great  distances  by  means  of 
the  sun's  light 

The  apparatus  consists  essentially  of  a  mirror  about  4  inches  in  diameter 
mounted  on  a  tripod,  and  provided  with  suitable  adjustments,  so  that  the 
sun's  light  can  be  received  upon  it  and  reflected  to  a  distant  station.  An 
observer  then  can  see  through  a  telescope  the  reflection  of  the  sun's  rays  as 
a  spot  of  light.    The  mirror  has  an  adjustment  by  which  it  can  be  made  to 
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follow  the  sun  in  its  apparent  motion.  There  is  also  a  lever  key  by  which 
the  signaller  can  deflect  the  mirror  through  a  very  small  angle  either  to  the 
right  or  left,  and  thus  the  observer  at  the  distant  station  sees  corresponding 
flashes  to  the  right  or  left.  Under  the  subject  of  Telegraphy  it  will  be  seen 
how  these  alternate  motions  can  be  used  to  form  an  alphabet. 

The  heliograph  proved  of  essential  service  in  the  campaigns  in  Africa 
and  Afghanistan.  Instead  of  any  special  form  of  apparatus,  an  ordinary 
shaving  mirror  or  handglass  is  frequently  used  ;  and  the  proper  inclination 
having  been  given  so  as  to  send  the  sun's  rays  to  the  distant  station,  which 
is  very  easily  effected,  the  signals  are  produced  by  obscuring  the  mirror  by 
sliding  a  piece  of  paper  over  it  for  varying  lengths  of  time.  In  this  way 
longer  or  shorter  flashes  of  light  are  produced,  which,  properly  combined, 
form  the  alphabeL 

Of  course  this  mode  of  signalling  can  only  be  used  where  the  sun's  light 
is  available,  but  it  has  the  advantage  of  being  cheap,  simple,  and  portable. 
Signals  have  been  sent  at  the  rate  of  12  words  a  minute,  through  distances, 
in  very  fine  weather,  of  40  miles. 

REFLECTION  OF   LIGHT   FROM  CURVED  SURFACES 

524.  Bvfa«rlo*l  nalirora.— It  has  been  already  stated  (;i2)  that  there 
are  several  kinds  of  curved  mirrors  ;  those  most  frequently  employed  are 
spherical  and  parabolic  mirrors. 

Spherical  mirrors  are  those  whose  curvature  is  that  of  a  sphere  ;  their 
surface  may  be  supposed  10  be  formed  by  the  revolution  of  an  arc  MN  (fig. 
471)  about  the  radius  CA,  which  unites  the  middle  of  the  arc  to  the  centre 
of  the  circle  of  which  it  is  a  part.     According  as  the  reflection  takes  place 
from  the  internal  or  from       _ 
the  external  face  of   the      I 
mirror,   it    is   said   to   be      || 
concave  OTcotmex.    C.the      I 
centre  of  the  hollow  sphere      11 
of  which  the  mirror  forms      I 
part,  is  called  the  centre  of     I 
curvature,  or  geotnetrical      " 

centre:  the  point  A  is  the  ''*■  "'■ 

centre  of  the  figure.  The  infinite  right  line  AL,  which  passes  through  A  and 
C,  is  the  principal  axis  of  the  mirror ;  any  right  line  which  simply  fiasses 
through  the  centre  C,  and  not  through  the  point  A,  is  a  secondary  axis. 
The  angle  MCN,  formed  by  joining  the  centre  and  extremities  of  the 
mirror,  is  the  aperture.  A  principal  or  meridional  section  is  the  section 
made  by  a  plane  through  its  principal  axis.  In  speaking  of  mirrors  those 
lines  alone  will  be  considered  which  lie  in  the  same  principal  sectioiL 

The  theory  of  the  reflection  of  light  from  curved  mirrors  is  easily  deduced 
from  the  laws  of  reflection  from  plane  mirrors,  by  considering  the  surface  of 
the  focmer  as  made  up  of  an  infinitude  of  extremely  small  plane  surfaces, 
which  arc  its  elements.  The  normal  to  the  curved  surface  at  a  given  point  is 
the  perpendicular  to  the  corresponding  element,  or,  what  is  the  same  thing, 
to  its  correspondent  tangent  plane.     It  is  shown  in  geometry  that  in  spheres 
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all  ihe  normals  pass  through  the  centre  of  curvature,  so  that  the  i 
readily  be  drawn  to  any  point  of  a  spherical  mirror. 

JZ5.  r«etu  Af  Mi  aylierleKl  fwneKTe  lairror. — In  a  curved 
focus  is  a  point  ii)  which  the  reflected  rays  meet  or  tend  to  meet, 
either  backwards  or  forwards ;  there  may  either  be  a  real  foots  1 

Real  focus. — We  shall  first  consider  the  case  in  which  the  r 
are  parallel  to  the  principal  axis,  which  presupposes  that  the  lun 
is  at  an  infinite  distance.     Let  GD  (fig.  471)  be  such  a  ray. 

From  the  hypothesis  that  curved  mirrors  arc  composed  of  a 
infinitely  small  plane  elements,  this  ray  would  be  reflected  from 
corresponding  to  the  point  D,  according  to  the  laws  of  the  refl 
plane  mirrors  (513)  ;  that  is,  that  CD  being  the  normal  at  t 
incidence  D,  the  angle  of  reflection  CDF  is  equal  to  the  angle  o 
GDC,  and  is  in  the  same  plane.  It  follows  from  this  that  the  poi 
the  reflected  ray  cuts  the  principal  axis,  divides  the  radius  of  cv 
very  nearly  into  two  equal  parts.  For  in  the  triangle  DFC  the 
is  equal  to  the  angle  CDG,  for  they  are  alternate  and  opposite  angji 
the  angle  CDF  is  equal  to  the  angle  CDG,  from  thelawsof  refleci 
fore  the  angle  FDC  is  equal  to  the  angle  FCD,  and  the  sides  I 
are  equal  as  being  opposite  to  equal  angles.  Now  the  smaller  tl 
the  more  nearly  does  DF  equal  AF ;  and  when  the  arc  is  only  a  sn 
of  degrees,  the  right  lines  AF  and  FC  may  be  taken  as  approxim 
and  the  point  F  may  be  taken  as  the  middle  of  AC.  So  long  as  1 
of  the  mirror  does  not  exceed  8  to  10  degrees,  any  other  ray  H 
reflection,  pass  very  nearly  through  the  point  F.  Hence,  for  pr 
poses,  we  may  say  that  when  a  pencil  of  rays  parallel  to  the  ajt 
concave  mirror  the  rays  intersect  after  reflection  in  the  same  poi 
at  an  equal  distance  from  the  centre  of  curvature,  and  from  them 
point  is  called  the  priruipal  focus  of  the  mirror,  and  the  distanc 
principal  focal  distance. 

All  rays  parallel  to  the  axis  meet  in  the  point  F ;  and,  con' 

luminous  point  be  placed  at  F,  the  rays  emitted  by  this  poin 

reflection    take 

lions  DG,  BH, 

Ihe  principal  a 

this  case  the  ai 

cidence  and  refl 

changed  places 

angles  always  re 

The  case  is 

Fig  ^j,,  considered  in  wh 

are  emitted  from 

point,  L  (fig,  472),  placed  on  the  principal  axis,  but  at  such  a  di 

they  are  not  parallel,  but  divergent.    The  angle  LKC,  which  t 

ray  LK  forms  with  the  normal  KC,  is  smaller  than  the  angle  ; 

the  ray  SK,  parallel  to  the  axis,  forms  with  the  same  normal  ; 

quenlly,  the  anj;le  of  reflection  corresponding  to  the  ray  LK  mus 

than  the  angle  CKF,  corresponding  to  the  ray  SK.     And  theref 
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LK  will  meet  the  axis  after  reflection  in  the  point  /,  between  the  centre  C 
and  the  princrp»l  focus  F,  So  long  as  the  aperture  of  the  mirror  does  not 
exceed  a  small  number  of  degrees,  all  the  rays  from  the  point  L  will  inter- 
sect after  reflection  in  the  point  I.  This  point  is  called  the  conjugate  focus ; 
for  there  is  this  connection  between  the  points  L  and  /,  that  if  the  luminous 
point  were  transferred  to  /,  its  conjugate  focus  would  be  at  L,  /K  being  the 
incident  and  KL  the  reflected  ray. 

On  considering  the  figure  472  it  will  be  seen  that  when  the  foint  L  is 
brought  near  to  or  removed  from  the  centre  C,  its  conjugate  focus  approaches 
or  recedes  in  a  corresponding  manner,  for  the  angles  of  incidence  and  re- 
flection increase  or  decrease  together. 

If  the  point  L  coincides  with  the  centre  C,  the  angle  of  incidence  is 
null,  and  as  the  angle  of  reflection  must  be  the  same,  the  ray  is  reflected  on 
itself  and  the  focus  coincides  with  the  luminous  point.  When  the  luminous 
point  is  between  the  centre  C  and  the  principal  focus,  the  conjugate  focus  in 
turn  is  on  the  other  side  of  the  centre,  and  is  further  from  the  centre  accord- 
ing as  the  luminous  point  is  nearer  the  principal  focus.  If  the  luminous  point 
coincides  with  the  principal  focus,  the  reflected  rays,  being  parallel  to  the 
axis,  will  not  meet,  and  there  is,  consequently,  no  focus. 

Virtual  focus. — There  is,  lastlj-,  the  case  in  which  the  point  is  placed  at 
L,  between  the  principal  focus  and  the  mirror  (fig.  473).      Any  ray  LM, 
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emitted  from  the  point  L,  makes  with  the  nomial  CM  an  angle  of  incidence 
LMC,  greater  than  FMC  ;  the  angle  of  reflection  must  be  greater  than  CMS, 
and  therefore  the  reflected  ray  ME  diverges  from-the  aiiis  AK.  This  is^lso 
the  case  with  all  rays  from  the  point  L,  and  hence  these  rays  do  not  inlerseti, 
and,  consequently,  form  no  conjugate  focus  ;  but  if  they  are  conceived  to  be 
prolonged  on  the  other  side  of  the  mirror,  their  prolongations  will  intersect 
in  the  same  point,  /,  on  the  axis,  and  the  eye  experiences  the  same  impression 
as  if  the  rays  were  directly  emitted  from  the  point  /.  Hence  a  virtuetl  focus 
is  formed  quite  analogous  to  those  formed  by  plane  mirrors  (514). 

In  all  these  cases  it  is  seei)  that  the  position  of  the  principal  focus  is 
constant,  while  that  of  the  conjugate  foci  and  of  the  virtual  foci  varies.  The 
principal  and  ike  conjugate  foci  are  alwt^s  on  the  same  side  of  the  mirror  as 
iAe  luminous  point,  while  the  virtual  focus  is  always  on  the  other  side  of  Ike 

Hitherto  the  luminous  point  has  always  been  supposed  to  be  placed  on 
the  principal  axis  itself,  and  then  the  focus  is  formed  on  this  axis.  In  the 
case  in  which  the  luminous  point  is  situate  on  a  secondary  axis,  LB  (fig.  474)1 
by  applying  to  this  axis  the  same  reasoning  as  in  the  preceding  case,  it  will 
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be  seen  that  the  focus  of  the  point  L  is  formed  at  a  piomt  /  on  tht 
axis,  and  that,  according  to  the  distance  of  the  point  L,  the  fo 
either  principal,  conjugate,  or  virtual. 

526.  Vool  ar  ««nv«x  mrr«r«.— In  convex  mirrors  there  are  < 
foci.     Let  SI,  TK  .  .  ,  (fig.  475)  ^  ^ys  parallel  to  the  princip 


convex  mirror.  These  rays,  after  reflection,  take  the  diverginf 
IM,  KH,  which,  when  continued,  meet  in  a  point  F,  which  is  tl 
■virtual  focus  of  the  mirror.  By  means  of  the  triangle  C  KF,  it  ma 
in  the  same  manner  as  with  concave  mirrors,  that  the  point  F 
mately  the  centre  of  the  radius  of  curvature,  CA. 

If  the  incident  luminous  rays,  instead  of  being  parallel  10  tl 
cccd  from  a  point  L,  situated  on  the  axis  at  a  finite  distance, 
seen  that  a  virtual  focus  will  be  formed  at  a  point  /,  between  tl 
focus  F  and  the  mirror. 

527.  BetormlnBtion  af  the  piinolp*!  (oon*  of  a  mirror. — 
cations  of  concave  and  convex  mirrors  it  is  often  necessary'  t 
radius  of  curvature.  This  is  tantamount  to  finding  the  principa 
being  situated  at  the  middle  of  the  radius,  it  is  simply  necessai 
the  focal  distance. 

To  find  this  focus  with  a  concave  mirror,  it  is  exposed  to  th( 
so  that  its  principal  axis  is  parallel  to  them,  and  then  with  a  s 
of  ground  glass 
sought  at  whicl: 
is  formed  with 
intensity  ;  this  is 
pal  focus.  The 
niirroris  double  t 
If  the  mirro: 

but  two  small 
*■«■  "*  and    I,  are  left 

equal  distances  from  the  centre  of  the  figure  A,  and  on  the  sai 
section  (fig.  476).  A  screen  MN,  in  ihe  centre  of  which  is  an  op 
than  the  distance  \\\,  is  placed  before  the  mirror.  If  a  pencil 
rays,  SH,  ST,  parallel  to  the  axis,  fall  on  the  mirror,  the  light  is 
H  and  I,  on  the  parts  where  the  mirror  is  left  exposed,  and  ft 
screen  two  brilliant  images  at  h  and  i.     By  moving  the  screen 
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om  the  mirror,  a  position  is  found  at  which  the  distance  hi  is 
HI.  The  distance  AD  from  the  screen  to  ihe  mirror  then 
icipal  focal  distance.  For  the  arc  HAI  does  not  sensibly 
chord  ;  and  because  the  triangles  FHl  and  Thi  are  similar, 
HI  is  half  of  A/,  and  therefore  also  FA  is  Ihe  half  of  FD,  and 

s  equal  to  AF.  Further,  FA  is  the  principal  focal  distance  ; 
\  and  S'l  are  parallel  lo  the  axis  ;  consequently  also  twice  the 
quals  the  radius  of  curvature  of  the  mirror. 
Btlon  of  Immcea  In  ooncKVe  mlrrora. — Hitherto  it  has  been 
the  luminous  or  illuminated  object  placed  in  front  of  the 
nply  a  point  ;  but  if  this  object  has  a  certain  magnitude, 
ve  a  secondary  axis  drawn  through  each  of  its  points,  and 
jf  real  or  virtual  foci  could  be  determined  the  collection  of 
es  the  image  of  the  object.  By  the  aid  of  the  construe- 
ive  served  for   determining  the  foci,  we    shall   investigate 


nd    magnitude   of  these   i 


in  concave  and  ii 


—We  shall  first  take  the  case  in  which  the  mirror  is  concave, 
AB  {fig.  477)  is  OR  the  other  side  of  the  centre.    To  obtain 
le  focus  of  any  point  A,  a  secondary  axis,  AE,  is  drawn  from 
!  then  drawing  from  the  point  A  an  incident  ray  AD,  the 
point,  CD,  is  taken,  and  the  angle  of  reflection  CDn  is  made 
gle  of  incidence  ADC.     The  point  a,  where  the  reflected  ray 
iary  axis  AE,  is  the  conjugate  focus  of  the  point  A,  because 
y  drawn  from  this  pioint  passes  through  a.      Similarly  if  a 
s,  BI,  be  drawn     _ 
B,  the  rays  from     I 
t  after  reflection     I 
m  the  conjugate     I 
Lnd  as  the  images     I 
lis  of  the  object     I 
ween  a  and  b,  ab     | 
te  image  of  AB. 

s  been  said  about  ^"^  *"■ 

Hows  that  this  image  is  real,  inverted,  smaller  than  ihe  object, 
ween  the  centre  of  curuature  and  the  principal  focus.  This 
seen  in  two  ways  1  by  placing  the  eye  in  the  continuation  of 
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■  the  reflected  rays,  and  then  it  is  an  atrial  image  which  is  seen  ; 

j  are  collected  on  a  screen,  on  which  the  image  appears  to  be  dep 

!  If  the  luminous  or  illuminated  object  is  placed  at  ii^,betwee 

'  pal  focus  and  the  centre,  its  image  is  formed  at  AB.     It  is  thei 

i  inverted  image ;  it  is  larger  than  the  object,  and  the  larger  as  t. 

is  nearer  the  focus. 

If  the  object  is  placed  in  the  principal  focus  itself,  no  image  i 

for  then  the  rays  emitted  from  each  point  form,  after  reflectit 

,  pencils  respectively  parallel  to  the  secondary  axis,  which  is  dn 

the  point  from  which  they  are  emitted  (524).  and  hence  neit 

;  images  are  formed. 

When  all  points  of  the  object  AB  are  above  the  principal  u 
it  is  readily  seen,  by  repeating  the  preceding  construction,  that  t 
the  object  is  formed  at  a#. 

Virtual  image. — The  case  remains  in  which  the  object  is  pla 

the  principal  focus  and  the  mirror.     Let  AB  be  this  object  (fi 

incident    rays    afte 

take  the  directions  1 

and  their  prolongal 

>  virtual  image,  a,  of 

.1  on  the  secondary  z 

['  larly,  an  image  of  1 

■'  at  i  ;  consequently 

at  ab  the  image  of 

}  image     is    virtual, 

larger  than  the  objei 

Fig.  470.  From  what  has 

it  is  seen  that,  accoi 

distance  of  the  object,  concave  mirrors  produce  two  kinds  of  ima: 

at  all ;  a  person  notices  this  by  placing  himself  in  front  of  a  crai' 

At  a  certain  distance  he  sees  an  image  of  himself  inverted  and  s 

is  the  real  image  ;  at  a  less  distance  the  image  becomes  confiis 

appears  when  he  is  at  the  focus ;  still  nearer  the  image  appea: 

larger— it  is  then  a  virtual  image. 

529.  rormftttOD  of  ixamt**  In  aoovex  mlrrorB. — Let  AB  < 
an  object  placed  in  front  of  a  mirror  at  any  given  distance.    AC 
secondary  axes,  ani 
from  what    has    be 
stated,  that  all  the 
are    divergent    afte; 
and  that  their  prolon 
through  a  point  a, 
virtual  image   of  tl 
L  .  ...  . .  -,      Similarly  the  rays  fi 

Fig.  tEo.  a  virtual  image  of  it 

b.    The  eye  which  : 

divergent  rays  DE,  KH  .  .  ,  sees  in  o^  an  image  of  AB.     Hem 

the  position  of  an  object  in  front  of  a  convex  mirror,  the  imag 

virtual,  erect,  and  smaller  than  the  object. 
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530.  rm-aittlw  fi»r  •ptaarlokl  mirrors. — The  relation  between  the 
position  of  an  object  and  that  of  its  image  in  spherical  mirrors  may  be 
expressed  by  a  very  simple  formula.  In  the  case  of  concave  mirrors,  let 
R  be  its  radius  of  curvature,/  the  distance  LA  of  the  object  L  (fig.  481)1 
and  p'  the  distance  /A  of  the  image  from  the  mirror.  In  the  triangle  LM^, 
the  perpendicular  MC  divides  the  angle  LM/  into  two  equal  parts, and  from 
geometry  it  follows  that  the  two  segments  LC,  C/are  to  each  other  as  the 
two  sides  containing  the  angle  ;  that  is, 
C/  /M  . 
CL^LM ■ 


,  :  therefore  C/  x  LM  =  CL  x  HA. 


If  the  arc  AM  does  not  exceed  5  or  6  degrees,  the  lines  ML  and  M/  are 
approximately  equal  to  AL  and  A/ ; 
that  is,  to/ and/'. 
Further,  C/  =  C  A  -  A/  -  R  -/', 
andalsoCL-AL-AC=/-R. 

The  value   substituted    in  the 
preceding  equations  gives 

(,K-t')p.(,p-^)p:  '"■•"■ 

From  which  transposing  and  reducing  we  have 

R/+R/'-2//'     ....(!) 

If  the  tenns  of  this  equation  be  all  divided  hypp'R,  we  obtain 

>Vk    ■':  :-■  ;-  ■  ','''  -,[ 

which  is  the  usual  form  of  the  equation,  _•         ' 

From  the  equation  (i)  we  get  ',      _.  ,- 

/' — P^-         '.'■'.'■.        .  ■      (3) 

which  gives  the  distance  of  the  image  from  the  mirror,  in  terms  of  the 
distance  of  the  object,  and  of  the  radius  of  curvature. 

531.  DlafaBitoD  off  the  fttrmnlM  (or  mirrors. — We  shall  now  in- 
vestigate the  different  values  of  / ',  according  to  the  values  of  /  in  the 
formula  (3). 

i.  Let  the  object  be  placed  at  an  infinite  distance  on  the  axis,  in  which 
case  the  incident  mys  are  parallel.     To  obtain  the  value  of/',  both  terms 
of  the  fraction  (3)  must  bfe  divided  by/,  which  gives 
/'=_R 


/ 


(4) 


as  /  is  infinite,  -    is  zero,  and  we  have  /'  =  ~ ;  that  is,  the  image  is  formed 

/  2 

io  the  principal  focus,  as  ought  to  be  the  case,  for  the  incident  rays  are 
parallel  to  the  axis, 

iu  If  the  object  approaches  the  mirror,/  decreases,  and  as  the  denomi- 
nator of  the  formula  [4}  diminishes,  the  value  of  /'  increases  ;  consequently 
the  image  approaches  the  centre  at  the  same  time  as  the  object,  but  it  is 
always  between  the  principal  focus  and  the  centre,  for  so  long  as 
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5  >  R,  we  have  3    >?and  <  R. 


iii.  When  the  object  coincides  with  the  centre,  ^  =  R,  and,  consequently, 
/' '  R  ;  that  is,  the  image  coincides  with  the  object. 

iv.  When  the  luminous  object  is  between  the  centre  and  the  principal 
focus,^<R,  and  hence  from  the  formula  (4),/'>R  ;  that  is,  the  image  is 
formed  on  the  other  side  of  the  centre.  When  the  object  is  in  the  focus, 
p  -      ,  which  gives  /'  -      =  00 ;  that  is,  the  image  is  at  an  infinite  distance, 

for  the  reflected  rays  are  parallel  to  the  axis. 

V.  Lastly,  if  the  object  is  between  the  principal  focus  and  the  mirror,  we 
get  p<    -;  p'  is  then  negative,  because  the  denominator  of  the  formula  (4) 

is  negative.  Therefore,  the  distance^'  of  the  mirror  from  the  image  must 
be  calculated  on  the  axis  in  a  direction  opposite  to  fi.  The  image  is  then 
virtual,  and  is  on  the  other  side  of  the  mirror. 

Making^'  negative  in  the  formula  (a),  it  becomes--—  ,-■„'  '"  '^^'^ 
p    fi'    R 
form  it  comprehends  all  cases  of  virtual  images  in  concave  mirrors. 

In  the  case  of  convex  mirrors  the  image  js  always  virtual  (526) ;  fi'  and 
R  are  of  the  same  sign,  since  the  image  and  the  centre  are  on  the  same  side 
of  the  mirror,  while  the  object  being  on  the  opposite  side,^  is  of  the  contrary 
sign  ;  hence  in  the  formula  (?)  we  get 


^'    p     R  ....        V,, 

as  the  formula  for  convex  mirrors.     It  may  also  be  found  directly  by  the 
same  geometrical  considerations  as  those  which  have  led  to  the  formula  {2) 


It  must  be  observed  that  the  preceding  formula;  are  not  rigorously  true, 
inasmuch  as  they  dependjupon  the  assumption  that  the  lines  LM  and  /M 
(fig.  481)  are  equal  to  LA  and  A/:  although  this  is  not  true,  the  error 
diminishes  without  limit  with  the  angle  MCA  ;  and  when  this  angle  does 
not  exceed  a  few  degrees,  the  error  is  so  small  that  it  may,  in  practice,  be 
neglected. 

532.  CBloatMion  off  the  mmfnlttide  of  tat*ge». — By  means  of  the  above 

formula  the  magnitude  of  an  image  may  be  calculated  when  the  distance 

of  the  object,  its  magnitude, 

and  the  radius  of  the  mirror 

are   given.      For    if   BD    be 

the  object  (fig.  481),  *rf  its 

image,   and   if  the   distance 

A  and    the    radius  AC    be 

known,  Ao  can  be  calculated 

y      u^  by  means  of  formula   (3)  of 

article  $30.      Ac  known,  oC 

can  be  calculated.     But  as  the  triangles  BCD  and  tiC6  are  similar,  their 

bases  and  heights  are  in  the  proportion  iri :  EC  -  Ci> :  CK,  or 
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Length  of  the  image :  length  of  the  object 
=  distance  from  image  to  centre  :  distance  from  the  object  to  the  centre. 

The  brightness  of  an  image  formed  by  a  concave  mirror  is  nearly  pro- 
portional to  its  surface,  and  to  the  coefficient  of  reflection  ;  and  is  inversely 
as  the  square  of  the  focal  distance. 

533.  Spb«rlo«l  aberratlan.  OOitiaUos. — In  the  foregoing  explanation 
of  the  formation  of  foci  and  images  of  spherical  mirrors,  it  has  already  been 
observed  that  the  reflected  rays  only  pass  through  a  single  point  when  the 
aperture  of  the  mirror  does  not  exceed  8  or  10  degrees  (S^S).  With  a  larger 
aperture  the  rays  reflected  near  the  edges  meet  the  axis  nearer  the  mirror 
than  those  that  are  reflected  at  a  small  distance  from  the  neighbourhood 
of  the  centre  of  the  mirror.  Hence  arises  a  want  of  sharpness  in  these 
images,  which  is  called  spherical  aberration  by  reflection,  to  distinguish  it 
from  the  spherical  aderraiion  tjf  refraction,   which  occurs    in   the  case  of 

Every  reflected  ray  cuts  the  one  next  to  it  (tig.  483),  and  their  points  of 
intersection  form  in  space  a  curved  surface  which  is  called  the  caustic  by 
reflection.  The  curve  FM  repre- 
sents one  of  the  branches  of  a 
section  of  this  surface  made  by  the 
plane  of  the  paper.  When  the 
light  of  a  candle  is  reflected  from 
the  inside  of  a  lea-cup  or  a  glass 
tumbler,  a  section  of  the  caustic 

surface  can  be  seen  by  partly  filling  Pi^  ^g^ 

the  cup  or  tumbler  with  milk. 

534.  AppUestloiiB  of  mlrron.  BelloaMt.— The  applications  of  plane 
mirrors  in  domestic  economy  are  well  known.  Mirrors  are  also  frequently 
used  in  physical  apparatus  for  sending  light  in  a  certain  direction.  We 
have  already  seen  an  application  of  this  in  the  helii^aph  (523).  The  light 
«f  the  sun  can  only  be  sent  in  a  constant  direction  by  making  the  mirror 
movable.  It  must  have  a  motion  which  compensates  for  the  continual  change 
in  the  direction  of  the  sun's  rays  produced  by  the  apparent  diurnal  motion 
of  the  sun.  This  result  is  obtained  by  means  of  a  clockwork  motion,  to 
which  the  mirror  is  fixed,  and  which  causes  it  to  follow  the  course  of  the 
sun.  Such  an  apparatus  is  called  a  heliostat.  The  reflection  of  light  is  also 
used  to  measure  the  angles  of  crystals  by  means  of  the  instruments  known 
as  reflecting  goniometers. 

Concave  spherical  mirrors  are  also  often  used.  They  are  applied  for 
magnifying  mirrors,  as  in  the  older  forms  of  shaving  mirrors.  They  have 
been  employed  for  burning  mirrors,  and  are  still  used  in  telescopes.  They 
also  serve  as  reflectors,  for  conveying  light  to  great  distances,  by  placing 
a  luminous  object  in  their  principal  focus.  For  this  purpose,  however, 
parabolic  mirrors  are  preferable. 

The  images  of  objects  seen  in  concave  or  convex  minors  appear  smaller 
or  larger,  but  otherwise  similar  geometrically,  except  in  the  case  where 
some  parts  of  a  body  are  nearer  the  mirror  than  others.  The  distor- 
tion of  features  observed  on  looking  into  a  spherical  garden  mirror  is  more 
marked  the  nearer  we  are  to  the  glass.     Objects  seen  in  cylindrical  or 


524  On  Light  [5S4— 

conical  mirrors  appear  ludicrously  distorted.  From  the  laws  of  reflection 
the  shape  of  such  a  distorted  figure  can  be  geometricaJly  constructed  In 
like  manner  distorted  images  of  objects  can  be  constructed  which,  seen  io 
such  mirrors,  appear  in  their  normal  proportions.  They  are  called  anamor- 
phoses. 

535.  PantboUo  mlnorm.— Paracolic  mirrors  are  concave  mirrors  whose 
surface  is  generated  by  the  revolution  of  the  arc  of  a  parabola,  AM,  about 
its  axis  AX  (fig.  484). 

It  has  been  already  stated  that 
I  in  spherical  mirrors  the  rays  parallel 
to  the  axis  convet^c  only  approxi- 
,  mateJy  to  the  principal  focus  ;  and 
reciprocally,  when  a  source  of  light 
is  placed  in  the  principal  focus  ot 
these  mirrors,  the  reflected  rays  arc 
not    exactly   parallel    to    the    axis. 
.    Parabolic  mirrors  are  free  from  this 
I   defect  ;   they  are   more   difficult   to 
I-  construct,  but  are  better  for  reflec- 
Kig.  (84.  tors.     It  is  a  property  of  a  parabola 

that  the  right  line  FM,  drawn  from  the  focus  F  to  any  point  M  of  the  curve, 
and  ihe  line  ML,  parallel  to  the  axis  AF,  make  equal  angles  with  the  tan- 
gent TT'  at  this  point.  Hence  all  rays  parallel 
to  the  axis  after  reflection  meet  in  the  focus  of 
the  mirror  F  ;  and  conversely,  when  a  source  of 
hght  is  placed  in  the  focus,  the  rays  incident  on 
the  mirror  are  reflected  exactly  parallel  to  the 
axis.  The  light  thus  reflected  tends  to  maintain 
its  intensity  even  at  a  great  distance,  for  it  has 
been  seen  (508)  that  it  is  the  divet^ence  of  the 
luminous  rays  which  principally  weakens  the 
intensity  of  light. 

From  this  property  parabolic  mirrors  are 
used  in  carriage  lamps,  and  in  the  lamps  placed 
in  front  of  and  behind  railway  trains.  These  re- 
flectors were  formerly  used  for  lighthouses,  but 
have  been  replaced  by  lenticular  glasses. 

When  two  equal    parabolic  mirrors  are  cut 
by  a  plane  perpendicular   to   the   axis  passing 
^'B'  *'s.  through  the  focus,  and  are  then  united  at  their 

intersections  as  shown  in  fig.  485,  so  that  their  foci  coincide,  a  system 
of  reflectors  is  obtained  with  which  a  single  lamp  illuminates  in  two 
directions  at  once-  This  arrangement  is  used  in  lighting  staircases  and 
passages. 


-538]  Phenomenon  of  Refraction 


CHAPTER   III 

SINGLE  REFRACTION.      LENSES 

;36.  PlMDiHnenoiiaf  refrftetlOD. — Refraction  is  the  deflection  or  bending 
which  the  rays  of  light  experience  in  passing  obliquely  from  one  medium  to 
another  i  far  instance,  from  air  into  water  (fig.  487).  If  the  incident  ray  is 
perpendicular    to    the  „. 

surface  separating  the  "  '  * 

two  media,  it  is  not 
bent,  but  i:ontinues  its 
course  in  a  right  line 
(fig.  486). 

The  incident  ray 
being  represented  by 
SO  (fig.  488),  the  re- 
fracted ray  is  the  di- 
rection OH  which  light 
lakes  in  the  second 
medium  ;  and  of  the 
angles  SOA  and  HOB, 
which  these  rays  form 
with  the  line  AB,  at 
right  angles  to  the  sur- 
face which  separates 
the  two  media,  the  lirsc 
is  the   angle   of   inci- 


Fij.  46*.  Fig.  «8;. 

dence,  and  the  other  the  angle  of  refraction.  According  as  the  refracted  ray 
approaches  or  deviates  from  the  normal,  the  second  medium  is  said  to  be 
more  or  less  refrtngent  or  refracting  than  the  first. 

All  the  light  which  falls  on  a  refracting  surface  does  not  completely  pass 
into  it ;  one  part  is  reflected  and  scattered  (51S),  while  another  penetrates 
into  the  medium. 

Mathematical  analysis  shows  that  the  direction  of  refraction  depends  on 
the  relative  velocity  of  light  in  ihe  two  media.    On  the  undulatory  theory 
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the  more  highly  refracting  medium  is  that  in  which  the  velocity  of  propaga- 
tion is  least. 

In  uncrystallised  media,  such  as  air,  liquids,  ordinary  glass,  the  luminous 
ray  is  singly  refracted ;  but  in  certain  crystallised  bodies,  such  as  Iceland 
spar,  selenite,  &c.,  the  incident  ray  gives  rise  to  two  refracted  rays.  The 
latter  phenomenon  is  called  double  refraction^  and  will  be  discussed  in  another 
part  of  the  book.    We  shall  here  deal  exclusively  with  single  refraction, 

537.  &aws  of  sinffle  reflraotion. — When  a  luminous  ray  is  refracted  in 
passing  from  one  medium  into  another  of  a  different  refractive  poweri  the 
following  laws  prevail  : — 

I.  Whatever  the  obliquity  of  the  incident  ray^  the  ratio  which  the  sine  of 
the  incident  angle  bears  to  the  sine  of  the  angle  of  refraction  is  constant  for 
the  same  two  mediae  but  varies  with  different  media, 

II.  The  incident  and  the  refracted  ray  are  in  the  same  plane ^  which  is 
perpendicular  to  the  surface  separating  the  two  media. 

These  have  been  known  as  Descartes^ s  law ;  they  are,  however,  really 
due  to  Willibrod  Snell,  who  discovered  them  in    1620 ;  they  are  demon- 
strated by  the  same  apparatus  as  that 
used  for  the  laws  of  reflection  (511). 
The  plane  mirror  in  the  centre  of  the 
graduated  circle  is  replaced  by  a  semi- 
cylindrical  glass  vessel,  filled  with  water 
to  such  a  height  that  its  level  is  exactly 
the  height  of  the  centre  (fig.  489).     If 
the  mirror,  M,  be  then  so  inclined  that 
a  reflected  ray,  MO,  is  directed  towards 
the  centre,  it  is  refracted  on  passing 
into  the  water,  but  it  passes  out  without 
refraction,  because  its  direction  is  then 
at  right  angles  to  the  curved'  sides  of 
the  vessel.      In  order  to  observe  the 
course  of  the  refracted  ray,  it  is  received 
on  a  screen,  P,  which  is  moved  until  the 
^     image  of  the  aperture  in  the  screen  N 
-^     is  formed  at  its  centre.     In  all  positions 
of  the  screens  N  and  P,  the  sines  of 
the  angles  of  incidence  and  refraction 
are  measured  by  means  of  two  graduated 
rules,  movable  so  as  to  be  always  horizontal,  and  hence  perpendicular  to 
the  diameter  AD. 

On  reading  off  the  length  of  the  sines  of  the  angles  MO  A  and  DOP  in 
the  scales  I  and  R,  the  numbers  are  found  to  vary  with  the  position  of  the 
screens,  but  their  ratio  is  constant ;  that  is,  if  the  sine  of  incidence  becomes 
twice  or  three  times  as  large,  the  sine  of  refraction  increases  in  the  same 
ratio,  which  demonstrates  the  first  law.  The  second  law  follows  from  the 
arrangement  of  the  apparatus,  for  the  plane  of  the  graduated  limb  is  per- 
pendicular to  the  surface  of  the  liquid  in  the  semi -cylindrical  vesseL 

538.  Xndez  of  refraotioB. — The  ratio  between  the  sines  of  the  incident 
and  refracted  angle  is  called  index  of  refraction^  or  refractive  index.     It 


Fig.  489. 
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varies  with  the  media ;  for  example,  from  air  to  water  it  is  f ,  and  from  air  to 
glass  it  is  3. 

If  the  media  are  considered  in  an  inverse  order— that  is,  if  light  passes 
firom  water  to  air,  or  from  glass  to  air — it  follows  the  same  course,  but  in  a 
contrary  direction,  PO  becoming  the  incident  and  OM  the  refracted  ray. 
Consequently  the  index  of  refraction  is  reversed  ;  from  water  to  air  it  is  then 
},  and  from  glass  to  air  |. 

539.  mff«oti  proaooed  by  reftvsMon.— In  consequence  of  refraction, 
bodies  immersed  in  a  medium  more  highly  refracting  than  air  appear  nearer 
the  surface  of  this  medium,  but  they  appear  to  be  more 
distant  if  immersed  in  a  less  refracting  medium.  Lei  L 
(fig.  490)  be  an  object  immersed  in  a  mass  of  water.  In 
passing  thence  into  air,  the  rays  LA,  LB  .  .  .  diverge 
from  the  normal  to  the  point  of  incidence,  and  take  the 
direction  AC,  BD  ,  .  .  ,  the  prolongations  of  which  in- 
tersect approximately  in  the  point  L',  placed  on  the 
perpendicular  L'K.  The  eye  receiving  these  rays  sees 
the  object  L  at  L'.  The  greater  the  obliquity  of  the  rays 
LA,  LB  ...  the  higher  the  object  appears.  *■  *^" 

It  is  for  the  same  reason  that  a  slick  plunged  obliquely  into  water  appears 
bent  (fig.  491)1  ^^  immersed  part  appearing  raised. 

An  experimental  illustration  of  the  effect  of  refraction  is  the  following  : — 
A  coin  is  placed  in  an  empty  porcelain  basin,  and  the  position  of  the  eye  is 
so  adjusted  that  it  is  just  not  visible.  If  now,  the  position  of  the  eye  re- 
maining unaltered,  water  be  poured  into  the  basin,  the  coin  becomes  visible. 
A  consideration  of  fig.  490  will  suggest  the  explanation  of  this  phenomenon. 
Owing  to  an  effect  of  refraction,  stars  are  visible  to  us  even  when  they 
are  below  the  horiion.  For  as  the  layers  of  the  atmosphere  are  denser  in 
proportion  as  they  are  nearer 
the  earth,  and  as  the  refiractive 
power  of  a  gas  increases  with 
its  density  (550),  it  follows  that 


on  cnteringthe  atmosphere  the  luminous  rays  become  bent,  as  seen  in  fig.  49It 
describing  a  curve  before  reaching  the  eye,  so  that  we  can  see  the  star  at  S' 
along  the  tangent  of  this  curve  instead  of  at  S.  In  our  climate  the  atmospheric 
refraction  does  not  raise  ibe  stars  when  on  thelhoriion  more  than  half  a  degree. 
The  effect  of  refraction  is  that  objects  at  a  distance  appear  higher  than 
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31  tranquil  lake,  on  which  .ire  reflected  trees  and  the  surrounding  villages. 
Monge,  who  accompanied  Napoleon's  expedition  to  Egypt,  was  the  first  to 
jjive  an  explanation  of  the  phenomenon. 

It  is  a  phenomenon  of  refraclion,  which  results  from  the  unequal  density 
of  the  different  layers  of  the  air  when  they  are  expanded  by  contact  with  the 
heated  soil.    The  least  dense  layers  are  then  the  lowest,  and  the  pencil  of  light 
from  an  elevated  object,  A  (fig.  495),  traverses  layers  which  are  gradually  less 
refracting  ;  for, 
.as  will  be  shown 
presently  (550), 
the    refracting 
power  of  a  gas 
diminishes  with 
]essened    den- 
sity.    The  an- 
gle of  incidence 
accordingly  in- 
creases     from 
-one  layer  to  the 
other,  and  ulti- 
mately reaches 
the  critical  an- 
gle,       beyond  y 
wbici)   internal 

reflection  succeeds  to  refraction  {540).  The  pencil  then  rises,  as  seen  in  the 
figure,  and  undergoes  a  scries  of  successive  refractions,  but  in  the  direction 
■contrary  to  the  first,  for  it  now  passes  through  layers  which  are  gradually 
more  refracting.  The  pencil  then  reaches  the  eye  with  the  same  direction  as 
if  it  had  proceeded  from  a  point  below  the  ground,  and  hence  it  gives  an 
inverted  image  of  the  object,  just  as  if  it  had  been  reflected  at  the  point  O, 
from  the  surface  of  a  tranquil  lake. 

The  eflTect  of  the  mirage  may  be  illustrated  artificially,  though  feebly,  as 
Dr.  Wollaston  showed,  by  looking  along  the  side  of  a  red-hot  jxjker  at  a  word 
«T  object  ten  or 
twelve  feet  distant.  * 
At  a  distance  less 
than  three -eighths 
of  an  inch  from  the 
line  of  the  poker, 
an  inverted  image  was  seen,  and  within  and  without  that  an  erect  image.  A 
better  arrangement  than  a  red-hot  poker  is  a  flat  sheet-iton  box,  about  3 
feet  in  length  by  5  to  7  inches  in  height  and  breadth  (fig.  496) ;  it  is  filled 
with  red-hot  charcoal  and  held  at  a  about  the  level  of  the  eye.  Looking 
over  the  lid  of  the  box  in  the  direction /wt  a  direct,  and  in  the  direction //«' 
.an  inverted,  image  of  a  distant  point,  m,  is  seen.  The  same  phenomenon 
is  observed  by  looking  along  the  sides. 

Mariners  sometimes  see  inverted  images  in  the  air  of  ships  and  distant 
objects  which  are  still  under  the  horizon  ;  this  is  due  to  the  same  cause  ns 
4he  mirage,  but  is  in  a  contrary  direction.    The  lower  layers  of  the  air  being 

M  M 
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in  contact  with  the  water  are  cold  and  dense.  The  rays  of  an  object,  a  ship- 
for  instance,  bent  in  an  upward  direction  are  more  and  more  bent  awayfronk 
the  vertical  as  they  are  continually  passing  into  gradually  less  dense  layers, 
and  ultimately  fall  so  obliquely  on  an  upper  attenuated  layer  that  they  are 
totally  reflected  downwards,  and  can  thus  reach  the  eye  of  an  observer  on  the 
sea  or  on  the  shore.  Scoresby  observed  several  such  cases  in  the  Polar  seas. 
The  twinkling  or  scintillaiion  of  the  fixed  stars  is  also  to  be  accounted 
for  by  alterations  in  the  direction  of  the  motion  of  their  light  due  to  refrac~ 

TRANSMISSION   OF  LIGHT  THROUGH  TRANSPARENT  MEDIA 

542.  Media  with  pBTBllel  teoea. — When  light  traverses  a  medium  with 
parallel  faces,  the  emer^nt  rays  are  parallel  to  the  incident  rays. 

Let   MN   (fig.  497)   be  a  glass  plate  with  parallel  faces,  let  SA  be  the 
incident' and  DB  the  emergent  ray,  i  and  r  the  angles  of  incidence  and  of 
refraction  at  the  entrance  of  the  ray,  and,  lastly,  /'  and  r^  the  same  angles- 
at  its  emergence.    At  A  the  light  under- 
goes a  first  refraction,  the  index  of  which 
is  -I—  (537).   At  D  it  is  refracted  a  second 

time,  and  the  index  is  then  -: — —.     But 

we  have  seen  that  the  index  of  refiractioni 
of  glass  to  air  is  the  reciprocal  of  its  re- 
fraction from  air  to  glass  ;  hence 

.!'«■«?■  sin^"sinY 

But  as  the  two  normals  AG  and  DE  are  parallel,  the  angles  r  and  j"  are- 
equal,  as  being  alternate  interior  angles.  As  the  numerators  in  the  above 
equation  are  equal,  the  denominators  must  also  be  equal ;  the  angles  t'  and 
(■  arc  therefore  equal,  and  hence  DB  is  parallel  to  SA. 

543.  Priam. — In  optics  a  prism  is  any  transparent  medium  comprised 
between  two  plane  faces  inclined  to  each  other.    The  intersection  of  thesfr 

two  faces  is  the  edge 
of  the  prism,  and  their 
inclination  is  its  re- 
fracting angle.  Every 
section  perpendicular 
to  the  edge  is  called  a 
principal  section. 

The    prisms    used 
for    experiments     are 
Fig.  4^.  Fig.  45,.  generaUy    right  trian- 

gular prisms  of  glass,. 

as  shown  in  fig.  498,  and  their  principal  section  is  a  triangle  (fig.  499). 

In  this  section  the  point  A  is  called  the  summit  ot  the  <prism,  and  the 

right  line  BC  is  called  the  base :  these  expressions  have  reference  to  the- 

triangle  ABC,  and  not  to  the  prism. 
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544.  VMb  «f  r*.Tf%  In  prlun.  Ancle  oX  davlatlan. — When  the  laws 
of  refraction  are  known,  the  path  of  the  rays  in  a  prism  is  readily  determined. 
Let  O  be  a  luminous  point  (fig.  499)  in  the  same  plane  as  the  principal  sec- 
tion ABC  of  a  prism,  and  let  OD  be  an  incident  ray.  This  ray  is  retracted 
at  D,  and  approaches  the  normal,  because  it  passes  into  a  more  highly 
refracting  medium.  At  K  it  experiences  a  second  refraction,  but  it  then 
deviates  from  the  normal,  for  it  passes  into  air,  which  is  less  refractive  than 
glass.  The  light  is  thus  refracted  twice  in  the  same  direction,  so  that  theray 
is  deflected  towards  the  base,  and  consequently  the  eye  which  receives  the 
emergent  ray  KH  sees  the  object  O  at  O' ;  that  is,  objects  seen  through  a 
prism  appear  deflected  towards  its  summit.  The  angle  OEO',  which  the 
incident  and  emergent  rays  form  with  each  other,  expresses  the  deviation  of 
light  caused  by  the  prism,  and  is  called  the  angle  of  deviaHon. 

Besides  this,  objects  seen  through  a  prism  appear  in  all  the  coloursjof 
the  rainbow  ;  this  phenomenon,  known  as  dispersion,  will  be  afterwards 
described  (564). 

This  angle  increases  with  the  refractive  index  of  the  material  of  the  prism, 
and  also  with  its  refracting  angle.     It  also  s'aries  with  ihe  angle  under  which 


Fig.  soo.  '  Tig.  soi- 

the  luminous  ray  enters  the  prism.  The  angle  of  deviation  increases  up  to 
a  certain  limit,  which  is  determined  by  calculation,  knowing  the  angle  of 
incidence  of  the  ray,  and  the  refracting  angle  of  the  prism. 

That  the  angle  of  deviation  increases  with  the  refractive  indexjnay  be 
shown  by  means  of  the  polyprism.  This  name  is  given  to  a  prism  formed 
of  several  prisms  of  the  same  angle  connected  at  their  ends  (fig,  500).  These 
prisms  are  made  of  substances  unequally  refringent,  such  as  flint  glass,  rock 
crystal,  or  crown  glass.  If  any  object — a  line,  for  instance — be  looked  at 
through  the  polyprism,  its  different  parts  are  seen  at  unequal  heights.  The 
highest  portion  is  that  seen  through  the  flint  glass,  the  refractive  index  of 
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which  is  grea.te3t ;  then  the  rock  crystal ;   and  so 
decreasing  refractive  indices. 

Thx  priint  with  variable  angle  (fig.  501)  is  usi 
angle  of  deviation  increases  with  the  refracting  angl 
sists  of  two  parallel  brass  plates,  B  and  C,  fixed  c 
these  are  two  glass  plates,  moving  on  a  hinge,  with  s 
plates,  so  as  to  close  it.  When  water  is  poured  in 
may  be  varied  at  will.  If  a  ray  of  light,  S,  be  allou 
them,  by  inclining  the  other  more  the  angle  of  the  p 
deviation  of  the  ray  is  seen  to  increase. 

545.  AppUeMlon  or  rlflit-uirled  prisms  in  rel 
principal  section  Is  an  isosceles  right-angled  trianj 

application  of  total 

AUC(fig.  5M)be 

buch  a  prisn;,  O  a  \ 

a  ray  at  right  angi 

ray  enters  the  glass 

and  makes  with 

equal  to  B  -that 

therefore  greater  tt 

''«■'"■  glass,  which  is  41° 

undergoes,  therefore,  at  H  total  reflection,  which  ir 

HI  perpendicular  to  the  second  face  AC.     Thus  tt 

this  prism  produces  ihe  efTecl  of  the  most  perfect  p 

placed  at  I  sees  O',  the  image  of  the  point  O.     This 

prisms  is  frequently  used  in  optical  instruments  sucl 

(603)  and  the  prismatic  compass  (6g;)  instead  of  mi 

readily  tarnish.     The  newer  lighthouse  lenses  arc  m 

546.  CondltlonB  of  «mer|re>")*  In  ylBOM- — In  < 
ray  refracted  at  the  first  face  of  a  prism  may  emi 

is  necessary  tl 
of  the  prism 
critical  angle  0 
the  prism  is 
{fig.  S03)  be  I 
first  lace,  IE  tl 
P£  the  nonni 
emerge  from 
the  incident  ; 
the  critical  an 
incident  angli 
Fig.  503,  angle  EIP  als 

diminishes.  I- 
direction  of  the  ray  LI  tends  to  become  parallel  i 
this  ray  tend  to  emerge  at  the  second  face. 

Let  LI  be  now  parallel  to  AB,  the  angle  r  is  thi 
angle  /  of  the  prism,  because  it  has  its  maximum  va! 
EPK,  the  exterior  angle  of  the  triangle  IPE,  is  c 
angles  EPK  and  A  are  equal,  because  their  sides 
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therefore  A  =  r+i'' ;  therefore  also  A  =  /*i',  for  in  this  case  r=l.  Hence,  if 
A-s/oris  >2/,  we  shall  have  t'=/or  >/,  and  therefore  the  ray  would  not 
emerge  at  the  second  face,  but  would  be  parallel  to  AC  or  would  undei^o 
internal  reflection,  and  emerge  at  a  third  face,  BC.  This  would  be  much 
more  the  case  with  rays  whose  incident  angle  is  less  than  BIN,  because  we 
have  already  seen  that  i'  would  continually  increase.  Thus  in  the  case  in 
which  the  refracting  angle  of  a  prism  is  equal  to  3/ or  is  greater,  no  luminous 
ray  could  pass  through  the  faces  of  the  refracting  angle. 

As  the  critical  angle  of  glass  is  41°  48',  twice  this  angle  is  less  than  90°, 
and,  accordingly,  objects  cannot  be  seen  through  a  glass  prism  whose 
refraciing  angle  is  a  right  angle.  As  the  critical  angle  of  water  is  48"  35', 
light  could  pass  through  a  hollow  rectangular  prism  formed  of  three  glass 
plates  and  filled  with  water. 

If  we  suppose  A  to  be  greater  than  /  and  less  than  2/,  then  of  rays  inci- 
dent at  I,  some  within  the  angle  NIB  will  emerge  from  AC,  others  will  not 
emerge,  nor  will  any  emerge  that  are  incident  within  the  angle  NIA.     If  we 
suppose  A  to  have  any  magnitude  less  than  /,  all  rays  incident  at  I  within 
the  angle  NIB  will 
emerge  from    AC, 
as  also  will  some  of 
those  incident  with- 
in the  angle  NIA. 

S47-  Klnlmnm 

davl«tl«D.— When 
a  pencil  of  sunlight 
passes  through  an 
aperture  A,  in  the 
side  of  a  dark  cham- 
ber  (fig.   504),  the  F!g-  504- 

pencil  is  projected  in  a  straight  line  AC,  on  a  distant  screen.  Bui^if  a  ver- 
tical prism  be  interposed  between  the  aperture  and  the  screen,  the  pencil  is 
deviated  towards  the  base  of  the  prism,  and  the  image  is  projected  at  D,  at 
sOTne  distance  from  the  point  C.  If  the  prism  be  turned  so  that  the  incident 
angle  decreases,  the  disc  of  light  approaches  the  point  C  up  to  a  certain 
position,  E,  from  which  it  reverts  to  its  original  position  even  when  the  prism 
is  rotated  in  the  same  direction.  Hence  there  is  a  deviation,  EBC,  less  than 
any  other.  It  may  be  demonstrated  mathematically  that  this  minimum 
lieviation  takes  place  when  the  angles  of  incidence  and  of  emergence  are 
equal. 

The  angle  of  minimum  deviation  may  be  calculated  when  the  incident 
angle  and  the  refracting  angle  of  the  prism  are  known.  For  when  the 
deviation  is  a  minimum,  then  since  the  angle  of  emergence  r'  is  equal  to  the 
incident  angle  i  (fig.  503),  r  must  equal  /',  But  it  has  been  shown  above  (546) 
that  A"r+(';  consequently 

A-3'- (1) 

If  the  minimum  angle  of  deviation  LD/  be  called  d,  this  angle  being  ex- 
terior to  the  triangle  DIE,  we  readily  obtain  the  equation 
rf-/-^t^— /'  =  2«-2r. 
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The  apparatus  which  they  used  consists  of  a  glass  tube  (fig.  507),  bevelled  at 
its  two  ends,  and  closed  by  glass  plates,  which  are  at  an  angle  of  143°. 
This  tube  is  connected  with  a  bell-jar,  H,  in  which  there  is  a  siphon  barometer, 
and  with  a  stopcock  by  means  of  which  the  apparatus  can  be  exhausted,  and 
different  gases  introduced.  After  having  exhausted  the  tube  AB,  a  ray  of 
light,  SA,  is  transmitted,  which  is  bent  away  from  the  normal  through  an 
angle  r-/  at  the  first  incidence,  and  towards  it  through  an  angle  i* -r'  at 
the  second.  These  two  deviations  being .-  added,  the  total  deviation  d  is 
r-i-^i'  —  r'.  In  the  case  of  a  minimum  de- 
viation, i^r'  and  r  =  /',  whence  ^/-  A  -  2/,  since 
r  +  /=  A  (547).    The  index  from  vacuum  to  air, 


which  is  evidently 
value 


sm  r 


has    therefore    the 


sm  I 


.    A 

sm  — 
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(-r) 
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Fig.  507. 


Hence,  in  order  to  deduce  the  refractive 
index  n  from  vacuum  into  air,  which  is  the 
^solute  index  or  principal  index^  it  is  merely 
necessary  to  know  the  refracting  angle  A,  and 
the  angle  of  minimum  deviation  d  To  obtain 
the  absolute  index  of  any  other  gas,  after  having 
produced  a  vacuum,  this  gas  is  introduced  ; 
the  angles  A  and  d  having  been  measured,  the 
aboVe  formula  gives  the  index  of  refraction  from  gas  to  air.  Dividing  the 
index  of  refraction  from  vacuum  to  air  by  the  index  of  refraction  from  the 
^as  to  air,  we  obtain  the  index  of  refraction 'rfrom  vacuum  to  the  gas  ;  that 
is,  its  absolute  index. 

The  square  of  the  refractive  index  of  a  substance,  less  unity,  that  is  «'  -  i, 

measures  what  is  called  the  refractive  action.     On  the  undulatory  theory  «* 

is  the  density  of  the  ether  in  the  medium,  when  i  is  the  density  of  the  ether 

in  a  vacuum.    The  refractive  action  is  therefore  a   measure  of  the  excess  of 

the  density  of  the  ether  in  the  refracting  medium.     The  refractive  action 

«*—  I 
divided  by  the  density  or  — —-  is  called  the  absolute  refractive  power. 


Table  of  refractive  indices 


Diamond      .               2 

•470  to  2750 

Iceland  spar,  ordinary  ray    . 

.     1-654 

Rutile  .        .        .        . 

.     2-6i6 

Plate  glass,  St.  Gobin  . 

1587 

Phosphorus  . 

2-224 

Rock  crystal 

1-548 

Sulphur 

.     2*215 

Rock  salt 

1*545 

Arsenic  bromide  . 

.     1 781 

Turpentine    . 

1-471 

Ruby    .        .        .        . 

.     1 779 

Alcohol 

■     1*363 

Jh'lint  glass    . 

1 702 

Albumen 

.     1-360 

Bisulphide  of  carbon 

.     I  -678 

Ether    .... 

.     1*358 
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these  two  centres  is  the  principal  axis.    In  a  plano-concave  or  plano-convex 
lens   the  principal  axis  is  the  perpendicular  let  fall  from  the  centre  of 
cun'ature  of  the  spherical  face  on 
the  plane  face. 

In  order  to  compare  the  path  of 
a  luminous  ray  in  a.  lens  with  that 
in  a  prism,  the  same  hypothesis  is 
made  as  for  curved  mirrors  (525)  ; 
that  is,  the  suriaces  of  these  lenses 
are  supposed  to  be  fanned  of  an 
infinity  of  small  plane  surfaces  or 
elements  (fig.  509)  :  the  normal  at 
any  point  is  then  the  perpendicular 
to  the  plane  of  the  corresponding 
element.  It  is  a  geometrical  prin- 
ciple that  all  the  normals  to  the 
same  spherical  surface  pass  through 
its  centre.  On  the  above  hypothesis 
we  can  always  conceive  two  plane 
surfaces  at  the  points  of  incidence 
and  emergence,  which  are  inclined 
to  each  other,  and  thus  produce 
the  effect  of  a  ptism.  Pursuing 
this  comparison,  the  three  lenses 
M,  N,  and  O  may  be  compared  to 
a  succession  of  prisms  having  their 
summits  outwards,  and  the  lenses 
P,  Q,  and  R  to  a  series  having 
their  summits  inwards  ;  from  this 

we  see  that  the  first  ought  to  con-  Fig.  5051. 

dense  the  rays,  and  the  latter  to 

disperse  them,  for  we  have  already  seen  that  when  a  luminous  ray  traverses 
a  prism  it  is  deflected  towards  the  base  (544). 

552.   ro«t  In  donbla  ooDTCx  lenaea.— The  focus  of  a  lens  is  the  point 
where  the   refracted   rays,  or   their  prolongations,  meet.      Double   convex 
lenses    have    both    real 
and  virtual  foci,  like  con- 

Real/oci.—yNt  shall 
first  consider  the  case 
in  which  the  luminous 
rays  which  fall  on  the 
lens  are  parallel  to  its 
principal  axis,  as  shown 

infig.  510.    Inthiscase,  Kig.  sio. 

any  incident  ray,  LB,  in 

approaching  the  normal  of  the  point  of  incidence  B,  and  in  diverging  from 
it  at  the  point  of  emergence  D,  is  twice  refracted  towards  the  axis,  which  it 
cuts  at  F.    As  all  rays  parallel  to  the  axis  are  refracted  in  the  same  n 
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m  the  same  principal  section,  and  at  an  equal  distance  from  the  axis ;  a 
pencil  of  sunlight  is  then  received  on  the  other  face,  and  the  screen  P, 
which  receives  the  emergent  rays,  is  moved  nearer  to  or  farther  from  the 
lens,  until  A  and  B,  the  spots  of  light  from  the  small  apertures  a  and  b,  are 
distant  from  each  other  by  twice  ai.  The  distance  DI  is  then  equal  to  the 
focal  distance  FD,  because  the  triangles  ¥ai  and  FAB  are  similar.  Another 
method  of  determining  the  focus  of  a  concave  lens  is  given  in  article  560. 

555.  OptloiU  eaatra,  aeoondkry  uUa. — In  or  near  every  lens  there  is  a 
point  called  the  optical  centre^  which  is  situate  on  the  axis,  and  which  has 
the  property  that  any  luminous  ray  passing  through  it  experiences  no  angular 
deviation  ;  that  is,  that  the  emergent  ray  is  parallel  to  the  incident  ray. 
The  existence  of  this  point  may  be  demonstrated  in  the  following  manner  : — 
Let  two  parallel  radii  of  curvature,  CA  and  C'A'  (fig.  517),  be  drawn  to  the 


rw-sir.  Fig.si3. 

two  surfaces  of  a  double  convex  lens.  Since  the  two  plane  elements  of  the 
lens  A  and  A'  are  parallel,  as  being  perpendicular  to  two  parallel  right  lines, 
it  will  be  granted  that  the  refracted  ray  AA'  is  propagated  in  a  medium 
with  parallel  faces.  Hence  a  ray  KA,  which  reaches  A  at  such  an  inclination 
that  after  refraction  it  takes  the  direction  AA',  will  emerge  parallel  to  its  first 
direction  {542) ;  the  point  O,  at  which  the  right  line  cuts  the  axis,  is  there- 
fore the  optical  centre.  The  position  of  this  point  may  be  determined  for 
the  case  in  which  the  curvature  of  the  two  faces  is  the  same,  which  is  the 
usual  condition,  by  observing  that  the  triangles  COA  and  C'OA'  are  equal,' 
and  therefore  thaf  OC  =  OC,  which  gives  the  point  O.  If  the  curvatures  are 
unequal,  the  triangles  COA  and  COA'  are  similar,  and  either  CO  or  CO  may 
be  found,  and  therefore  aJso  the  point  O. 

In  double  concave  or  concavo-convex  lenses  the  optical  centre  may  be 
determined  by  the  same  construction,  in  lenses  with  a  pLineface  this  point 
is  at  the  intersection  of  the  axis  by  the  curved  fiice. 

Every  right  line  PP'  (fig.  518),  which  passes  through  the  optical  centre 
without  passing  through  the  centres  of  curvature,  is  &  secondary  axis.  From 
this  property  of  the  optical  centre,  every  secondary  axis  represents  a  luminous 
rectilinear  ray  passing  through  this  point :  for,  from  the  slight  thickness  of 
the  lenses,  it  may  be  assumed  that  rays  passing  through  the  optical  centre 
arc  in  a  right  line  ;  that  is,  that  the  small  deviation  may  be  neglected  which 
rays  experience  in  traversing  a  medium  with  parallel  faces  (fig.  517). 

So  long  as  the  secondary  axes  only  make  a  small  angle  with  the  principal 
axis,  all  that  has  hitherto  been  said  about  the  principal  axis  is  applicable  to 
them  ;  that  is,  that  rays  emitted  from  a  point  P  (fig.  518)  on  the  secondary 
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axis  PP'  nearly  converge  to  a  certain  point  of  the  axis  P',  and  according  as 
the  distance  from  the  point  P  to  the  lens  is  greater  or  less  than  the  principal 
focal  distance,  the  focus  thus  formed  will  be  conjugate  or  virtual.  This 
principle  is  the  basis  of  what  fallows  as  to  the  formation  of  images. 

556.  TormatlQD  of  louixeabr  d«tibl«  oeavex  leiuea. —  In  lenses,  as  well 
as  in  mirrors,  the  image  of  an  object  is  the  collection  of  the  foci  of  its  several 
points  ;  hence  the  images  furnished  by  lenses  are  real  or  virtual  in  the  same 
case  as  the  (bci,  and  their  construction  resolves  itself  into  determining  the 
position  of  a  series  of  points,  as  was  the  case  with  mirrors  (528). 

i.  Realimage. — Let  AB  {fig.  519)  be  placed  beyond  the  principal  focus. 
If  a  secondary  axis.  Art,  be  drawn  from  the  outside  point  A,  any  ray  AC, 
from  this  point,  will  be  twice  refracted  at  C  and  D,  and  both  times  in  ihe 
same  direction  ap- 
proaching     the 
secondary  axis. 

From      what      has 
been    said    in    the 
last  paragraph,  the 
other  rays  from  the 
point  A  will  inter- 
sect in  the  point  a,  [,ig,  j„. 
which     is    accord- 
ingly the  conjugate  focus  of  the  point  A.     If  the  secondary  axis  be  drawn 
from  the  point  B,  it  will  be  seen,  in  like  manner,  that  the  rays  from  this 
point  intersect  in  the  point  b  ;  and  as  the  points  between  A  and  B  have  their 
foci  between  a  and  b,  a  real  but  inverted  image  of  AB  wilt  be  formed  at  <ib. 
To  sec  this  image,  it  may  be  received  on  a  white  screen,  on  which  it  will 
be  depicted,  or  the  eye  may  be  placed  in  the  path  of  the  rays  emerging 

Conversely,  if  ab  were  the  luminous  or  illuminated  object,  its  image 
would  be  formed  at  AB.  Two  consequences  important  for  the  theory  of 
optical  instruments  follow  from  this;  that,  1st,  if  an  object,  even  a  very 
large  one,  is  at  a  sufficient  distance  from  a  double  convex  tens,  the  real  and 
inverted  image  which  is  obtainedof  it  is  very  small— it  is  near  the  prin- 
cipal focus,  but  somewhat  farther  from  the  lens  than  this  is ;  2nd,  if  a  very 
small  object  be  placed  near  the  principal  focus,  but  a  little  in  front  of  it,  ihe 
image  which  is  formed  is  at  a  great  distance—it  is  much  larger,  and  that  in 
proportion  as  the  object  is  near  the  principal  focus.  In  all  cases  the  object 
and  the  image  are  in  the  same  proportion  as  their  distances  from  the  lens. 

These  two  principles  are  experimentally  confirmed  by  receiving  on  a 
screen  the  image  of  a  lighted  candle,  placed  successively  at  various  distances 
from  a  double  convex  lens. 

ii.  Virtual  image.  —There  is  another  case  in  which  the  object  A  B  (fig.  520) 
is  placed  between  the  lens  and  its  principal  focus.  If  a  secondary  axis  Uii 
be  drawn  from  the  point  A,  every  ray  AC,  after  having  been  twice  refracted, 
diverges  from  this  axis  on  emerging,  since  the  point  A  is  at  a  less  distance 
than  the  principal  focal  distance  (552).  This  ray,  continued  in  an  opposite 
direction,  will  cut  the  axis  Oa  in  the  point  a,  which  is  the  virtual  focus  of  the 
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point  A.    Tracing  the  secondary  axis  of  the  point  B,  it  will  be  found, 

in  the  same  manner,  that  the  virtual  focus  of  this  point  is  formed  at  h. 

There  is,  therefore,  an  image  of  AB  at  ab.     This  is  a  virtual  image;  it  it 

erect,  and  larger  than  the  object. 

The  magnifying  power  is  greater  in  proportion  as  the  lens  is  more 
convex,  and  the 
object  nearer 
the  principal 
focus.  Weshalt 
presently  show 
how  the  magni- 
fying po  we  r  may 
be  calculated  by 
means  of  the 
formuke  relating 

FEg.s«,.  "*  '•^«  <S6i)- 

Double  convex 
lenses,  used  in  this  manner  as  magnifying  glasses,  arc  called  simple  micro- 
scopes. 

557.  rormBUon  of  ImSK"'  1>>  danble  oaao***  1mm««. — Double  con- 
cave lenses,  like  convex  mirrors,  only  give  virtual  images,  whatever  the 
distance  of  the  object. 

Let  AB  (fig.  S3i)  be  an  object  placed  in  front  of  such  a  lens.     If  the 

secondary  axis  AO  be  drawn  from  the  point  A,  all  rays,  AC,  Al,  from  this 

point  are  twice  refracted    in  the 

same  direction,  diverging  from  the 

axis  AO ;  so  that  the  eye,  receiving 

the  emergent  rays  DE  and    GH, 

supposes  them  to  proceed  from  the 

point  where  their  prolongations  cut 

the  secondary  axis  AO  in  the  point 

a.      In    like    manner,  drawing  a 

secondary  axis  from  the  point   B, 

the  rays  from  this  point  form  a  pen- 

Pig  j„  cil  of  divergent  rays,  the  directions 

of  which,  prolonged,  intersect  in  b. 

Hence  the  eye  sees  at  nd  a  virtual  image  of  AB,  which  is  always  erect,  and 

smaller  than  the  object. 

558.  ■pbartMd  Abarratloii.  Oanatlom. —  In  speaking  about  foci,  and 
about  the  images  formed  by  different  kinds  of  spherical  lenses,  it  has  been 
hitherto  assumed  that  the  rays  emitted  from  a  single  point  intersect  also 
after  refraction  in  a  single  point.  This  is  virtually  the  case  with  a  lens  whose 
aperture — thai  is,  the  angle  obtained  by  joining  the  edges  to  the  principal 
focus — does  not  exceed  10'  or  12°, 

Where,  however,  the  aperture  is  larger,  the  rays  which  traverse  the  lens 
near  the  edge  are  refracted  to  a  point  F  nearer  the  lens  than  the  point  G, 
which  is  the  focus  of  the  rays  which  pass  near  the  axis.  The  phenomenon 
thus  produced  is  named  spherical  aberration  by  refraction ;  it  is  analogous 
to  the  spherical  aberration  produced  by  reflection  ($33).    The  luminous  sur- 
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as  that  of  the  single  lens  (560),     Lenses  which  are  free  from  spherical  aber- 
Tation  are  called  apianatic. 

$59.  rormtii«er«latlBKtol«na«B. — Inal! thin  lenses therelations  between 
the  distances  of  the  image  and  object,  the  radii  of  curvature,  and  the  refrac- 
tive index  may  be  expressed  by  a  formula.  In  the  case  of  a  double  convex 
lens,  let  P  be  a  luminous  point  situate  on  the  axis  (fig.  523),  let  PI  be  an  in- 
cident ray,  IE  its  direction  within  the  lens,  EP'  the  emergent  ray,  so  that  P' 
is  the  conjugate  focus  of  P.     Further,  let  C'l  and  CE  be  the  normals  to  the 


points  of  incidet^ce  and  emergence,  and  IPA  be  put  equal  to  n,  EP  A'  =  iS, 
t:CA'  =  y,  IC'A-8,  NIP  =  <,  E10  =  r,  lEO-T,  N'EP'-r". 

Because  the  angle  i  is  the  exterior  angle  of  the  triangle  PIC,  and  the 
angled  the  enterior  angle  of  the  triangle  CEP',  therefore  i-a  +  S,  and 
r'  -  y  +  3,  whence 

(■+f'-a  +  3  +  y  +  a {I) 

But  at  the  point  I,  sin(  =  «  sin  r,  and  at  the  point  E,  sin  r'  =  a  sin  1(538),  n 
being  the  refractive  index  of  the  lens.  Now  if  the  arc  Al  is  only  a  small 
number  of  degrees,  these  sines  may  be  considered  as  proportional  to  the 
angles  »',  r,i  and  r" ;  whence,  in  the  above  formula,  we  may  replace  the  sines 
by  their  angles,  which  gives  i  =  nr  and  r'  =  «i',  from  which /  +  r'=n  (r  +  »''). 
Further,  because  the  two  triangles  lOE  and  COC  have  a  common  equal 
angle  O,  therefore  r  +  <''-y  +  8,  from  which  i  +  r'^n  (y  +  fl).  Introducing 
this  value  into  the  equation  (i)  we  obtain 

«(y  +  a)  =  a  +  3  +  y  +  «,  from  which  {n-i)  (y  +  S)  =  a4-ff         .         (;) 

t< 
ft-ith  c 

radius  P'A'  describe  the  arc  A'».  Now  when  an  angle  al  the  centre  of  a 
circle  subtends  a  certain  arc  of  the  circumference,  the  quotient  of  the  arc 
divided  by  the  radius  measures  the  angle  ;  consequently 

Aa        Arf  a    A'»        A'E  „„  ■  ,,    Al 

a  —  — =  or  — ,S—        ,'y"  -_   ,  ana  0  »  -=--. 

AP        fi  '        p-'^       R  '  R 

Therefore  by  substitution  in  (j),  («-,)  (-r^  "^  R,)  =  ^-  +  ^f- 

Now  since  the  thickness  of  the  lens'is  very  small,  the  angles  are  also  small, 
and  Arf,  Al,  A'E,  A'»  difler  but  little  from  coincident  straight  lines,  and  are 
therefore  virtually  equal.     Hence  the  above  equation  becomes 

(-"(R-yv*;. (3) 
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ouble  convex  lenses  ;  if/  be -00 —that  is,  if  the 

'  Vr    w)  p'' 

1  distance.    Calling  iliis/  we  get 

.        .        .        .        (4) 


<i.*k) 


'  is  easily  deduced.      Considered   in  reference  1 
(3)  assumes  the  form 


(si- 


/•  f  / 

1  usually  employed.  When  the  image  is  virtual, 
rmula  (5)  takes  the  form 

\-\.=  \ (6) 

P    P     J 

ses  p'  and  /  retain  the  same  sign,  but  that  of  p 
;n  becomes 

P  P       J 
ined  by  the  same  reasoning  as  the  other. 

lemaea.— if  parallel  rays  fall  on  a  convex  lens  A, 
nee  f,  and  then  on  a  similar  lens  B  with  the  focal 
/from  A,  the  distance  from  the  lens  B  at  which 
then 

;ether,  so  that  rf=^o,  then 


rr 

I  is  /-/,  then  '  =  t.;  that  is  to 
^    J 

the  combination  is  half  that  of  a  single  lens. 
a  disperainy  one  of  the    focal    distance  y,  then 
lenses  are  close  together,  then  p">~a' 

sed  to  determine  the  focal  distance  of  a  concave 
1  a  convex  lens  of  longer  focus,  and  then  deter- 
of  the  combination. 
»(!•■  of  l^*c«  >nd  object.     SetenDlnatloii  of 

rity  of  the  triangles  AOB,  aOb  (fig.  520),  we  get 
iS  of  image  and  object  the  proportion   _  ,.  -■^,  ; 

B-O  is  the  magnitude  of  the  object,  and  ab=\ 
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that  of  the  image  ;  while  p  and  /'  are  their  respective  distances  from  the 

lens.     Replacing  /'  by  its  value  from  the  equation   .+--,■» -t;  where  the 

P    P     f 

image  is  real,  or  from  the  equation  ^r  —  2,  =  ^r  where  it  is  virtual,  we   shall 

P    P    J 

obtain  the  different  values  of  the  ratio  -^  for  various  positions  of  the  object. 


In  the  first  case  we  have 


I        / 


O     p^f 

Thus  if  p>2/    I>0 

«  ^  =  2/    1  =  0 

P<2f    \>0 

In  the  second  case  when  the  image  is  virtual  we  shall  have 


I     / 


,  so  that  in  all  cases  I  <  O. 


O     f-fi 

By  using  the  above  formula  we  may  easily  deduce  the  focal  length  of  a 
convex  lens  where  direct  sunlight  is  not  available.  For  if  it  be  placed  in 
front  of  a  scale,  and  if  a  screen  be  placed  on  the  other  side,  then  by  altering 
the  relative  positions  of  the  lens  and  the  screen,  a  position  may  be  found  by 
trial,  such  that  an  image  of  the  object  is  formed  on  the  screen  of  exactly  the 
same  size.  Dividing  now  by  4  the  total  distance  between  the  object  and 
the  screen,  we  get  the  focal  distance  of  the  lens. 

Another  method  is  to  place  on  one  side  of  the  lens,  and  a  little  beyond 
its  principal  focus,  a  brightly  illuminated  scale,  which  is  best  of  glass,  on  which 
a  strong  light  falls  ;  on  the  other  side  a  screen  is  placed  at  such  a  distance 
as  to  produce  a  greatly  magnified  distinct  image  of  the  scale.  Then  if  /  and 
L  are  the  lengths  of  the  scale  and  its  image  respectively,  and  ^/the  distance 
of  the  screen  from  the  lens, 

562.  Betarmlnatloii  of  tlie  reflraotive  index  of  a  liquid. — By  measure 
ments  of  focal  distance  the  refractive  index  of  a  liquid  (549)  may  be  ascertained 

in  cases  in  which  only  small  quantities  of  liquid  are  available. 
One  face  of  a  double  convex  lens  of  known  focal  distance/,, 
and  known  curvature  r,  is  pressed  against  a  drop  of  the  liquid 
in  question  on  a  plane  of  plate  glass  (fig.  524).  The  liquid 
forms  thereby  a  plano-concave  lens  whose  radius  of  curva- 
ture is  r.  The  focal  distance  F  of  the  whole  system  is  then 
determined  experimentally ;  this  gives  the  focal  length  of  the 
Fig.  524.  liquid  lens/'  from  the  formula 

I  ^J__} 

F^7  /'■' 

while  from  the  formula    -  =(«-  i)  -    we  get  the  value  of  n. 

f  r 

563.  AaryniToseope. — As  an  application  of  lenses  may  be  adduced  the 
laryngoscope^  which  is  an  instrument  invented  to  facilitate  the  investigation 
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of  the  laiynic  and  other  cavities  of  the  mouth.      It  consists  of  a  plano- 
convex lens  L,  and  a  concave  reflector  M,  both  fixed  to  a  ring  which  can  be 
adjusted  to  any  convenient  lamp  (fig.  525).    The  flanie  of  a  lamp  is  in  the 
principal  focus  of  the  lens,  and  at  the  same  time  is  at  the  centre  of  curvature  . 
of  the  reflector.     Hence  the  divergent  pencil  proceeding  from  the  Ump  to 


A 


Fl 


the  lens  is  changed  after  emerging  into  a  parallel  pencil  Moreover,  the 
pencil  from  the  lamp,  impinging  upon  the  mirror,  is  reflected  to  the  focus  of 
the  lens,  and  traverses  the  lens,  fanning  a  second  parallel  pencil  which  is 
superposed  on  the  first.  This  being  directed  into  the  mouth  of  _a  patient, 
its  condition  may  be  readily  observed. 


CHAPTE 

DISPERSION  AND 

564.  llBcampoaltion  of  white  Ilrt 

jnon  of  refraction  is  by  no  means  so  . 
hen  white  light,  or  that  which  reachi 
:dium  into  another,  it  is  decomposed  1 
;non  to  which  the  name  dispersion  is 
In  order  to  show  that  white  light  is  i 
;  sun's  rays  SA  (fig.  526)  is  allowed  to 
ndow  shutter  of  a  dark  chamber.  T 
lourless  image  of  the  sun  at  K  ;  but 
nially  be  interposed  in  its  path,  the  ' 


customary  to  distinguish  seven  princif 
tCy  green,  yellow,  orange,  red ;  they 
ectrum,  the  violet  being  the  most  n 
ley  do  not  all  occupy  an  equal  exten 
eatest  extent,  and  orange  the  least. 
With  transparent  prisms  of  differei 
isms  filled  with  various  liquids,  spcctt 
lours,  and  in  the  same  order  ;  but  1 
mc,  the  length  of  the  spectrum  vari' 
ism  is  made.  The  angle  of  separatioi 
d  the  violet)  produced  by  a  prism  is  c 
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this  angle  to  the  mean  devialion  of  the  two  rays  is  nAWeAxhcdispersivi  power. 
This  latio  is  constant  for  the  same  substance  so  long  as  the  refracting  angle 
of  the  prism  is  small.  For  the  deviation  of  the  two  rays  is  proportional  tn 
the  refracting  angle  ;  their  difference  and  their  mean  vary  in  the  sami: 
manner,  and  therefore  the  ratio  of  their  difference  to  their  mean  is  constant. 
For  flint  glass  this  is  0-043  i  '<>''  cfown  glass  it  is  □'0246,  since  the  dispersive 
power  of  fiint  is  almost  double  that  of  crown  glass. 

The  spectra  which  are  formed  by  nrtiticial  lights  rarely  contain  all  the 
colours  of  the  solar  spectrum  ;  but  their  colours  are  found  in  the  solar 
spectrum,  and  in  the  same  order.  Their  relative  intensity  is  also  modified. 
The  shade  of  colour  which  predominates  in  the  flame  predominates  also  in 
ihe  spectrum  ;  yellow,  red,  and  green  flames  produce  spectra  in  which  the 
dominant  tint  is  yellow,  red,  or  green, 

J65.  VrodaoUoa  of  k  pnre  motmr  apeotrnm. — In  the  above  experiment, 
when  the  light  is  admitted  through  a  wide  slit,  the  spectrum  formed  is  built 
up  of  a  sefies  of  overlapping  spectra,  and  the  colours  are  confused  and  indis- 
tinct. In  order  to  obtain  a  pure  spectrum,  the  slit,  in  the  shutter  of  the  dark 
room  through  which  light  enters,  should  be  from  15  to  25  mm.  in  height  and 
from  1  to  2  mm.  in  breadth.  The  sun's  rays  are  directed  upon  the  sht  by  a 
mirror,  or  still  better  by  a  heliostat  {514).  An  achromatic  double  convex 
lens  is  placed  at  a  distance  from  the  slit  of  double  its  own  focaJ  length, 
which  should  be  about  a  metre,  and  a  screen  is  placed  at  Ihe  same  distance 
from  the  lens.  An  image  of  the  slil  of  exactly  the  same  size  is  thus  formed 
on  the  screen  (561),  If  now  there  is  placed  near  the  lens,  between  it  and 
the  screen,  a  prism  with  an  angle  of  about  60°,  and  with  its  refracting  edge 
parallel  to  the  slit,  a  ver>-  beautiful,  sharp,  and  pure  spectrum  is  formed  on 
(he  screen.  The  prism  should  be  free  from  stria?,  and  should  be  placed  so 
that  it  produces  the  minimum  deviation. 

566.  Tbe  colonrm  of  tbe  •peotrmn  are  •Imple.  Bnd  oDMlaallj  relran- 
riMe. — If  one  of  Che  colours  of  the  spectrum  be  isolated  by  intercepting  (he 
others  by  means  of  a  screen  E,  as  shown  in  fig.  527.  and  if  the  light   thus 
isolated  be  allowed  to 
pass  through  a  second 
prism,  B,  a  refraction 
will  be  observed,   but 
the  light  remains  un- 
changed ;  that  is,  the 
image  received  on  the 
screen  H  is  violet  if  the 
violet  pencil  has  been 
allowed  to  pass,  blue 

if  the  blue  pencil,  and  so  on.  Hence  the  colours  of  the  spectrum  are  simple  ; 
that  is,  they  cannot  be  further  decomposed  by  the  prism. 

Moreover,  the  colours  of  the  spectrvm  arc  unequally  refrangible  ;  that 
is,  they  possess  different  refractive  indices.  The  elongated  shape  of  the 
spectrum  would  be  sufficient  (o  prove  the  unequal  refrangibilily  of  the  simple 
colours,  for  it  is  clear  that  the  violet,  which  is  most  deflected  towards  the 
base  of  the  prism,  is  also  most  refrangible  ;  and  that  red,  which  is  least  de- 
flected, is  least  refrangible.     But  the  unequal  refrangibilityof  simple  colours 
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may  be  shown  by  numerous  experimenis,  of  which  ihe  two  following  ma.y  be 
adduced  ; — 

i.  Two  narrow  strips  of  coloured  paper,  one  red  and  the  other  violet,  are 
fastened  close  to  each  other  on  a  sheet  of  black  paper.  On  looking  at  them 
through  a  prism,  they  are  seen  to  be  unequally  displaced,  the  red  band  to  a 
less  extent  than  the  violet ;  hence  the  red  rays  are  less  refrangible  than  the 

ii.  The  same  conclusion  may  be  drawn  from  Newton's  experiment  with 
crossed  prisms.    On  a  prism  A  (fig.  528),  in  a  horizontal  position,  a  pencil 


of  white  light,  S,  is  received,  which,  if  it  had  merely  traversed  the  prism  A, 
would  form  the  spectrum  r^,  on  a  distant  screen.  But  if  a  second  prism,  B, 
be  placed  in  a  vertical  position  behind  the  first,  in  such  a  manner  that  the 
refracted  pencil  passes  through  it,  the  spectrum  rv  becomes  deflected  towards 
the  base  of  the  vertical  prism  ;  but,  instead  of  being  deflected  in  a  direction 
parallel  to  itself,  as  would  be  the  case  if  the  colours  of  the  spectrum  were 


equally  refracted,  it  is  obliquely  refracted  in  the  direction  r'v',  proving  that 
from  red  to  violet  the  colours  are  more  and  more  refrangible. 

These  different  experiments  show  that  the  refractive  index  differs  in 
different  colours ;  even  rays  which  are  to  perception  undistinguishable  have 
not  the  same  refractive  index.  In  the  red  band,  for  instance,  the  rays  at  the 
extremity  of  the  specti-um  are  less  refracted  than  those  which  are  nearer  the 
orange  zone.  In  determining  indices  of  refraction  (53S),  it  is  usual  to  take, 
as  the  index  of  any  particular  substance,  the  refrangibility  of  the  yellow  ray 
in  a  prism  formed  of  that  substance. 
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567.  R«oomp«>luaB  of  wbite  U|bt.— Not  merely  can  while  light  l>e 
resolved  into  lights  of  various  colours,  but  by  combining:  the  different  pencils 
separated  by  the  prism  white  light  can  be  reproduced.   This  may  be  effected 

i.  If  the  spectrum  produced  by  one  prism  be  allowed  to  fall  upon  a  second 
prism  of  the  same  material  and  the  same ; refracting  angle  as  the  first,  but 
inverted,  as  shown  in  fig,  530,  the  latter  reunites  the  different  colours  of 
the  spectrum,  and  it  is  seen  that  the  emer- 
t;ent  pencil  E,  which  is  parallel  (o  the  pencil 
S,  is  colourless. 

ii.  If  the  spectrum  falls  upon  a  double 
convex  lens  (fig.  $39),  a  white  image  of  the 
sun  will  be  formed  on  a  white  screen  placed 
in  the  focus  of  the  lens  ;  a  glass  globe  filled 
with  water  produces  the  same  effect  as  the  Figrsji. 

iii.  When  the  spectrum  falls  upon  a  concave  mirror,  a  white  image  is 
formed  on  a  screen  of  ground  glass  placed  in  its  focus  {fig.  531). 

iv.  Light  may  be  recomposed  by  means  of  a  pretty  experiment,  which 
consists  in  receiving  the  seven  colours  of  the  spectrum  on  seven  small  glass 
mirrors  with  plane  faces,  and  which  can  be  so  inclined  in  all  positions  that 
the  reflected  light  may  be   transmitted  in  any  given   direction  (fig.  532). 


When  these  mirrors  are  suitably  arranged,  the  seven  reflected  pencils  may 
be  caused  to  fall  on  the  ceiling,  in  such  a  manner  as  to  form  seven  distinct 
images — red,  orange,  yellow,  &c.  When  the  mirrors  are  moved  so  that  the 
separate  images  become  superposed,  a  single  image  is  obtained,  which  is 

V,  By  means  of  Newtoris  disc  (fig.  533)  it  may  be  shown  that  the  seven 
colours  of  the  spectrum  form  while.  This  is  a  cardboard  disc  of  about  a 
foot  in  diameter ;  the  centre  and  the  edges  are  covered  with  black  paper, 
while  in  the  space  between  there  are  pasted  strips  of  paper  of  the  colours  of 
the  spectrum.   They  proceed  from  the  centre  to  the  circumference,  and  their 
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569.  Colour  of  bodlei. — The  natural  colour  of  bodies  results  from  the 
fact  that  one  portion  of  the  coloured  rays  contained  in  white  light  is 
absorbed  at  the  surface  of  the  body.  If  the  unabsorbed  portion  traverses 
the  body,  it  is  coloured  and  transparent ;  if,  on  the  contrary,  it  is  reflected, 
it  is  coloured  and  opaque.  In  both  cases  the  colour  results  from  the 
constituents  which  have  not  been  absorbed.  Those  which  reflect  or 
transmit  all  colours  in  the  proportion  in  which  they  exist  in  the  spectrum 
are  white  ;  those  which  reflect  or  transmit  none  are  black.  Between  these 
two  limits  there  are  infinite  tints  according  to  the  greater  or  less  extent  to 
which  bodies  reflect  or  transmit  some  colours  and  absorb  others.  Thus  a 
body  appears  yellow  because  it  absorbs  all  colours  with  the  exception  of 
yellow.  In  like  manner,  a  solution  of  ammoniacal  sulphate  of  copper  absorbs 
preferably  the  red  and  yellow  rays,  transmits  the  blue  rays  almost  completely, 
the  green  and  violet  less  so  ;  hence  the  light  seen  through  it  is  blue. 

Accordingly  bodies  have  no  colour  of  their  own  ;  the  colour  of  the  body 
changes  with  the  nature  of  the  incident  light.  Thus,  if  a  white  body  in  a 
dark  room  be  successively  illuminated  by  each  of  the  colours  of  the  spectrum, 
it  has  no  special  colour,  but  appears  red,  orange,  green,  &c.,  according  to  the 
position  in  which  it  is  placed.  If  homogeneous  light  falls  upon  a  body,  it 
appears  brighter  in  the  colour  of  this  light  if  it  does  not  absorb  this  colour ; 
but  black  if  it  does  absorb  it.  In  the  light  of  a  lamp  fed  by  spirit  in  which 
some  common  salt  is  dissolved,  everything  white  and  yellow  seems  bright, 
while  other  colours,  such  as  vermilion,  ultramarine,  and  malachite,  are 
black.  This  is  well  seen  in  the  case  of  a  stick  of  red  sealing-wax  viewed  in 
such  a  light.  In  the  light  of  lamps  and  of  candles,  which  from  the  want  of 
blue  rays  appear  yellow,  yellow  and  white  appear  the  same,  and  blue  seems 
like  green.  In  bright  twilight  or  in  moonshine  the  light  of  gas  has  a  reddish 
tint. 

570.  Mixed  oolonrs.    Compiementary  oolonrs. — By  mixed  colours  we 
understand  the  impression  of  colour  which  results  from  the  coincident  action 
of  two  or  more  colours  on  the  same  position  of  the  retina.     This  new  im- 
pression is  single  ;  it  cannot  be  resolved  into 
its  components  ;  in  this  respect  it  differs  from 
a  complex  sound,  in  which  the  ear,  by  practice, 
can  learn  to  distinguish  the  constituents.    Mixed 
colours  may  be  produced  by  Lamberfs  method^ 
which  consists  in  looking  in  an  oblique  direction 
through  a  vertical  glass  plate  P  (fig.  535)  at  a 
coloured  wafer  ^,  while,  at  the  same  time,  a  wafer 
of  another  colour  g  sends  its  light  by  reflection  Fig,  535, 
towards  the  observer's  eye  ;  if  ^  is  placed  in  a 

proper  position,  which  is  easily  found  by  trial,  its  image  exactly  coincides 
with  that  of  b.  The  method  of  the  colour  disc  (567)  affords  another  means 
of  producing  mixed  colours. 

A  very  convenient  way  of  investigating  the  phenomena  of  mixed  colours 
is  that  of  MaxwelPs  colour-discs.  These  consist  of  discs  of  cardboard  with 
an  aperture  in  the  centre,  by  which  they  can  be  fastened  on  the  spindle  of  the 
turning-table  (fig.  536).  Each  disc  is  painted  with  a  separate  colour,  and, 
having  a  radial  slit,  they  may  be  slid  over  each  other  so  as  to  overlap  to  any 
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desired  extent  (figs.  537  and  538) ;  and  thus,  wht 
are  rotated,  we  get  the  efTecC  due  to  this  mixture 
clear  also  that  the  effect  of  three  colours  may  be  in' 


Fig.  536.  Fig.  S37- 

ir  in  any  of  the  methods  by  which  the  im| 
-colours  is  produced,  one  or  more  colours  be  stip 
sponds  to  one  of  the  tints  of  the  spectrum  ;  and 
taken  away  produces  the  impression  of  another  s 
tig.  529  the  red  rays  are  ctit  off  from  the  lens  L, 
longer  white,  but  greenish  blue.  In  like  mannf 
blue  of  the  colour  disc  be  suppressed,  the  rest  seei 
of  that  which  has  been  taken  out  is  a  bluish  viole 
be  compounded  of  liuo  tints  ;  and  two  tints  whi 
called  complementary  colours.  Thus  of  spectral  t 
are  complementary,  so  are  orange  and  Prussia 
Hut ;  greenish  yellow  and  I'iolet. 

I'he  method  by  which  Helmholtz  investigat 
colours  is  as  follows  : — Two  very  narrow  slits,  A 


angles  to  each  ojher,  are  made  in  the  shutter  of 
from  this  is  placed  a  powerfully  dispersing  pris 
vertical.  ^Vhen  this  is  viewed  through  a  tele: 
oblique  spectrum  LM,  while  the  slit  A  gives  the 
spectra  partially  overlap,  and  when  this  is  the  ea: 
colours  mix.  Thus  at  i  the  red  of  one  spectrum 
the  other  ;  at  3,  indigo  and  yellow  coincide  ;  anc 

When  the  experiment  is  made  with  suitable  p 
tained  by  mixing  the  spectral  colours  are  given  ii 
where  the  fundamental  spectra  to  be  mixed  are  g 
and  vertical  column,  and  the  resultant  colours  w1 

Prismatic  spectrum  colours  may  also  be  inve 
Von  Bezold,  which  consists  in  producing  two  i: 
refraction,  and  making  one  cover  the  other. 

The  mixture  of  mixed  colours  gives  rise  to  1 
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same  colours  are  obtained  as  a  mixture  of  the  primitive  spectral  colours  would 
yield,  except  that  they  are  less  saturated^  as  it  is  called  ;  that  is,  more  mixed 
with  white. 

571.  Spectral  oolours  and  jilgment  oolonrs. — A  distinction  must  be 
made  between  spectral  colours  and  pigtnent  colours.  Thus  a  mixture  of 
pigment  yellow  and  pigment  blue  produces  green,  and  not  white,  as  is  the 
case  when  the  blue  and  yellow  of  the  spectrum  are  mixed.  The  reason  of 
this  is  that  in  the  mixture  of  pigments  we  have  a  case  of  subtraction  of 
colours,  and  not  of  addition.  Yox  the  pigment  blue  in  the  mixture  absorbs 
almost  entirely  the  yellow  and  red  light ;  and  the  pigment  yellow  absorbs 
the  blue  and  violet  light,  so  that  only  the  green  remains. 

In  the  above  series  are  two  spectral  colours  very  remote  in  the  spectrum, 
which  have  nearly  the  same  complementary  tints  ;  these  are  red,  the  com- 
plementary colour  to  which  is  greenish  blue ;  and  violet,  whose  complementary 
colour  is  greenish  yellow.  Now  when  two  pairs  of  complementary  colours 
are  mixed  together  they  must  produce  white,  just  as  if  only  two  comple- 
mentary colours  were  mixed.  But  a  mixture  of  greenish  blue  and  of  greenish 
yellow  is  green.  Hence  it  follows  that  from  a  mixture  of  red,  green,  and 
violet,  white  must  be  formed.  This  may  easily  be  ascertained  to  be  the  case 
by  means  of  a  colour  disc  on  which  are  these  three  colours  in  suitable  pro- 
portions. 


Violet 

Blue 

Green 

Yellow 

Bed 

Red 
Yellow 
Green  ; 

Purple 

Rose      '      ^"^ 
*^^      !    yellow 
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Red 
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Bluish 
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Yellowish     YeUow 
green           ^■^'t 

Pale  blue 

Green 

i 
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Indigo 
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From  the  above  facts  it  follows  that  from  a  mixture  of  red,  green,  and 
violet  all  possible  colours  may  be  constructed,  and  hence  these  three  spectral 
colours  are  called  i^^  fundamental  colours.  It  must  be  remarked  that  the 
tints  resulting  from  the  mixture  of  these  three  have  never  the  saturation  of 
the  individual  spectral  colours. 

We  have  to  discriminate  three  points  in  regard  to  colour.  In  the  first 
place,  the  Hnt^  or  colour  proper,  by  which  we  mean  that  special  property 
which  is  due  to  a  definite  refrangibility  of  the  rays  producing  it ;  secondly, 
the  saturation^  which  depends  on  the  greater  or  less  admixture  of  white  light 
with  the  colours  of  the  spectrum,  these  being  colours  which  are  fully  satu- 
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rated  ;  and  thirdly,  there  is  the  intensity^  which  depends  on  the  amplitude  of 
vibration. 

572.  Bomoffeneous  llfflit. — The  light  emitted  from  luminous  bodies  is 
seldom  or  never  quite  pure  ;  on  being  examined  by  the  prism  it  will  be  foimd 
to  contain  more  than  one  colour.  In  optical  researches  it  is  frequently  of 
great  importance  to  procure  homogeneous  or  monochromatic  light.  Common 
salt,  or,  still  better,  bromide  of  sodium,  in  the  dame  of  a  Bunsen's  lamp  gives 
a  yellow  of  great  purity.  For  red  light,  ordinary  light  is  transmitted  through 
glass  coloured  with  suboxide  of  copper,  which  absorbs  nearly  all  the  rays 
excepting  the  red.  A  very  pure  blue  is  obtained  by  transmitting  ordinary 
light  through  a  glass  trough  containing  an  ammoniacal  solution  of  sulphate 
of  copper,  and  a  nearly  pure  red  by  transmitting  it  through  a  solution  of 
sulphocyanide  of  iron. 

573.  Vropertles  of  tlie  ■pectrniii. — Besides  its  luminous  properties,  the 
spectrum  is  found  to  produce  calorific  and  chemical  effects. 

Luminous  properties.  It  appears  from  the  experiments  of  Fraunhofer 
and  of  Herschel,  that  the  light  in  the  yellow  part  of  the  spectrum  has  the 
greatest  intensity,  and  that  in  the  violet  the  least. 

Heating  effects.  It  was  long  known  that  the  various  parts  of  the  spectrun^ 
differed  in  their  calorific  effects.  Leslie  found  that  a  thermometer  placed  in 
different  parts  of  the  spectrum  indicated  a  higher  temperature  as  it  moi'ed 
from  violet  towards  red.  Herschel  fixed  the  maximum  intensity  of  the 
heating  effects  just  outside  the  red  ;  Berard  in  the  red  itself.  Seebcclc 
showed  that  those  different  effects  depend  on  the  nature  of  a  prism  ;  with  a 
prism  of  water  the  greatest  calorific  effect  is  produced  in  the  yellow  ;  with 
one  of  alcohol  it  is  in  the  orange-yellow ;  and  with  a  prism  of  crown  glass  it 
is  in  the  middle  of  the  red. 

Melloni,  by  using  prisms  and  lenses  of  rock  salt,  and  by  availing  himself 
of  the  extreme  delicacy  of  the  thermo-electric  apparatus,  first  made  a  com- 
plete investigation  of  the  calorific  properties  of  the  thermal  spectrum.  This 
result  led,  as  we  have  seen,  to  the  confirmation  and  extension  of  Seebeck's 
obser\'ations. 

Chemical  properties.  In  numerous  phenomena,  light  exerts  a  chemical 
action.  For  instance,  chloride  of  silver  blackens  under  the  influence  of  light ; 
transparent  phosphorus  becomes  opaque  ;  vegetable  colouring  matters  fade  ; 
hydrogen  and  chlorine  gases,  when  mixed,  combine  slowly  in  diffused  light,, 
and  with  explosive  violence  when  exposed  to  direct  sunlight.  The  chemical 
action  differs  in  different  parts  of  the  spectrum.  Scheele  found  that  when 
chloride  of  silver  was  placed  in  the  violet,  the  action  was  more  energetic 
than  in  any  other  part.  Wollaston  observed  that  the  action  extended  beyond 
the  violet,  and  concluded  that,  besides  the  visible  rays,  there  are  some  in- 
visible and  more  highly  refrangible  rays.  These  are  the  chemical  or  actinic 
rays. 

The  most  remarkable  chemical  action  which  light  exerts  is  in  the  growth 
of  plant  life.  The  vast  masses  of  carbon  and  hydrogen  accumulated  in  the 
vegetable  world  owe  their  origin  to  the  carbonic  acid  and  aqueous  vapour 
present  in  the  atmosphere.  The  light  which  is  absorbed  by  the  green  parts 
of  plants  acts  as  a  reducing  agent.  The  reduction  does  not  extend  to  the 
complete  isolation  of  carbon  and  hydrogen,  and  the  individual  stages  of  the 
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process  are  unknown  to  us ;  but  the  general  result  is,  undoubtedly,  that  under 
the  influence  of  the  sun's  rays  the  chemical  attraction  which  holds  together 
the  carbon  and  oxygen  is  overcome  ;  the  carbon,  which  is  set  free,  assimilates 
at  that  moment  the  elements  of  water,  forming  cellulose  or  woody  fibre, 
while  the  oxygen  returns  to  the  atmosphere  in  the  form  of  gas.  The 
equivalent  of  the  sunlight  which  has  been  absorbed  is  to  be  sought  in  the 
chemical  energy  of  the  separated  constituents.  When  we  bum  petroleum 
or  coal,  we  reproduce,  in  some  sense,  the  light  which  the  sun  has  expended 
in  former  ages  in  the  production  of  a  primeval  vegetable  growth. 

The  researches  of  Bunsen  and  Roscoe  show  that  whenever  chemical 
action  is  induced  by  light,  an  absorption  of  light  takes  place,  preferably  of 
the  more  refrangible  parts  of  the  spectrum.  Thus,  when  chlorine  and 
hydrogen  unite,  under  the  action  of  light,  to  form  hydrochloric  acid,  light  is 
absorbed,  and  the  quantity  of  chemically  active  rays  consumed  is  directly 
proportional  to  the  amount  of  chemical  action. 

There  is  a  curious  difference  in  the  action  of  the  different  spectral  rays. 
Moser  placed  an  engraving  on  an  iodised  silver  plate,  and  exposed  it  to  the 
light  until  an  action  had  commenced,  and  then  placed  it  under  a  violet  glass 
in  the  sunlight.  After  a  few  minutes  a  picture  was  seen  with  great  distinct- 
ness, while  when  placed  under  a  red  or  yellow  glass  it  required  a  very  long 
time,  and  was  very  indistinct.  When,  however,  the  iodised  silver  plate  was 
iirst  exposed  in  a  camera  obscura  to  blue  light  for  two  minutes,  and  was  then 
brought  under  a  red  or  yellow  glass,  an  image  quickly  appeared,  but  not 
when  placed  under  a  green  glass.  It  appears  as  if  there  are  vibrations  of  a 
certain  velocity  which  could  commence  an  action,  and  that  there  are  others 
which  are  devoid  of  the  property  of  commencing,  but  can  continue  and 
complete  an  action  when  once  set  up.  Becquerel,  who  discovered  these 
properties  in  luminous  rays,  called  the  former  exciting  rays  and  the  latter 
continuing  ox  phosphorogenic  rays.  The  phosphorogenic  rays,  for  instance, 
have  the  property  of  rendering  certain  objects  self-luminous  in  the  dark 
after  they  have  been  exposed  for  some  time  to  the  light.  Becquerel  found 
that  the  phosphorogenic  spectrum  extended  from  indigo  to  beyond  the 
violet. 

574.  ]>ark  lines  of  tlie  spectnun. — The  colours  of  the  solar  spectnim 
are  not  continuous.  For  several  grades  of  refrangibility  rays  are  wanting, 
and,  in  consequence,  throughout  the  whole  extent  of  the  spectrum  there  are  a 
great  number  of  very  narrow  dark  lines.  To  observe  them,  a  pencil  of  solar 
rays  is  admitted  into  a  darkened  room,  through  a  narrow  slit.  At  a  distance 
of  three  or  four  yards  we  look  at  this  slit  through  a  prism  of  flint  glass, 
which  must  be  very  free  from  flaws,  taking  care  to  hold  its  edge  parallel  to 
the  slit  We  then  observe  a  great  number  of  very  delicate  dark  lines  parallel 
to  the  edge  of  the  prism,  and  at  very  unequal  intervals. 

The  existence  of  the  dark  lines  was  first  observed  by  Wollaston  in  1802 ; 
but  Fraunhofer,  a  celebrated  optician  of  Munich,  first  studied  and  gave  a 
detailed  description  of  them.  Fraunhofer  mapped  the  lines,  and  indicated 
the  most  marked  of  them  by  the  letters  A,  «,  B,  C,  D,  E,  ^,  F,  G,  H  ;  they 
are  therefore  generally  known  as  Fraunhofer' s  lines. 

The  dark  line  A  (see  fig.  ii.  of  Plate  I.)  is  at  the  middle  and  B  halfway 
between  this  and  the  end  of  the  red  ray  ;  C  at  the  boundary  of  the  red  and 
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orange  'ray  ;  D  is  in  the  yellow  ray  ;  E,  in  the  green  ;  F,  in  the  blue  ;  G,  in 
the  indigo ;  H,  in  the  violet.  There  are  certain  other  noticeable  dark  lines, 
such disain  the  red  and  b  in  the  green.  In  the  case  of  sunlight  the  positions 
of  the  dark  lines  are  fixed  and  definite  ;  on  this  account  they  are  used  for 
obtaining  an  exact  determination  of  the  refractive  index  (538)  of  each  colour ; 
for  example,  the  refractive  index  of  the  blue  ray  is,  strictly  speaking,  that  of 
the  dark  line  F.  In  the  spectra  of  artificial  lights,  and  of  the  stars,  the 
relative  positions  of  the  dark  lines  are  changed.  In  the  electric  light  the 
dark  lines  are  replaced  by  brilliant  lines.  In  coloured  flames — that  is  to 
say,  flames  in  which  certain  chemical  substances  undergo  evaporation — the 
dark  lines  are  replaced  by  very  brilliant  lines  of  light,  which  differ  for  dif- 
ferent substances.  Lastly,  some  of  the  dark  lines  are  constant  in  position 
and  distinctness,  such  as  Fraunhofer's  lines  ;  but  some  of  the  lines  only 
appear  as  the  sun  nears  the  horizon,  and  others  are  strengthened.  They  are 
also  influenced  by  the  state  of  the  atmosphere.  The  fixed  lines  are  due  to 
the  sun  ;  the  variable  lines  have  been  proved  by  Janssen  and  Secchi  to  be 
due  to  the  aqueous  vapour  in  the  air,  and  are  called  atmospheric  or  telluric 
lines. 

Fraunhofer  counted  in  the  spectrum  more  than  600  dark  lines,  more  or 
less  distinct,  distributed  irregularly  from  the  extreme  red  to  the  extreme 
violet  ray.  Brewster  counted  2,000.  By  causing  the  refracted  rays  to  pass 
successively  through  several  analysing  prisms  (576),  not  merely  has  the 
existence  of  3,000  dark  lines  been  ascertained,  but  several  which  had  been 
supposed  to  be  single  have  been  shown  to  be  compound. 

575.  AppUoatioiis  of  Fraunbofer's  lines. — Subsequently  to  Fraunhofer, 
several  physicists  studied  the  dark  lines  of  the  spectrum.  In  1822  Sir  J. 
Herschel  remarked  that  by  volatilising  substances  in  a  flame  a  very  delicate 
means  is  afforded  of  detecting  certain  ingredients  by  the  colours  they  impart 
to  certain  of  the  dark  lines  of  the  spectrum  ;  and  Fox  Talbot  in  1834  sug- 
gested optical  analysis  as  probably  the  most  delicate  means  of  detecting 
minute  portions  of  a  substance.  To  KirchhofT  and  Bunsen,  however,  is 
really  due  the  merit  of  basing  a  method  of  analysis  on  the  observation  of 
the  lines  of  the  spectrum.  They  ascertained  that  the  salts  of  the  same 
metal,  when  introduced  into  a  flame,  always  produced  lines  identical  in 
colour  and  position,  but  that  lines  different  in  colour,  position,  or  number 
were  produced  by  different  metals ;  and  finally,  that  an  exceedingly  small 
quantity  of  a  metal  suffices  to  disclose  its  existence.  Hence  has  arisen 
a  new  and  powerful  method  of  analysis,  known  by  the  name  of  spectrum 
analysis, 

576.  Speotrosoope. — The  name  of  spectroscope  has  been  given  to  the 
apparatus  employed  by  Kirchhoff  and  Bunsen  for  the  study  of  the  spectrum. 
One  of  the  forms  of  this  apparatus  is  represented  in  fig.  540.  It  is  com]K>sed 
of  three  telescopes  mounted  on  a  common  foot,  and  whose  axes  converge 
towards  a  prism,  P,  of  fiint  glass.  The  telescope  A  is  the  only  one  which 
can  turn  round  the  prism.  It  is  fixed  in  any  required  position  by  a  clamping 
screw  «.  The  screw-head  tn  is  used  \o  focus  the  eyepiece.  The  screw-head 
n  serves  to  change  the  inclination  of  the  axis. 

To  explain  the  use  of  the  telescopes  B  and  C  we  must  refer  to  fig.  541, 
which  shows  the  passage  of  the  light  through  the  apparatus.    The  rays 
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emitted  by  the  Aame  G  f^ll  on  the  lens  a,  and  are  caused  to  converge  to  a 
paint  b,  which  is  the  principal  focus  of  a  second  lens  c.  Consequently  the 
pencil,  on  leaving  the  telescope  B,  is  formed  of  parallel  rays  (;c2).  This  pencil 


enters  the  prism  P.  On  leaving  the  prism  the  light  is  decomposed,  and  in 
this  state  falls  on  the  lens  x.  By  this  lens  x  a  real  and  reversed  image  of 
the  spectrum  is  formed  at  ('.     This  image  is  seen  by  the  observer  through  a 


magnifying  glass,  which  forms  at  ss'  a  virtual  image  of  the  spectrum  magni- 
fied about  eight  times. 

The  telescope  C  serves  to  measure  the  relative  distances  of  the  lines 
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of  the  spectrum.     For  this  purpose  a  micrometer  is  placed  at  tti,  divided 
into  25  equal  parts.    A  micrometer  is  formed  thus :— A  scale  of  250  milli- 
metres is  divided  with  great  exactness  into  35  equal  parts.     A  photographic 
negative  on  glass  of  this  scale  is  taken,  reduced  to   15  millimetres.     The 
negative  is  laken  because  then  the  scale  is  light  on  a  dark  ground.     The 
scale  is  then   placed    at  m    in  the    principal  focus   of  the   lens  e ;   conse- 
quently, when  the  scale  is  lighted  by  the  candle  F,  the  rays  emitted  from  it 
leave  the  lens  e  in  parallel  pencils  ;  a  portion  of  these,  being  reflected  from 
a  face  of  the  prism,  passes  through  a 
lens  X,  and  forms  a  perfectly  distinct 
image  of  the  micrometer  at  /',  thereby 
furnishing   the    means   of   measuring 
exactly  the  relative  distances   of  the 
different  spectral  lines. 

The  micromeiric  telescope  C  (fig, 
540)  is  furnished  with  several  adjusting; 
screws,  i,  o,r\  of  these,  /  adjusts  the 
focus ;  o  displaces  the  micrometer  in 
the  direction  of  the  spectrum  laterally  ; 
r  raises  or  lowers  the  micrometer, 
p.  which  it  does  by  giving  different  incli- 

nations to  the  telescope. 
The  opening  whereby  the  light  of  the  flame  (;  enters  the  telescope  B 
consists  of  a  narrow  vertical  slit,  which  can  be  opened  more  or  less  by 
causing  the  movable  piece  a  to  advance  or  recede  by  means  of  the  screw. i/ 
(fig.  542).  When,  for  purposes  of  comparison,  the  spectra  of  two  flames 
are  to  be  examined  simultaneously,  a  small  prism,  whose  refracting  angle 
is  60°,  is  placed  over  the  upper  pan  of  the  slit.  Rays  from  one  of  the 
flames,  H,  fall  at  right  angles  on  one  face  of  the  prism ;  they  then  experience 
total  reflection  on  a  second  face,  and  leave  the  prism  by  the  third  face,  and 
in  a  direction  at  right  angles  to  that  face.  By  this  means  they  pass  into  the 
telescope  in  a  direction  parallel  to  its  axis,  without  in  any  degree  mixing  with 
the  rays  which  proceed  from  the  second  flame,  G.  Consequently  the  two 
pencils  of  rays  traverse  the  prism  P  (fig.  541),  and  form  two  horizontal  spectra, 
which  are  viewed  simultaneously  through  the  telescope  A.  In  the  flarnes  G 
and  H  are  platinum  wires,  e,  t'.  These  ivires  have  been  dipped  beforehand 
into  solutions  of  the  salts  of  the  metals  on  which  experiment  is  to  be  made  ; 
and  by  the  vaporisation  of  these  sails  the  metals  modify  the  transmitted 
light,  and  give  rise  to  definite  lines. 

Each  of  the  flames  Ci  and  H  is  a  jet  of  ordinary  gas.  The  apparatus 
through  which  the  gas  is  supplied  is  known  as  a  Bunsen's  burner.  The  gas 
.:omes  through  the  hollow  stem  k  (fig.  540).  At  the  lower  part  of  this  there 
is  a  lateral  orifice  which  admits  air  to  support  the  combustion  of  the  gas. 
This  oriflce  can  be  more  or  less  closed  by  a  small  diaphragm,  which  acts  as 
a  regulator.  If  we  allow  a  moderate  amount  of  air  to  enter,  the  gas  bums 
with  a  luminous  flame,  and  the  lines  are  obscured.  But  if  a  strong  and 
steady  current  of  air  enters,  the  carbon  is  rapidly  oxidised,  the  flame  loses  its 
brightness,  and  bums  with  a  pale  blue  light,  but  with  an  intense  heat.  In 
this  state  it  no  longer  yields  a  spectrum.     If,  however,  a  metallic  salt  is  in- 


'sion  Spectroscope  561 

in  a  state  of  solution,  the  spectrum  of  the 
n  a  fit  state  for  observation, 
of  spectra :  the  continuous  spectra,  or 
1  and  liquids  (figf.  i,  Plate  I.) ;  the  band 
number  of  bright  hnes,  and  produced  by 
arption  apectia,  or  thoje  fiimiahed  by  the 
latioa  of  these  sec  art,  579.  Bodies  at  a 
im,  extending  at  most  to  the  orange  ;  as 
ellow,  green,  blue,  and  violet  successively 
lower  colours  increases. 
spectra  may  also  be  obtained  by  means  of 
d  investigations  of  the  spectral  lines  a  train 


Jiey  produce  as  much  dispersion  as  with 
table  loss  in  the  sharpness  of  the  images  ; 
It  which  in  the  case  of  a  number  of  prisms 

tf, — Prisms  may  be  combined  so  as  to 
entirely  destroying  the  refraction  (584) ; 


Vreet  vision  spectroscopes.  Fig,  544  repre- 
Tient  in  about  \  the  natural  size,  A  system 
prisms  is  placed  in  a  tube  which  moves  in 
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a  second  one  ;  at  the  end  of  this  is  an  aperture  ^,  and  inside  it  a  slit  the 
width  of  which  can  by  a  special  arrangement  be  regulated  by  simply  turning 
a  ring  r.  A  small  achromatic  lens  is  introduced  at  aa^  the  focus  of  which  is 
at  the  slit,  so  that  the  rays  pass  parallel  through  the  train  of  prisms,  and  the 
spectrum  is  viewed  at  e. 

The  reversion  spectroscope  contains  two  equal  systems  of  direct  vision 
prisms  arranged  close  to  each  other,  but  reversed^  so  that  two  spectra  are 
obtained  with  the  colours  in  opposite  order.  By  suitable  micrometric  move- 
ment of  a  split  lens,  the  position  of  the  two  spectra  may  be  moved  apart  or 
nearer  each  other.  Hence  it  is  possible  to  bring  any  two  identical  lines  so 
that  they  are  in  the  same  vertical  line.  If  now  the  position  of  these  lines  in 
the  spectrum  is  altered,  the  displacement  will  take  place  in  the  opposite 
direction  in  the  two  spectra,  and  will  therefore  be  twice  as  distinct. 

578.  Bxperlments  witli  tlie  speotroseope. — The  coloured  plate  at  the 
beginning  of  the  book  shows  certain  spectra  observed  by  means  of  the 
spectroscope.     No.  i  represents  the  continuous  spectrum. 

No.  2  shows  the  spectrum  of  sodium.  The  spectrum  contains  neither 
red,  orange,  green,  blue,  nor  violet.  It  is  marked  by  a  very  brilliant  yellow 
ray  in  exactly  the  same  position  as  Fraunhofer's  dark  line  D.  Of  all  metals, 
sodium  is  that  which  possesses  the  greatest  spectral  sensibility.  In  fact,  it 
has  been  ascertained  that  one  two-hundred-millionth  of  a  grain  of  sodium 
is  enough  to  make  the  yellow  line  visible.  Consequently  it  is  very  difficult 
to  avoid  the  appearance  of  this  line.  A  very  little  dust  in  the  apartment 
is  enough  to  produce  it — a  circumstance  which  shows  how  abundantly  sodium 
is  distributed 

No.  3  is  the  spectrum  of  lithium.  It  is  characterised  by  a  well-marked 
line  in  the  red  called  Lia,  and  by  the  feebler  orange  line  Li3. 

Nos.  4  and  5  show  the  spectra  oiccesium  and  rubidium^  metals  discovered 
by  Bunsen  and  KirchhofT  by  means  of  spectrum  analysis.  The  former  is 
distinguished  by  two  blue  lines,  Csa  and  CsS ;  the  latter  by  two  very  brilliant 
dark  red  lines,  Rby  and  Rbd,  and  by  two  less  intense  violet  lines,  Rba  and 
Bb3.  A  third  metal,  thallium^  has  been  discovered  by  the  same  method 
by  Mr.  Crookes  in  England,  and  independently  by  M.  Lamy  in  France. 
Thallium  is  characterised  by  a  single  green  line.  Subsequently  to  this 
Richter  and  Reich  discovered  a  new  metal  associated  with  zinc,  and  which 
they  call  indium  from  a  couple  of  characteristic  lines  which  it  forms  in  the 
indigo  ;  and  quite  recently  Boisbaudran  discovered  a  new  metal  which  he 
calls  gallium  existing  in  zinc  in  very  minute  quantities. 

The  extreme  delicacy  of  the  spectrum  reactions,  and  the  ease  with  which 
they  are  produced,  constitute  them  a  most  valuable  help  in  the  qualitative 
analysis  of  the  alkalies  and  alkaline  earths.  It  is  sufficient  to  place  a  small 
portion  of  the  substance  under  examination  on  platinum  wire  as  represented 
in  fig.  542,  and  compare  the  spectrum  thus  obtaineii  either  directly  with  that 
of  another  substance  or  with  the  charts  in  which  the  positions  of  the  lines 
produced  by  the  various  metals  are  laid  down. 

With  other  metals  the  production  of  their  spectra  is  more  difficult, 
especially  in  the  case  of  some  of  their  compounds.  The  heat  of  a  Bunsen's 
burner  is  insufficient  to  vaporise  the  metals,  and  a  more  intense  tempera- 
ture must  be  used.      This   is  effected  by  taking  electric  sparks  between 
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wires  consisting  of  the  metal  whose  spectrum  is  required,  a.nd  the  electric 
sparks  are  most  conveniently  obtained  by  means  of  RuhmkorfFs  coil. 
In  order  to  investigate  solutions  of  salts  the  apparatus  shown  in  fig'.  545  is 
used.  A  platinum  wire  is  fixed  in  the  bottom,  and  over  one  end  a  small 
conical  glass  tube  D  is  placed  ;  only  so  much  solution  is  poured  in,  that  by 
capillary  action  it  just  rises  to  the  top  of  D.  Another  glass  tube  fused  in  a 
platinum  wire  is  fixed  in  the  cork  C,  and  its  free  end  can  be  placed  at  any 
distance  from  D.  Thus  all  the  metals  may  be  brought  within 
the  sphere  of  spectrum  observation. 

The  power  of  the  apparatus  has  great  influence  on  the 
nature  of  the  spectrum  ;  while  an  apparatus  with  one  prism 
only  gives  in  a  sodium  tlame  the  well-known  yellow  line,  an 
apparatus  with  more  prisms  resolves  it  into  two  or  three  lines. 

It  has  been  observed  that  the  character  of  the  spectrum 
■changes  with  the  temperature  j  thus  chloride  of  lithium  in  the 
flame  of  a  Bunsen's  burner  gives  a  single  intense  peach-coloured 
line  ;  in  a  hotter  flame,  as  that  of  hydrogen,  it  gives  an 
additional  orange  line  ;  while  in  the  oxyhydrogen  jet  or  the 
■voltak  arc  a  broad  brilliant  blue  band  comes  out  in  addition. 
The  sodium  spectrum  produced  by  a  Bunsen's  burner  consists 
of  a  single  yellow  line  ;  if,  by  the  addition  of  oxygen,  the  heat  ■ 

be  gTa.dually  increased,  more  bright  lines  appear  ;    and  with 
the  aid  of  the  oxyhydrogen  flame  the  spectrtun  is  continuous. 
Sometimes  also,  in  addition  to  the  appearance  of  new  lines,  an       ^^^-  *<*■ 
increase  in  temperature  resolves  those  bands  which  exist  into  a  number  of 
fine  lines,  which  in  some  cases  are  more  and  in  some  less  refrangible  than  the 
bands  from  which  they  are  formed.     It  may  be  supposed  that  the  glowing 
vapour  formed  at  the  low  temperature  consists  of  the  oxide  of  some  difficultly 
reducible  metal,  whereas  at  the  enormously  high  temperature  of  the  spark 
these  compiounds  are  decomposed,  and  the  true  bright  lines  of  the  metal  are 
formed. 

The  delicacy  of  the  reaction  increases  very  considerably  with  the  tem- 
perattire.  With  the  exception  of  the  alkalies,  it  is  from  40  to  400  times 
greater  at  the  temperature  of  the  electric  spark  than  at  that  ofBunsen's 

The  spectra  of  the  permanent  gases  are  best  obtained  by  taking  the 
electric  spark  of  a  RuhmkoriTs  coil,  or  Holli's  machine,  through  glass 
tubes  of  a  special  construction,  consisting  of  two  wide  ones  connected  by  a 
capillary  tube  (fig.  546),  which  in  the  wider  parts  are  provided  with  electrodes 
ot  platinum  or  aluminium  ;  they  are  filled  with  the  gas  in  question  in  a  state  of 
great  attenuation,  and  are  usually  known  as  Geiisler's  tubes  ;  if  the  spark  be 
passed  through  hydrogen,  the  light  emitted  is  bright  red,  and  its  spectrwm 
consists  of  one  red,  two  blue  lines,  No.  7,  the  first  two  of  which  appear  to 
coincide  with  Fraunhofer's  lines  C  and  F,  and  the  third  with  a  line  between 
F  and  G.  No.  6  represents  the  spectrum  of  oxygen.  No.  8  is  the  spectrum 
of  nitrogen.  The  light  of  this  gas  in  a  Geissler's  lube  is  purple,  and  the 
spectrum  very  complicated. 

If  the  electric  discharge  takes  place  through  a  compound  gas  or  vapour, 
the  spectra  arc  those  of  the  elementary  constituents  of  the  gas.     It  seems  as 
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if,  at  very  intense  temperatures,  chemical  combination  were  impossible,  and 
oxygen  and  hydrogen,  chlorine  and  the  metals,  could  coexist  in  a  separate 
form,  as  though  mechanically  mixed  with  each  other. 

The  nature  of  the  spectra  of  the  elementary  gases  is  very  materially  in- 
fluenced by  alterations  of  temperature  and  pressure.    Wiillner  made  a  series 
of  very  accurate  observations  on  the  gases  oxygen,  hydrogen,  and  nitrogen. 
He  not  only  used  gases  in  closed  tubes,  which  by  various  electrical  means 
he  raised  to  different  temperatures  ;  but  in  one  and  the  same 
series  of  experiments,  in  which  a  small  inductorium  was  used, 

f]^  he  employed  pressures  varying  from  100  millimetres  to  a  Arac- 
■  tion  of  a  millimetre  ;  while  in  another  series  in  which  a  larger 
JB  apparatus  was  used,  he  extended  the  pressure  to  2,000  milli- 
ln«.  metres.  At  the  lowest  pressure  of  less  than  one  miUimetie,  the 
spectrum  of  hydrogen  was  found  to  be  green,  and  consisting  of 
six  splendid  groups  of  lines,  which  at  a  higher  pressure  than 
I  millimetre  changed  to  continuous  bands  ;  at  2  to  3  millimetres 
the  spectrum  consisted  of  the  often-mentioned  three  lines, 
which  did  not  disappear  under  a  higher  pressure,  but  gradually 
became  less  brilliant  as  the  continuous  spectrum  increased  in 
extent  and  lustre.  From  this  point  the  light,  and  therefore  the 
spectrum,  became  feebler.  Using  the  larger  apparatus,  the 
band  spectrum  appeared  only  under  a  higher  pressure  ;  at  the 
highest  pressure  of  2,000  millimetres  it  gave  place  to  the  con- 
tinous  spectrum,  since  the  bright  lines  continually  extended  and 
ultimately  merged  into  each  other. 

579.  SiEi^laaAtlOB  of  tlie  dark  lines  of  tbe  oolar  sp«o- 
trvm. — It  has  been  already  seen  that  incandescent  sodium 
vapour  gives  a  bright  yellow  line  corresponding  to  the  dark 
line  D  of  the  solar  spectrum.  Kirchhoff  found  that,  when  the 
brilliant  light  produced  by  incandescent  lime  passes  through 
a  flame  coloured  by  sodium  in  the  usual  manner,  a  spectrum  is 
produced  in  which  is  a  dark  line  coinciding  with  the  dark  line 
D  of  the  solar  spectrum  ;  what  would  have  been  a  bright  yellow 
line  becomes  a  dark  line  when  formed  on  the  background  of  the 
limelight.  By  allowing  in  a  similar  manner  the  limelight  to 
traverse  vapours  of  potassium,  barium,  strontium,  &c,  the  bright 
lines  which  they  would  have  formed  were  found  to  be  converted 
into  dark  lines  :  such  spectra  are  called  absorption  spectra. 
It  appears,  then,  that  the  vapour  of  sodium  has  the  power  of  absorbing 
rays  of  the  same  refrangibility  as  that  which  it  emits.  And  the  same  is  true 
of  the  vapours  of  potassium,  barium,  strontium,  &c.  This  absorptive  power 
is  by  no  means  an  isolated  phenomenon.  These  substances  share  it,  for  ex- 
ample, with  the  vapour  of  nitrous  acid,  which  Brewster  found  to  possess  the 
following  property :— when  a  tube  filled  with  this  vapour  is  placed  in  the  path 
of  the  light  either  of  the  sun  or  of  a  gas  flame,  and  the  light  is  subsequently 
decomposed  by  a  prism,  a  spectrum  is  produced  which  is  full  of  dark  lines 
(No.  9,  Plate  I.)  ;  and  Miller  showed  that  iodine  and  bromine  x^apour  pro- 
duced analogous  effects. 

Hence  the  origin  of  the  above  phenomenon  is,  doubtless,  the  absorption 
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by  the  sodium  vapour  of  rays  of  the  same  kind — that  is,  having  the  same 
refrangibility — as  those  which  it  has  itself  the  power  of  emitting.  Other  rays 
it  aUows  to  pass  unchanged,  but  these  it  either  totally  or  in  great  part  sup- 
presses. Thus  the  particular  lines  in  the  spectrum  to  which  these  rays 
would  converge  are  illuminated  only  by  the  feebly  luminous  sodium  flame, 
and  accordingly  appear  dark  by  contrast  with  the  other  portions  of  the 
spectrum  which  receive  light  from  the  powerful  flame  behind. 

By  replacing  one  of  the  flames  G  and  H  (fig.  542)  by  a  pencil  of  sunlight 
reflected  from  a  hcliostat,  Kirchhoff  ascertained  by  direct  comparison  that 
the  bri^t  lines  which  characterise  iron  correspond  to  dark  lines  in  the  solar 
spectrum.  Me  also  found  the  same  to  be  the  case  with  sodium,  m^^esium, 
calciiun,  nickel,  and  some  other  metals. 

This  reversal  of  the  sodium  light  may  be  produced  even  without  a  prism 
by  an  apparatus  devised  by  Bunsen,  and  shown  in  fig.  547.  It  Ci 
Woolfs  bottle  in  which  a  small  quantity  of  line, 
dilute  sulphuric  acid,  and  common  salt  are  placed 
so  that  hydrogen  is  slowly  liberated,  charged  with 
particles  of  sodium  chloride,  or,  better,  bromide. 
Through  the  india-rubber  tube  L  ordinary  coal 
gas  is  admitted,  and  issues  through  the  tubes  R 
and  R'.  On  each  of  these  tubes  is  a  metal 
burner.  The  gas  bums  at  the  top  A  with  a  broad 
flat  flame,  C  ;  the  burner  B  is  cylindrical,  and 
over  it  is  placed  a  conical  mantle  closed  at  the 
lop  with  wire  gauze.  In  this  way  a  small  yellow 
flame  is  produced.  On  looking  through  this 
against  the  wide  flame,  the  former  appears  dark, 
as  if  smoky  on  a  light  background.  The  light  of 
the  posterior  and  far  brighter  flame  is  absorbed 
by  the  front  and  cooler  one,  and  replaced  by  light 
of  lesser  intensity,  which  thus  appears  dark  by 


From  such  observations  we  may  draw  im- 
portant conclusions  with  respect  to  the  consti- 
tution of  the  sun.  Since  the  solar  spectrum  has 
dark  lines  where  sodium,  iron,  &c.,  give  bright  1 
ones  (No.  II,  Plate  I.),  it  is  probable  that 
around  the  solid,  or  more  probably  liquid,  body 
oi  the  sun  which  throws  out  the  light,  there 
exists  a  vaporous  envelope  which,  like  the 
sodium  flame  in  the  experiment  described  above, 
absorbs  certain  rays  ;  namely,  those  which  the  ('«.  Mi- 

envelope  itself  emits.     Hence  those  parts  of  the 

spccCnmi  which,  but  for  this  absorption,  would  have  been  illuminated  by 
these  particular  rays,  appear  feebly  luminous  in  comparison  with  the  other 
parts,  since  they  are  illuminated  only  by  the  light  emitted  by  the  envelope, 
and  not  by  the  solar  nucleus  ;  and  we  are  at  the  same  time  led  to  concltide 
that  in  this  vapour  there  exist  the  metals  sodium,  iron,  &c. 

Huggins  and  Miller  applied  spectrum  analysis  to  the  investigation  of  tile 
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heavenly  bodies.  The  spectra  of  the  moon  and  planets,  whose  light  is  re- 
flected from  the  sun,  give  the  same  lines  as  those  of  the  sun.  Uranus  proves 
an  exception  to  this,  and  is  probably  still  in  a  self-luminous  condition.  The 
spectra  of  the  fixed  stars  contain,  however,  dark  lines  differing  from  the  solar 
lines,  and  from  one  another^  Four  distinct  types  of  spectra  were  distinguished 
by  Secchi.  The  first  embraces  the  white  stars,  and  includes  the  well-known 
Sirius  and  a  Lyrae.  Their  spectra  (No.  12,  Plate  I.)  usually  contain  a  number 
of  very  fine  lines,  and  always  contain  four  broad  dark  lines  which  coincide 
with  the  bright  lines  of  hydrogen.  Out  of  346  stars,  164  were  found  to  belong 
to  this  group.  The  second  group  embraces  those  having  spectra  intersected 
by  numerous  fine  lines  like  those  of  our  sun.  About  140  stars,  among  them 
Pollux,  Capella,  </>  Aquilae,  belong  to  this  group.  The  third  group  embraces 
the  red  and  orange  stars,  such  as  a  Ononis,  3  Pegasi  ;  the  spectra  of  these 
(Nos.  13,  14,  Plate  I.)  are  divided  into  eight  or  ten  parallel  columnar  clusters 
of  dark  and  bright  bands  increasing  in  intensity  to  the  red.  Group  four  is 
made  up  of  small  red  stars  with  spectra,  and  is  constructed  of  three  bright 
zones  increasing  in  intensity  towards  the  violet.  It  would  thus  appear  that 
these  fixed  stars,  while  differing  from  one  another  in  the  matter  of  which 
they  are  composed,  are  constructed  on  the  same  general  plan  as  our  sun. 
Huggins  has  observed  a  striking  difference  in  the  spectra  of  the  nebulse ; 
where  they  can  at  all  be  observed  they  are  found  to  consist  generally  of 
bright  lines,  like  the  spectra  of  the  ignited  gases,  instead  of,  like  the  spectra 
of  the  sun  and  stars,  consisting  of  a  bright  ground  intersected  by  dark  lines. 
It  is  hence  probable  that  the  nebulae  are  masses  of  glowing  gas,  and  do  not 
consist,  like  the  sun  and  stars,  of  a  photosphere  surrounded  by  a  gaseous 
atmosphere. 

We  can  apply  the  reasoning  of  Doppler's  principle  (233)  to  the  case  of 
light,  and  assume  provisionally  that  the  motion  of  light  is  analogous  to  that 
of  sound.  When  a  source  of  light  is  approaching  the  earth,  the  eye  receives 
a  greater  number  of  waves  in  a  given  time,  the  waves  are  shorter ;  as  it 
moves  away  the  opposite  is  the  case,  the  waves  are  longer.  Hence,  on  the 
approach  of  yellow  light,  for  instance,  the  bright  band  D  will  seem  displaced 
towards  the  violet  end  of  the  spectrum,  and  in  receding,  towards  the  red 
end.  This  will  also  be  the  case  with  the  corresponding  dark  line,  proving 
that  the  whole  medium  is  moved  at  the  same  time.  Accordingly,  by  observ- 
ing the  displacement  of  particular  lines,  conclusions  may  be  drawn  as  to  the 
Relative  motions  of  what  are  called  the  fixed  stars.  Thus,  from  careful  ob- 
|£rvation  of  the  displacement  of  the  F  line  in  Sirius,  Huggins  has  inferred 
that  it  is  moving  away  from  the  earth  with  a  velocity  of  42  miles  per  second. 
One  of  the  most  interesting  triumphs  of  spectrum  analysis  has  been  the 
discovery  of  the  true  nature  of  the  protuberances ^  which  appear  during  a 
solar  eclipse  as  mountains  or  cloud-shaped  luminous  objects  varying  in  size, 
and  surrounding  the  moon's  disc. 

During  the  eclipse  of  1868  it  had  been  ascertained  by  Janssen  that  pro- 
tuberances emitted  certain  bright  lines  coinciding  with  those  of  hydrogen. 
They  have,  however,  been  fully  understood  only  since  Lockyer  and  Janssen 
have  discovered  a  method  of  investigating  them  at  any  time.  The  principle 
of  this  method  is  as  follows  : — When  a  line  of  light  admitted  through  a  slit 
is  decomposed  by  a  prism,  the  length  of  the  spectrum  may  be  increased  by 
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passing  it  through  two  or  more  prisms  ;  as  the  quantity  of  light  is  the  same, 
it  is  clear  that  the  intensity  of  the  spectrum  will  be  diminished.  This  is  the 
case  with  the  ordinary  sources  of  light,  such  as  the  sun  ;  if  the  light  be 
homogeneous,  it  will  be  merely  deviated,  and  not  reduced  in  intensity,  by 
dispersion.  And  if  the  source  of  light  emit  light  of  both  kinds,  the  image 
of  the  slit  of  light  of  a  definite  refrangibility,  which  the  mixture  may  contain, 
will  stand  out,  by  its  superior  intensity,  on  the  weaker  ground  of  the  con- 
tinuous spectrum.  This  is  the  case  with  the  spectrum  of  the  protuberances. 
Viewed  through  an  ordinary  spectroscope,  the  light  they  emit  is  overshadowed 
by  that  of  the  sun  ;  but  by  using  prisms  of  great  dispersive  power  the  sun's 
light  becomes  weakened,  and  the  spectrum  of  the  protuberances  may  be 
observed.  Lockyer's  researches  leave  no  doubt  that  they  are  ignited  masses 
of  gas,  principally  of  hydrogen.  By  altering  the  position  of  the  slit  a  series 
of  sections  of  the  prominences  is  obtained,  by  collating  which  the  form  of 
the  prominence  may  be  inferred.  They  are  thus  found  to  enclose  the  sun 
usually  to  a  depth  of  about  5,000  miles,  but  sometimes  in  enormous  local 
accumulations,  which  reach  the  height  of  70,000  miles.  Lockyer  has  not 
merely  examined  these  phenomena  right  on  the  edge  of  the  sun,  but  he  has 
been  able  to  observe  them  on  the  disc  itself.  He  has  shown  that  some  of 
these  protuberances  are  the  results  of  sudden  outbursts  or  storms,  which 
move  with  the  enormous  velocity  of  120  miles  in  a  second ;  and,  by  reasoning 
as  above,  the  direction  of  this  motion  has  been  determined. 

For  a  fuller  account  of  this  branch  of  physics,  which  is  incompatible  with 
the  limits  of  this  work,  the  reader  is  referred  to  Sir  H.  Roscoe's  ^  Lectures  on 
Spectrum  Analysis,'  and  to  the  same  writer's  articles,  and  those  of  Schuster, 
in  Watts's  *  Dictionary  of  Chemistry,'  or  to  Schellen's  *  Spectrum  Analysis,' 
translated  by  Lassell,  or  to  Lockyer  *  On  the  Spectroscope.' 

580.  Vses  of  tlie  speotrosoope. — When  a  liquid  placed  in  a  glass  tube 
or  in  a  suitable  glass  cell  is  interposed  between  a  source  of  light  and  the 
slit  of  the  spectroscope,  the  spectrum  observed  on  looking  through  the 
telescope  will  in  many  cases  be  found  to  be  traversed  by  dark  bands. 
No.  10,  Plate  I.,  represents  the  appearance  of  the  spectrum  when  a  solution 
of  chlorophyll  the  green  colouring  matter  of  plants,  is  thus  interposed.  In 
the  red,  the  yellow,  and  the  violet  parts,  dark  bands  are  formed,  and  the 
blue  gives  way  to  a  reddish  shimmer.  If,  instead  of  chlorophyl,  arterial 
blood  greatly  diluted  be  used,  the  red  of  the  spectrum  appears  brighter,  but 
green  and  violet  are  nearly  extinguished.  As  these  bands  thus  differ  in 
different  liquids  as  regards  position,  breadth,  and  intensity,  in  many  cases 
they  afford  the  most  suitable  means  of  identifying  bodies.  Sorby  and 
Browning  have  devised  a  combination  of  the  microscope  and  spectroscope 
called  the  tnicrospectroscope,  which  renders  it  possible  to  examine  even  very 
minute  traces  of  substances. 

This  application  of  the  spectroscope  has  been  very  useful  in  investigating 
substances  which  have  special  importance  in  physiology  and  pathology  ; 
thus  in  examining  normal  and  diseased  blood,  and  in  ascertaining  the  rate 
at  which  certain  substances  pass  into  the  various  fluids  of  the  system.  The 
characteristic  absorption  bands  with  certain  liquids,  such  as  wine,  beer,  &c., 
present  in  their  normal  state,  compared  with  those  yielded  by  adulterated 
substances,  furnish  a  delicate  and  certain  means  of  detecting  the  latter. 
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Thus  the  adulteration  of  claret  with  the  juice  of  elderberries  is  detected 
by  the  appearance  of  faint  bands  near  line  D,  which  are  not  seen  with  pure 
red  wine.  The  colouring  matter  of  mall  and  hops  is  quite  distinct  from 
that  of  many  other  substances  with  which  it  is  alleged  to  be  adulterated. 
An  alkaline  solution  of  blood,  to  which  ammonium  sulphide  is  added,  gives 
two  very  powerful  absorption  bands  between  D  and  E,  and  between  E  and  i ; 
this  is  the  most  valuable  test  for  toxicological  cases.  Blood  charged  with 
carbonic  oxide  is  unchanged  on  the  addition  of  ammonium  sulphide,  and 
thus  the  poisoning  by  carbonic  oxide  can  be  detected.  So,  too,  the  appear- 
ance of  Uie  characteristic  bands  of  gall  in  blood,  and  of  albumen  in  urine, 
arc  indications  of  jaundice  and  of  Bright's  disease  respectively. 

Suppose  the  slit  of  the  spectroscope  be  divided  into  two  halves,  Sj  and  S, 
(fig.  548),  the  aperture  of  each  of  which  can  be  varied  to  any  measured  extent 
by  means  of  micrometric  screws.  If  then  a  layer 
of  a  substance  of  known  thickness  be  placed  in  front 
of  the  slit  S„  for  instance,  and  the  spectrum  of  a 
particular  portion  be  observed,  there  will  be  a 
difference  between  the  luminosity  of  the  two  parts 
of  the  spectrum ;  but  by  regulating  the  width  of 
the  slit  they  may  be  made  the  same.  The  lumi- 
Fig-  s<B-  nosities  will  then  be  inversely  as  the  width  of  the 

sliL  Thus,  if  the  widths  of  each  were  originally  I, 
and  the  uncovered  slit  had  to  be  narrowed  to  0-4,  the  intensity  of  the  light 
transmitted  through  the  screen  would  only  be  0-4  of  the  incident  light. 
Vierordt  has  based  on  this  a  method  of  quantitative  spectrum  analysis  ;  thus 
if  the  absorption  produced  by  a  definite  thickness  of  known  strength  be 
known,  the  relative  concentration  of  any  other  solution  of  the  same  sub- 
stance for  the  same  thickness  may  be  determined. 

581.  Abnormal  dl»p*r>lon. — A  remarkable  exception  to  the  ordinary 
law  of  dispersion  was  discovered  by  Christiansen,  and  subsequently  confirmed 
and  extended  by  Soret  and  Kundt — that  the  solutions  of  certain  substances, 
such  as  indigo  and  potassium  permanganate,  give  spectra  in  which  the 
order  of  the  colours  is  not  the  same  as  in  the  prismatic  spectmm.  Thus,  when 
a  hollow  glass  prism  is  filled  with  an  alcoholic  solution  of  fuchsine,  the  order 
of  the  colours  in  the  spectrum  which  it  yields  is  as  follows.  Violet  is  least 
refracted,  then  red,  and  then  yellow,  which  is  most  refracted.  If  we  imagine 
that  the  central  green  of  an  ordinary  spectrum  is  removed,  and  then  the 
position  of  the  rest  is  interchanged,  we  get  an  idea  of  the  abnormal  spectrum 
of  iuchsine.  This  will  be  seen  from  fig.  549,  in  which  I  represents  the  pow- 
cion  of  Fraunhofet's  lines  in  the 
I   I  I  III       abnormal  dispersion  of  fuchsine, 

G        FH  B  C  D       "hi'e  H  represents  the  position 

in  the  normal  spectrum.     Kundt 

SI        examined    a    great   number  of 
H      substances    in    this    direction, 
mostly  the  colours  derived  from 
aniline,  and  found  that  the  ab- 
normal dispersion  is  exhibited  by  all  substances  with  surface  colour.     These 
bodies  have  the  peculiarity  that  when  viewed  in  difliised  tight  they  exhibit  a 
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different  colour  from  that  which  they  transmit.    Thus  a  thin  flake  of  fuchsine 
appears  green  in  diffused,  but  red  in  transmitted  light 

The  substances  in  solution  are  examined  by  placing  them  in  hollow  glass 
prisms  ;  if  the  solutions  are  weak,  the  abnormal  dispersion  of  the  substance  is 
concealed  by  that  of  the  solvent,  while  stronger  solutions  absorb  so  much  light 
as  to  be  almost  opaque,  and  prisms  of  very  small  refracting  angle  have  to  be 
used.  Soret  gets  rid  of  this  difGculty  by  immersing  the  prism  containing  the 
solution  in  glass  vessels  with  parallel  sides  filled  with  the  solvent.  The  dis- 
persion due  to  the  solvent  is  thereby  eliminated,  and  only  that  of  the  substance 
comes  into  play.  Cyanine  gives  a  well-marked  abnormal  spectrum,  the  order 
of  the  colours  being  the  following  ;  green,  light  blue,  dork  blue,  a  dark  space, 
red,  and  traces  of  orange,  the  green  being  the  colour  which  is  least  diffused. 

The  same  explanation  cannot  be  given  of  this  as  of  the  ordinar)'  colour 
of  bodies  (569),  but  must  be  ascribed  to  the  fact  that  the  bodies  in  question 
totally  reflect  light  of  certain  wave-lengths  (637)  at  almost  all  incidences, 
and  that  these  colours  are  reflected  on  the  surface.  Hence  it  follows  that 
the  colour  of  these  bodies  in  diffused  light  must  be  almost  complementary 
to  the  transmitted  light — a  prevision  which  experiment  confirms. 

583.  VlDoreaeenofl.^Stokes  made  the  remarkable  discovery  that  under 
certab  circumstances  the  rays  of  light  are  capable  of  undergoing  a  change 
of  refrangibility.  The  discovery  originated  in  the  study  of  a  phenomenon 
observed  by  Brewster  and  by  Herschel,  that  some  varieties  of  fluorspar, 
and  also  the  solutions  of  certain  substances,  when  looked  at  by  trans- 
mitted light  appear  colourless,  but  when  viewed  in  reflected  light  present  a 
bluish  appearance.  Stokes  has  found  that  this  property,  which  he  calls 
fluorescence  from  having  been  observed  in  fluorspar,  is  characteristic  of  a 
large  number  of  bodies. 

If  by  means  of  a  lens  of  long  focus,  preferably  of  quartz,  a  line  of  the 
sun's  rays  be  focussed  on  a  solution  of  sulphate  of  quinine  contained  in  a 
£lass  trough,  a  beautiful  cerulean  blue  cone  of  light  (fig.  550)  is  formed,  which 
is  much  the  brightest  on  the  surface  and  the  intensity  of  which  rapidly 
diminishes  as  it  penetrates  the  liquid. 

It  thus  appears  that  fluorescence  is  due  to  an 
absorption  of  certain  rays  ;  rays  of  light  which 
have  passed  through  a  sufficient  thickness  of  a 
fluorescent  substance  lose  thereby  the  power  of  ex- 
citing fluorescence  when  they  are  passed  through 
a  second  layer  ofthe  same  substance  ;  thus  a  test 
tube  containing  a  fluorescent  liquid  is  brightly 
luminous  when  exposed  to  the  sun's  rays,  but 
loses  this  lustre  at  once  when  it  is  dipped  in  a 
trough  of  the  same  liquid,  on  the  front  of  which 
the  sun's  rays  fall  This  also  results  from  a 
comparison  of  the  absorption  spectrum  of  a 
fluorescent  substance  with  the  appiearance  pre- 
sented by  this  substance  when  the  spectrum 
falls  on  it.   Where  the  fluorescence  begins  there  '*'  ^^' 

also  begins  the  absorption,  and  to  a  maximum  of  absorption  corresponds  a 
maximum  of  fluorescence. 
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The  phenomenon  is  seen  when  a  solutio^n  of  sulphate  of  quinine,  con- 
tained in  a  trough  with  parallel  sides,  is  placed  in  different  positions  in  the 
solar  spectrum.  No  change  is  observed  in  the  upper  part  of  the  spectrum, 
but  from  about  the  middle  of  the  lines  G  and  H  (coloured  Plate)  to  some 
distance  beyond  the  extreme  range  of  the  violet,  rays  of  a  beautiful  sky- 
blue  colour  are  seen  to  proceed.  These  invisible  ultra-violet  rays  also 
become  visible  when  the  spectrum  is  allowed  to  fall  on  paper  impregnated 
with  a  solution  of  cescuiine  (a  substance  extracted  from  horse-chestnut),  an 
alcoholic  solution  of  stramonium,  or  a  plate  of  canary  glass  (which  is  coloured 
by  means  of  uranium).  If  light  be  allowed  to  fall  on  paper  impregnated  with 
platinomanganide  of  barium,  a  beautiful  green  fluorescence  is  observed. 

If  a  few  drops  of  a  strong  solution  of  fluoresceine  in  soda  fall  into  a  large 
beaker  of  water  on  the  front  of  which  the  sun's  rays  fall,  beautiful  fluorescent 
clouds  are  first  produced,  and  on  shaking  the  liquid  the  whole  vessel 
fluoresces  with  a  bright  green  light. 

This  change  arises  from  a  diminution  in  the  refrangibility  of  those  rays 
outside  the  violet,  which  are  ordinarily  too  refrangible  to  affect  the  eye. 

Glass  appears  to  absorb  many  of  these  more  refrangible  rays,  which  is 
not  the  case  nearly  to  the  same  extent  with  quartz.  When  a  prism  and 
trough  formed  of  plates  of  quartz  are  used,  and  the  spectrum  is  received 
on  a  sheet  of  paper  on  which  a  wash  of  solution  of  sulphate  of  quinine  has 
been  made,  two  juxtaposed  spectra  can  be  obtained.  That  which  is  on  the 
part  coated  with  sulphate  of  quinine  extends  beyond  the  line  H  to  an  extent 
equal  to  that  of  the  visible  spectrum.  In  the  spectrum,  thus  made  visible, 
dark  lines  may  be  seen  analogous  to  those  in  the  ordinary  spectrum. 

The  phenomena  may  be  observed  without  the  use  of  a  prism.  When  an 
aperture  in  a  dark  room  is  closed  by  means  of  a  piece  of  blue  glass,  and  the 
light  is  allowed  to  fall  upon  a  piece  of  canary  glass,  it  instantly  appears  self- 
luminous  from  the  emission  of  the  altered  rays.  If  a  test  tube  be  half  filled 
with  a  solution  of  sulphate  of  quinine,  and  on  it  be  poured  a  freshly  prepared 
solution  of  chlorophyl  in  ether,  the  two  layers  appear  colourless  and  green 
respectively  in  transmitted,  and  sky-blue  and  blood-red  in  reflected  light 

In  most  cases  it  is  the  violet  and  ultra-violet  rays  which  undergo  an 
alteration  of  refrangibility,  but  the  phenomenon  is  not  confined  to  them.  A 
decoction  of  madder  in  alum  gives  yellow  and  violet  light  from  about  the 
line  D  to  beyond  the  violet ;  an  alcoholic  solution  of  chlorophyl  gives  red 
light  from  the  line  B  to  the  limit  of  the  spectrum.  In  these  cases  the 
yellow,  the  green,  and  the  blue  rays  experience  increase  of  refrangibility ; 
the  change  produces  more  highly  refrangible  rays.  An  exception  to  this  rule 
is  met  with  in  the  case  of  Magdala  red.  If  on  a  solution  of  this  substance 
contained  in  a  rectangular  glass  vessel  a  solar  spectrum  be  allowed  to  fall, 
an  orange-yellow  fluorescence  is  found  even  in  the  red  part  of  the  spectrum. 
The  electric  light  gives  a  very  remarkable  spectrum.  With  quartz 
apparatus  Stokes  obtained  a  spectrum  six  or  eight  times  as  long  as  the 
ordinary  one.  Several  flames  of  no  great  illuminating  power  emit  very 
peculiar  light.  Characters  traced  on  paper  with  solution  of  stramonium, 
which  are  almost  invisible  in  daylight,  appear  at  once  wheh  illuminated  by 
the  flame  of  burning  sulphur  or  of  bisulphide  of  carbon.  Robinson  found 
that  the  light  of  the  aurora  is  rich  in  rays  of  high  refrangibility. 
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ttloii. — The  various  lenses  hitherto  described 
ience  that,  when  at  a  certain  distance  from  the 
1  coloured  edges.  This  defect,  which  is  most 
inses,  is  due  to  the  unequal  refrangribitity  of  the 
called  chromatic  aberration. 
t  compared  to  a  series  of  prisms  with  infinitely 
eir  bases  (551), it  not  only  refracts  light,  but  also 
On  account  of  this  dispersion,  therefore,  lenses 
IS  for  each  colour.  In  condensing  lenses,  for 
1  are  the  least  refrangible,  form  their  focus  at  a 


ire  incident  is  farther  from  the  axis  ;  for  then  the 
dispersion,  are  increased. 

h  has  passed  through  a  condensing  lens  be  re- 
•nm  within  the  focal  distance,  a  bright  spot  is  seen 
laced  at  ss,  the  bright  spot  has  a  violet  border. 
raction  of  the  blue  and  red  rays  may  be  demon- 
perture,  half  with  red  and  half  with  blue  gla'is 
black  arrow  is  painted,  and 
it.     By  means  of  a  lens  of 
brmed  on  a  screen  at  a  dis- 
If  the  screen  be  placed  so 
ed  of  the  black  object  on  the 
the  other  are  confused.    To 
rrow  on  the  red  ground  the 

"^"^y-  Fi.  «= 

y  combinmg  prisms  which 
ifles  (544),  and  are  formed  of  substances  of  un- 
14),  white  light  may  be  refracted  without  being 
It  is  obtained  by  combining  lenses  of  different 
f  which  are  suitably  combined.  The  images  of 
h  lenses  do  not  appear  coloured,  and  they  are 
'ic  lenses  ;  achromatism  being  the  term  applied 
efraction  of  light  without  decomposition, 
menon  of  the  dispersion  of  colours  in  prisms  of 
and  of  crown  glass,  Newton  was  led  to  suppose 
tional  to  refraction.  He  concluded  that  there 
)Ut  dispersion,  and,  therefbre,  that  achromatism 
If  a  century  elapsed  before  this  was  found  to  be 
b  philosopher,  in  1733,  was  the  first  10  construct 
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achroiiuitic  lenses,  but  he  did  not  publish  his  discovery.   It  is  to  Dollond,  an 
optician  in  London,  that  we  owe  the  greatest  improvement  which  has  been 
made  in  optical  instruments.     He  showed  in  1757  that  by  combining  two 
lenses — one  a  double  convex  crown  glaes  lens,  the  other  a  concavo-convex 
lens  of  flint  glass  (fig.  554) — a  lens  is  obtained  which  is  virtually  achromatic 
To  explain  this  result,  let  two  prisms,  BFC  and  CDF,  be  joined  and 
turned  in  a  contrary  direction,  as  shown  in  fig.  553.     Let  us  suppose  in  the 
first  case  that  both  prisms  are  of  the  same  material,  but  that  the  refracting 
angle  of  the  second,  CDF,  is  less  than  the 
refracting  angle  of  the  first ;  the  two  prisms 
will  produce  the  same  effect  as  a  single  prism, 
BAF  ;  that  is  to  say,  white  light  which  traverses 
it  will  not  only  be  refracted,  but  also  decom- 
posed.    If,  on  the  contrary,  the  first  prism  BCF 
were   of  crown  glass,  and    the   other  CFD  of 
flint  glass,   the   dispersion  might  be  destroyed 
Fig.  553-  without  destroying  the  refraction.     For,  as  flint 

glass  is  more  dispersive  than  crown,  and  as  the 
dispersion  produced  by  a  prism  diminishes  with  its  refracting  angle  (564),  it 
follows  that  by  suitably  lessening  the  refracting  angle  of  the  flint  glass  prism 
CFD,  as  compared  with  the  refracting  angle  of  the  crown  glass  prism  BCF, 
the  dispersive  power  of  these  prisms. may  be  equalised  ;  and  as,  from  their 
position,  the  dispersion  takes  place  in  a  contrary  direction,  it  is  neutralised  ; 
that  is,  the  emergent  rays  £0  are  parallel,  and  therefore  give  white  light. 
Nevertheless,  the  ratio  of  the  angles  BCF  and  CFD,  which  is  suitable  for 
the  parallelism  of  the  red  rays  and  violet  rays,  is  not  so  for  the  intermediate 
rays,  and,  consequently,  only  two  of  the  rays  of  the  spectrum  can  be  exactly 
combined,  and  the  achromatism  is  not  quite  perfect.  To  obtain  perftct 
achromatism,  several  prisms  would  be  necessary,  of  unequally  dispersive 
materials,  and  the  angles  of  which  were  suitably  combined. 

The  refraction  is  not  destroyed  at  the  same  time  as  the  dispersion  ;  that 

could  only  happen  if  the  refracting  power  of  a  body  varied  in  the  same  ratio 

as  its  dispe^si^'e  power,  which  is  not  the  case.     Consequently, 

^  Hji^Q      the  emergent  ray  EO  is  not  exactly  parallel  to  the  incident  ray, 

^^^ft         and  there  is  a  refraction  without  appreciable  decomposition. 

^^^H  Achromatic  lenses  are  made  of  two  lenses  of  unequal  dis- 

^^^e>      persive  materials  :  one.  A,  of  flint  glass,  is  a  diverging  concavo- 

H^E       convex  (fig.  J54]  ;  the  other,  B,  of  crown  glass,  is  double  convex, 

■IV        and  one  of  its  faces  may  exactly  coincide  with  the  concave  face 

^^P^        of  the  first.     As  with  prisms,  several  lenses  would  be  necessary 

Fig.  ^;i.        to  obtain  perfect  achromatism  ;  but  for  optical  instruments  two 

are  sufGctent,  their  curvatures  being  such  as  to  combine  not  the 

red  and  violet,  but  the  blue  and  orange  lays,  while  at  the  same  time 

,  had  to  the  correction  for  spherical  aberration. 
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CHAPTER  V 

OPTICAL  INSTRUMENTS 

585.  Ttaa  dmr«nt  kinds  af  aptlokl  lii*tmin«nu. — By  the  term  optical 
instrument  is  meant  any  combination  of  lenses,  or  of  lenses  and  mirrors. 
Optical  instnmients  may  be  divided  into  three  classes,  according  to  the 
ends  they  are  intended  to  answer,  viz.  :^i.  Microscopes,  which  are  designed 
to  obtain  a  magnified  image  of  any  object  whose  real  dimensions  are  too 
small  to  admit  of  its  being  seen  distinctly  by  the  naked  eye.  ii.  Telescopes, 
by  which  very  distant  objects,  whether  celestial  or  terrestrial,  may  be 
observed,  iii.  Instruments  designed  to  project  on  a  screen  a  magnified  or 
diminished  image  of  any  object  which  can  thereby  be  either  depicted  or 
rendered  visible  to  a  crowd  of  spectators  ;  such  as  the  camera  lucida, 
the  camera  obicura,  photographic  apparatus,  the  magic  lantern,  the  solar 
microscope,  thK  photo-electric  microscope,  &c.  The  two  former  classes  yield 
virtual  images  ;  the  last,  with  the  exception  of  the  camera  lucida,  yield  real 
images. 

MICROSCOPES 

586.  The  •lmpi«  miera>eap«. — The  simple  microscope,  or  magrdfying 
gloss,  is  merely  a  convex  lens  of  short  focal  length,  by  means  of  which  we 
look  at  objects  placed  between  the  lens  and  its  principal  focus.  Let  AB 
(fig.  555)  be  the  object  to  be  observed,  placed  between  the  lens  and  its 
principal   focus,   F. 

Draw  the  second- 
ary axes  AO  and 
BO,  and  also  from 
A  and  B  rays  paral- 
lel to  the  axis  of 
the  lens  FO.  Now 
these  rays,  on  pass- 
ing out  of  the 
lens,  tend  to  pass 
through  the  second 
principal  focus  F' ; 

consequentiy    they  Fig.  ssj. 

are  divergent  with 

reference  to  the  secondary  axes,  and  therefore,  when  produced,  will  cut  those 
axes  in  A'  and  B'  respectively.  These  points  are  the  virtual  foci  of  A  and 
B  respectively.  The  lens,  therefore,  produces  ai  A'B'  an  erect  and  magnified 
virtual  image  of  the  object  AB. 


^  "^^ 
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Tbe  position  and  magniiude  of  this  image  depend  on  the  distance  of  the 
object  from  the  focus.  Thus,  if  AB  is  moved  to  ab,  nearer  the  lens,  the 
secondary  axes  will  contain  a  greater  angle,  and  the  image  will  be  formed  at 
a'b\  and  will  be  much  smaller,  and  nearer  the  eye.  On  the  other  hand,  if 
the  object  is  moved  farther  from  the  lens,  the  angle  between  the  secondary 
axes  is  diminished,  and  their  intersection  with  the  prolongation  of  the  re< 
fracted  rays  taking  place  beyond  A'B',  the  image  is  formed  farther  from  the 
lens,  and  is  larger. 

In  a  simple  micioscope  both  chromatic  aberration  and  spherical  aberra- 
with  the  degree  of  magnification.     We  have  already  seen  thai 
the  former  can  be  corrected 
by  using  achromatic  lenses 
^584),  and  the  latter  by  using 
stops,  which  allow  the  pas- 
sage of  such  rays  only  as  are 
nearly  parallel  to  the  axis, 
the  spherical  aberration  of 
these  rays  being  nearly  inappreciable.       Spherical  aberration  may  be  still 
further  corrected  by  using  two  plano-convex  lenses,  instead  of  one  very  con- 
vergent lens.     When  this  is  done,  the  plane  face  of  each   lens  is  turned 
towards  the  object  {fig.  556).     Although  each  lens  is  less  convex  than  the 
simple  lens  which  together  they  replace, 
yet  their  joint    magnifying  power  is  as 
great,  and  with  a  less  amount  of  spheri- 
cal aberration,  since  the  first  lens  diverts 
towards  the  axis    the    rays    which    fall 
on  the  second  lens.     This  combination  of 
lenses  is  known  as  Wollastotis  doublet. 

There  are  many  forms  of  the  simple 
microscope.  One  of  the  best  Is  that  re- 
presented in  fig.  5;7.  On  a  horizontal 
support  E,  which  can  be  raised  and 
lowered  by  a  rack  K  and  pinion  D,  there 
is  a  black  eyepiece  m,  in  the  centre  of 
,  which  is  filteda  small  convex  lens.  Below 
this  is  the  stage  b.  which  is  fixed,  and  on 
which  the  object  is  placed  between  glass 
plates.  In  order  to  illuminate  the  object 
'^'  ^"  powerfully,  diffused  light  is  reflected  from 

;i  concave  glass  mirror,  M,  so  that  ihe  reflected. rays  fall  upon  the  object  In 
using  this  microscope  the  eye  is  placed  very  near  the  lens,  which  is  lowered  or 
raised  until  the  position  is  found  at  which  the  object  appears  in  its  greatest 


537.  CondlUoiu  of  dl*tlB«toesB  of  Uie  IniKce*- — In  order  that  objects 
looked  at  through  a  microscope  should  be  seen  with  distinctness,  they  must 
have  a  strong  light  thrown  upon  them,  but  this  is  by  no  means  enough.  It 
is  necessary  that  the  image  be  formed  at  a  determinate  distance  from  the 
eye.  In  fact,  there  is  for  each  person  a  distance  of  most  distinct  vision — a 
distance,  that  is  to  say,  at  which  an  object  must  be  placed  from  an  observer's 
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iherefore  the  same  as  that  of  their  tangents.  Hence  we  deduce  the  two 
following  principles  : — 

i.  IVhen  the  same  oiJKt  is  seen  al  unequal  cUsiartces,  the  apparent  diameter 
■varies  inversely  as  ike  distance  from  the  observer's  eye. 

ii.  In  the  case  of  two  objects  seen  at  the  same  distance,  the  ratio  of  tie 
apparent  diameters  is  the  same  as  thai  of  their  absolute  magnitudes. 

These  principles  may  be  proved  as  follows  : — i.  In  fig.  $$8,  let  AB  be  the 
object  in  its  first  position,  and  ai  the  same  object  in  its  second  position. 
For  the  sake  of  distinctness  these  are  represented  in  such  positions  that  the 
line  OC  passes  at  right  angles  through  their  middle  points  C  and  c  respec- 
tively. It  is,  however,  sufficient  thai  ab  and  AB  should  be  the  bases  of 
isosceles  triangles  having  a  common  vertex  at  O.  Now,  by  what  has  been 
said  above,  AB  is  virtually  an  arc  of  a  circle  described  with  centre  O  and 
radius  OC  ;  likewise  ai  is  virtually  an  arc  of  a  circle  whose  centre  is  O  and 
radius  Oc    Therefore, 

Therefore,  AOB  varies  inversely  as  OC. 

ii.  Let  AB  and  A'B'  be  two  objects  placed  at  the  same  perpendicular 
distance,  OC,  from  the  eye,  O,  of  the  observer  (fig.  SS9)-    Then  they  are 
virtually  arcs  of  a  circle  whose  centre  is  0  and  radius  OC.    Therefore, 
AB  .  A^ 
"dc  ■  OC  ' 


AOB  :  A'OB'-"^  :  ?;^-AB  :  A'B' 


a  proportion  which  expresses  the  second  principle. 

589.  Meunrs  of  mavnlfloatton. — In  the  simple  microscopethe  n; 

of  the  magntficaiion  produced  is  the  ratio  of  the  apparent  diameter  of  the 
image  to  that  of  the 
object,  both  being  at 
the  distance  of  most 
distinct  vision.  The 
same  rule  holds  good 
for  other  microscopes. 
It  is,  however,  impor- 

pression  for  the  magni- 
fication depending  on 
data  that  are  of  easier 

In  fig.  560  let  AB 

* '  betheobject,and  A'B' 

its  image  formed  at  the  distance  ot  most  distinct  vision.     Let  a'b'  be  the 

projection  of  AB  on  A'B'.    Then,  since  the  eye  is  very  near  the  glass,  the 

magnification  equals  ^'^-,  or  ^',^,';  that  is,"^'-     But  since  the  triangles 

A'OB'  and  AOB  are  similar,  A'B' :  AB  -  DO  :  CO.  Now  DO  is  the  dis- 
tance of  most  distinct  vision,  and  CO  is  very  nearly  equal  to  FO,  the  fucal 
length  of  the  lens.  Tlierefore,  the  magnification  equals  the  ratio  of  the  dis- 
tance of  most  distinct  vision  to  the  focal  length  of  the  iens.     Hence  we  con. 
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Ftg  562  represents  a  perspective  view,  and  fig.  563  a  section  of  a  com- 
pound microscope.  The  body  of  the  microscope  consists  of  a  series  of  brass 
tubes,  DD',  H,  and  I  ;  in  H  is  fitted  the  eyepiece  O,  and  in  the  lower  part 
of  DD',the  object-glass  o.  The  tube  1  moves  with  gentle  friction  in  the  tube 
DD',  which  in  turn  can  also  be  moved  in  a  larger  tube  fixed  in  the  ring  £. 
This  latter  is  fixed  to  a  piece  BB',  which,  by  means  of  a  very  fine  screw 
worked  by  (he  milled  head  T,  can  be  moved  up  and  down  an  inner  rod,  c, 
not  represented  in  the  figure.    The  whole  body  of  the  microscope  is  raised 


and  lowered  with  the  piece  BB',  so  that  it  can  be  placed  near  or  far 
from  the  object  to  be  examined.  Moreover,  the  rod  e,  and  all  the  other 
pieces  of  the  apparatus,  rest  on  a  horizontal  axis  A,  with  which  they  turn 
under  so  much  friction  as  to  remain  fixed  in  any  position  in  which  they  may 
be  placed. 

The  object  to  be  observed  is  placed  between  two  glass  plates,  V,  on  a 
stage,  R.  This  is  perforated  in  the  centre,  so  that  light  can  be  reflected  upon 
the  object  by  a  concave  reflecting  glass  mirror,  M.    The  mirror  is  mounted 
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on  a  jointed  support  so  that  it  can  be  placed  in  any  position  whatever,  in 
order  to  reflect  to  the  object  either  the  diffused  light  of  the  atmosphere, 
or  that  from  a  candle  or  lamp.  Between  the  reflector  and  the  stage  is  a 
diaphragm  or  stop^  K,  perforated  by  four  holes  of  different  sizes,  any  one  of 
which  can  be  placed  over  the  perforation  in  the  stage  ;  thus  the  light  falling 
on  the  object  may  be  regelated  by  raising,  by  a  lever  »,  the  diaphragm  K, 
which  is  movable  in  a  slide.  Above  the  diaphragm  is  a  piece,  m,  to  which 
can  be  attached  either  a  very  small  stop,  so  that  only  very  little  light  can 
reach  the  object,  or  a  condensing  lens,  which  illuminates  it  strongly,  or  an 
oblique  prism,  represented  at  X.  The  rays  from  the  reflector  undergo  two 
total  reflections  in  this  prism,  and  emerge  by  a  lenticular  face  that  con- 
centrates them  on  the  object,  but  in  an  oblique  direction,  which  in  some 
microscopic  observations  is  an  advantage.  Objects  are  generally  so  trans- 
parent that  they  can  be  lighted  from  below ;  but  where,  owing  to  their 
opacity,  this  is  not  possible,  they  are  lighted  from  above  by  means  of  a  con- 
densing lens  mounted  on  a  jointed  support,  and  so  placed  that  they  receive 
the  diffused  light  of  the  atmosphere. 

Fig.  563  shows  the  arrangement  of  the  lenses  and  the  path  of  the  rays 
in  the  microscope.  At  o  is  the  object-glass,  consisting  of  three  small  con- 
densing lenses,  represented  on  a  larger  scale  at  L,  on  the  right  of  the  figure. 
The  effect  of  these  lenses  being  added  to  each  other  is  that  they  act  like  a 
single  very  powerful  condensing  lens.  The  object  being  placed  at  1,  a  very 
little  beyond  the  principal  focus  of  the  system,  the  emerging  rays  fall  upon  a 
fourth  condensing  lens,  »,  the  use  of  which  will  be  seen  presently  (592,  593). 
Having  become  more  convergent,  owing  to  their  passage  through  the  lens 
fly  the  rays  form  at  aa'  a  real  and  amplified  image  of  the  object  i.  This 
image  is  between  a  fifth  condensing  lens,  O,  and  the  principal  focus  of  this 
lens.  Hence,  on  looking  through  this,  it  acts  as  a  magnifier  (556),  and  gives 
at  AA'  a  virtual  and  highly  magnified  image  of  aa\  and  therefore  of  the 
object.  The  two  glasses  n  and  O  constitute  the  eyepiece,  in  the  same 
manner  as  the  three  glasses  o  constitute  the  object-glass. 

The  first  image,  a^,  must  not  merely  be  formed  between  the  glass  O 
and  its  principal  focus,  but  at  such  a  distance  from  this  glass  that  the  second 
image,  AA^,  is  formed  at  the  observer's  distance  of  distinct  vision.  This 
result  is  obtained  in  moving,  by  the  hand,  the  body  DH  of  the  microscope 
in  the  larger  tube  fixed  to  the  ring  £,  until  a  tolerably  distinct  image  is 
obtained  ;  then  turning  the  milled  head  T  in  one  direction  or  the  other, 
the  piece  BB',  and  with  it  the  whole  microscope,  are  moved  until  the  image 
AA'  attains  its  greatest  distinctness,  which  is  the  case  when  the  image  aa' 
is  formed  at  the  distance  of  distinct  vision  :  a  distance  which  can  always  be 
ultimately  obtained,  for  as  the  object-glass  approaches  or  recedes  from  the 
object,  the  image  aa'  recedes  from  or  approaches  the  eyepiece,  and  at  the 
same  time  the  image  AA^ 

This  operation  is  called  iht  focussing.  In  the  microscope,  where  the 
distance  from  the  object-glass  to  the  eyepiece  is  constant,  it  is  effected  by 
altering  their  distance  from  the  object  In  telescopes,  where  the  objects 
are  inaccessible,  the  focussing  is  effected  by  varying  the  distance  of  the  eye- 
piece and  the  object-glass. 

The  microscope  possesses  numerous  eyepieces  and  object-glasses,  by 
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means  of  which  a  great  variety  of  magniiying  power  is  obtained.  A  lower 
magnifying  power  is  also  obtained  by  removing  one  or  two  of  the  lenses  of 
the  object-glass. 

The  above  contains  the  essential  features  of  the  microscope  ;  it  is  made 
in  a  great  variety  of  forms,  which  differ  mainly  in  the  construction  of  the 
stand,  the  arrangement  of  the  lenses,  and  in  the  illumination.  For  descrip- 
tions of  these  the  student  is  referred  to,  special  works  on  the  microscope. 

592.  Aetaromatlsin  of  tbe  mlerosoope.  Oampaiil**  eyepf eoe. — When 
a  compound  microscope  consists  of  two  single  lenses,  as  in  fig.  561,  not  only 
is  the  spherical  aberration  uncorrected,  but  also  the  chromatic  aberration, 
the  latter  defect  causing  the  images  to  be  surrounded  by  fringes  of  the 
prismatic  colours,  these  fringes  being  larger  as  the  magnification  is  greater. 
With  a  view  to  correcting  these  aberrations  the  object-glass  (see  fig.  563) 
is  composed  of  three  achromatic  lenses,  and  the  eyepiece  of  two  lenses,  n 
and  O  ;  for  the  first  of  these,  /i,  would  produce  colour  unless  the  magnifying 
power  were  low. 

The  effect  of  this  eyepiece  in  correcting  the  colour  may  be  explained 
as  follows  :— It  will  be  borne  in  mind  that  with  respect  to  red  rays  the  focal 
length  of  a  lens  is  greater  than  the  focal  length  of  the  same  lens  with  refer* 
once  to  the  violet  rays. 

In  fact,  if  in  the  equation  (4)  (559)  we  write  R'  =  oo ,  we  obtain  /« , 

/I  —  I 

which  gives  the  focal  length  of  a  plano-convex  lens  whose  refractive  index 

is  n.    Now,  in  flint  glass,  and  for  the  red  ray,  n  —  i  equals  0*63,  and  for  the 

violet  ray  n  -  i  equals  0*67. 

Let  ab  be  the  object,  O  the  object-glass,  which  is  corrected  for  colour. 

Consequently,  a  pencil  (fig.  564)  of  rays  falling  from  a  on  O  would  converge 


Fig.  564. 

to  the  focus  A  without  any  separation  of  colours  ;  but  falling  on  the  Juid- 
glass  C,  the  red  rays  would  converge  to  r,  the  violet  rays  to  Vy  and  inter- 
mediate colours  to  intermediate  points.  In  like  manner  the  rays  from  by. 
after  passing  through  the  field-glass,  would  converge  to  r',  or  v\  and  inter- 
mediate points.  So  that  on  the  whole  there  would  be  formed  a  succession 
of  coloured  images  of  ab  ;  viz.  a  red  image  at  rr',  a  violet  image  at  vv\  and 
between  them  images  of  intermediate  colours.  Let  d  be  the  point  of  the 
object  which  is  situated  on  the  axis.  The  rays  from  d  will  converge  to  R^ 
V,  and  intennediate  points.  Now  suppose  the  eye-glass  O'  to  be  placed  in 
such  a  manner  xhat  R  is  the  principal  focus  of  O'  for  the  red  rays,  then  V 
will  be  its  principal  focus  for  the  violet  rays.  Consequently,  the  red  rays, 
after  emerging  from  O,  will  be  parallel  to  the  axis,  as  will  the  violet  rays 
coming  from  V  and  so  of  any  other  colour.  Accordingly,  the  colours  of  d^ 
which  arc  separated  by  C,  are  again  combined  by  O'.    The  same  is  very 
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nearly  true  of  r  and  v,  and  of  r'  and  v\  Hence  a  combination  of  lenses 
C  and  O'  corrects  the  chromatic  aberration  that  would  be  produced  by  the 
use  of  a  single  eye-glass.  Moreover,  by  drawing  the  rays  towards  the  axis, 
it  diminishes  the  spherical  aberration,  and,  as  we  shall  see  in  the  next  article, 
enlarges  the  field  of  view. 

In  all  eyepieces  consisting  of  two  lenses  the  lens  to  which  the  eye  is 
applied  is  called  the  eye-lens  ;  the  one  towards  the  object-glass  is  called  the 
field-lens.  The  eyepiece  above  described  was  invented  by  Huyghens,  who 
was  not,  however,  aware  of  its  property  of  achromatism.  He  designed  it 
for  use  with  the  telescope.  It  was  applied  to  the  microscope  by  Campani. 
The  relation  between  the  focal  length  of  the  lenses  is  as  follows  : — The  focal 
length  of  the  field-glass  is  three  times  that  of  the  eye-lens,  and  the  distance 
between  their  centres  is  half  the  sum  of  the  focal  length.  It  easily  follows 
from  this  that  the  image  of  the  point  d  would,  but  for  the  interposition  of 
the  field-lens,  be  formed  at  D,  which  is  so  situated  that  CD  is  three  times 
DO' ;  then  the  mean  of  the  coloured  images  would  be  formed  midway 
between  C  and  O'. 

593.  Field  of  view. — By  the  field  of  >'iew  of  an  optical  instrument  is 
meant  all  those  points  which  are  visible  through  the  eyepiece.     The  advan- 


Fig.  565. 

tage  obtained  by  the  use  of  an  eyepiece  in  enlarging  the  field  of  view  will  be 
readily  understood  by  an  inspection  of  the  accompanying  figure.  As  before 
(fig.  56$),  O  is  the  object-glass,  C  the  field-lens,  O'  the  eye-lens,  and  E  the 
eye  placed  on  the  axis  of  the  instrument.  Let  a  be  a  point  of  the  object ;  if 
we  suppose  the  field-lens  removed,  the  pencil  of  rays  from  a  would  be 
brought  to  a  focus  at  A,  and  none  of  them  would  fall  on  the  eye-lens  O', 
nor  pass  into  the  eye  E.  Consequently,  a  is  beyond  the  field  of  view.  But 
when  the  field-glass  C  is  interposed,  the  pencil  of  rays  is  brought  to  a  focus 
at  A',  and  emerges  from  O'  into  the  eye.  Consequently,  a  is  now  within 
the  field  of  view.  In  this  manner  the  substitution  of  an  eyepiece  for  a  single 
eye-lens  enlarges  the  field  of  view. 

594.  Marnlfylnr  power.  Micrometer. — The  magnifying  power  of  any 
optical  instrument  is  the  ratio  of  the  magnitude  of  the  image  to  the  mag- 
nitude of  the  object.  The  magnifying  power  in  a  compound  microscope  is 
the  product  of  the  respective  magnifying  powers  of  the  object-glass  and  of 
the  eyepiece  ;  that  is,  if  the  first  of  these  magnifies  20  times,  and  the  other 
10,  the  total  magnifying  power  is  200.  The  magnifying  power  depends  on 
the  greater  or  less  convexity  of  the  object-glass  and  of  the  eyepiece,  as  well 
as  on  the  distance  between  these  two  glasses,  together  with  the  distance  of 
the  object  from  the  object-glass.  A  magnifying  power  of  1,500  and  even 
upwards  has  been  obtained  ;  but  the  image  then  loses  in  sharpness  what  it 
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gains  in  extent.  To  obtain  precise  and  well-illuminated  images,  the  magni- 
fying power  ought  not  to  exceed  500  to  600  diameters,  which  gives  a  super- 
ficial enlargement  250,000  to  360,000  times  that  of  the  object. 

The  magnifying  power  is  determined  experimentally  by  means  of  the 
glass  micrometer :  this  is  a  small  glass  plate,  on  which,  by  means  of  a 
diamond,  a  series  of  lines  is  drawn  at  a  distance  from  each  other  of  ^  or  ^55 
of  a  millimetre.  The  micrometer  is  placed  in  front  of  the  object-glass,  and 
then,  instead  of  viewing  directly  the  rays  emerging  from  the  eyepiece  O, 
they  are  received  on  a  piece  of  glass  A  (fig.  566),  inclined  at  an  angle  of  45% 
and  the  eye  is  placed  above  so  as  to  see  the  image  of  the  micrometer  lines, 
which  is  formed  by  reflection  on  a  screen  £,  on  which  is  a  scale  divided  into 

millimetres.     By  counting  the  number  of  divisions 

y^  of  the  scale  corresponding  to  a  certain  number  of 

lines  of  the  image,  the  magnifying  power  may  be 

deduced.     Thus,  if  the  image  occupies  a  space  of 

45  millimetres  on  the  scale  and  contains  15  lines  of 

the  micrometer,  the  distance  between  each  of  which 

shall  be  assumed  at  ^^  millimetre,  the  absolute 

magnitude  of  the  object  will  be  ^^  millimetre ; 

and  as  the  image  occupies  a  space  of  45  milli- 

;  !  \         metres,  the  magnification  will  be  the  quotient  of 

-^^1  i...j  -.,.    45  by  ^y^,  or  300.     The  eye  in  this  experiment 

Fig.  566.  ought  to  be  at  such  a  distance  from  the  screen  £ 

that  the  screen  is  distinctly  visible  :  this  distance 
varies  with  different  .'observers,  but  is  usually  10  to  12  inches.  The  magni- 
fying power  of  the  microscope  can  .also  be  determined  by  means  of  the 
camera  lucida  \  it  is  increased  at  the  expense  of  brightness,  definition,  and 
field.  Hence  it  is  usual  to  have  several  eyepieces  with  each  microscope  so 
as  to  obtain  greater  definition  of  higher  magnification. 

Noberts  lines  are  frequently  used  as  test  objects  ;  these  are  lines  ruled 
on  glass  in  series  ;  in  the  first  group  the  lines  are  at  a  distance  of  xir^vir  ^^  ^>^ 
inch  from  the  middle  of  one  line  to  the  middle  of  the  next ;  in  the  finest  the 
lines  are  at  a  distance  of  t^iJ^^ttt  ^^  ^^  vdo^Ci.  Other  test  objects  are  the  scales 
of  certain  butterflies,  and  various  kinds  of  diatoms. 

When  once  the  magnifying  power  is  known,  the  absolute  magnitude  of 
objects  placed  under  the  microscope  is  easily  deduced.  For,  as  the  magni- 
fying power  is  the  quotient  of  the  size  of  the  image  by  the  size  of  the  object, 
it  follows  that  the  size  of  the  image  divided  by  the  magnifying  power  gives 
the  size  of  the  object :  in  this  manner  the  diameters  of  all  microscopic  objects 
are  determined. 

TELESCOPES 

595.  Astronomloal  tele«oop«. — The  astronofnical  telescope  is  used  for 
observing  the  heavenly  bodies  ;  like  the  microscope,  it  consists  of  a  con- 
densing eyepiece  and  object-glass.  The  object-glass,  M  (fig.  567),  forms 
between  the .  eyepiece,  N,  and  its  principal  focus  an  inverted  image  of  the 
heavenly  body  ;  and  this  eyepiece,  which  acts  as  a  magnifying  glass,  then 
gives  a  virtual  and  highly  magnified  image,  a'b\  of  the  image  ab.  The 
astronomical   telescope  appears,  therefore,  analogous  to  the  microscope  : 
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greater  in  proportion  as  the  object-glass  is  less  convex,  and  the  eyepiece 

^^'hen  the  telescope  is  used  to  make  an  accurate  observation  of  ihe 
stars— for  example,  the  lenith  distance,  or  their  passage  over  the  meridian — 
a  crass  -mire  is  added.  This  consists  of  two  very  fine  metal  wires  or  spider 
threads  stretched  across  a  circular  aperture  in  a  small  metal  plate  (fif;-  569)- 
The  wires  ought  to  be  placed  in  the  position  where  the  inverted  image  is  pro- 
duced by  the  object-glass,  and  the  point  where  the  wires  cross  ought  to  be 
on  the  optical  axis  of  the  telescope,  which  thus  becomes  the  line  of  sight  or 
collimation. 

S96.  Terreatrlk)  t«l«aoope. — The  terrestrial  telescope  differs  from  the 
astronomical  telescope  in  producing  images  in  their  right  positions.  This  is 
effected  by  means  of  two  condensing  glasses,  P  and  Q  (fig.  570),  placed 
between  the  object-glass  M  and  the  eyepiece  R.  The  object  being  sup- 
posed to  be  at  AB,  at  a  greater  distance  than  can  be  shown  in  the  drawing, 
an  inverted  and  much  smaller  image  is  formed  at  ba  on  the  other  side  of 
the  object-glass.  But  the  second  lens,  1',  is  at  such  a  distance  that  its 
principal  foctis  coincides  with  the  image  ab  \  from  which  it  follows  that  the 
luminous  rays  which  "pass  through  b,  for  example,  after  traversing  the  lens 


P,  take  a  direction  parallel  to  the  secondary  axis  bO  {552),  Similarly,  the 
rays  passing  by  a  take  a  direction  parallel  to  the  axis  aO.  After  crossing  in 
H,  these  various  rays  traverse  a  third  lens  Q,  whose  principal  focus  coincides 
-with  the  point  H.  The  pencil  BiH  converges  towards  b',  on  a  secondary 
axis  O'b',  parallel  to  its  direction  -,  the  pencil  AnH  converging  in  the  same 
manner  at  a',  an  erect  image  of  the  object  AB  is  produced  at  a'b'.  This 
image  is  viewed,  as  in  the  astronomical  telescope,  through  a  condensing 
eyepiece  K,  so  placed  that  it  acts  as  a  magnifying  glass  ;  that  is, its  distance 
from  the  image  a'b'  is  less  than  the  principal  focal  distance  ;  hence  there  is 
formed,  at  a"b",  a  virtual  image  of  a'b',  erect  and  much  magnified.  The 
lenses  P  and  Q,  which  only  serve  to  rectify  the  position  of  the  image,  are 
fixed  in  a  brass  tube,  at  a  constant  distance,  which  is  equal  to  the  sum  of 
their  principal  focal  distances.  The  object-glass  M  moves  in  a  tube,  and 
can  be  moved  to  or  from  the  lens  P,  so  that  the  image  ab  is  always  formed 
in  the  focus  of  the  lens,  whatever  be  the  distance  of  the  object.  The  dis- 
tance of  the  lens  R  may  be  varied  so  that  the  image  a"b"  may  be  formed  at 
the  distance  of  distinct  vision. 

This  instrument  may  also  be  used  as  an  astronomical  telescope  by  using 
a  different  eyepiece  :  this  must  have  a  much  greater  magnifying  power  than 
in  the  fonner  case. 

In  the  terrestrial  telescope  the  magnifying  power  is  the  same  as  in  the 
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astronomical  telescope,  provided  always  that  ihe  correcting  glasses,  P  and 
Q,  have  the  same  convex  it)'. 

In  order  lo  determine  directly  the  magnifying  power  of  a  telescope,  when 
this  is  not  great,  a  divided  scale  at  a  distance,  or  the  tiles  of  a  house,  may 
be  viewed  through  the  telescope  with  one  eye  and  directly 
with  the  other.  This  with  a  little  practice  is  not  difficult. 
It  is  thus  observed  how  many  unmagnified  divisions  cor- 
respond to  a  single  magnified  one.  Thus,  if  two  seen 
through  [he  telescope  appear  like  seven,  the  magnifying 
power  is  3|.  Reading  ordinary-  printing  from  a  distance 
IS  an  excellent  means  of  testing  and  comparing  telescopes. 

The  excellence  of  a   telescope  depends  also  on  the 
sharpness  of  the  images.     To  test  this,  various  circular  'v^-si'- 

and  angular  figures  are  pninted  in  black  on  a  white  ground,  as  shown  in  fig. 
571,  in  about  j>n  the  full  size.  When  these  are  looked  at  through  the  tele- 
scope at  a  distance  of  80  or  100  paces,  they  should  appear  sharply  defined, 
perfectly  black,  without  distortion,  and  without  coloured  edges.  The  ^?»?. 
/ni/wfl  or  ^«e/m//H.5'/<M'^r  of  a  telescope  by  which  stars  are  seen  which 
are  not  visible  to  the  naked  eye  depends  mainly  on  the  aperture  of  the 
object-glass.  Even  with  the  strongest  magnification  the  fixed  stars  appear 
as  luminous  points  without  apparent  diameter. 

597.  OaJlleo'a  teleacop*.  —Galileo's  telescope  is  the  simplest  of  all  tele- 
scopes, for  it  only  consists  of  two  lenses  ;  namely,  an  object-glass,  M,  and  a 
diverging  or  double  con- 
cave eyepiece,  R  (fig.  572}. 
and  it  gives  at  once  an  erect 
image.  Opera-glasses  are 
constructed  on  this  prin-' 

If  the  object  be  repre-  m^^  ^^^ 

sented  by  theright  line  AB, 

a  real  but  inverted  and  smaller  image  would  be  formed  at  ba  ;  but  in 
traversing  the  eyepiece  R,  the  rays  emitted  from  the  points  A  and  B  are 
refracted  and  diverge  from  the  secondary  axis  I/O'  and  aO'  which  corre- 
spond to  the  points  b  and  a  ai  the  image.  Hence,  these  rays  produced 
backward  meet  their  axes  in  a'  and  6' ;  the  eye  which  receives  them  sees 
accordingly  an  erect  and  magnified  image  in  a'b\  which  appears  nearer 
because  it  is  seen  under  an  angle,  a'O'b',  greater  than  the  angle,  AOB, 
under  which  the  object  is  seen. 

The  magnifying  power  is  equal  to  the  ratio  of  the  angle  a'O'b'  lo  the 
angle  AOB,  and  is  usually  from  3  to  4, 

The  distance  of  the  eyepiece  R  from  the  image  ab  is  pretty  nearly  equal 
to  the  principal  focal  distance  of  this  eyepiece  ;  it  follows,  therefore,  that  th« 
difference  between  the  two  lenses  is  the  distance  between  their  respective 
focal  distances  ;  hence  Galileo's  telescope  is  very  short  and  portable.  It 
has  Ihe  advantage  of  showing  objects  in  their  right  position  ;  and,  further, 
as  it  has  only  two  lenses,  it  absorbs  very  little  light :  in  consequence,  how- 
ever, of  the  divergence  of  the  emergent  rays,  it  has  only  a  small  field  of  view, 
and  in  using  it  the  eye  must  be  placed  \ery  near  the  eyepiece.    The  eye- 


586  On  Light  [J»7- 

piece  can  be  moved  to  or  from  the  object-glass,  so  that  the  image  a'b'  is 
always  formed  at  the  distance  of  distinct  vision. 

The  opera-glass  is  usually  double,  so  as  to  produce  an  image  in  each  eye, 
by  which  greater  brightness  is  attained. 

The  time  at  which  telescopes  were  invented  is  not  known.  Some  attri- 
bute their  invention  to  Roger  Bacon  in  the  thirteenth  century ;  others  to  J.  B. 
Porta  at  the  end  of  the  sixteenth  ;  others,  again,  to  a  Dutchman,  Jacques 
Metius,  who,  in  1609,  accidentally  found  that  by  combining  two  glasses,  one 
concave  and  the  other  convex,  distant  objects  appeared  nearer  and  much 
larger.  Galileo's  was  the  lirst  telescope  directed  towards  the  heavens.  By 
its  means  Galileo  discovered  the  mountains  of  the  moon,  Jupiter's  satellites, 
and  the  spots  on  the  sun. 

598.  a«il«otiac  tel«*cap«a. — The  telescopes  previously  described  are 
refracting  or  dioptric  telescopes.  It  is,  however,  only  in  recent  times  that  it 
has  been  possible  to  construct  achromatic  lenses  of  large  size  ;  before  this  a 
concave  metallic  mirror  was  used  instead  of  the  object-glass.  Telescopes 
of  this  kind  are  called  reflecting  or  catoptric  telescopes.  The  principal  forms 
are  those  devised  by  Gregory,  Newton,  Herschel,  and  Cassegrain. 

599-  Tli«  Orecorlui  t0l«Beope. — Fig.  573  is  a  representation  of  Gre- 
gory's telescope  ;  it  is  mounted  on  a  stand,  about  which  it  is  movable,  and 
can  be  inclined  at  any  angle.  This  mode  of  mounting  is  optional ;  it  may 
be  equatorially  mounted.  Fig.  574 
gives   a    longitudinal    section.      It 

i  consists  of  a  long  brass  tube  closed 
at  one  end  by  a  concave  metallic 
mirror,  M,  which  is  perforated  in 
the  centre  by  a  round  aperture 
througlrwhich  rays  reach  the  eye^ 
There  is  a  second  concave  metal 
mirror,  N,  near  the  end  of  the 
tube :  it  is  somewhat  larger  than 
the  central  aperture  in  the  large 
mirror,  and  its  radius  of  curvature 
is  much  smaller  than  that  of  the 
large  mirror.  The  axes  of  both 
mirrors  coincide  with  the  axis  of 
the  tube.  As  the  centre  of  curva- 
ture of  the  large  mirrwr  is  at  O, 
and  its  focus  at  ab.,  rays  such  as  SA 
emitted  from  a  heavenly  body  are 
reflected  from  the  mirror  M,  and 
form  at  ab  an  inverted  and  very 
'  small  image  of  the  heavenly  body. 

The  distance  of  the  mirrors  and  their  curvatures  is  so  arranged  that  the 
position  of  this  image  is  between  the  centre,  0,  and  the  focus,/,  of  the  small 
ntirror  j  hence  the  rays,  after  being  reflected  a  second  time  from  the  mirror 
N,  form  at  a'b'  a  magnified  and  inverted  image  of  of,  and  therefore  in  the 
true  position  of  the  heavenly  body.  This  image  is  viewed  through  an  eye. 
piece,  P,  which  may  either  be  simple  or  compound,  its  object  being  to 
magnify  it  again,  so  that  it  is  seen  at  a"b''. 
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As  the  objects  viewed  are  not  always  at  the  same  distance,  the  focus  of 
the  large  mirror,  and  therefore  that  of  the  small  one,  vary  in  position. 

And  as  the  distance  of  distinct  vision  is  not  the  same  with  all  eyes,  the 
image  af'b*'  ought  to  be  formed  at  different  distances.    The  required  adjust- 


Fig.  574. 

ments  may  be  obtained  by  bringing  the  small  mirror  nearer  to  or  farther  from 
the  larger  one  \  this  is  effected  by  means  of  a  milled  head,  A  (fig.  573), 
which  turns  a  rod,  and  this  by  a  screw  moves  a  piece  to  which  the  mirror  is 
fixed. 

600.  Tbe  Wewtontan  telescope. — This  instrument  does  not  differ  much 
from  that  of  Gregory ;  the  large  mirror  is  not  perforated,  and  there  is  a 
small  plane  mirror  inclined  at  an  angle  of  45^  towards  an  eyepiece  placed 
in  the  side  of  the  telescope. 

The  difficulty  of  constructing  metallic  mirrors  caused  telescopes  of 
Gregorian  and  Newtonian  construction  to  fall  into  disuse.  Of  late,  how- 
ever, the  process  of  silvering  glass  mirrors  has  been  carried  to  a  high  state 
of  perfection,  and  Foucault  applied  these  mirrors  to  Newtonian  telescopes 


with  great  success.  His  first  mirror  was  only  four  inches  in  diameter,  but 
he  successively  constructed  mirrors  of  8,  12,  and  13  inches,  and  at  the  time 
of  his  death  had  completed  one  of  32  inches  in  diameter. 

Fig.  576  represents  a  Newtonian  telescope  mounted  on  an  equatorial 
stand,  and  fig.  575  gives  a  longitudinal  section  of  it.  This  section  shows  how 
the  luminous  rays  reflected  from  the  parabolic  mirror  M  meet  a  small  rect- 
angular prism,  m,  which  replaces  the  inclined  plane  mirror  used  in  the  old 
form  of  Newtonian  telescope.  After  undergoing  a  total  reflection  from  m^ 
the  rays  form  at  a'b'  a  very  small  image  of  the  heavenly  body.  This  image 
is  viewed  through  an  eyepiece  with  four  lenses  placed  on  the  side  of 
the  telescope,  and  magnifying  from  50  to  800  times  according  to  the  size  of 
the  silvered  mirror. 

In  reflectors  the  mirror  acts  as  object-glass,  but  there  is,  of  course,  no 
chromatic  aberration.  The  spherical  aberration  is  corrected  by  the  form 
given  to  the  reflector,  which  is  paraboloid,  but  slightly  modified  by  trial  to 
suit  the  eyepiece  fitted  to  the  telescope. 
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The  mirror  when  once  polished  is  immersed  in  a  silvering  liquid,  which 
consists  essentiallyofammoni.ical  solution  of  nitrate  of  silver,  to  which  some 
reducing  ageni  is  added.  When  a  polished  glass  surface  is  immersed  in 
this  solution,  silver  is  deposited  on  the  surface  in  the  form  of  a  brilliant 
metallic  layer,  which  adheres  so  firmly  that  it  can  be  polished  with  roujje 
in  the  usual  manner.     These  new  telescopes  with  glass  mirrors  have  the 


advantage  over  the  old  ones  that  they  give  purer  images,  they  weigh  less 
and  are  much  shorter,  their  focal  distance  being  only  about  six  times  tht 
diametei  of  the  mirror. 

These  details  known,  the  whole  apparatus  remains  to  be  described.  The 
body  of  the  telescope  (fig,  576)  consists  of  an  octagonal  wooden  tube.  The  end 
G  is  open  ;  the  mirror  is  at  the  other  end.     At  a  certain  distance  from  this 
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end  two  axles  are  fixed,  which  rest  on  bearings  supported  by  two  wooden 
uprights.  A  and  B.  These  are  themselves  fixed  to  a  table,  PQ,  which  turns 
on  a  fixed  plate,  RS,  placed  exactly  parallel  to  the  equator.  On  the  circum- 
ference of  the  turning-table  there  is  a  brass  circle  divided  into  360  degrees  ; 
and  beneath  it,  but  also  fixed  to  the  turning-table,  there  is  a  circular  toothed 
wheel,  in  which  an  endless  screw,  V,  works.  By  moving  this  in  either 
direction  by  means  of  the  handle  /«,  the  table  PQ,  and  with  it  the  telescope, 
can  be  turned.  A  vernier,  ;r,  fixed  to  the  plate  RS,  gives  fractions  of  a 
degree.  On  the  axis  of  the  motion  of  the  telescope  there  is  a  graduated 
circle,  O,  which  serves  to  measure  the  declination  of  the  star — that  is,  its 
angfular  distance  from  the  equator ;  while  the  degrees  traced  round  the  table 
RS  serve  to  measure  the  right  ascension — that  is,  the  angle  which  the 
declination  circle  of  the  star  makes  with  the  declination  circle  passing  through 
the  first  point  of  Aries. 

In  order  to  fix  the  telescope  in  declination,  a  brass  plate,  £,  is  fixed 
to  the  upright ;  it  is  provided  with  a  clamp,  in  which  the  limb  O  works,  and 
which  can  be  screwed  tight  by  means  of  a  screw  with  a  milled  head  r. 
On  the  side  of  the  apparatus  is  the  eyepiece  <?,  which  is  mounted  on  a 
sliding  copper  plate,  on  which  there  is  also  the  small  prism  /»,  represented 
in  section  in  fig.  574.  To  bring  the  image  to  the  right  place,  this  plate  may 
be  moved  by  means  of  a  rack  and  a  milled  head  a.  The  handle  n  serves  to 
clamp  or  unclamp  the  screw  V.  The  drawing  was  one  taken  from  a  tele- 
scope the  mirror  of  which  is  only  6J  inches  in  diameter,  and  which  gives  a 
magnifying  power  of  1 50  to  200. 

601.  Tlie  Bersohellan  telescope.  —  Sir  W.  Herschel's  telescope,  which 
until  recently  was  the  most  celebrated  instrument  of  modern  times,  was  con- 
structed on  a  method  differing  from  those  described.  The  mirror  was  so  in- 
clined that  the  image  of  the  star  was  formed  at  ab  on  the  side  of  the  telescope 
near  the  eyepiece  o  ;  hence  it  is  termed  the  front-view  telescope.  As  the 
rays  in  this  telescope  only  undergo  a  single  reflection,  the  loss  of  light  is  less 
than  in  either  of  the  preceding  cases,  and  the  image  is  therefore  brighter. 
The  magnifying  power  is  the  quotient  of  the  principal  focal  distance  of  the 
mirror  by  the  focal  distance  of  the  eyepiece. 

Herschel's  great  telescope  was  constructed  in  1789  ;  it  was  40  feet  in 
length,  the  great  mirror  was  50  inche's  in  diameter.  The  quantity  of  light 
obtained  by  this  instru- 
ment was  so  great  as 
to  enable  its  inventor  to 
use  magnifying  powers 
far  higher  than  anything 
which  had  hitherto  been 
attempted. 

Hcrschel's  telescope 
has  been  exceeded  by 
one  constructed  by  the 
late  Earl  of  Rosse.  This  magnificent  instrument  has  a  focal  distance  of  53 
feet,  the  diameter  of  the  speculum  being  six  feet.  It  is  at  present  used  as 
a  Newtonian  telescope,  but  it  can  also  be  arranged  as  a  front-view  tele- 
scope. 


Fig.  577. 
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INSTRUMENTS  FOR  FORMING  PICTURES  OF  OBJECTS 

602.  OBmeiw  obMnra — The  camera  obscura  (dark  chamber)  is,  as  lis 
name  implies,  a  dosed  space  impervious  to  light.  The  principle  of  this 
apparatus  is  illustrated  by  fig.  578.    The  rays  proceeding  from  an  external 

object  AB,  and  en- 
;  tering  by  the  aper- 
ture O,  form  on  the 
opposite  an  image 
of  the  object  ba  in 
its  natural  colours, 
but  of  reduced  di- 
mensions, and  in  va 
inverted  position. 
■—'■''"■^  F.S  -,j8.  p^^^    ^      jj^ 

politan  physician,  the  inventor  of  this  instrument,  found  that  by  fixing  a 
double  convex  lens  in  the  aperture,  and  receiving  the  image  on  a  white 
screen,  it  was  much  brighter  and  more  definite. 

603.  0^er>  laclda. — Tlie  camera  ludda  is  a  small  instrument  depend- 
ing on  internal  reflection,  and  serves  for  taking  an  outline  of  any  object.  It 
was  invented  by  Wollaston  in  1S04.  It  consists  of  a  small  four  sided  glass 
prism,  of  which  fig.  579  gives  a  section  perpendicular  to  the  edges.  A  is  a 
right  angle,  and  C  an  angle  of  135°  ;  the  other  angles,  B  and  D,  are  67^°. 
The  prism  rests  on  a  stand,  on  which  it  can  be  raised  or  lowered,  and  turned 
more  or  less  about  an  axis  parallel  to  the  prismatic  edges.  When  the  face 
AB  is  turned  towards  the  object,  the  rays  from  the  object  fall  nearly  per- 
pendicular on  this  face,  pass  into  the  prism  without  any  appreciable  refrac- 
tion, and  are  totally  reflected  from  BC  ;  for  as  the  line  ab  is  perpendicular  to 
BC,  and  nL  to  AB,  the  angle  onL  will  equal  the  angle  B ;  that  is,  it  will 
contain  67^°,  and  this  being  greater  than  the  critical  angle  of  glass  (540), 
the  ray  Ln  will  undergo  total  reflection.  The  rays  are  again  totally  reflected 
from  o,  and  emerge  near  the  summit,  D,  in  a  direction  almost  perpendicular 
to  the  face  DA,  so  that  the  eye  which  receives  the  rays  sees  at  L'  an  image 
of  the  object  L.  If  the  outlines  of  the  image  are  traced  with  a  pencil,  a  very 
correct  design  is  obtained  ;  but  unfortunately  there  is  a  great  difiiculty  in 

seeing  both  the  image 
and  the  point  of  the 
pencil,  for  the  rays 
ftom  the  object  give 
an  image  which  is  far~ 
ther  from  the  eye  than 
the  pencil.  This  is 
corrected  by  placing 
between  the  eye  and 
prism  a  lens,  I,  which 
gives  to  the  rays  from 
the  pencil  and  those 
however,  it  is  necessarj- 


from  the  object  the  san 
to  place  the  eye  very  ni 


:  divergence.     In  ihi 

ir  the  edge  of  the  prism,  so  that  the  aperture  of  the 
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pupil  is  divided  ii 
the  pencil. 

Amici's  camera  lucida,  represented  in  tig,  579,  is  preferable  ti 
Wollaslon,  inasmuch  as  it  allows  the  eye  to  change  its  position  ti 
stderable  extent  without  ceasing  to  see  the  image  and  the  pencil  at  the 
same  time.  It  consists  of  a  rectangular  glass  prism  ABC,  having  one  of  its 
perpendicular  faces  turned  towards  the  object  to  be  depicted,  while  the  other 
is  at  right  angles  to  an  inclined  plate  of  glass,  mtu  The  rays  LI,  proceeding 
from  the  object,  and  entering  the  prism,  are  totally  reflected  from  its  base  at 
D,  and  emerge  in  the  direction  KH.  They  are  then  partially  reflected  from 
the  glass  plate  mn  at  H,  and  form  a  vertical  image  of  the  object  L,  which 
is  seen  by  the  eye  in  the  direction  OL',  TTie  eye  at  the  same  time  sees 
through  the  glass  the  point  of  the  pencil  applied  to  the  paper,  and  thus  the 
outline  of  the  picture  may  be  traced  with  great  exactness. 

604.  MBfflo  iMitem.— This  is  an  apparatus  by  which  a  magnified  image 
of  small  objects  may  be  projected  on  a  white  screen  in  a  dark  room.  A  typical 
form  is  the  sciopHcon, 
fig.  581.  The  box  C, 
(he  side  of  which  is 
shown  removed,  is 
constructed  of  sheet 
iron  ;  e  is  the  flame 
of  a  lamp  V,  with 
two  long  flat  wicks,^ 
fed  ,  by  petroleum 
from  the  reservoir  B. 
The  box  is  air-tight, 
and  the  chimney  F 
producing  a  good 
draught,  the  air  is 
compelled  to  pass 
through  the  wicks,  by 
which  smoke  and  smell  ai 
is  produced. 

The  ends  of  the  box  a 
door,  and  on  its  inside  is 
lenses  ;  p  a  spring  clamp,  in  which  is 
placed  the  transparent  picture.  The 
sliding  piece  supports  the  lens  tube,  in 
which  are  two  achromalicllenses  a  and  *, 
the  fine  adjustment  of  which  is  effected 
by  the  screw  S, 

The  rays  from  the  flame  *,  reinforced 
by  the  reflection  from  G,  falling  upon  the 
lenses  e,  o,,  are  made  parallel,  or,  at  all 
events,  very  slightly  divergent  ;  these 
lenses  are  accordingly  called  the  con- 
dtjuing  lenses.  Passing  through  the  object  which  is  depicted  on  the  slide 
placed  in  p,  they  are  concentrated  to  an  image  which  is  received  on  a 
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e  avoided,  and  a  flame  of  high  illuminating  power 


e  closed  by  glass  pi: 


Kig.  5a.. 


592  On  Light  (604- 

screen.  The  image  is  inverted,  and  hence,  if  objecis  are  to  be  seen  in  their 
erect  position,  they  must  be  drawn  inverted.  But  ordinary  drawings  are 
easily  adjusted  by  fixing  an  equilateral  rectangular  prism,  P  (fig.  533),  in 
front  of  the  lens  tube,  so  that  the  hypotenuse  surface  is  horizontal  The 
parallel  rays  falling  on  the  prism  are  inverted  in  consequence  of  refraction 
at  the  sides  and  total  reflection  from  the  hypotenuse  surface,  so  that  an 
upright  position  is  obtained  instead  of  a  reverse  one.  The  dotted  lines 
abide  a.nA.fg:hik  give  the  path  of  two  rays. 

The  apparatus  can  be  used  for  projecting  on  a  screen  not  onty  flat 
images,  but  also  simple  physical  experiments,  such  as  the  expansion  of  a 
liquid  in  a  thermometer,  the  divergence  of  the  gold  leaves  of  an  electroscope, 
and  so  forth. 

Dissolving  -innvs  are  obtained  by  arranging  two  magic  lanterns,  which 
are  quite  alike,  with  different  pictures,  in  such  a  manner  that  both  pictures 
are  produced  on  exactly  the  same  part  of  a  screen.  The  object-glasses  of 
both  lanterns  are  closed  by  shades,  which  are  so  arranged  that  according  as 
one  is  raised  the  other  is  lowered,  and  vice  versd.  In  this  way  one  picture 
is  gradually  seen  to  change  into  the  other. 

The  magnifying  power  of  the  magic  lantern  is  obtained  by  dividing  the 
distance  of  the  lens  from  the  image  by  its  distance  from  the  object  If  the 
image  is  loo  or  l,ooo  times  farther  from  the  lens  tlian  the  object,  the  Image 
will  be  loo  or  t,ooo  times  as  targe.  Hence  a  lens  with  a  very  short  focus 
can  produce  a  very  large  image,  provided  the  screen  is  sufficiently  large. 

605.  •olMr  mlcraaoape. — The  solar  microscope  is  a  magic  lantern 
illuminated  by  the  sun's  rays  ;  it  serves  to  produce  highly  magnified  images 


of  very  small  objects.     It  is  worked  in  a  dark  room  :  fig.  583  represents  it 
fitted  in  the  shutter  of  a  room,  and  fig.  584  gives  the  internal  details. 

The  sun's  rays  fall  on  a  plane  mirror,  M,  placed  outside  the  room,  and 
are  reflected  towards  a  condensing  lens,  I,  and  thence  to  a  second  lens,  o 
ffig.  584),  by  which  they  are  concentrated  at  its  focus.  The  object  to  be 
magnified  is  at  this  point ;  it  is  placed  between  two  glass  plates,  which,  by 
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means  of  a  spring,  /;,  are  kept  in  a  firm  position  between  two  metal  plates, 
m.  The  object  thus  strongly  illuminated  is  very  near  the  focus  of  a  system 
of  three  condensing  lenses,  ;r,  which  forms  upon  a  screen  at  a  suitable  distance 
an  inverted  and  greatly  magnified  image,  ab.  The  distance  of  the  lenses  o 
and  X  from  the  object  is  regulated  by  means  of  screws,  C  and  D. 

As  the  direction  of  the  sun's  light  is  continually  varying,  the  position  of 
the  mirror  outside  the  shutter  must  also  be  changed,  so  that  the  reflection 
is  always  in  the  direction  of  the  axis  of  the  microscope.  The  most  exact 
apparatus  for  this  purpose  is  the  heliostat  (534) ;  but  as  this  instrument  is 
very  expensive,  the  object  is  usually  attained  by  inclining  the  mirror  to  a 
greater  or  less  extent  by  means  of  an  endless  screw  B,  and  at  the  same  time 
turning  the  mirror  itself  round  the  lens  /  by  a  knob  A,  which  moves  in  a 
fixed  slide. 

The  solar  microscope  labours  under  the  objection  of  concentrating  great 
heat  on  the  object,  which  soon  alters  it.     This  is  partially  obviated  by  inter- 


Fig.  584. 

posing  a  layer  of  a  saturated  solution  of  alum,  which,  being  a  powerfully 
athermanous  substance  (434),  cuts  off  a  considerable  portion  of  the  heat 

The  magnifying  power  of  the  solar  microscope  may  be  deduced  experi- 
mentally by  substituting  for  the  object  a  glass  plate  marked  with  lines  at  a 
distance  of  ^  or  yj^  of  a  millimetre.  Knowing  the  distance  of  these  lines  on 
the  image,  the  magnifying  power  may  be  calculated.  The  same  method  is 
used  with  the  electric  light.  According  to  the  magnifying  power  which  it  is 
desired  to  obtain,  the  objective  x  is  formed  of  one,  two,  or  three  lenses, 
which  are  all  achromatic. 

606.  Pboto-eleotrie  mlorosoope. — This  is  in  effect  a  solar  microscope 
which  is  illuminated  by  the  electric  light  instead  of  by  the  sun's  rays.  The 
electric  light,  by  its  intensity,  its  steadiness,  and  the  readiness  with  which 
it  can  be  produced  at  any  time  of  the  day,  has  completely  replaced  sun  light. 
The  microscope  alone  will  be  described  here  :  the  production  of  the  electric 
light  will  be  considered  under  the  head  of  Galvanism. 

Fig.  585  represents  the  arrangement  devised  by  Duboscq.  A  solar 
microscope,  ABD,  identical  with  that  already  described,  is  fixed  on  the 
outside  of  a  brass  box.  In  the  interior  are  two  charcoal  points  which  do 
not  quite  touch,  the  space  between  them  being  exactly  on  the  axis  of  the 
lenses.   The  electricity  of  one  end  of  a  powerful  battery  reaches  the  charcoal 

QQ 
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a  by  means  of  a  copper  wire  K  ;  while  the  electricity  from  the  opposite  end 
of  the  battery  reaches  £  by  a  second  copper  wire  H. 

During  the  passage  of  the  electricity  a  luminous  arc  is  formed  between 
the  two  ends  of  the  carbons,  which  gives  a  most  brilliant  light,  and  power- 
fully illuminates  the  microscope.  This  is  effected  by  placing  at  D  in  the 
inside  of  the  tube  a  condensing  lens,  whose  principal  focus  corresponds  to 
the  space  between  the  two  charcoals.  In  this  manner  the  luminous  rays 
which  enter  the  tubes  D  and  B  are  parallel  to  their  axis,  and  the  same 


Fig.  SB!- 

effects  are  produced  as  with  the  ordinary  solar  microscope  ;  a  magnified  image 
of  the  object  placed  between  two  plates  of  glass  is  produced  on  the  screen. 

In  continuing  the  experiment  the  two  carbons  become  consumed,  and  to 
an  unequal  extent,  a  more  quickly  than  c.  Hence,  their  distance  iacreasing, 
the  light  becomes  weaker,  and  is  ultimately  extinguished.  In  speaking 
afterwards  of  the  electric  light,  the  working  of  the  apparatus  P,  which  keeps 
these  charcoals  at  a  constant  distance,  and  thus  ensures  a  constant  light, 
will  be  explained. 

The  part  of  the  apparatus  MN  may  be  considered  as  a  universal  photo- 
gttiic  apparatus.  The  microscope  can  be  replaced  by  the  headpieces  of  the 
phantasmagoria,  the  polyorama,  the  megascope,  by  polarising  apparatus,  &c. 
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and  in  this  manner  is  admirably  adapted  for  exhibiting  optical  phenomena 
to  a  large  audiiory.  Instead  of  the  electric  light,  we  may  use  with  this 
apparatus  the  oxyhydrogen  or  Drumncond's  light,  which  is  obtamed  by  heat- 
ing a  cylinder  of  lime  in  the  flame  produced  by  the  combustion  of  a  mixture 
of  hydrogen  or  of  coal  gas  with  oxygen  gas. 

607-   UKt>t>>oD"  lenaea. — Lenses    of  large  dimensions  are  very  diffi- 
cult of  construction  ;  they  further  produce  a  considerable  spherical  aber- 
ration,   and    their 
thickness     causes  . 
the  loss  of  much 
light.     In  order  to 
avoid  these  incon- 
veniences, ichelon 
lenses  have  been 
constnicted.  They 
consist  of  a  plano- 
convex     lens,     C 
(figs.  586  and  587), 
surrounded    by   a 
series    of   annular 

segments,    A,    B, 

each  of  which  has 

a    plane   face    on 

the  same  side  as 

the   plane  face  of  ' 

the    central    lens, 

while  the  faces  on 

the  other  side  have 

that  the  foci  of  the 

different  segments  Fig.  587- 

coincide  in  the 
same  point.  These 
tings  form,  to- 
gether with  the 
central      lens,      a 

single  lens,  a  sec-  '*'      ' 

tion  of  which  is  represented  in  fig.  587.  The  drawing  was  made  from  a  lens 
of  about  2  feet  in  diameter,  the  segments  of  which  are  formed  of  a  single 
piece  of  glass ;  bui,  with  larger  lenses,  each  segment  is  likewise  formed  of 
several  pieces. 

Behind  the  lens  there  is  a  support  fixed  by  three  rods,  on  which  a  body 
can  be  placed  and  submitted  to  the  sun's  rays.  As  the  centre  of  the  support 
coincides  with  the  focus  of  the  lens,  the  substances  placed  there  are  melted 
and  volatilised  by  the  high  temperature  produced.  Gold,  platinum,  and 
quartz  are  melted.  The  experiment  proves  that  heat  is  refracted  in  the  same 
way  as  light ;  for  the  position  of  the  calorific  focus  is  identical  with  that  of 
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Formerly  parabolic  mirrors  were  used  in  sending  the  light  of  beacons 
and  lighthouses  to  great  distances,  but  they  have  been  supplanted  by  the  use 
of  lenses  of  the  above  construction.  Oil  is  used  in  a  lamp  of  peculiar 
construction,  which  gives  as  much  light  as  twenty  moderators,  but  of  late 
years  this  has  been  often  superseded  by  the  electric  light.  The  light 
is  placed  in  the  principal  focus  of  the  lens,  so  that  the  emergent  rays  form 
a  parallel  beam  (fig.  512),  which  loses  intensity  only  by  absorption  in  the 
atmosphere,  and  can  be  seen  at  a  distance  of  above  40  miles.  In  order  that 
all  points  of  the  horizon  may  be  successively  illuminated,  the  lens  is  con- 
tinually moved  round  the  lamp  by  a  clockwork  motion,  the  rate  of  which 
varies  with  different  lighthouses.  Hence,  in  different  parts  the  light  alter- 
nately appears  and  disappears  after  equal  intervals  of  time.  These  alterna- 
tions serve  to  distinguish  lighthouses  from  an  accidental  fire  or  a  star.  By 
means,  too,  of  the  number  of  times  the  light  disappears  in  a  given  time,  and 
by  the  colour  of  the  light,  sailors  are  enabled  to  distinguish  the  lighthouses 
from  one  another,  and  hence  to  know  their  position. 

PHOTOGRAPHY 

608.  Pbotoprapliy  is  the  art  of  producing  permanent  images  of  objects  by 
utilising  the  changes  which  certain  substances  undergo  in  the  presence  of  light. 
Although  the  darkening  effect  of  light  on  silver  chloride  was  known  to  the 
alchemists  of  the  sixteenth  century,  no  real  advance  can  be  said  to  have  been 
made  until  nearly  a  century  later,  when  Scheele,  the  Swedish  chemist,  inves- 
tigated the  effect  of  sunlight  on  silver  chloride  (1770). 

Thirty- two  years  later  Thomas  Wedgwood  and  Humphry  Davy  read  a 
paper  before  the  Royal  Institution,  entitled  *A  Method  of  copying  Paintings 
on  Glass,  and  of  making  Profiles  by  the  agency  of  Light  upon  Nitrate  of  Silver.' 

In  1810  Dr.  Seebeck  observed,  when  projecting  the  solar  spectrum  on 
to  paper  moistened  with  a  solution  of  chloride  of  silver,  that  the  silver  was 
not  merely  blackened,  but  an  approximation  to  the  natural  colours  w^as  pro- 
duced in  their  relative  position  in  the  spectrum. 

In  1814  Ni^pce  patented  a  process  of  hdliographie  by  coating  a  metal 
plate  with  a  solution  of  bitumen  dissolved  in  oil  of  lavender,  and  exposing  in 
the  camera.  After  an  exposure  of  several  hours,  the  plate  was  developed  by  a 
mixture  of  oil  of  lavender  in  white  petroleum,  which  dissolved  the  unaffected 
parts  of  the  film  away.  This  was  the  first  process  by  which  photographic 
images  could  be  preserved.  This  process  was  tedious  and  inefficient,  and 
quite  useless  for  portraying  living  objects,  and  it  was  not  until  1 839  that  a 
really  practical  method  was  discovered.  In  that  year,  Daguerre  in  Paris 
and  Fox  Talbot  in  England  published  their  respective  processes,  and  l^id 
the  foundation  of  modem  photography. 

In  Dagnerre's  process,  the  Daguerroiype^  the  picture  is  produced  on  a 
piece  of  highly  burnished  electro-plated  copper.  This  is  rendered  sensitive 
by  exposing  it  to  the  action  of  iodine  vapour,  which  forms  a  thin  layer  of 
iodide  of  silver  on  the  surface,  and  further  sensitised  by  treatment  with 
bromine  and  calcium  hydrate,  by  which  a  bromiodide  of  silver  is  formed. 
The  plate  is  then  exposed  in  a  camera,  such  as  is  depicted  in  fig^.  588  and 
589.     The  brass  tube  A  contains  an  achromatic  condensing  lens,  which  can 
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be  moved  by  means  of  a  rackwork  moiion,  by  the  milled  head   D.    At 

the  opposite  end  of  the  box  is  a  ground  plate,  E,  which  sHdes  in  a  grove, 

B,  in  which  the  case  containing  the  plate  also  fits.     The  camera  being 

placed    in    position   before 

the  object,  the  sliding  part 

of  the  box  is  adjusted  until 

the  image   is  produced  on 

the  glass  with  the  utmost 

sharpness  ;  this  is  the  case 

when    the    glass    slide    is 

exactly  in  focus.    The  lina] 

adjustment    is    made    by 

means  of  the  milled  head 

D. 

The  glass  slide  is  then 
replaced  by  the  case  con- 
taining the  sensitive  plate  : 
the  slide  which  protects  it 

is    raised,  and    the    plate  ^'  " 

exposed  for  a  given  time,  which  varies  with  the  amount  and  nature  of  light 
reflected  from  theobject,  the  size  of  Che  aperture  of  the  lens,  and  other 
causes.  The  plate  is  now  developed  by  submitting  its  surface  to  the  action 
of  mercury  \'apour.  If  correctly  exposed,  a  brilliant  image  will  appear. 
This  development  is  due  to  the  fact  that  mercury  vapour  will  attack  all 
the  bromiodide  of  silver,  which  has  been  reduced  by  the  light  to  a  sub- 
bromiodide,  while  the  unreduced  bromiodide  is  unaffected  by  the  mercury. 
In  order  to  'fix'  the  plate,  this  latter  salt  must  be  dissolved  off,  or  it  would 


darken  when  exposed  to  light.  The  plate  is  therefore  placed  in  a  solution 
of  hyposulphite  of  soda,  which  dissolves  out  all  the  bromiodide  of  silver, 
leaving  the  image  as  a  white  amalgamated  deposit  of  mercury  and  silver. 
The  picture,  after  washing  and  drying,  is  varnished. 

Contemporaneously  with  Daguerre,  Fox  Talbot  introduced  his  calotype 
process,  a  method  possessing  many  advantages  over  that  of  Daguerre,  and 
which  is  employed  occasionally  even  at  the  present  day.  In  the  latter 
process  the  images  are  produced  directly  on  metal  plates,  the  lights  and 
shades  being  in  their  natural  position  (positive  pictures)  ;  but  in  Talbot's 
process  the  images  are  produced  on  paper,  and  the  lights  and  shadows  re- 
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versed — ue,  the  shadows  appear  transparent,  and  the  lights  dark  (negative 
pictures).  In  order  to  obtain  positive  copies,  Talbot  made  his  paper  negatives 
transparent  oy  melting  a  thin  layer  of  wax  over  them  with  a  hot  iron  ;  they 
could  then  bemused  for  printing  like  glass  negatives  are  now. 

609.  Collodion  pictures. — In  the  year  1850  Scott  Archer  and  Fry  made 
use  of  collodion  as  a  vehicle  for  the  sensitive  salt.  This  beautiful  process, 
although  a  slow  and  cumbersome  one,  was  a  great  advance  over  the  previous 
methods,  and  is  unsurpassed  at  the  present  day  by  any  process  for  delicacy 
and  brilliancy  of  image. 

A  glass  plate  made  chemically  clean,  and  polished  with  a  soft  rag,  is  held 
by  one  of  its  corners  while  a  stream  of  collodion  holding  iodide  and  bromide 
of  potassium  in  solution  is  poured  over  the  plate  and  the  excess  allowed  to 
drain  off.  The  plate  is  then  immersed  in  a  bath  containing  30  grains  ot 
nitrate  of  silver  to  the  ounce  of  water.  This  operation  must  be  performed 
in  a  yellow  or  orange  light.  The  plate  is  then  removed,  drained,  and  placed 
in  a  dark  slide  in  the  camera.  After  exposure,  no  change  on  the  plate  what> 
ever  is  visible,  but  on  pouring  over  it  a  solution  of  pyrogallic  acid,  or  ferrous 
sulphate  to  which  some  acetic  acid  has  been  added  as  a  restrainer,  the  image 
slowly  appears.  When  all  the  details  are  visible,  the  plate  is  fixed  by  immer- 
sion in  a  bath  of  hyposulphite  of  soda  or  cyanide  of  potassium. 

In  1864  Bolton  and  Sayce  made  a  further  advance.  Instead  of  coating 
the  plate  with  iodised  collodion  and  then  immersing  in  the  silver  bath,  they 
discovered  that  this  latter  operation,  which  was  open  to  many  objections 
could  be  entirely  done  away  with  by  previously  impregnating  the  collodion 
with  the  silver  salts,  and  then  letting  it  flow  over  the  plate.  By  increasing 
the  amount  of  silver  nitrate  and  bromide,  and  diminishing  the  iodide,  the 
rapidity  was  materially  increased, 

610.  Voffatives  on  irelatine  emnlBions.  Bry  plates.  Ortliooliro* 
matio  plates.  Films. — In  1871  Dr.  Maddox  demonstrated  that  the  sensi- 
tiveness of  the  salts  of  silver  is  enormously  increased  by  employing  gelatine 
instead  of  collodion  as  the  basis  of  an  emulsion,  and  also  that  such  gelatine 
emulsions  could  be  dried  and  kept  for  almost  an  indefinite  time  without 
losing  their  value.  Bennet  showed,  in  1878,  that  the  sensitiveness  of  these 
emulsions  could  be  still  further  increased  by  heating  the  emulsion  to  32°  C. 
for  several  days. 

Glass  plates  coated  with  gelatine  emulsion  containing  bromide  or  other 
haloid  salts  of  silver  are  now  made  commercially  in  vast  quantities,  and  sold 
under  the  name  of  dry  plates.  These  plates,  if  kept  away  from  injurious  fumes 
and  all  traces  of  light  and  moisture,  will  keep  good  for  months,  or  even  years, 
and  are  ready  for  use  at  any  moment.  These  advantages,  together  with 
their  rapidity,  have  in  a  great  measure  led  to  their  universal  adoption,  to  the 
exclusion  of  the  collodion  or  *  wet '  plates. 

In  1878  Abney  showed  that  gelatine  bromide  plates  could  be  made  sensi- 
tive to  the  red  and  infra-red  rays  of  the  spectrum. 

In  1 88 1  Dr.  Eder  found  that  a  bromiodide  emulsion  could  be  made  sensi- 
tive to  a  much  greater  range  of  the  spectrum  by  adding  a  minute  proportion 
of  eosin,  or  other  red  aniline  dye.  These  orthochromaiic  plates,  as  they  are 
called,  are  not  merely  sensitive  to  the  violet  and  blue  rays,  but  are  highly 
sensitive  to  rays  about  the  D  line  of  the  spectrum,  and  thus  yellow  objects. 
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instead  of  appearing  black,  or  blue  objects  appearing  white,  as  in  photo- 
g^phic  prints  from  ordinary  plates,  appear  in  their  true  visible  relation  of 
brightness  to  one  another. 

In  1889  Eastman  introduced  transparent  celluloid  as  a  support  for  the 
gelatine  film  in  the  place  of  glass.  This  has  been  made  sufficiently  thin  to 
allow  of  strips  many  yards  in  length  being  rolled  on  a  reel.  By  means  of  a 
box  of  peculiar  construction,  termed  a  rollholder^  successive  portions  of  the 
film  can  be  unwound  and  exposed  in  the  camera  like  an  ordinary  glass  plate. 

Lastly,  in  1890,  Lippmann  of  Paris  obtained  permanent  images  of  the 
colours  of  the  spectrum  on  gelatinochloride  plates. 

611.  Pbotoffrapbic  printing:. — When  once  a  negative  is  obtained  by 
any  of  these  processes  it  may  be  used  for  printing  an  indefinite  number  of 
positive  pictures.  For  this  purpose  paper  is  coated  with  a  layer  of  egg- 
albumen  containing  a  certain  proportion  of  chloride  of  ammonium,  and  is 
then  left  to  dry.  The  paper  is  then  made  sensitive  by  floating  it  on  a  bath  of 
solution  of  nitrate  of  silver.  Chloride  of  silver  is  formed  by  the  double 
decomposition  of  the  two  salts,  and  this  again  acting  on  the  albumen  forms 
an  obscure  compound  containing  chloride  and  albuminate  of  silver.  The 
negative  is  placed  on  a  sheet  of  paper  in  the  copying  frame,  and  exposed  to 
the  action  of  light  for  a  certain  time.  The  chloride  of  silver  becomes  acted 
upon — the  light  parts  of  the  negative  being  most  affected,  and  the  dark  parts 
least  so.  A  copy  is  thus  obtained,  on  which  the  lights  of  the  negative  are 
replaced  by  shades,  and  inversely.  The  picture  is  then  immersed  in  a  bath 
of  chloride  of  gold,  which  gives  it  its  tone,  and  preserves  it  from  fading.  In 
order  to  fix  the  picture  it  is  now  immersed  in  a  solution  of  hyposulphite  of 
sodium,  which  dissolves  the  unaltered  chloride  of  silver.  The  print  must 
now  be  washed  in  a  stream  of  water  for  several  hours  in  order  to  get  rid  of 
all  traces  of  the  hyposulphite,  which  if  left  in  would  ruin  the  picture. 

Of  late  years  permanent  and  very  beautiful  prints  have  been  obtained 
by  utilising  the  chemical  change  produced  by  light  on  a  mixture  of  bichro- 
mate of  potass  and  gelatine.  On  this  reaction  are  based  the  various  carbon 
processes,  and  those  for  mechanical  printing.  Very  beautiful  prints,  with 
an  effect  resembling  that  of  steel  engravings,  are  produced  by  what  is  known 
as  the  platinum  process.  This  consists  in  exposing  paper  charged  with 
ferric  oxalate  to  the  light,  and  then  developing  the  prints  thus  produced  by  a 
platinum  salt ;  the  ferric  salt  by  exposure  to  light  is  reduced  to  ferric  oxalate, 
which  in  turn  reduces  the  platinum  salt  to  black  metallic  platinum.  Prints 
similar  in  appearance  but  more  varied  in  tone  can  also  be  obtained  on  paper 
specially  coated  with  a  solution  of  silver  bromide,  which  are  developed  in  the 
same  way  as  an  ordinary  dry-plate.  In  this  case  the  paper  may  be  either 
exposed  in  a  dark  slide  in  the  camera,  and  the  negative  placed  in  a  good 
light  and  copied  by  the  lens,  or  the  paper  may  be  placed  in  direct  contact 
with  the  negative,  and  exposed  for  a  few  seconds  to  artificial  light  while  in 
the  printing  frame ;  the  result  after  development  being  in  either  case  the 
same.  This  is  known  as  the  *  bromide '  process,  and  is  much  in  favour  for 
printing  enlargements  of  negatives.  The  great  advantage  of  these  last- 
mentioned  processes  over  the  ordinary  silver  prints  lies  in  the  fact  that  they 
do  not  fade  with  time. 
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CHAPTER  VI 


THE   i:VE   CONSIDERED   AS   AN   OPTICAL   INSTRUMENT 


6 1 2.  stmctnre  of  tbe  buman  eye. — The  eye  is  placed  in  a  bony  cavity 
called  the  orbit ;  it  is  maintained  in  its  position  by  the  muscles  which  sen'e 
to  move  it,  by  the  optic  nerve,  the  conjunctiva,  and  the  eyelids. 

Fig.  590  represents  a  transverse  section  of  the  eye  from  back  to  front. 
The  general  shape  is  that  of  a  sphere,  or,  more  strictly  speaking,  it  consists 
of  the  segments  of  two  spheres  of  unequal  size,  of  which  the  anterior  is  much 
the  smaller  and  constitutes  the  cornea,  while  the  posterior,  forming  the  chief 

envelope  of  the  eyeball,  receives  the  name 
of  the  sclerotic.  The  eye  is  composed  of 
the  following  parts  :  the  cornea,  the  scle- 
rotic, the  iris,  the  Pupil,  the  aqueous 
humour,  the  crystalline,  the  vitreous  body, 
the  hyaloid  membrane,  the  choroid^  the 
retina^  and  the  optic  neri'e. 

Cornea. — The  cornea,  D,  is  a  trans- 
parent circular  tunic  forming  the  anterior 
segment  of  the  eye.  It  is  nothing  more 
than  a  continuation  of  the  sclerotic  for- 
wards, and  is  formed  by  the  fibres  of  the 
latter  becoming  more  systematically  ar- 
ranged and  rendered  quite  transparent 
Its  front  surface  is  lined  throughout  by  the 
conjunctiva.  This  is  a  soft  membrane 
which  not  only  covers  the  cornea,  but,  passing  in  a  loose  fold  to  the  circum- 
ference of  the  orbit,  is  reflected  over  the  under  surface  of  the  lids,  thus  com- 
pletely closing-in  the  cavity  of  the  eyeball,  and  yet  being  so  loose  that  the 
eye  can  roll  freely  in  its  socket.  The  two  surfaces  of  the  cornea  are  so 
nearly  parallel  that  optically  they  may  be  considered  as  a  single  surface. 

Sclerotic. — This  (fig.  590,  E)  is  a  strong  tough  tunic  enveloping  the  whole 
of  the  eye  behind  the  cornea.  At  its  back  part  it  is  reflected  over  the  optic 
nerve,  forming  a  sheath  for  it  as  far  as  the  apex  of  the  orbit.  The  chief  func- 
tions of  the  sclerotic  are  to  maintain  the  shape  of  the  organ,  and  to  protect 
it  from  injur)'  and  pressure. 

Iris. — The  iris,  bb,  is  an  annular,  opaque  diaphragm,  placed  between  the 
cornea  and  the  crystalline  lens.  It  constitutes  the  coloured  part  of  the  eye, 
and  is  perforated  by  an  aperture  called  the  pupil,  which  in  man  is  circular. 
In  some  animals,  especially  those  belonging  to  the  genus  Felis,  it  is  narrow 
and  elongated  in  a  vertical  direction  ;  in  the  ruminants  it  is  elongated  in  a 
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transverse  direction.  It  contains  a  large  number  of  muscular  fibres,  which 
are  disposed  partly  as  a  narrow  ring  close  to  the  pupil,  called  the  sphincter 
iridis,  and  partly  in  the  form  of  fibres  radiating  from  the  circumference  to 
the  sphincter,  called  the  dilator  iridis.  Thus,  as  the  one  or  the  other  set 
of  fibres  are  stimulated,  the  pupil  is  able  to  contract  or  dilate.  The  diameter 
of  the  pupil  is  constantly  varying,  the  variation  ranging  from  ^to^oi  an 
inch,  but  these  limits  may  be  exceeded.  In  total  darkness  the  pupil  is  en-^ 
larged  to  its  utmost  limits,  but  it  contracts  instantly  in  a  bright  light.  The 
movements  of  the  iris  are  involuntary. 

It  appears  from  this  description  that  the  iris  is  a  screen  with  a  variable 
aperture,  whose  function  is  to  regulate  the  quantity  of  light  which  penetrates 
into  the  eye  ;  for  the  size  of  the  pupil  diminishes  as  the  intensity  of  light 
increases.  The  iris  serves  also  to  correct  the  spherical  aberration,  as  it 
prevents  the  marginal  rays  from  passing  through  the  edges  of  the  crystalline 
lens.  It  thus  plays  the  same  part  with  reference  to  the  eye  that  a  stop  does 
in  optical  instruments  (558). 

Aqueous  humour. — Between  the  posterior  part  of  the  cornea  and  the 
front  of  the  cr)^stalline  there  is  a  transparent  liquid  called  the  aqueous 
humour.  The  space,  B,  occupied  by  this  humour  is  called  the  anterior  in 
contradistinction  to  the  posterior  chamber^  a  space  which  the  older  anatomists 
imagined  to  exist  between  the  iris  and  the  capsule  of  the  lens.  But  inasmuch 
as  later  observations  have  shown  that  the  iris  lies  in  contact  with  the  lens  in 
its  capsule  throughout  the  greater  part  of  its  length,  this  space  has  no  practical 
existence. 

Crystalline  lens. — This  (fig.  590,  A)  is  a  double  convex  transparent  body 
placed  immediately  behind  the  iris,  which  it  supports,  though  not  attached 
to  it  The  lens  is  enclosed  in  a  transparent  membrane,  called  its  capsule. 
The  structure  of  the  lens  can  be  best  seen  by  boiling  it  in  water,  which  con- 
verts it  into  a  hard  opaque  mass.  A  succession  of  concentric  laminae,  like 
the  coats  of  an  onion,  may  be  stripped  off,  leaving  a  hard  central  spherical 
nucleus  of  the  same  material.  These  laminae  increase  in  density  and 
refracting  power  from  the  circumference  to  the  centre.  They  consist  entirely 
of  long  ribbon-shaped  fibres,  which  overlap  one  another  concentrically,  and 
are  united  together  by  a  kind  of  cement.  Optically,  the  lens  may  be  con- 
sidered as  a  system  made  up  of  a  biconvex  lens  of  high  refracting  power 
and  short  focal  length,  enclosed  by  two  meniscus  lenses  of  lower  refracting 
power.  Opticians  have  constructed  achromatic  lenses  on  the  same  lines  for 
photographic  purposes  by  cementing  two  meniscus  crown  lenses  to  an  inter- 
mediate biconvex  flint  lens. 

To  the  anterior  surface  of  the  capsule,  near  its  margin,  is  fixed  a  firm 
transparent  membrane,  and  known  as  the  suspensory  ligament  or  zonule  of 
Zinn^  ee,  which  is  attached  behind  to  the  front  of  the  hyaloid  membrane, 
and  indirectly  to  the  ciliary  muscle,  m.  This  ligament  exerts  traction,  all 
round,  on  the  front  surface  of  the  lens,  and  renders  it  less  convex  than  it 
would  otherwise  be,  and  its  relaxation  plays  an  important  part  in  the  adapta- 
tion of  the  eye  for  sight  at  different  distances. 

Vitreous  body.  Hyaloid  membrane. — The  vitreous  body,  or  vitreous 
humour,  is  a  transparent  gelatinous  mass  resembling  the  white  of  an  ^^g^ 
which  occupies  all  the  part  of  the  ball  of  the  eye,  C,  behind  the  lens.     The 
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vitreous  humour  is  surrounded  by  the  hyaloid  membrane^  kky  which  lines  the 
posterior  face  of  the  crystalline  capsule,  and  also  the  inner  face  of  another 
membrane  called  the  retina. 

Retina,  Optic  nerve. — The  retina,  /',  is  the  name  given  to  a  layer  of 
specially  modified  cells  which  receives  the  impression  of  light  It  is  really 
nothing  more  than  the  terminal  fibres  of  the  optic  nerve,  altered  in  such  a 
way  as  to  be  sensitive  to  the  waves  of  light.  Each  optic  nerve  which 
conveys  to  the  mind  the  impression  produced  by  light  arises  from  three 
centres  in  the  brain,  and  the  fibres,  becoming  collected  into  a  thick  cord, 
pass  forward  along  the  base  of  the  brain.  Here  each  cord  after  forming  a 
junction  with  its  fellow  of  the  opposite  side  again  separates,  and,  passing 
through  a  hole  at  the  back  of  each  socket,  reaches  and  enters  the  eyeball,  in- 
side which  it  expands  into  a  cup-shaped  network  of  nerves  called  the  retina. 
The  nerve  fibres  themselves  are  not  sensitive  to  light,  but  are  only  stimu- 
lated by  it  indirectly  through  the  intervention  of  certain  specially  adapted 
cells.  The  fibres  of  the  optic  nerve,  when  they  spread  out  to  form  the  inner 
layer  of  the  retina,  after  running  a  shorter  or  longer  distance  turn  abruptly 
outward,  and  each  fibre  becomes  connected  with  a  larger  ganglion  cell, 
which  again  is  connected  by  other  processes  with  smaller  cells';  and  each 
group  of  these  finally  ends  in  either  a  peculiarly  shaped  cylinder  called  a 
rod,  or  a  thicker  fiask-shaped  structure  called  a  cone.  All  are  ranged  per- 
pendicular to  the  surface  of  the  retina,  closely  packed  together,  so  as  to 
form  a  regular  mosaic  layer  when  viewed  from  the  outside.  In  the  retina  is 
a  remarkable  spot,  p,  which  is  situated  in  the  axis  of  vision  a  little  to  the 
outside  of  the  place  where  the  optic  nerve  enters  the  eyeball.  From  its 
colour  it  is  called  the  macula  lutea  ox  yellow  spot.  The  retina  is  here  some- 
what thick,  but  in  the  middle  of  the  yellow  spot  is  found  a  depression,  the 
fovea  centralis,  where  the  retina  is  reduced  to  those  elements  alone  which 
are  absolutely  necessary  for  exact  vision.  This  fovea,  or  pit  of  the  retina,  is 
of  great  importance  for  vision,  since  it  is  the  spot  where  the  most  exact 
discrimination  of  distance  is  made.  Only  those  parts  of  the  retinal  image 
which  fall  on  the  yellow  spot  are  sharp,  all  the  rest  are  more  inaccurate  the 
nearer  they  fall  to  the  limits  of  the  retina.  The  field  of  view  of  the  eye  is 
like  a  drawing,  the  centre  of  which  is  done  with  great  accuracy  and  delicacy, 
while  the  surrounding  part  is  only  roughly  sketched.  Where  the  optic  nerve 
enters  there  are  no  rods  or  cones  ;  this  part  of  the  retina,  therefore,  is  in- 
sensitive to  light,  and  is  called  the  punctum  ccecum  or  blind  spot.  When 
examined  in  the  living  subject  by  means  of  the  ophthalmoscope  it  appears 
as  a  slightly  oval  pinkish  disc  crossed  by  numerous  blood-vessels. 

The  only  property  of  the  retina  and  optic  nerve  is  that  of  receiving  and 
transmitting  to  the  brain  the  impression  of  objects.  These  organs  have 
been  cut  and  pricked  without  causing  any  pain  to  the  animals  submitted  to 
these  experiments  ;  but  there  is  reason  to  believe  that  irritation  of  the  optic 
nerve  causes  the  sensation  of  a  flash  of  light. 

Choroid — The  choroid,  g,  shown  by  a  thick  black  line  in  the  figure,  is  a 
membrane  between  the  retina  and  the  sclerotic.  It  is  highly  vascular,  and 
supplies  the  nourishment  necessary  for  the  chemical  and  physiological  pro- 
cesses concerned  in  vision.  On  its  inner  surface,  and  in  close  contact  with 
the  ends  of  the  rods  and  cones,  is  a  layer  of  densely  black  pigment  cells. 
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which  secrete  a  peculiar  yellowish  purple  pigment  called  the  visual  purple, 
and  which  is  rapidly  bleached  by  light.  It  is  evidently  connected  with  the 
act  of  vision,  but  its  precise  use  is  uncertain. 

The  choroid  forms  a  series  of  convoluted  folds  in  front,  called  ciliary 
processes,  which  penetrate  between  the  iris  and  the  lens  capsule,  forming 
round  the  latter  a  disc  resembling  a  radiated  flower.  The  ciliary  processes 
secrete  the  colourless  fluid  necessary  for  the  nourishment  of  the  transparent 
parts  of  the  eye,  which,  being  transparent  for  visual  purposes,  cannot  be 
nourished  by  means  of  blood-vessels. 

613.  Refractive  Indices  of  Uie  tr&MpKreiit  media  of  tbe  eye. — -The 
refractive  indices  from  air  into  the  transparent  parts  of  the  eye  were  deter- 
mined by  Brewster,  and  have  since  been  carefully  examined  by  Von  Helm- 
holtz.  Their  results  are  contained  in  the  following  table,  compared  with 
water  as  a  standard  •.~-~ 

Water 

Aqueous  humour 
Vitreous  humour 

External  coaling  of  the  lens 
Centre  of  the  lens 
Mean  refraction  of  the  lens 
From  this  it  will  be  noticed  that,  according  ti 
index  of  all  the  media  excepting  the  lens  is  the  same. 

614.  OntTfttares  and  dimensions  of  various  parts  of  tbo  btunfta 
eye According  to  the  latest  tables  of  Von  Helmholtz  {1888),  these  are  :— 

Radius  of  curvature  of  the  cornea 7-83 

„  „  anterior  surface  of  the  crystalline  .     lo-oo 

„  „  posterior  surface       „  „  .         .       6-oo 

Distance  from  apex  of  the  cornea  to  Ihe  anterior  surface  of  the  lens  .  360 
„  „  „  posterior      n        "  n  7'2o 

Thickness  of  the  crystalline  lens 3-60 

615.  Vatb  of  rays  In  tlio  eye. — From  what  has  been  said  as  to  the 
Structure  of  the  eye,  it  may  be  compared  to  a  camera  obscura  (603),  of  which 
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he  pupil  is  the  aperture,  the  crystalline  is  the  condensing  lens,  and  the 
etina  is  the  screen  on  which  the  image  is  formed.  Hence,  the  effect  is  the 
ame  as  when  the  image  of  an  object  placed  in  front  of  a  double  convex  lens 
s  formed  at  its  conjugate  focus.    Let  AB  (fig.  591)  be  an  object  placed 
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before  the  eye,  and  let  us  consider  the  rays  emitted  from  any  point  of  the 
object  A.  Of  all  these  rays,  those  which  are  directed  towards  the  pupil  are 
the  only  ones  which  penetrate  the  eye,  and  are  operative  in  producing  vision. 
These  rays,  on  passing  into  the  aqueous  humour,  experience  a  first  refraction 
which  brings  them  near  the  secondary  axis  Aa  drawn  through  the  optic 
centre  of  the  crystalline ;  they  then  traverse  the  crystalline,  which  again 
refracts  them  hkc  a  double  convex  lens,  and,  having  experienced  a  final 
refraction  by  the  vitreous  humour,  they  meet  in  a  point  a,  and  form  the 
image  of  the  point  A.  The  rays  issuing  from  the  point  B  form  in  like 
manner  an  image  of  it  at  the  point  b,  so  that  a  very  small,  real,  and  inverted 
image  is  formed  exactly  on  the  retina,  provided  the  eye  is  in  its  normal 
condition. 

6 1 6.  Inversion  of  Imates. — In  order  to  show  that  the  images  formed 
on  the  retina  are  really  inverted,  the  eye  of  an  albino  or  any  animal  with 
pink  eyes  may  be  taken  ;  this  has  the  advantage  that,  as  the  choroid  is 
destitute  of  pigment,  light  can  traverse  it  without  loss.  This  is  then  deprived 
at  its  posterior  part  of  the  cellular  tissue  surrounding  it,  and  fixed  in  a  hole 
in  the  shutter  of  a  dark  room  ;  by  means  of  a  lens  it  may  be  seen  that  the 
inverted  images  of  external  objects  are  depicted  on  the  retina. 

The  inversion  of  images  in  the  eye  has  greatly  occupied  both  physicists 
and  physiologists,  and  many  theories  have  been  proposed  to  explain  how  it 
is  that  we  do  not  see  inverted  images  of  objects.  The  chief  difficulty  seems 
to  have  arisen  from  the  conception  of  the  mind  or  brain  as  something 
behind  the  eye,  looking  into  it,  and  seeing  the  image  upon  the  retina  ; 
whereas  really  this  image  simply  causes  a  stimulation  of  the  optic  ner\e, 
which  produces  some  molecular  change  in  some  part  of  the  brain  ;  and  it  is 
only  of  this  change,  and  not  of  the  image  as  such,  that  we  have  any  conscious- 
ness. The  mind  has  thus  no  direct  cognisance  of  the  image  upon  the  retina, 
nor  of  the  relative  positions  of  its  parts,  and,  sight  being  supplemented  by 
touch  in  innumerable  cases,  it  learns  from  the  first  to  associate  the  sensations 
brought  about  by  the  stimulation  of  the  retina  (although  due  to  an  inverted 
image)  with  the  ctoiTect  position  of  the  object  as  taught  by  touch. 

617.  Optic  axis,  optio  antle,  visual  aofle. — 'l\iit  principal  optiq  axis 
of  an  eye  is  the  axis  of  its  figure ;  that  is  to  say,  the  straight  line  in  reference 
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to  which  it  is  symmetrical.  In  a  well-shaped  eye  it  is  the  straight  line  passing 
through  the  centre  of  the  pupil  and  of  the  cr>'stalline.  The  lines  A<z,  B^ 
(fig.  592)  are  secondary  axes.  The  eye  sees  objects  most  distinctly  in  the 
direction  of  the  principal  optic  axis,  since  rays  of  light  following  this  direc- 
tion impinge  upon  the  yellow  spot  where  vision  is  most  acute. 
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The  optic  angle  is  the  angle  BAC  (fig.  592),  formed  between  the  principal 
optic  axis  of  the  two  eyes  when  they  are  directed  towards  the  same  point. 
This  angle  is  smaller  in  proportion  as  the  objects  are  more  distant. 

The  visual  angle  is  the  angle  AOB  (fig.  593),  under  which  an  object  is  seen  ; 
that  is  to  say,  the  angle  formed  by  the  secondary  axes  drawn  from  the  optic 
centre  of  the  crystalline  to  the  opposite  extremities  of  the  object.     For  the 
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same  distance,  this  angle  increases  with  the  magnitude  of  the  object,  and  for 
the  same  object  it  decreases  as  the  distance  increases,  as  is  the  case  when 
the  object  passes  from  AB  to  A'B'.  It  follows,  therefore,  that  objects  appear 
smaller  in  proportion  as  they  are  more  distant  ;  for  as  the  secondary  axes, 
AO,  BO,  cross  in  the  centre  of  the  crystalline,  the  size  of  the  image  projected 
on  the  retina  depends  on  the  size  of  the  visual  angle  AOB. 

618.  Bsttmation  of  tbe  distance  and  slse  of  objects. — The  estimation 
of  distance  and  of  size  depends  on  numerous  circumstances  ;  these  are — the 
visual  angle,  the  optic  angle,  the  comparison  with  objects  whose  size  is 
familiar  to  us  ;  to  these  must  be  added  the  effect  of  what  is  called  aerial 
perspective ;  that  is,  a  more  or  less  vaporous  medium  which  enshrouds  the 
distant  objects,  and  thereby  diminishes  not  only  the  sharpness  of  the  out- 
lines, but  also  softens  the  contrast  between  light  and  shade,  which  close  at 
hand  are  marked. 

When  the  size  of  an  object  is  known,  as  the  figure  of  a  man,  the  height 
of  a  tree  or  of  a  house,  the  distance  is  estimated  by  the  magnitude  of  the 
visual  angle  under  which  it  is  seen.  If  its  size  is  unknown,  it  is  judged 
relatively  to  that  of  objects  which  surround  it. 

A  colonnade,  an  avenue  of  trees,  the  gas-lights  on  the  side  of  a  road, 
appear  to  diminish  in  size  in  proportion  as  their  distance  increases,  because 
the  visual  angle  decreases  ;  but  the  habit  of  seeing  the  columns,  trees,  &c., 
in  their  proper  height,  leads  our  judgment  to  rectify  the  impression  produced 
by  vision.  Similarly,  although  distant  mountains  are  seen  under  a  very 
small  angle,  and  occupy  but  a  small  space  in  the  field  of  view,  our  familiarity 
with  the  effects  of  aerial  perspective  enables  us  to  form  a  correct  idea  of 
their  real  magnitude. 

As  regards  the  estimation  of  near  objects,  the  muscular  sense  of  accom- 
modation (620)  and  convergence  (621)  play  a  very  important  part.  Thus  it 
is  well  known  that  people  who  lose  the  sight  of  one  eye  experience  great 
difficulty  in  estimating  the  distance  of  objects  near  at  hand.  This  anyone 
can  prove  for  himself  by  covering  up  one  of  his  eyes,  and  then  attempting  to 
thread  a  needle.  The  explanation  of  this  difficulty  is  very  simple.  When 
one  eye  is  destroyed  or  covered  up,  then  owing  to  the  absence  of  binocular 
vision  there  is  no  optic  angle,  and,  therefore,  convergence  ceases  to  be  called 
into  play.     Now  the  two  chief  guides  for  estimating  the  distance  of  near 
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objects  are  the  stereoscopic  relief  of  objects  due  to  binocular  vision,  and 
the  muscular  sense  of  convergence.  When  only  one  eye  is  used  both  these 
factors  are  wanting.  Nevertheless,  it  is  only  by  long  custom  that  we  can 
establish  a  relation  between  our  distance  from  the  objects  and  the  corre- 
sponding motion  of  the  eyes.  It  is  a  curious  fact  that  persons  bom  blind, 
and  whose  sight  has  been  restored  by  the  operation  for  cataract,  imagine 
at  first  that  all  objects  are  at  the  same  distance  away. 

Vertical  distances  are  estimated  too  low  compared  with  horizontal  ones  ; 
on  high  mountains  and  over  large  surfaces  of  water,  distances  are  estimated 
too  low  owing  to  the  want  of  intervening  objects.  Practice  and  experience 
have  great  influence  on  our  correct  estimation  of  magnitude  and  distance. 
As  we  ascend  mountains  much  less  frequently  than  we  walk  on  the  level,  we 
err  more  easily  in  estimating  a  height  than  in  judging  a  horizontal  distance. 
A  room  filled  with  furniture  appears  larger  than  an  empty  room  of  the  same 
size. 

We  cannot  recognise  the  tnie  form  of  an  object  if,  with  moderate  illu- 
mination, the  visual  angle  is  less  than  half  a  minute.  A  white  square,  a 
metre  in  the  side,  appears  at  a  distance  of  about  5  miles  under  this  angle  as  a 
bright  spot  which  can  scarcely  be  distinguished  from  a  circle  of  the  same 
size. 

A  ver\'  bright  object,  however,  such  as  an  incandescent  platinum  wire, 
is  seen  in  a  dark  ground  under  an  angle  of  2  seconds.  So,  too,  a  small  dark 
object  is  seen  against  a  bright  ground  ;  thus  a  hair  held  against  the  sky  can 
be  seen  at  a  distance  of  i  or  2  metres. 

618^.  Sobeiner'B  experiment. — If  we  look  at  a  small  object  placed 
either  within  or  beyond  the  point  on  which  the  eye  is  focussed,  through  a 
number  of  minute  openings  in  a  diaphragm,  arranged  so  close  together  that 
they  fall  within  the  circumference  of  the  pupil,  the  object  appears  multiple, 
each  object  furnishing  a  separate  retinal  image.  This  forms  what  is  known 
as  Scheiner's  experiment.  This  may  be  made  as  follows  :  By  means  of  a 
sewing  needle,  two  small  holes  are  pricked  in  a  piece  of  cardboard,  not  more 
than  ^  of  an  inch  apart,  i.e.  less  than  the  diameter  of  the  pupil.  The  card 
is  held  before  one  eye  with  the  holes  horizontally  in  front  of  the  pupil,  and 
with  the  other  hand  a  needle  is  held  at  ordinary  reading  distance  in  the  line 
of  vision.  If  the  eye  be  fixed  on  the  needle  itself,  it  appears  single  and 
clearly  defined  ;  as  soon,  however,  as  we  look  at  a  more  distant  object,  the 
needle  appears  double,  and  at  the  same  time  blurred.  If  we  block  out  the 
right-hand  hole,  the  left-hand  image  disappears,  and  vice  versd. 

If  we  now  fix  the  eye  on  an  object  nearer  than  the  needle,  the  latter 
again  appears  double  and  blurred,  and  blocking  either  hole  causes  the  image 
on  the  same  side  to  vanish.  The  explanation  of  these  phenomena  may  be 
simplified  by  the  following  diagram. 

Let  AB  (fig.  594)  be  the  two  holes  in  the  card  CC,  O  a  luminous  point  in 
the  needle,  OA,  OB  the  pencils  of  rays  passing  through  the  apertures  in  the 
card.  Let  H,  E,  M  represent  the  position  of  a  hypermetropic,  normal,  and 
myopic  eye  respectively.  When  the  normal  eye  E  is  accommodated  for  O^ 
the  rays  OA,  OB  meet  at  the  point  E,  and  the  needle  appears  sharply 
defined  and  single.  If  the  eye  is  fixed  on  a  point  beyond,  or,  what  amounts 
to  the  same  thing,  if  the  eye  be  hypermetropic,  the  retina  may  be  considered 
to  lie  no  longer  at  E,  but  in  front  at  H,  and  the  rays  OA/  not  only  do  not 
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meet  in  a  focus  at  /,  but  do  not  meet  the  rays  OB^' ;  hence  the  luminous 
spot  O  will  be  seen  at  two  points,  and  the  points  themselves  being  out  of 
focus  will  appear 
blurred.  More- 
over, the  rays 
passing  through 
the  right-hand 
hole  A  will  cut 
the  retina  at  /, 
and  will  appear 
to  the  mind  on 
the  reverse  side, 
i.e.  on  the  left ; 
therefore  block- 
ing the  right- 
hand  hole  A  causes  a  disappearance  of  the  left-hand  image,  and  vice  versd. 
For  similar  reasons,  if  the  eye  be  accommodated  for  a  point  nearer  the 
eye  than  O,  or,  what  amounts  to  the  same  thing,  if  the  eye  be  myopic,  the 
retina  may  be  considered  to  lie  behind  E  at  M,  and  the  image  will  again  be 
seen  doubled  and  blurred  ;  only  in  this  case  blocking  out  the  right-hand 
hole  A  will  cause  the  right-hand  image  to  disappear.  Stampfer  constructed 
an  optometer  based  on  this  principle.  He  employed  a  tube  containing  two 
diaphragms,  one  furnished  with  two  slits  1""  apart,  the  other  with  a  single 
slit  covered  with  ground  glass.  The  diaphragm  is  moved  to  or  from  the 
eye  until  the  slit  is  seen  single.    This  distance  from  the  eye  is  the  measure 

of  distinct  vision. 

619.  IHstance  of  dlstlnot  vision. — The  distance  of  distinct  vision,  2ls 
already  stated  (587),  is  the  distance  at  which  objects  must  be  placed  so  as  to 
be  seen  with  the  greatest  distinctness.  It  varies  in  different  individuals,  and 
in  the  same  individual  it  is  often  different  in  the  two  eyes.  For  small  objects, 
such  as  print,  it  is  from  10  to  12  inches  in  normal  cases. 

Persons  who  see  objects  distinctly  only  at  a  very  short  distance  away  are 
called  myopic,  or  short-sighted,  and  those  who  require  a  convex  glass  to  see 
objects  distinctly  at  a  long  distance  are  hypermetropic,  or  long-sighted  (629). 

Sharpness  of  sight  may  be  compared  by  reference  to  that  of  a  normal  eye 
taken  as  a  unit.  Such  a  standard  eye,  according  to  Snellen,  recognises 
quadrangular  letters  when  they  are  seen  under  an  angle  of  6';  if,  for 
instance,  such  letters  are  r"  high  at  a  distance  of  6  metres.  The  sharpness 
of  vision  of  one  who  recognises  these  letters  at  a  distance  of  6  metres  is 

then  said  to  be    ,  and  in  like  manner,  if  the  letters  can  only  be  distinctly  seen 

6 
when  they  subtend  an  angle  of  9',  12',  or  18',  the  sharpness  of  vision  would 

be  indicated  by  the  equation  V  =  -     -  ,  and  -.  respectively. 

^  9'   12  lo 

620.  Aocommodatioii. — By  this  term  is  meant  the  changes  which  occur 
in  the  eye  to  fit  it  for  seeing  distinctly  objects  at  different  distances  from  it. 

If  the  eye  be  supposed  fbced  and  its  parts  immovable,  it  is  evident  that 
there  could  only  be  one  surface  whose  image  would  fall  exactly  upon  the 
retina  ;  the  distance  of  this  surface  from  the  eye  being  dependent  on  the 
refractive  indices  of  the  media  and  the  curvatures  of  the  refractive  surfaces 
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of  the  eye.  The  image  of  any  point  nearer  the  eye  than  this  distinctly  seen 
surface  would  fall  behind  the  retina  ;  the  image  of  any  more  distant  point 
would  be  formed  in  front  of  it ;  in  each  case  the  section  of  a  luminous  cone 
would  be  perceived  instead  of  the  image  of  the  point,  and  the  latter  would 
appear  diffused  and  indistinct. 

Experience,  however,  shows  us  that  a  normal  eye  can  see  distinct  images 
of  objects  at  very  different  distances.  We  can,  for  example,  see  a  distant 
tree  through  a  window,  and  also  a  scratch  on  the  pane,  though  not  both  dis- 
tinctly at  the  same  moment ;  for  when  the  eye  is  arranged  to  see  one  clearly, 
the  image  of  the  other  does  not  fall  accurately  upon  the  retina.  An  eye 
completely  at  rest  seems  adapted  for  seeing  distant  objects  ;  the  sense  of 
effort  is  greater  in  a  normal  eye  when  a  near  object  is  looked  at,  after  a 
distant  one,  than  in  the  reverse  case  ;  and  in  paralysis  of  the  nerves  govern- 
ing the  accommodating  apparatus,  the  eye  is  persistently  adapted  for  distant 
sight.  There  must,  therefore,  be  some  mechanism  in  the  eye  by  which  it 
can  be  voluntarily  altered,  so  that  the  more  divergent  rays  proceeding  from 
near  objects  shall  come  to  a  focus  upon  the  retina.  There  are  several  con- 
ceivable methods  by  which  this  might  be  effected  ;  it  is  actually  brought 
about  by  a  drawing  forwards  of  the  crystalline  lens  and  a  greater  convexity 
of  its  front  surface. 

This  is  shown  by  the  following  experiment : — If  a  candle  be  placed  on 
one  side  of  the  eye  of  a  person  looking  at  a  distant  object,  and  his  eye  be 
observed  from  the  other  side,  three  distinct  images  of  the  ilame  will  be 
seen  :  the  first,  virtual  and  erect,  is  reflected  from  the  anterior  surface  of 
the  cornea  ;  the  next,  erect  and  less  bright,  is  reflected  from  the  anterior 
surface  of  the  lens ;  the  third,  inverted  and  brilliant,  is  formed  on  the 
posterior  surface  of  the  lens.  If  now  the  person  look  at  a  near  object,  no 
change  is  observed  in  the  first  and  third  images,  but  the  second  image 
becomes  smaller  and  approaches  the  first ;  which  shows  that  the  anterior 
surface  of  the  cr>'stalline  lens  becomes  more  convex  and  approaches  the 
cornea.  In  place  of  the  candle,  Von  Helmholtz  throws  light  through  two  holes 
in  the  screen  upon  the  eye,  and  observes  the  distance  on  the  eye  between  the 
two  shining  points,  instead  of  the  size  of  the  flame  of  the  candle. 

This  change  in  the  lens  is  effected  chiefly  by  means  of  a  circular  muscle 
(ciliary  muscle),  the  contraction  of  which  relaxes  the  suspensory  ligament, 
and  so  allows  the  front  surface  of  the  lens  to  assume  more  or  less  of  that  j 

greater  convexity  which  it  would  normally  exhibit  were  it  not  for  the  drag  \ 

exercised  upon  it  by  the  ligament.     Certain  other  less  important  changes  ^ 

occur,  tending  to  make  the  lens  more  convex  and  to  push  it  forwards,  which 
cannot,  however,  be  explained  without  entering  into  minute  anatomical 
details.  When  the  eye  is  accommodated  for  near  vision,  the  pupil  contracts 
and  so  partially  remedies  the  greater  spherical  aberration. 

The  range  of  accommodation^  called  by  Donders  -.  ,  is  measured  by  first ' 

A. 

of  all  determining  the  greatest  distance,  R,  at  which  a  person  can  see  dis- 
tinctly. In  this  case  the  ciliary  muscle  is  in  a  state  of  rest,  that  is,  the 
accommodation  is  relaxed  to  the  utmost.  The  shortest  distance,  P,  is  observed 
at  which  the  person  can  see  distinctly.  In  this  case  the  ciliary  muscle  is 
contracted  to  its  utmost  power,  that  is,  the  accommodation  has  arrived  at 
its  maximum.     The  total  accommodation  power  an  eye  can  bring  into  play 


'. 
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is  therefore  represented  by  the  difference  between  the  refraction  of  the  eye 
when  at  rest,  and  when  it  is  at  the  maximum  effort  of  accommodation;  then 

I       I  _  I 
a"  P    R' 

Here  each  of  the  three  terms  represent  a  lens  expressed  by  the  inverse  of 
its  focal  distance. 

By  the  dioptric  method  (630)  this  formula  is  simplified,  and  becomes 

where  a  is  the  number  of  diopters  represented  by  the  range  of  accommoda- 
tion ;  p  =  the  number  represented  by  the  eye  when  accommodated  to  its 
maximum,  and  r  «*  the  number  of  diopters  when  relaxed  to  see  the  punctum 
remoium. 

621.  Blnoonlar  vision. — A  single  eye  sees  most  distinctly  any  point 
situated  on  its  optical  axis,  and  less  distinctly  other  points  also,  towards 
which  it  is  not  directly  looking,  but  which  are  still  within  its  circle  of  vision. 

It  is  able  to  judge  of  the  direction  of  any  such  point,  but  unable  by  itself 
to  estimate  its  distance.  Of  the  distance  of  an  object  it  may,  indeed,  learn 
to  judge  by  such  criteria  as  loss  of  colour,  indistinctness  of  outline,  decrease 
in  magnitude,  &c. ;  but  if  the  object  is  near,  the  single  eye  is  not  infallible, 
even  with  these  aids. 

When  the  two  eyes  are  directed  upon  a  single  point,  we  then  gain  the 
power  of  judging  of  its  distance  as  compared  with  that  of  any  other  point, 
and  this  we  seem  to  gain  by  the  sense  of  greater  or  less  effort  required  in 
causing  the  optical  axes  to  converge  upon  the  one  point  or  upon  the  other. 
Now  a  solid  object  may  be  regarded  as  composed  of  points  which  are  at 
different  distances  from  the  eye.  Hence,  in  looking  at  such  an  object,  the 
axes  of  the  two  eyes  are  rapidly  and  insensibly  varying  their  angle  of  con- 
vergence, and  we  as  rapidly  are  gaining  experience  of  the  difference  in 
distance  of  the  various  points  of  which  the  object  is  composed,  or,  in  other 
words,  an  assurance  of  its  solidity.  Such  kind  of  assurance  is  necessarily 
unattainable  in  monocular  vision. 

622.  Tlie  principle  of  tlie  stereoscope. — Let  any  solid  object,  such  as 
a  small  box,  be  supposed  to  be  held  at  some  short  distance  in  front  of  the 
two  eyes.  On  what- 
ever point  of  it  they 
are  fixed,  they  will 
see  that  point  the 
most  distinctly,  and 
other  points  more  or 
less  clearly.  But  it 
is  evident  that,  as  the 
two  eyes  see  from 
different  points  of 
view,  there  will  be 
formed  in  the  right  ^'^'^^ 

eye  a  picture  of  the  object  different  from  that  formed  in  the  left ;  and  it  is  by 
the  apparent  union  of  these  two  dissimilar  pictures  that  we  see  the  object 
in  relief.     If,  therefore,  we  delineate  the  object,  first  as  seen  by  the  right 
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eye,  and  then  as  seen  by  the  left,  and  afterwards  present  these  dissimilar 
pictures  again  to  the  eyes,  taking  care  to  present  to  each  eye  that  picture 
which  was  drawn  from  its  own  point  of  view,  there  would  seem  to  be  no  reason 
why  we  should  not  see  a  representation  of  the  object,  as  we  saw  the  object 

itself,  in  relief.  Experiment  confirms  the  supposi- 
tion. If  the  object  held  before  the  eyes  were  a 
truncated  pyramid,  r  and  /,  fig.  595,  would  repre- 
sent its  principal  lines,  as  seen  by  the  right  and  left 
eyes  respectively.  If  a  card  is  held  between  the 
figures,  and  they  are  steadily  looked  at,  r  by  the 
right  eye,  and  /  simultaneously  by  the  left,  for  a 
few  seconds,  there  will  be  seen  a  single  picture 
having  the  unmistakable  appearance  of  relief.  Even 
without  a  card  interposed,  the  eye,  by  a  little  prac- 
tice, may  soon  be  taught  so  to  combine  the  two  as 
to  form  this  solid  picture.  Three  pictures  will  in 
that  case  be  seen,  the  central  one  being  solid,  and 
the  two  outside  ones  plane.  Fig.  596  will  explain 
this.  Let  rand  /be  any  two  corresponding  points, 
Fig.  596-  say  the  points  marked  by  a  large  dot  in  the  figures 

drawn  above  ;  R  and  L  the  positions  of  the  right  and  left  eyes  ;  then  the 
right  eye  sees  the  point  r  in  the  direction  R^,  and  the  left  eye  the  point  /  in 
the  direction  L^,  and  accordingly  each  by  itself  judging  only  by  the  direc- 
tion, they  together  see  these  two  points  as  one,  and  imagine  it  to  be  situated 
at  o.  But  the  right  eye,  though  looking  in  the  direction  Rr,  also  receives 
an  image  of  /  on  another  part  of  the  retina,  and  the  left  eye  in  the  same  way 
an  image  of  r,  and  thus  three  images  are  seen.  A  card,  however,  placed 
in  the  position  marked  by  the  dotted  line  will,  of  course,  cut  off  the  two  side 
pictures.  To  assist  the  eye  in  combining  such  pairs  of  dissimilar  pictures, 
both  mirrors  and  lenses  have  been  made  use  of,  and  the  instruments  in 
which  either  of  these  are  adapted  to  this  end  are  called  stereoscopes, 

623.  Tlie  relleotlnr  stereoscope. — In  the  reflecting  stereoscope  plane 
mirrors  are  used  to  change  the  apparent  position  of  the  pictures,  so  that  they 
are  both  seen  in  the  same  direction,  and  their  combination  by  the  eye  is 
thus  rendered  easy  and  almost  inevitable.  If  ab^  ab  (fig.  597)  are  two  plane 
mirrors  inclined  to  one  another  at  an  angle  of  90**,  the  two  arrows,  x^y^  would 
both  be  seen  by  the  eyes  situated  at  R  and  L  in  the  position  marked  by  the 
dotted  arrow.  If,  instead  of  the  arrows,  we  now  substitute  such  a  pair  of 
dissimilar  pictures  as  we  have  spoken  of  above,  of  the  same  solid  object,  it 
is  evident  that,  if  the  margins  of  the  pictures  coincide,  other  corresponding 
points  of  the  pictures  will  not.  The  eyes,  however,  almost  without  effort, 
soon  bring  such  points  into  coincidence,  and  in  so  doing  make  them  appear 
to  recede  or  advance,  as  they  are  farther  apart  or  nearer  together  than  any 
two  corresponding  points  (the  right-hand  corner,  for  instance)  of  the  margins 
when  the  pictures  are  placed  side  by  side,  as  in  the  diagram,  fig.  597.  It  will 
be  plain,  also,  on  considering  the  position  for  the  arrows  in  fig.  597,  that  to 
adapt  such  figures  as  those  in  fig.  596  for  use  in  a  reflecting  stereoscope  one 
of  them  must  be  reversed,  or  drawn  as  it  would  be  seen  through  the  paper 
if  held  up  to  the  light. 
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624.  Tbe  refraotlnr  stereosoope. — Since  the  rays  passing  through  a 
convex  lens  are  bent  always  towards  the  thicker  part  of  the  lens,  any  seg- 
ment of  such  a  lens  may  be  readily  adapted  to  change  the  apparent  position 
of  any  object  seen  through  it.  Thus,  if  (fig.  598)  two  segments  be  cut  from 
a  double  convex  lens,  and  placed  with  their  edges  together,  the  arrows,  x^y^ 
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would  both  be  seen  in  the  position  of  the  dotted  arrow  by  the  eyes  at  R 
andL. 

If  we  substitute  for  the  arrows  two  dissimilar  pictures  of  the  same  solid 
object,  or  the  same  landscape,  we  shall  then,  if  a  diaphragm,  ab^  be  placed 
between  the  lenses  to  prevent  the  pictures  being  seen  crosswise  by  the  eyes, 
see  but  one  picture,  and  that  apparently  in  the  centre,  and  magnified.  As 
before,  if  the  margins  are  brought  by  the  power  of  the  lenses  to  coincide, 
other  corresponding  points  will  not  be  coincident  until 
combined  by  an  almost  insensible  efibrt  of  the  eyes. 
Any  pair  of  corresponding  points  which  are  farther 
apart  than  any  other  pair  will  then  be  seen  farther 
back  in  the  picture,  just  as  any  point  in  the  background 
of  a  landscape  would  be  found  (if  we  came  to  compare      I  ^ 

two  pictures  of  the  landscape,  one  drawn  by  the  right 
eye,  and  the  other  by  the  left)  to  be  represented  by 
two  points  farther  apart  from  one  another  than  two 
others  which  represented  a  point  in  the  foreground. 

It  will  be  instructive  to  notice  that  there  is  also  a 
second  point  on  this  side  of  the  paper,  at  which,  if  a 
person  look  steadily,  the  diagrams  in  fig.  599  will 
combine,  and  form  quite  a  different  stereoscopic  pic- 
ture. Instead  of  a  solid  pyramid,  a  hollow  pyramidal  box  will  then  be  seen. 
The  point  may  easily  be  found  by  experiment.  Here  again  two  external 
images  will  also  be  seen.  If  we  wish  to  shut  these  out,  and  see  only  their 
central  stereoscopic  combination,  we  must  use  a  diaphragm  of  paper  held 
parallel  to  the  plane  of  the  picture  with  a  square  hole  in  it.  This  paper 
screen  must  be  so  adjusted  that  it  may  conceal  the  right-hand  figure  from 
the  left  eye,  and  the  left-hand  figure  from  the  right  eye,  while  the  central 
stereoscopic  picture  may  be  seen  through  the  hole.     It  will  be  plain  from 
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the  diagram  (fig.  599)  that  o  is  the  point  to  which  the  eyes  must  be  directed, 
and  at  which  they  will  imagine  the  point  to  be  situated,  which  is  formed 
by  the  combination  of  the  two  points  r  and  /.  The  dotted  line  shows  the 
position  of  the  screen.  A  stereoscope  with  or  without  lenses  may  easily  be 
constructed,  which  will  thus  give  us,  with  the  ordinary  stereoscopic  slides,  a 
reversed  picture  ;  for  instance,  if  the  subject  be  a  landscape,  the  foreground 
will  retire  and  the  background  come  forward. 

When  the  two  retinas  view  simultaneously  two  different  colours,  the  im- 
pression produced  is  that  of  a  single  mixed  tint.  The  power,  however,  of 
combining  the  two  tints  into  a  single  one  varies  in  different  individuals, 
and  in  some  is  extremely  weak.  If  two  white  discs  at  the  base  of  the  stereo- 
scope be  illuminated  by  two  pencils  of  complementary  colours,  and  if  each 
coloured  disc  be  looked  at  with  one  eye,  a  single  white  one  is  seen,  showing 
that  the  sensation  of  white  light  may  arise  from  two  complementary  and 
simultaneous  chromatic  impressions  on  each  of  the  two  retinas. 

Dove  found  that  if  a  piece  of  printing  and  a  copy  are  viewed  in  the  stereo- 
scope, a  difference  in  the  distance  of  the  words,  which  is  not  apparent  to  the 
naked  eye,  causes  them  to  stand  out  from  the  plane  of  the  paper. 

625.  Persistence  of  impressions  on  tlie  retina. — When  an  ignited 
piece  of  charcoal  is  rapidly  rotated,  we  cannot  distinguish  it ;  the  appearance 
of  a  circle  of  fire  is  produced  ;  similarly,  rain,  in  falling  drops,  appears  in 
the  air  like  a  series  of  liquid  threads.  In  a  rapidly  rotating  toothed  wheel 
the  individual  teeth  cannot  be  seen.  But  if,  during  darkness,  the  wheel  be 
suddenly  illuminated,  as  by  the  electric  spark,  the  individual  parts  may  be 
clearly  made  out.  The  following  experiment  is  a  further  illustration  of  this 
property : — A  series  of  equal  sectors  are  traced  on  a  disc  of  glass,  and  they 
are  alternately  blackened  ;  in  the  centre  there  is  a  pivot,  on  which  a  second 
disc  is  fixed  of  the  same  dimensions  as  the  first,  but  completely  blackened 
with  the  exception  of  a  single  sector  ;  then,  placing  the  apparatus  between  a 
window  and  the  eye,  the  second  disc  is  made  to  rotate.  If  the  movement 
is  slow,  all  the  transparent  sectors  are  seen,  but  only  one  at  a  time  ;  by  a 
more  rapid  rotation  we  see  simultaneously  two,  three,  or  a  greater  number. 
These  various  appearances  are  due  to  the  fact  that  the  impression  of  these 
images  on  the  retina  remains  for  some  time  after  the  object  which  has  pro- 
duced them  has  disappeared  or  become  displaced.  The  duration  of  the  per- 
sistence varies  with  the  sensitiveness  of  the  retina  and  the  intensity  of  lighL 

Plateau  investigated  the  duration  of  the  impression  by  numerous  similar 
methods,  and  has  found  that  it  is,  on  the  average,  half  a  second.  Among 
many  curious  instances  of  these  phenomena,  the  following  is  one  of  the  most 
remarkable.  If,  after  having  looked  at  a  brightly  illuminated  window,  the 
eyes  are  suddenly  closed,  the  image  remains  for  a  few  instants — that  is,  a 
sashwork  is  seen  consisting  of  luminous  panes  surrounded  by  dark  frames  ; 
after  a  few  seconds  the  colours  become  interchanged,  the  same  framework 
is  seen,  but  the  frames  are  now  bright,  and  the  glasses  are  perfectly  black  ; 
this  new  apf>earance  may  again  revert  to  its  original  appearance. 

The  impression  of  colours  remains  as  well  as  that  of  the  form  of  objects  ; 
for  if  circles  divided  into  sectors  are  painted  in  different  colours,  they  become 
confounded,  and  give  the  sensation  of  the  colour  which  would  result  from 
their  mixture.   Yellow  and  red  give  orange  ;  blue  and  red  violet ;  the  seven 
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colours  of  the  spectrum  give  white,  as  shown  in  Newton's  disc  (fig.  533). 
This  is  a  convenient  method  of  studying  the  tints  produced  by  mixed  colours. 

A  great  number  of  pieces  of  apparatus  are  founded  on  the  persistence 
of  sensation  on  the  retina  ;  such  are  the  tkaumatrope^  the  phtnakistoscope^ 
Faraday s  wheels  the  kaleidophone^  and  the  zoetrope. 

The  soetrope^  or  wheel  of  life,  is  very  convenient  for  representing  a  number 
of  optical,  acoustical,  and  other  vibratory  motions.  It  consists  of  an  open 
cylinder  which  can  be  rotated  about  its  vertical  axis.  At  the  top  are  a 
number  of  vertical  slits.  If  now  the  various  positions  of  a  vibrating  pendu- 
lum, for  instance,  are  drawn  on  a  narrow  strip  of  paper,  the  length  of  which 
is  equal  to  the  circumference,  and  this  is  placed  inside  the  cylinder,  when 
the  wheel  is  rapidly  rotated,  on  looking  through  the  slits  the  pendulum 
seems  as  if  it  were  steadily  vibrating. 

626.  Acddental  Images. — When  a  coloured  object  placed  upon  a  black 
ground  is  steadily  looked  at  for  some  time,  the  eye  is  soon  tired,  and  the 
intensity  of  the  colour  is  enfeebled  ;  if  now  the  eyes  are  directed  towards  a 
white  sheet,  or  to  the  ceiling,  an  image  will  be  seen  of  the  same  shape  as 
the  object,  but  of  the  complementary  colour  (570) ;  that  is,  such  a  one  as 
united  to  that  of  the  object  would  form  white.  For  a  green  object  the  image 
will  be  red  ;  if  the  object  is  yellow,  the  image  will  be  violet. 

Accidental  colours  are  of  greater  duration  in  proportion  as  the  object  has 
been  more  brilliantly  illuminated,  and  has  been  longer  looked  at.  When  a 
lighted  candle  has  been  looked  at  for  some  time,  and  the  eyes  are  turned 
towards  a  dark  part  of  the  room,  the  appearance  of  the  flame  remains,  but  it 
gradually  changes  colour  ;  it  is  first  yellow,  then  it  passes  through  orange 
to  red,  from  red  through  violet  to  greenish  blue,  which  is  gradually  feebler 
until  it  disappears.  If  the  eye  which  has  been  looking  at  the  light  be  turned 
towards  a  white  wall,  the  colours  follow  almost  the  opposite  direction  :  there 
is  first  a  dark  picture  on  a  white  ground,  which  gradually  changes  into  blue, 
is  then  successively  green  and  yellow,  and  ultimately  cannot  be  distinguished 
from  a  white  ground. 

The  reason  of  this  phenomenon  is,  doubtless,  to  be  sought  in  the  fact 
that  the  action  of  light  on  the  retina  is  not  of  equal  duration  for  all  colours, 
and  that  the  decrease  in  the  intensity  of  the  subsequent 
action  does  not  follow  the  same  law  for  all  colours. 
According  to  Kiilp,  the  durations  of  the  after-image 
with  moderate  illumination  are  for  white,  yellow,  red, 
and  blue,  o*i,  0-09,  o-o8,  and  o'o66  of  a  second  respec- 
tively. 

627.  Irradiation. — This  is  a  phenomenon  in  virtue  of 
which  white  objects,  or  those  of  a  very  bright  colour,  when 
seen  on  a  dark  ground,  appear  larger  than  they  really 
are.  Thus  a  white  square  upon  a  black  ground  seems 
larger  than  an  exactly  equal  black  square  upon  a  white 
ground  (fig.  600).  Irradiation  arises  from  the  fact  that  the 
impression  produced  on  the  retina  extends  beyond  the 

outline  of  the  image.  It  bears  the  same  relation  to  the  space  occupied  by 
the  image,  that  the  duration  of  the  impression  does  to  the  time  during  which 
the  image  is  seen. 


Fig.600. 
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The  effect  of  irradiation  is  very  perceptible  in  the  apparent  magnitude  of 
stars,  which  may  thus  appear  much  larger  than  they  really  are  ;  also  in  the 
appearance  of  the  moon  when  two  or  three  days  old,  the  brightly  illuminated 
crescent  seeming  to  extend  beyond  the  darker  portion  of  the  di^c,  and  hold 
it  in  its  grasp. 

Plateau  found  that  irradiation  differs  very  much  in  different  people,  and 
even  m  the  same  person  on  different  days.  He  also  found  ihat  irradia- 
tion increases  with  the  lustre  of  the  object,  and  the  length  of  time  during 
which  it  is  viewed.  It  manifcsis  itself  at  all  distances ;  diverging  lenses 
increase  and  condensing  lenses  diminish  it 

Accidental  haloes  are  the  colours  which,  instead  of  succeeding  the  im- 
pression of  an  object  like  accidental  colours,  appear  round  the  object  itself 
when  it  is  looked  at  fixedly.  The  impression  of  the  halo  is  the  opposite  to 
that  of  the  object :  if  the  object  is  bright  the  halo  is  dark,  and  -vice  -virsd. 
These  appearances  are  best  produced  in  the  following  manner  :~A  white 
surface,  such  as  a  sheet  of  paper,  is  illuminated  by  coloured  light,  and  a 
narrow  opaque  body  held  so  as  to  cut  off  some  of  the  coloured  rays.  In  this 
manner  a  narrow  shadow  is  obtained  which  is  illuminated  by  the  surrounding 
white  daylight,  and  appears  complementary  to  the  coloured  ground.  If  red 
glass  is  used,  the  shadow  appears  green,  and  blue  when  a  yellow  glass  is 

The  contrast  of  colours  is  a  reciprocal  action  exerted  between  two  adja- 
cent colours,  and  in  virtue  of  which  to  each  one  is  added  the  complementary 
colour  of  the  other.     Chevreul  found  that  when  red  and  yellow  colours  are 
adjacent,  red  acquires  a  violet  and  yellow  an  orange  tint.    If  the  experiment 
is  made  with  red  and  blue,  the  former  acquires  a  yellow,  and  the  latter  a 
green  tint ;  with  yellow  and  blue,  yellow  passes  to  orange,  and  blue  towards 
indigo  ;  if  a  narrow  strip  of  grey  paper 
be  laid  on  a  sheet  of  light  green  paper,  it 
appears  reddish,  if  laid  on  blue  paper  it 
seems  yellow,  and  so  on  for  a  vast  number 
of  combinations  ;  in  all  cases  the  colour 
is   complementary  to   the   colour  of  the 
base.  Theimportanceof thisphenomenoa 
in  its  application  to  the  manufacture  of 
coloiu'ed    cloths,   carpets,   curtains,    and 
other  fabrics  may  be  readily  conceived. 
(-  The  contrast  may  be  conveniently  ex- 

Fig.  6oi.  amined  by  means  of  the  apparatus  shown 

in  fig.  6o[  in  about  \  scale.  It  consists 
of  a  thin  vertical  board,  AB,  painted  white,  and  the  base,  DC,  painted 
black,  on  which  are  painted  circles  about  jf  of  an  inch  in  diameter,  black  and 
white  respectively,  A  sheet  of  coloured  glass  is  inclined  at  an  angle  of  45°; 
if  now  the  eye  be  so  held  that  the  image  of  the  white  circle  on  DC  ivflected 
from  the  under  surface  of  the  glass  plate  is  looked  at  in  front  of  the  circle 
on  AB,  the  image  appears  of  a  colour  complementary  10  that  of  the  glass. 
Thus  with  a  green  plate  a  red  spot  is  seen  on  a  green  ground. 

628.  Tba  eyo  la  not  ft^vonutUo. — It  had  long  been  supposed  that  the 
human  eye  was  perfectly  achromatic  ;  but  this  is  clearly  impossible,  as  all 
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the  refractions  are  made  the  same  way,  viz.  towards  the  axis ;  moreover,  the 
experiments  of  Wollaston,  of  Young,  of  Fraunhofer,  and  of  M  tiller  have 
shown  that  it  is  not  true  in  any  absolute  sense. 

Fraunhofer  showed  that  in  a  telescope  with  two  lenses,  a  very  fine  wire 
placed  inside  the  instrument  in  the  focus  of  the  object-glass  is  seen  distinctly 
through  the  eyepiece,  when  the  telescope  is  illuminated  with  red  light ;  but 
it  is  invisible  by  violet  light  even  when  the  eyepiece  is  in  the  same  position. 
In  order  to  see  the  wire  again,  the  distance  of  the  lenses  must  be  diminished 
to  a  far  greater  extent  than  would  correspond  to  the  degree  of  refrangibility 
of  violet  light  in  glass.  In  this  case,  therefore,  the  effect  must  be  due  to  a 
chromatic  aberration  in  the  eye. 

M tiller,  on  looking  at  a  white  disc  on  a  dark  ground,  found  that  the  image 
IS  sharp  when  the  eye  is  accommodated  to  the  distance  of  the  disc — that  is, 
when  the  image  forms  on  the  retina  ;  but  he  found  that,  if  the  image  is 
formed  in  front  of  or  behind  the  retina,  the  disc  appears  surrounded  by  a 
very  narrow  blue  edge.  If  a  finger  be  held  up  in  front  of  one  eye  (the  other 
being  closed)  in  such  a  manner  as  to  allow  the  light  to  enter  only  one  half 
of  the  pupil,  and,  of  course,  obliquely,  and  the  eye  be  then  directed  to  any 
well-defined  line  of  light,  such  as  a  slit  in  the  shutter  of  a  darkened  room, 
or  a  strip  of  white  paper  on  a  black  ground,  this  line  of  light  will  appear  as  a 
complete  spectrum. 

Miiller  concluded  from  these  experiments  that  the  eye  is  sensibly  achro- 
matic as  long  as  the  image  is  received  at  the  focal  distance,  or  when  it  is 
accommodated  to  the  distance  of  the  object.  The  cause  of  this  apparent 
achromatism  cannot  be  exactly  stated.  It  has  generally  been  attributed  to 
the  tenuity  of  the  luminous  beams  which  pass  through  the  pupillary  aperture, 
and  because  these  unequally  refrangible  rays,  meeting  the  surfaces  of  the 
media  of  the  eye  almost  at  the  normal  incidence,  are  very  little  refracted, 
from  which  it  follows  that  the  chromatic  aberration  is  imperceptible  (584). 

Spherical  aberration,  as  we  have  already  seen,  is  corrected  by  the  iris 
(612).  The  iris  is,  in  point  of  fact,  a  diaphragm,  which  stops  the  marginal 
rays  and  only  allows  those  to  pass  which  are  near  the  axis. 

629.  Sbort  slffbt  and  lony  sifbt.  ammetropla.  Ametropia.  Myo]ila 
and  bsrpemietropia.  Astlffinatimi.  Vresbyopla. — The  most  usual  de- 
viations of  the  refraction  of  the  eye  are  myopia^  hypermetropia^  presbyopia^ 
and  astigmatism.  Myopia^  or  short  sight,  is  the  inability  to  see  objects 
dearly  defined  beyond  a  variable  but  always  limited  distance.  The  usual 
cause  of  myopia  is  an  abnormal  increase  in  length  of  the  eyeball  along  the 
axis  of  vision,  so  that  the  retina  lies  behind  the  focus  of  the  dioptric  systems 
of  the  eye  for  parallel  rays,  thereby  rendering  objects  on  the  retina  indistinct. 
It  may  be  remedied  by  means  of  diverging  concave  glasses  (630),  which,  in 
making  the  rays  deviate  from  their  common  axis,  throw  the  focus  farther 
back,  and  cause  the  image  to  be  formed  on  the  retina. 

An  eye  which,  when  the  accommodation  is  completely  relaxed,  can  see 
distant  objects  distinctly — in  other  words,  one  in  which  parallel  rays  are 
sharply  focussed  on  the  retina — is  said  to  be  emmetropic.  All  deviations 
from  the  normal  refraction  are  included  in  the  term  ametropia. 

The  habitual  contemplation  of  small  objects,  sedentary  occupations,  a 
stooping  position  while  studying,  in  fact  anything  which  tends  to  congest 
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the  eyes,  and  cause  an  unequal  strain  on  the  muscles  of  convergence,  may 
produce  short  sight.  It  is  common  in  the  case  of  young  people,  and,  when 
once  acquired,  tends  to  become  hereditary  j  hence  the  percentage  of  myopes 
is  continually  on  the  increase  in  countries  where  education  is  becoming  more 
advanced. 

Hypermetropia^  or  long  sight,  is  due  to  causes  contrary  to  those  which 
produce  short  sight.  The  eye  is  abnormally  short  along  the  axis  of  vision, 
so  that  the  retina  lies  in  front  of  the  dioptric  system  of  the  eye  for  parallel 
rays,  thereby  rendering  objects  on  the  retina  indistinct  unless  the  rays  be 
rendered  more  convergent  by  exerting  the  muscles  of  accommodation. 
Hence  the  ciliar>'  muscle  can  never  be  relaxed  without  the  image  becoming 
blurred,  even  when  looking  at  distant  objects.  When  regarding  near  objects, 
however,  the  accommodation  has  to  be  brought  into  play,  not  from  a  position 
of  rest,  but  from  the  state  of  contraction  of  the  ciliary  muscle,  which  was 
necessary  to  see  distant  objects  clearly.  Owing  to  this  increased  strain  of 
accommodation,  the  eye  becomes  easily  fatigued  when  regarding  near 
objects,  which  dius  become  blurred.  Hypermetropia  is  corrected  by  means 
of  converging  (convex)  lenses.  These  glasses  converge  the  rays  before 
their  entrance  into  the  eye,  and,  therefore,  if  the  converging  power  is 
properly  chosen,  the  image  will  be  formed  exactly  on  the  retina. 

On  applying  a  few  drops  of  solution  of  atropine  to  the  eye,  the  amount  of 
hypermetropia  will  be  found  to  be  considerably  increased.  This  additional 
increase  is  termed  latent  hypermetropia,  in  contradistinction  to  the  amount 
of  hypermetropia  discovered  before  the  atropine  was  applied,  or  manifest 
hypermetropia. 

Presbyopia, — As  we  grow  older,  the  range  of  accommodation — in  other 
words,  the  power  of  focussing  near  objects — decreases.  Now  there  comes  a 
time  with  everyone  who  is  not  myopic  when  an  object  cannot  be  distinctly 
seen  nearer  than  eight  inches  (the  distance  arbitrarily  chosen  by  Bonders). 
This  occurs  in  a  normal  or  emmetropic  eye  at  forty  years  of  age.  Hence 
presbyopia,  as  it  is  called,  may  be  defined  as  the  contraction  of  the  visual 
range  due  to  physiological  weakening  of  the  accommodating  mechanism.  It 
is  clear,  according  to  the  standard  of  Donders,  that  it  can  never  occur  in  very 
short-sighted  persons,  as  their  near  point  is  always  much  less  than  eight  inches 
to  beg^n  wit^,  whereas  in  hypermetropes,  on  the  other  hand,  it  may  become 
evident  at  a  much  earlier  age.  Presbyopia  is  corrected  by  suitable  convex 
glasses,  which,  by  converging  the  rays,  bring  the  point  of  near  vision  to 
eight  inches.  Donders  found  that  the  failure  of  accommodation  needed  to  be 
compensated  by  a  convex  lens  of  one  diopter  for  every  five  years  of  life  after 
forty. 

Astigmatism. — We  have  hitherto  considered  the  dioptric  surfaces  as 
portions  of  true  spheres.  Should,  however,  one  of  the  surfaces  have  a  curve 
of  shorter  radius  in  one  of  its  meridians,  all  the  rays  from  a  luminous  point 
cannot  be  focussed  on  the  same  plane,  but  will  possess  two  linear  foci,  one 
anterior  corresponding  to  the  curvature  of  shorter  radius,  and  the  other 
behind  corresponding  to  the  curve  of  greater  radius.  This  defect  is  called 
astigmatism ;  it  is  usually  most  marked  in  the  cornea,  and  sometimes  causes 
serious  impairment  of  vision.  It  may  be  corrected  by  applying  a  lens  ground 
on  a  cylindrical  surface  in  which  one  of  the  axes  only  is  a  plane  ;  a  curve  of 
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I  enable  the  two  linear  foci  to  unite  on  the 

•a. — The  glasses  commonly  used  by  short- 
n  under  the  general  name  of  eye-glassis  or 
umbers  are  engraved  on  the  trial  glasses 
n  inchts  or  dtoplers.  This  latter  term  is 
ngth  of  all  spectacle  glasses  adopted  by 
»t  Heidelberg,  and  now  the  only  standard 
lurope  and  America.  This  standard  is  the 
a  focal  length  of  a  metre  (39-37  inches), 
I.  Here  the  refractive  power  is  the  inverse 
nd  F  ^      .     Hence  to  find  the  number  of 

.  length  in  inches,  we  must  divide  39'37  by 
y,  to  find  the  number  of  inches  correspond- 
:rs,  we  have  only  to  divide  39-37  by  this 

Bcessary  in  practice  to  adapt  them  to  the 
:  rather  than  to  correct  the  absolute  error 
lUowing  rules,  therefore,  only  represent  the 
orrect  the  error  of  refraction  (ametropia) 

red  by  the  distance  of  the  farthest  point  of 
:tunt  remotutii)  F,  (fig.  602).  Thus,  if  the 
1  at  50  cm.,  the  myopia  equals  ^  em.  =  2  di- 
ave  lens  havingafocusof  50  cm.,  i.e.  —2D. 


1  front  of  the  eye,  parallel  rays  proceeding 
they  came  from  the  focus  of  the  lens—  that 
tut  all  rays  from  the  p.r.  meet  on  the  retina, 
is  10  cause  rays  proceeding  from  infinity 
the  lens  as  if  they  came  from  the  p.r.— in 
appear  sharply  defined,  on  the  retina.  A 
erefore,  be  the  proper  correction  to  order, 
ween  the  spectacles  and  the  eye  must  be 
ince  of  the  p.r.  from  the  eye  be  100  mm.  = 
>pectacle  glass  be  placed  13  mm.  in  front  of 
need  to  have  a  focal  length  of  loo— i3~ 
s  lens  of  ii-jD  will  therefore  be 
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In  hypermetropia  the  whole  case  is  reversed.  The  retina  being  situated 
in  front  of  the  focus,  it  would  be  necessary  in  order  that  the  image  should 
fall  on  the  retina,  that  the  parallel  incident  rays  coming  from  infinity  should 
be  made  to  converge  by  means  of  a  convex  lens,  for  convergent  rays  do  not 
exist  in  nature.  The  punctum  remotum  in  this  case  is  therefore  negative,  i.e. 
it  is  situated  behind  the  retina,  F  {fi%,  603).  The  defect  is,  therefore,  measured 
by  a  convex  lens  whose  focus  coincides  with  the  punctum  remotum.  Parallel 
rays  proceeding  from  infinity  will  then  enter  the  eye  as  if  they  came  along 


Fig.  603. 

the  path  of  rays  which  converge  to  the  p.r. — in  other  words,  distant  objects 
will  appear  sharply  defined  on  the  retina. 

Suppose  the  p.r.  be  situated  125  mm.  behind  the  eye,  the  hypennetropia 
=  Vtfi?>  J'C'  8D,  and  a  lens  of  that  refractive  power  will  correct  the  error. 
But  as  the  spectacles  are  placed  about  13  mm.  in  front  of  the  eye,  the 
correcting  lens  will  need  to  have  a  focal  length  of  125  + 13- 138  mm.,  or 
about  7D.  In  lower  degrees  of  hypermetropia  the  distance  of  the  lens  from 
the  eye  may  be  disregarded. 

631.  Biplopla. — Diplopia  is  an  affection  of  the  eye  which  causes  objects 
to  be  seen  double ;  that  is,  two  images  are  seen  instead  of  one.  Usually 
the  two  images  are  almost  entirely  superposed,  and  one  of  them  is  much 
more  distinct  than  the  other.  Diplopia  is  usually  due  to  a  want  of  power  in 
one  or  more  of  the  ocular  muscles,  but  it  may  be  due  to  the  prismatic  action 
of  badly  centred  spectacles. 

632.  Aobromatopsy. — AchromcUopsy^  or  colour  blindness^  is  a  curious 
defect  of  vision  which  shows  itself  in  the  inability  to  distinguish  between 
certain  colours  which,  to  persons  not  so  affected,  are  quite  dissimilar.  In 
other  respects  their  vision  may  be  quite  normal.  Four  forms  of  colour 
blindness  have  been  described,  viz. !  red  blindness^  green  blindness^  violet 
blindness^  and  totcU  colour  blindness.  By  far  the  commonest  form  of  this 
defect  is  that  of  red  blindness,  Dalton  suffered  from  this  defect,  and  from 
the  fact  that  he  very  carefully  described  it  the  defect  has  been  called 
Daltonism*  Persons  so  affected  are  unable  to  distinguish  between  certain 
shades  of  red  and  green,  being  blind  for  two  particular  groups  of  hues  which 
are  complementary.  Green  or  bluish  green  and  red  colours  to  them  vary 
only  in  shade,  but  not  in  colour.  Thus  red  cherries  on  a  green  tree  are 
distinguishable  only  by  their  form  and  shade.  If  such  a  person  be  examined 
with  the  spectroscope,  the  red  end  is  found  to  be  more  or  less  shortened, 
and  the  whole  spectrum  appears  to  consist  of  two  distinct  colours  only, 
yellow  and  blue.  In  many  cases  the  two  colours  are  separated  by  a  neutral 
band  of  greyish  colour. 

Blue  yellow  blindness^  or  violet  blindness^  as  it  is  called  by  some,  is  an 
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exceedingly  rare  phenomenon.  It  is  characterised  by  the  inability  to  dis- 
tinguish blue  and  its  shades  trom  yellow,  but  red  and  green,  with  all  their 
shades,  are  clearly  defined.  In  this  form  the  spectrum  is  shortened  at  the 
violet  end.  Green  blindness  has  also  been  described,  but  as  in  colour  blind- 
ness the  complementary  colours  are  always  defective,  it  is  difficult  to  dis- 
tinguish such  cases  from  red  blindness,  and  what  appears  to  be  green  blind- 
ness by  one  test  may  be  considered  to  be  red  blindness  by  another. 

Total  colour  blindness. — Lastly,  cases  have  been  occasionally  met  with  in 
which  ail  sensation  of  colour  is  absent,  the  spectrum  appearing  to  such 
persons  as  a  greyish  band  of  varying  brightness.  In  such  cases  the  vision 
will  be  somewhat  impaired  as  well. 

Colour  blindness  occurs  chiefly  in  the  male  sex.  It  is  usually  congenital, 
and  is  found  to  atfect  from  3  to  4  per  cent,  of  the  community.  When 
acquired  it  is  almost  always  due  to  disease.  Owing  to  the  danger  which 
may  arise  from  the  faulty  observation  of  coloured  signals  on  railways  and  at 
sea,  numerous  methods  have  been  proposed  for  the  qualitative  and  quantita- 
tive observation  of  the  colour  sense. 

The  best  test  for  ordinary  use  is  to  give  the  patient  a  standard  skein  of 
wool  of  a  particular  tint,  green,  rose,  or  red,  and  to  require  him  to  match  it, 
with  others  which  appear  to  him  of  the  same  tint,  among  a  large  bundle  of 
skeins  of  many  colours.  Coloured  glasses  which  can  be  rotated  in  front  of 
a  lantern  to  imitate  railway  signals  are  also  largely  used  for  this  purpose. 

633-  Oplittaklmo»oope,~This  instrument,  as  its  name  indicates,  is  de- 
signed for  the  examination  of  the  eye,  and  was  invented  in  1851  by  Von 
Helmholti.  It  consists  : — i.  Of  a  concave  spherical  reflector  of  glass  or 
metal,  M  (figs.  604,  605),  in  the  middle  of  which  is  a  small  hole  about  a 
sixth  of  an  inch  in  diameter.  The  focal  length  of  the  reflector  is  from  8  to 
10  inches.  2.  Of  a  converging  lens,  o,  which  is  held  in  front  of  the  eye  of 
the  patient. 

To  make  use  of  the  ophthalmoscope,  the  patient  is  placed  in  a  dark  room 


and  a  lamp  put  beside  him,  E.    The  screen  serves  to  shade  the  light  firom 
his  head,  and  keep  it  in  darkness.    The  observer,  A,  holding  in  one  hand 
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the  reflector,  employs  it  to  concentrate  the  light  of  the  lamp  near  the  eye,  B, 
of  the  patient,  and  with  his  other  hand  holds  the  achromatic  lens,  <?,  in  front 
of  the  eye.  By  this  arrangement  the  back  of  the  eye  is  lighted  up,  and  its 
structure  can  be  clearly  discerned. 

Fig.  605  shows  how  the  image  of  the  back  of  the  eye  is  produced,  which 
the  observer,  A,  sees  on  looking  through  the  hole  in  the  reflector.  Let  ab 
be  the  part  of  the  retina  on  which  the  light  is  concentrated,  pencils  of  rays 
proceeding  from  ab  would  form  an  inverted  and  aerial  image  of  ctb  at  ab*. 
These  pencils,  however,  on  leaving  the. eye,  pass  through  the  lens  <?,  and 


Fig.  605. 

thus  the  image  a*'b''  is  in  fact  formed,  inverted,  but  distinct,  and  in  a  position 
fit  for  vision. 

Modem  ophthalmoscopes  are  now  usually  provided  with  either  one  or 
more  discs  of  metal  carrying  a  complete  series  of  convex  and  concave 
lenses,  or  with  a  similar  series  of  lenses  forming  a  chain  of  discs  fitted  in 
the  body  of  the  instrument.  These  lenses  are  so  arranged  that  the  observer 
by  rotating  a  small  wheel  can  bring  a  lens  of  any  focal  length  he  pleases 
behind  the  aperture  of  the  mirror.  This  mirror  is  usually  of  a  much  shorter 
focal  length  than  in  the  instrument  previously  described,  and  is  tilted  at  an 
angle  so  that  its  plane  is  not  parallel  to  the  lenses  behind  the  mirrors.  By 
this  means,  the  ophthalmoscope  can  be  held  almost  touching  the  patient's 
eye,  while  the  light  can  still  be  reflected  into  the  patient's  eye  from  the 
mirror.  In  this  form  of  ophthalmoscope  the  lens  o  is  dispensed  with,  and  by 
placing  behind  the  mirrors  the  lens  which  corrects  the  sum  (or  difference) 
of  the  refractive  errors  of  the  patient's  and  the  observer's  eye,  the  observer's 
eye  is  rendered  emmetropic  for  the  pencils  of  light  which  reach  it.  In  this  case 
the  rays  of  light  from  the  lamp  are  reflected  from  the  mirrors  directly  on  the 
back  of  the  patient's  eye,  and  proceeding  from  ab^  are  converted  by  the  lens 
placed  behind  the  mirrors  in  such  a  manner  that  they  form  a  distinct  image 
on  the  retina  of  the  observer's  eye.  In  the  latter  case  the  image  is  erect  and 
enlarged  about,  twenty  times,  while  in  the  former  indirect  method  the  image 
is  inverted  and  enlarged  only  about  four  or  five  times.  By  a  simple  contrivance 
in  the  form  of  a  swivel  carrying  the  two  kinds  of  mirrors,  either  can  be  at 
once  rotated  in  front  of  the  aperture,  and  thus  the  same  instrument  can  be 
employed  for  both  methods  of  examination.  The  direct  method  just 
described  affords  a  ready  means  of  estimating  the  refraction  of  the  patient's 
eye,  or,  in  other  words,  of  ascertaining  at  once  the  focal  length  of  the  lens 
necessary  to  enable  the  patient  to  see  distant  objects.  To  find  this,  all  that 
is  necessary  is  that  the  observer  should  previously  ascertain  the  exact 
number  of  diopters  necessary  to  correct  his  eye  for  distant  vision,  and  to 
accustom  himself  to  relax  his  accommodation  to  the  full  when  using  the 
instrument.     On*  the  patient's  part  this  relaxation  occurs  insensibly.    The 
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d  for  distant  objects,  the  observer  now 
irror,  holding  the  instrument  as  close  to 
aid  both  eyes  be  emmelropic  (normal), 
ally  parallel  would  be  focussed  on  the 
reeling  lens  would  be  needed.  Should 
US  which  will  correct  it  for  parallel  rays 

the  patient's  retina.  Should  both  eyes 
r  diopters  which  are  found  necessary  to 
;r  which  correct  the  observer's  eye  will 
e.  By  thus  correcting  for  the  vessels  in 
:lion,  both  the  axis  and  the  amount  of 

ascertained. 
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CHAPTER  VII 

SOURCES  OF  LIGHT.      PHOSPHORESCENCE 

634.  Various  sovroes  of  llffbt. — The  various  sources  of  light  are  the 
sun,  the  stars,  heat,  chemical  combination,  phosphorescence,  electricity,  and 
meteoric  phenomena.  The  last  two  sources  will  be  treated  under  the  articles 
Electricity  and  Meteorology. 

The  origin  of  the  light  emitted  by  the  sim  and  by  the  stars  is  unknown  ;  the 
sun  is  the  chief  source.  The  ignited  envelope  by  which  the  sun  is  surrounded 
is  gaseous,  because  the  light  of  the  sun,  like  that  emitted  from  all  gaseous 
bodies,  gives  no  trace  of  polarisation  in  the  polarising  telescope,  Chap.  viii. 

Terrestrial  bodies  become  sources  of  light  when  they  are  raised  to  a 
sufficiently  high  temperature ;  according  to  Draper  all  bodies  begin  to  glow 
with  a  red  heat  at  52$°;  the  light  is  brighter  as  the  temperature  is  higher^ 
and  at  1,170°  it  is  a  white  heat 

The  luminous  effects  witnessed  in  many  chemical  combinations  are  due 
to  the  high  temperatures  produced.  Ordinary  luminous  flames  are  essentially 
gases  containing  solids  heated  to  incandescence. 

635.  ybospboresoence. — Certain  bodies  have  the  property  of  becoming 
luminous  in  the  dark  without  any  considerable  rise  of  temperature.  This 
phenomenon,  which  is  well  seen  in  phosphorus,  is  for  this  reason  known  as 
phosphorescence.  Here  it  is  undoubtedly  due  to  a  slow  oxidation,  for  it 
ceases  in  spaces  where  no  oxygen  is  present  Phosphorescence  is  also  ex- 
hibited under  certain  conditions  by  decaying  animal  and  vegetable  matter. 
This  is  also  due  to  slow  oxidation. 

Phosphorescence  is  observed  in  living  animals,  of  which  the  best  known 
case  is  that  of  the  glowworm ;  here  it  is  very  intense,  and  the  brightness 
seems  to  depend  on  the  will.  Its  light  consists  of  a  continuous  spectrum 
from  C  to  near  ^,  and  is  particularly  rich  in  blue  and  green  rays.  In  tropical 
climates  the  sea  is  often  covered  with  a  bright  phosphorescent  light  due  to 
myriads  of  small  luminous  infusoria  {Nociiluca  miliaris), 

Langley  showed  that  in  ordinary  oil  or  gas  flames  more  than  99  per  cent 
of  the  total  energy  is  expended  as  heat,  and  is  useless  as  regards  light ;  and 
in  sources  at  a  high  temperature,  such  as  the  arc  and  incandescent  electric 
lights,  the  proportion  although  less  is  still  considerable. 

The  light  of  the  Pyrophoms  nociilucus,  which  is  found  abundantly  in 
Cuba,  when  examined  by  the  spectroscope  and  bolometer  (960)  is  found  to 
be  devoid  of  red  and  also  obscure  rays,  that  is,  to  contain  only  luminous  rays. 
It  thus  represents  an  economical  form  of  light.  As  the  more  refrangible 
rays  are  those  which  affect  the  eye,  it  is  desirable  to  obtain  in  our  artificial 
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lights  as  great  a  proportion  of  the  energy  in  this  form  as  possible,  and  it  is  in 
this  direction  that  improvement  in  artificial  illumination  is  to  be  looked  for. 
At  present,  to  use  the  striking  comparison  of  Professor  Lodge,  we  are  in  the 
position  of  an  organist  who,  in  order  to  produce  a  few  very  high  notes,  has  to 
turn  on  the  whole  of  the  register. 

Phosphorescence  by  rise  of  temperature.  This  is  best  seen  in  certain 
species  of  diamonds,  and  particularly  in  chlorophane^  a  variety  of  fluorspar, 
which,  when  heated  to  300^  or  400^,  suddenly  becomes  luminous,  emitting  a 
greenish-blue  light  which  lasts  for  several  days. 

Hagenbach  found  that  the  spectrum  of  phosphorescent  fluorspar  con- 
sisted of  only  nine  bands:  four  blue,  two  green,  two  yellow,  and  one 
orange.  As  the  relative  intensities  of  these  bands  are  continually  changing, 
it  is  easy  to  understand  the  different  colours  presented  by  different  specimens 
of  this  mineral. 

Phosphorescence  by  mechanical  effects^  such  as  friction,  percussion,  cleavage, 
&c.  ;  for  example,  when  two  crystals  of  quartz  are  rubbed  against  each  other 
in  darkness,  when  a  lump  of  sugar  is  broken,  or  when  a  plate  of  mica  is 
cleft  To  this  category  belongs  also  the  disengagement  of  light  when 
arsenious  acid  crystallises. 

Phosphorescence  by  electricity^  like  that  which  results  from  the  friction  of 
mercury  against  the  glass  in  a  barometric  tube. 

636.  Pbospborescence  by  insolation. — A  large  number  of  substances, 
after  having  been  exposed  to  the  direct  action  of  sunlight,  or  even  of  the 
-diffused  light  of  the  atmosphere,  emit  in  darkness  a  phosphorescence  the 
colour  and  intensity  of  which  depend  on  the  nature  and  physical  condition 
of  these  substances. 

This  was  first  observed  in  1604  in  Bolognese  phosphorus  (sulphide  of 
barium),  but  it  also  exists  in  a  great  number  of  substances.  The  sulphides 
of  calcium  and  strontium  are  those  which  present  it  in  the  highest  degree. 
They  must  be  prepared  in  the  dry  way  and  at  high  temperatures.  When 
well  prepared,  after  being  exposed  to  the  light,  they  are  luminous  for  several 
hours  in  darkness.  But  as  this  phosphorescence  takes  place  in  a  vacuum  as 
well  as  in  a  gaseous  medium,  it  cannot  be  attributed  to  a  chemical  action,  but 
rather  to  a  temporary  modification  which  the  body  undergoes  from  the  action 
of  light  A  phosphorescent  sulphide  of  calcium  is  prepared  for  industrial 
purposes,  and  is  known  as  Balmain's  luminous  paint. 

After  the  substances  above  named,  the  best  phosphorescents  are  the 
following,  in  the  order  in  which  they  are  placed:  a  large  number  of  diamonds 
(especially  yellow  ones),  and  most  specimens  of  fluorspar  ;  then  arragonite, 
calcareous  concretions,  chalk,  apatite,  heavy  spar,  dried  nitrate  of  calcium, 
and  dried  chloride  of  calcium,  cyanide  of  calciiun,  a  large  number  of  stron- 
tiimi  or  barium  compounds,  magnesium  and  its  carbonate,  &c.  Besides 
these  a  large  number  of  organic  substances  also  become  phosphorescent  by 
insolation ;  for  instance,  dry  paper,  silk,  sugar,  amber,  the  teeth,  &c. 

The  different  spectral  rays  are  not  equally  well  fitted  to  render  substances 
phosphorescent.  The  maximum  effect  takes  place  in  the  violet  rays,  or  even 
a  little  beyond  ;  while  the  light  emitted  by  phosphorescent  bodies  generally 
corresponds  to  rays  of  a  smaller  refrangibility,  that  is,  of  greater  wave-length, 
than  those  of  the  light  received  by  them  and  giving  rise  to  the  action. 


624  On  Light  [686- 

The  tint  which  phosphorescent  bodies  assume  is  very  variable,  and  even 
in  the  same  body  it  changes  with  the  manner  in  which  it  is  prepared.  In 
strontium  compounds  green  and  blue  tints  predominate ;  and  orange,  yellow, 
and  green  tints  in  the  sulphides  of  barium. 

The  colour  also  alters  with  the  temperature  during  insolation.  Thus 
with  sulphide  of  strontium  the  light  is  dark  violet  at  —20°  C,  bright  blue  at 
+  40°,  bluish-green  at  ^Qp^  greenish-yellow  at  100**,  and  reddish-yellow  of 
feeble  luminosity  at  200°  C. 

The  duration  of  phosphorescence  varies  also  in  different  bodies.  In  the 
sulphides  of  calcium  and  strontium,  phosphorescence  lasts  as  long  as  thirty 
hours ;  with  other  substances  it  does  not  exceed  a  few  seconds,  or  even  a 
fraction  of  a  second. 

When  a  phosphorescent  body  has  been  heated  the  light  emitted  is  brighter, 
but  the  greater  the  emission  of  light  the  shorter  is  the  duration  of  the  phos- 
phorescence.   Heat,  therefore,  produces  a  more  rapid  irradiation  of  the  light 

Pkosphoroscope, — In  experimenting  with  bodies  whose  phosphorescence 
lasts  a  few  minutes  or  even  a  few  seconds,  it  is  simply  necessary  to  expose 
them  to  solar  or  diffused  light  for  a  short  time,  and  then  place  them  in  dark* 
ness :  their  luminosity  is  very  apparent,  especially  if  care  has  been  taken  to 
close  the  eyes  previously  for  a  few  moments.  But  in  the  case  of  bodies  whose 
phosphorescence  lasts  only  a  very  short  time,  this  method  is  inadequate. 
Becquerel  invented  an  ingenious  apparatus,  the  pkosphoroscope^  by  which 
bodies  can  be  viewed  immediately  after  being  exposed  to  light :  the  interval 
which  separates  the  insolation  and  observation  can  be  made  as  small  as 
possible,  and  measured  with  great  precision. 

This  apparatus  consists  of  a  closed  cylindrical  box,  AB  (fig.  606),  of 
blackened  metal ;  on  the  ends  are  two  apertures  opposite  each  other  which 
have  the  form  of  a  circular  sector.  One  only  of  these,  ^,  is  seen  in  the 
figure.  The  box  is  fixed,  but  it  is  traversed  in  the  centre  by  a  movable  axis, 
to  which  are  fixed  two  circular  screens,  MM  and  PP,  of  blackened  metal 
(fig.  607).  Each  of  these  screens  is  perforated  by  four  apertures  of  the 
same  shape  as  those  in  the  box ;  but  while  the  latter  correspond  to  each 
other,  the  apertures  of  the  screens  alternate,  so  that  the  open  parts  of  the 
one  correspond  to  the  closed  parts  of  the  other.  The  two  screens,  as  already 
mentioned,  are  placed  in  the  box,  and  fixed  to  the  axis,  which  by  means  of  a 
train  of  wheels,  worked  by  a  handle,  can  be  made  to  turn  with  any  velocity. 

In  order  to  investigate  the  phosphorescence  of  any  body  by  means  of 
this  instrument,  the  body  is  placed  on  a  stirrup  interposed  between  the  two 
rotating  screens.     The  light  cannot  pass  at  the  same  time  through  the 
opposite  apertures  of  the  sides  A  and  B,  because  one  of  the  closed  parts  of 
the  screen  MM,  or  of  the  screen  PP,  is  always  between  them.    So  that  w^hen 
a  body,  a,  is  illuminated  by  light  from  the  other  side  of  the  apparatus,  it 
could  not  be  seen  by  an  observer  looking  at  the  aperture,  £?,  for  then  it  would 
be  masked  by  the  screen  PP.    Accordingly,  when  an  observer  saw  the  body 
^l,  it  would  not  be  illuminated,  as  the  light  would  be  intercepted  by  the  closed 
parts  of  a  screen  MM.    The  body  a  would  alternately  appear  and  disappear ; 
it  would  disappear  during  the  time  of  its  being  illuminated,  and  appear  when 
it  was  no  longer  so.     The  time  which  elapses  between  the  appearance  and 
disappearance  depends  on  the  velocity  of  rotation  of  the  screens.      Suppose, 
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for  instance,  that  ihey  made  i;o  turns  in  a  second;  as  one  revolution  of  the 
screens  is  effected  in  iJj  of  a  second,  there  would  be  four  appearances  and 
four  disappearances  during  that  time.  Hence  the  length  of  time  elapsing 
between  the  time  of  illumination  and  of  observation  would  be  j  of  ^^  ot  a 
second  or  o'oooS  of  a  second. 

Observations  with  the  phosphoroscope  are  made  in  a  dark  chamber,  the 
observer  being  on  that  side  on  which  is  the  wheelworic.    A  ray  of  solar  or 


Fig.  606. 

electric  light  is  allowed  to  fell  upon  the  substance  a,  and,  the  screens  being 
made  to  rotate  more  or  less  rapidly,  the  body  a  appears  luminous  by 
transparence  in  a  continuous  manner,  when  the  interval  between  insolation 
and  observation  is  less  than  the  duration  of  the  phosphorescence  of  the 
body.  By  experiments  of  this  kind,  Becquerel  found  that  substances  which 
usually  are  not  phosphorescent  become  so  in  the  phosphoroscope  ;  such,  for 
instance,  is  Iceland  spar.  Uranium  compounds  present  the  most  brilliant 
appearance  in  this  apparatus  ;  they  emit  a  very  bright  luminosity  when  the 
observer  can  see  them  0-03  or  004.  of  a  second  after  insolation.  But  a  large 
number  of  bodies  produce  no  effect  in  the  phosphoroscope ;  for  instance, 
quarti,  sulphur,  phosphorus,  metals,  and  liquids. 
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CH AFTER  VIII. 


DOUBLE  REFRACTION.      INTERFERENCE.      POLARISATION. 


637.  The  undiUatory  theory  of  Uvht.— It  has  been  already  stated  (499) 
that  the  phenomenon  of  light  is  ascribed  to  undulations  propagated  through 
an  exceedingly  rare  medium  called  the  luminiferous  ether,  which  is  supposed 
to  pervade  all  space,  and  to  exist  between  the  molecules  of  the  ordinary 
forms  of  matter.  It  is  held,  in  short,  that  light  is  due  to  undulations  of  the 
ether,  just  as  sound  is  due  to  undulations  propagated  through  the  air.  In 
the  latter  case  the  undulations  cause  the  drum  of  the  ear  to  vibrate  and 
produce  the  sensation  of  sound.  In  the  former  case,  the  undulations  cause 
points  of  the  retina  to  vibrate  and  produce  the  sensation  of  light  The  two 
cases  differ  in  this,  that  in  the  case  of  sound  there  is  independent  evidence 
of  the  existence  and  vibration  of  the  medium  (air)  which  propagates  the 
undulation  ;  whereas  in  the  case  of  light  the  existence  of  the  medium  and 
its  vibrations  is  assumed^  because  that  supposition  connects  and  explains  in 
the  most  complete  manner  a  long  series  of  very  various  phenomena.  There 
is,  however,  no  independent  evidence  of  the  existence  of  the  luminiferous 
ether. 

The  analogy  between  the  phenomena  of  sound  and  light  is  very  close  ; 
thus,  the  intensity  of  a  sound  is  greater  as  the  amplitude  of  the  vibration  of 
each  particle  of  the  air  is  greater,  and  the  intensity  of  light  is  greater  as  the 
amplitude  of  the  vibration  of  each  particle  of  the  ether  is  greater.  Again,  a 
sound  is  more  acute  as  the  length  of  each  undulation  producing  the  sound  is 
less,  or,  what  comes  to  the  same  thing,  according  as  the  number  of  vibrations 
per  second  is  greater.  In  like  manner,  the  colour  of  light  is  different  ac- 
cording to  the  length  of  the  undulation  producing  the  light :  a  red  light  is 
due  to  a  comparatively  long  undulation,  and  corresponds  to  a  deep  sound, 
while  a  violet  light  is  due  to  a  short  undulation,  and  corresponds  to  an  acute 
sound. 

Although  the  length  of  the  undulation  cannot  be  observed  directly,  yet  it 
can  be  inferred  from  certain  phenomena  with  great  exactness.  The  follow- 
ing table  gives  the  lengths,  in  inches  and  millimetres,  of  the  imdulations 
corresponding  to  the  light  at  the  principal  dark  lines  of  the  spectrum  : — 


Length  of 

Length  of 

Undulation 

Undulation 

Dark  line 

in  inche.4 

in  millimetres 

B    .        .        . 

.      0*0000271 

0*0006874 

C    .        .        . 

.      0-0000258 

0*0006562 

D,  .        .        . 

0*0000232 

0-0005897 

E    .        .        . 

0*0000207 

0*0005271 

F    .        .        . 

.      0*0000191 

0-0004862 

G    .        .        . 

0*0000169 

0*0004311 

H,  .        .        . 

0*0000159 

0-0003969 
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It  will  be  remarked  that  the  limits  are  very  narrow  within  which  the 
lengths  of  the  undulations  of  the  ether  must  be  comprised,  if  they  are  to 
be  capable  of  producing  the  sensation  of  light  In  this  respect  light  is  in 
marked  contrast  to  sound.  For  the  limits  are  very  wide  within  which  the 
lengths  of  the  undulations  of  the  air  may  be  comprised  when  they  produce 
the  sensation  of  sound  (244). 

The  undulatory  theory  readily  explains  the  colours  of  different  bodies. 
According  to  that  theory,  certain  bodies  have  the  property  of  exciting  undula- 
tions of  different  lengths,  and  thus  producing  light  of  given  colours.  White 
light  or  daylight  results  from  the  coexistence  of  undulations  of  all  possible 
lengths. 

The  colour  of  a  body  is  due  to  the  power  it  has  of  extinguishing  certain 
vibrations,  and  of  reflecting  others  ;  and  the  body  appears  of  the  colour  pro- 
duced by  the  coexistence  of  the  reflected  vibrations.  A  body  appears  white 
when  it  reflects  all  different  vibrations  in  the  proportion  in  which  they  are 
present  in  the  spectrum ;  it  appears  black  when  it  reflects  light  in  such 
small  quantities  as  not  to  affect  the  eye.  A  red  body  is  one  which  has  the 
property  of  reflecting  in  predominant  strength  those  vibrations  which  pro- 
duce the  sensation  of  red.  This  is  seen  in  the  fact  that,  when  a  piece  of  red 
paper  is  held  against  the  daylight,  and  the  reflected  light  is  caught  on  a 
white  wall,  this  also  appears  red.  A  piece  of  red  paper  in  the  red  part  of 
the  spectrum  appears  of  a  brighter  red,  and  a  piece  of  blue  paper  held  in 
the  blue  part  appears  a  brighter  blue  ;  while  a  red  paper  placed  in  the 
violet  or  blue  part  appears  almost  black.  In  the  last  case  th^  red  paper 
can  only  reflect  red  rays,  while  it  extinguishes  the  blue  rays,  and  as  the  blue 
of  the  spectrum  is  almost  free  from  red,  so  little  is  reflected  that  the  paper 
appears  black. 

The  undulatory  theory  likewise  explains  the  colours  of  transparent  bodies. 
Thus,  a  vibrating  motion  on  reaching  a  body  sets  it  in  vibration.  So  also  the 
vibrations  of  the  luminiferous  ether  are  communicated  to  the  ether  in  a  body, 
and,  setting  it  in  motion,  produce  light  of  different  colours.  When  this  motion 
is  transmitted  through  any  body,  it  is  said  to  be  transparent  or  translucent, 
according  to  the  different  degrees  of  strength  with  which  this  transmission  is 
effected.     In  the  opposite  case  it  is  said  to  be  opaque. 

When  light  falls  upon  a  transparent  body,  the  body  appears  colourless  if 
all  the  vibrations  arc  transmitted  in  the  proportion  in  which  they  exist  in  the 
spectrum.  But  if  some  of  the  vibrations  are  checked  or  extinguished,  the 
emergent  light  will  be  of  the  colour  produced  by  the  coexistence  of  the  un- 
checked vibrations.  Thus,  when  a  piece  of  blue  glass  is  held  before  the  eye, 
the  vibrations  producing  red  aiid  yellow  are  extinguished,  and  the  colour  is 
due  to  the  emergent  vibrations  which  produce  blue  light. 

The  undulatory  theory  also  accounts  for  the  reflection  and  refraction  of 
light,  as  well  as  other  phenomena  which  are  yet  to  be  described.  The  ex- 
planation of  the  refraction  of  light  is  of  so  much  importance  that  we  shall 
devote  to  it  the  following  article. 

638.  Flijsioal  explanation  of  slngrle  refraction. — The  explanation  of 
this  phenomenon  by  means  of  the  undulatory  theory  of  light  presupposes 
that  of  the  mode  of  propagation  of  a  plane  wave.  Now,  if  a  disturbance 
originated  at  hxiy  point  of  the  ether,  it  would  be  propagated  as  a  spherical 
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wave  in  all  directions  round  that  point  with  a  uniform  velocity.  If,  instead 
of  a  single  point,  we  consider  the  front  of  a  plane  wave,  it  is  evident  that 
disturbances  originate  simultaneously  at  all  points  of  the  front,  and  that 
spherical  waves  proceed  from  each  point  with  the  same  uniform  velocity. 
Consequently,  all  these  spheres  will  at  any  subsequent  instant  be  touched  by 
a  plane  parallel  to  the  original  plane.  The  disturbances  propagated  from 
the  points  in  the  first  position  of  the  wave  will  mutually  destroy  each  other, 
except  in  the  tangent  plane  ;  consequently  the  wave  advances  as  a  plane 
wave,  its  successive  positions  being  the  successive  positions  of  the  tangent 
plane.  If  the  wave  moves  in  any  medium  with  a  velocity  v^  it  will  describe 
a  space  vt  in  a  time  /,  in  a  direction  at  right  angles  to  the  wave-front. 

In  any  given  moment  let  mn  (fig.  608)  be  the  position  of  the  wave-front  ol 
a  ray  of  light,  which,  moving  through  any  medium,  meets  the  plane  surface 

AB  of  any  denser  refract- 
ing medium.  In  the  same 
moment  in  which  the 
wave-front  reaches  n,  m 
becomes  the  centre  of  a 
spherical  wave  system 
which  moves  in  the  second 
medium ;  and,  as  the  elas- 
ticity of  the  second  me- 
dium is  different  from 
that  of  the  first,  the  velo- 
city of  propagation  of  the 
wave  in  the  two  media  will  be  different  While  the  plane  wave  moves  from 
n  to  K,  the  corresponding  wave  starting  from  m  reaches  the  surface  of  a 
sphere  the  radius  of  which  is  less  than  «K,  if  the  second  medium  is  denser 
than  the  first.  The  incident  wave  in  like  manner  reaches  m'  and  «'  simul- 
taneously, and  while  n'  moves  to  K,  m'  moves  to  o\  the  surface  of  a  sphere 
the  radius  of  which,  m'o\  is  to  mo  as  n'K  is  to  «K.  All  the  elementary 
waves  proceeding  from  points  intermediate  to  n  and  K  which  arise  from 
the  same  incident  wave,  touch  one  and  the  same  plane  Ko'o,  and  the 
refracted  ray  proceeds  in  the  new  medium  perpendicular  to  this  tangent 
plane. 

Now  «K  and  mo  are  proportional  to  the  velocities  of  light  in  the  two- 
media  respectively  :  let  ?nK  be  taken  as  unit  of  length,  then 

«K  =  sin  nmYi  and  mo  =  sin  mVio. 

Now  nmK  is  the  angle  of  incidence  of  the  ray,  and  mKo  is  the  angle  of 
refraction,  and  nYL  and  mo  are  proportional  to  the  velocities  of  light  in  the 
two  media  respectively;  hence  we  see  that  these  velocities  are  to  each 
other  in  the  same  ratio  as  the  sines  of  the  angles  of  incidence  and  refraction ; 
a  conclusion  which  agrees  with  the  results  of  direct  observation  (506),  and 
forms  a  beautiful  confirmation  of  the  truth  of  the  undulatory  theor>\ 

DOUBLE  REFRACTION 

639.  Double  reflrmetloa.— It  has  been  already  stated  (536)  that  a  large 
number  of  crystals  possess  the  property  of  double  refraction,  in  virtue  of 


Fig.  608. 
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which  a  single  incident  ray  in  passing  through  any  one  of  them  is  divided 
into  two,  or  undergoes  bifurcation^  whence  it  follows  that,  when  an  object 
is  seen  through  one  of  these  crystals,  it  appears  double.  The  fact  of  the 
existence  of  double  refraction  in  Iceland  spar  was  first  stated  by  Bartholin 
in  1669,  but  the  law  of  double  refraction  was  first  enunciated  exactly  by 
Huyghens,  in  his  treatise  on  light,  written  in  1678  and  published  in  1690. 

Crystals  which  possess  this  peculiarity  are  said  to  be  double-refracting. 
It  is  found  to  a  greater  or  less  extent  in  all  crystals  which  do  not  belong  to 
the  cubical  system.  Bodies  which  crystallise  in  this  system,  and  those 
which,  like  glass,  are  destitute  of  crystallisation,  have  no  double  refraction. 
The  property  can,  however,  be  imparted  to  them  when  they  are  unequally 
compressed,  or  when  they  are  cooled  quickly  after  having  been  heated,  in 
which  state  glass  is  said  to  be  unannealed.  Of  all  substances,  that  which 
possesses  it  most  remarkably  is  Iceland  spar  or  crystallised  carbonate  of 
calcium.  In  many  substances,  the  power  of  double  refraction  can  hardly 
be  proved  to  exist  directly  by  the  bifurcation  of  an  incident  ray ;  but  its 
existence  is  shown  indirectly  by  their  being  able  to  depolarise  light  (665). 

Fresnel  explained  double  refraction  by  assuming  that  the  ether  in  double- 
refracting  bodies  is  not  equally  elastic  in  all  directions  ;  from  which  it 
follows  that  the  vibrations,  in  certain  directions  at  right  angles  to  each 
other,  are  transmitted  with  unequal  velocities  ;  these  directions  being  de- 
pendent on  the  constitution  of  the  crystal.  This  hypothesis  is  confirmed  by 
the  property  which  glass  acquires  of  becoming  double-refracting  by  pressure 
and  when  unannealed. 

640.  Vniaxial  crystals. — In  all  double-refracting  crystals  there  is  one 
direction,  and  in  some  a  second  direction,  possessing  the  following  property : — 
When  a  point  is  looked  at  through  the  crystal  in  this  particular  direction,  it 
does  not  appear  double.  The  lines  fixing  these  directions  are  called  optic 
axes ;  and  sometimes,  though  not  very  properly,  axes  of  double  refraction. 
A  crystal  is  called  uniaxicU  when  it  has  one  optic  axis  ;  that  is  to  say,  when 
there  is  one  direction  within  the  crystal  along 
which  a  ray  of  light  can  proceed  without 
bifurcation.  When  a  crystal  has  two  such 
axes,  it  is  called  a  biaxial  crystal 

The  uniaxial  crystals  most  frequently 
used  in  optical  instruments  are  Iceland  spar, 
quartz,  and  tourmaline.  Iceland  spar  crystal- 
lises in  rhombohedra,  whose  faces  form  with 
each  other  angles  of  105°  5'  or  74^  55'.     It  ^*«-  ^• 

has  eight  solid  angles  (see  fig.  609).  Of  these,  two,  situated  at  the  extremi- 
ties of  one  of  the  diagonals,  are  severally  contained  by  three  obtuse  angles. 
A  line  drawn  within  one  of  these  two  angles  in  such  a  manner  as  to  be 
equally  inclined  to  the  three  edges  containing  the  angle  is  called  the  axis  of 
the  crystal.  If  all  the  edges  of  the  crystal  were  equal,  the  axis  of  the  crystal 
would  coincide  with  the  diagonal,  ab, 

Brewster  showed  that  in  all  uniaxial  crystals  the  optic  axis  coincides  with 
the  axis  of  crystallisation. 

The  principal  plane  with  reference  to  a  point  of  any  face  of  a  crystal, 
whether  natural  or  artificial,  is  a  plane  drawn  through  that  point  at  right 
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angles  to  the  face  and  parallel  to  the  op 
the  edges  of  the  rhombohedron  to  be  eq 
the  optic  axis  iab),  and  is  at  right  angle 
quently  it  is  parallel  to  the  principal  pi 
two  faces.  For  this  reason  abed  is  of) 
respect  to  those  faces. 

64[.  Ordlnarr  and  BxtrOiOrdliiarj 
which  an  incidenl  ray  is  divided  on  entl 
ordinary,  and  the  other  the  cxiraordin 
the  laws  of  single  refraction  j  that  is,  wi 
angle  of  Incidence  bears  a  constant  ratio 
and  Ihe  plane  of  incidence  coincides  wi 
in  particular  positions,  the  extraordinar 
The  images  corresponding  to  the  ordina 
the  ordinary  and  extraordinary  images  i 
If  a  transparent  specimen  of  Icelani 
on  a  sheet  of  while  paper,  two  image 
ordinary  image,  will  seem  slightly  nearei 
ordinary  image.  Suppose  the  spectato 
right  angles  to  the  paper,  then,  if  the  ct^ 
be  turned  round,  the  ordinary  image  will 
image  will  describe  a  circle  round  it,  th 
the  direction  of  the  shorter  diagonal  of 
edges  to  be  of  equal  length.  In  this  cai 
the  ordinary  and  extraordinary  ray  is  6° 
642,  Tlie  laws  or  double  rert^etli 
phenomena  are  found  10  obey  the  follow 
i.  Whatever  be  the  plane  of  incide 
the  two  general  laws  of  single  refractiot 
ordinary  ray  is  called  the  ordinary  refra 
ii.  In  every  section  perpendicular  tc 
also  follows  the  laws  of  single  refractic 
extraordinary  ray  has  a  constant  refraci 
ordinary  refractive  index. 

iii.  In  every  principal  section  the  e 
law  only  of  single  refraction  ;  that  is,  tl 
coincide,  but  the  ratio  of  the  sines  of  tl 

iv.  The  velocities  of  light  along  the 
that  the  difference  between  the  square; 
along  the  ordinary  and  extraordinary  ra 
sine  of  the  angle  between  the  latter  ray 

There  is  an  important  difference  bei 
velocity  of  the  corresponding  plane  w 
waves  corresponding  to  the  ordinary  an 
the  difference  between  the  squares  of  t 
square  of  the  sine  of  the  angle  between 
to  that  plane  wave  which  corresponds  t 
and  the  tay  do  not  generally  coincide. 
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iple  geomemcal  construction,  by  means  of 
cted  rays  can  be  detennined  when  the  direc- 
the  axis  are  known  relatively  to  the  face  of 
was  not  generally  accepted  by  physicists 
ly.  Malus,  showed  its  truth  by  numerous  exact 

nnlazl&l  or^atal. — The  tenn  extraordinary 

d  in  the  last  article.  For  the  same  crystal, 
m  that  of  the  ordinary  refractive  index  ;  for 
irdinary  refractive  index  is  r6s4,  while  the 
is  r4S3.  '  In  this  case  the  ordinary  index 
-  When  this  is  so,  the  crystal  is  said  to  be 
when  the  extraordinary  index  exceeds  the 
d  to  be  positive.  The  following  list  gives  the 
uniaxial  crystals  ; — 

■le  Uniaxial  Crystals 

iuby  Pyromorphite 

Imerald  Ferrocyanide  of  fMjtassium 

.patiie  Nitrate  of  sodium 

e  Uniaxial  Crystals 

pophyllite  Titarite 

e  Boracite 

l&kiKl  6Tjufit,—X  large  number  of  crystals, 
the  trimetric,  the  monoclinic,  and  the  triclinic 
;  in  other  words,  in  each  of  these  crystals 
hich  a  ray  of  light  passes  without  bifurcation, 
between  the  optic  axes  is  called  the  medial 
se  angle  is  called  the  supplementary  line, 
al  and  supplementary  lines  and  a  third  line 
sly  related  to  the  fundamental  form  of  the 
>elong.  The  acute  angle  between  the  optic 
als.  The  following  table  gives  the  magnitude 
in  crystals  ;— 
20'  Mica    .         .         .         .     45°   o" 

56  Sugar  .  .     50    o 

18  Selenite  .     60    o 

7  Epidote  .    84  19 

42  Sulphate  of  iron  .'       .     90     o 

t  biaxial  crystal,  and  passes  in  any  direction 
axis,  it  bifurcates;  in  this  case,  however, 
rs  of  single  refraction,  but  both  are  extra- 
statement  the  following  exception  must  be 
il  at  right  angles  to  the  medial  line  one  ray 
raction,  and  in  a  section  at  right  angles  to 
r  ray  follows  the  laws  of  ordinary  refraction. 
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INTERFERENCE  AND  DIFFRACTION 

645.  Znterferanoe  of  U^lit. — The  name  interference  is  given  to  the  re* 
ciprocal  action  which  two  rays  of  light  exert  upon  each  other  when  they  are 
emitted  from  two  neighbouring  sources  and  meet  each  other  under  a  very 
small  angle.  This  action  may  be  observed  by  means  of  the  following  ex- 
periment : — In  the  shutter  of  a  dark  room  two  very  small  apertures  of  the 
same  diameter  are  made  close  to  each  other.  The  apertures  are  closed 
by  pieces  of  coloured  glass — red,  for  example — by  which  two  pencils  of 
homogeneous  light  are  introduced.  These  two  pencils  form  two  divergent 
luminous  cones,  which  meet  at  a  certam  distance ;  they  are  received  on  a 
white  screen  a  little  beyond  the  place  at  which  they  meet,  and  in  the  segment 
common  to  the  two  discs  which  form  upon  this  screen  some  very  well-defined 
alternations  of  red  and  black  bands  are  seen.  If  one  of  the  two  apertures 
be  closed,  the  fringes  disappear,  and  are  replaced  by  an  almost  uniform  red 
tint  From  the  fact  that  the  dark  fringes  disappear  when  one  of  the  beams 
is  intercepted,  it  is  concluded  that  they  arise  from  the  interference  of  the  two 
pencils  which  cross  obliquely. 

This  experiment  was  first  made  by  Grimaldi,  but  was  modified  by 
Young.     Grimaldi  had  drawn  from  it  the  conclusion  that  light  added  to  light 


Fig.  610. 

produced  darkness.  The  full  importance  of  this  principle  remained  for 
a  long  time  unrecognised,  until  these  inquiries  were  resumed  by  Young 
and  by  Fresnel,  of  whom  the  latter,  by  a  modification  of  Grimaldi's  experi- 
ment, rendered  it  an  experimenlum  crucis  of  the  truth  of  the  undulatory 
hypothesis. 

In  Grimaldi's  experiment  diffraction  (646)  takes  place,  for  the  luminous 
rays  pass  by  the  edge  of  the  aperture.  In  the  following  experiment,  which 
is  due  to  Fresnel,  the  two  pencils  interfere  without  the  possibility  of  diffrac- 
tion. 

Two  plane  mirrors,  AB  and  BC  (fig.  610),  of  metal,  are  arranged  close  to 
each  other,  so  as  to  form  a  very  obtuse  angle,  ABC,  which  must  be  very  little 
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less  than  180°.  A  pencil  of  monochromatic  light— red,  for  instance— which 
passes  into  the  dark  chamber,  is  brought  to  a  focus,  F,  by  means  of  a  lens, 
L.  On  diverging  from  F  the  rays  fall  partly  on  AB,  and  partly  on  BC.  If 
BA  is  produced  to  P  and  FPF,  is  drawn  at  right  angles  (o  AP,  and  if  PF,  is 
made  equal  to  PF,  then  the  rays  which  fail  on  AB  will,  aftergre flection  pro- 
ceed as  if  they  diverged  from  F,.     If  a  similar  construction  is^made  for  the 

rays  fallingl.on    BC, 

Ihey  will  proceed  afte  r 
fcflection  as  if  they 
diverged  from  F,.  A 
little  consideration 
will  show  that  F,  and 
F,  are  very  near  each 
other.  Suppose  the  re- 
flected rays  to  fall  on 
a  screen  SS,  placed 
nearly  at  right  angles 
to    their    directions. 

Every   point    of    the  *' 

screen  which  receives  light  from  both  pencils  is  illuminated  by  both  rays, 
vii.  one  from  F,,  the  other  from  Fg :  thus  the  point  H  is  illuminated  by  two 
rays,  as  also  are  K  and  I.  Now  the  combined  action  of  these  two  pencils  is 
to  form  a  series  of  parallel  hands  alternately  light  and  dark  on  the  screen 
at  right  angles  to  the  plane  of  the  paper  {fig.  61 1).  They  are  distributed 
symmetrically  in  reference  to  one  of  them,  cc,  which  is  more  brilliant  than 
the  others,  and  which  is  called  the  central  fringe.  This  is  the  fundamental 
phenomenon  of  interference  ;  and  that  it  results  from  ih^  joint  action  of  the 
two  pencils  is  plain,  for  if  the  light  which  falls  upon  either  of  the  mirrors  is 
cut  off,  the  dark  bands  altogether  disappear. 

The  exjjeriment  may  also  he  made  by  means  of  Ohm's  prism,  which  is  a 
prism  in  which  the  refracting  angle  is  very  nearly  iSo°. 

A  very  simple  arrangement  of  a  mirror  for  experiments  on  the  interference 
of  light  is  thus  constructed.  Four  small  wax  pellets,  a,  6,  c,  d,  are  placed 
on  a  small  block  of  wood,  and  on  this  two  strips  of 
plate  glass,  which  accurately  fit  along  the  line  be.  A 
larger  glass  plate  is  then  laid  on  this,  and  the  finger 
moved  with  gentle  pressure  along  this  line.  In  this 
way  the  two  mirrors  form  a  very  slight  angle  with 
each  other,  and  give  in  sunlight  the  coloured  fringes.  p.    g,^ 

This  remarkable  experiment  is  explained  in  the 
most  satisfactory  manner  by  the  undulatory  theory  of  light.  The  explana- 
tion exactly  resembles  that  already  given  of  the  formation  of  nodes  and 
loops  by  the  combined  action  of  two  aerial  waves  (262)  ;  the  only  difference 
being  that  in  that  case  the  vibrating  particles  were  supposed  to  be  particles 
of  air,  whereas,  in  the  present  case,  the  vibrating  particles  are  supposed  to 
be  those  of  the  luminifcrous  ether.  Consider  any  point  K  on  the  screen, 
and  first  let  us  suppose  the  distance  of  K  from  F,  and  F,to  be  equal.  Then 
the  undulations  which  reach  K  will  always  be  in  the  same  phase,  and  the 
particle  of  ether  at  K  will  vibrate  as  if  the  light  came  from  one  source  ;  the 
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amplitude  of  the  vibration,  however,  will  be  increased  in  exactly  the  same 
manner  as  happens  at  a  loop  or  ventral  point ;  consequently,  at  K  the 
intensity  of  the  lij^ht  will  be  increased.  And  the  same  will  be  true  for  all 
parts  on  the  screen,  such  that  the  difference  between  their  distances  from 
the  two  images  equals  the  length  of  one^  two^  three,  &c.,  undulations.  If, 
on  the  other  hand,  the  distances  of  K  from  Fj  and  Fj  differ  by  the  length 
of  half  an  undulation,  then  the  two  waves  would  reach  K  in  exactly  opposite 
phases.  Consequently,  whatever  velocity  would  be  communicated  at  any 
instant  to  a  particle  of  ether  by  the  one  undulation,  an  exactly  equal  and 
opposite  velocity  would  be  communicated  by  the  other  undulation,  and  the 
particle  would  be  permanently  at  rest,  or  there  would  be  darkness  at  that 
point ;  this  result  being  produced  in  a  manner  precisely  resembling  the 
formation  of  a  nodal  point  already  explained.  The  same  will  be  true  for  all 
positions  of  K,  such  that  the  difference  between  its  distances  from  Fj  and 
Fj  is  equal  to  three  halves,  or  five  halves,  or  seven  halves,  &c.,  of  an  undula- 
tion. Accordingly,  there  will  be  on  the  screen  a  succession  of  alternations 
of  light  and  dark  points,  or  rather  lines — for  what  is  true  of  points  in  the 
plane  of  the  paper  (fig.  6ii)  will  be  equally  true  of  other  points  on  the 
screen,  which  is  supposed  to  be  at  right  angles  to  the  plane  of  the  paper. 
Between  the  light  and  dark  lines  the  intensity  of  the  light  will  vary,  increas- 
ing gradually  from  darkness  to  its  greatest  intensity,  and  then  decreasing 
to  the  second  dark  line,  and  so  on. 

If  instead  of  red  light  any  other  coloured  light  were  used — ^for  example, 
violet  light — an  exactly*  similar  phenomenon  would  be  produced,  but  the  dis- 
tance from  one  dark  line  to  another  would  be  different.  If  white  light  were 
used,  each  separate  colour  would  tend  to  produce  a  different  set  of  dark  lines. 
Now  these  sets  being  superimposed  on  each  other,  and  not  coinciding,  the 
dark  lines  due  to  one  colour  are  illuminated  by  other  colours,  and  instead  of 
dark  lines  a  succession  of  coloured  bands  is  produced.  The  number  of 
coloured  bands  produced  by  white  light  is  much  smaller  than  the  number  of 
dark  lines  produced  by  a  homogeneous  light ;  since  at  a  small  distance  from 
the  middle  band  the  various  colours  are  completely  blended,  and  a  uniform 
white  light  produced. 

646.  Blllk^otion  and  frlnres. — Diffraction  is  a  modification  which  .light 
undergoes  when  it  passes  the  edge  of  a  body,  or  when  it  traverses  a  small 
aperture — a  modification  in  virtue  of  which  the  luminous  rays  appear  to 
become  bent,  and  to  penetrate  into  the  shadow. 

This  phenomenon  may  be  observed  in  the  following  manner  : — A  beam 
of  sunlight  is  allowed  to  pass  through  a  very  small  aperture  in  the  shutter  of 


Fig.  613. 


a  dark  room,  where  it  is  received  on  a  condensing  lens,  L  (fig.  613),  with  a 
short  focal  length.  A  red  glass  is  placed  in  the  aperture  so  as  to  allow  only 
red  light  to  pass.    An  opaque  screen,  e^  with  a  sharp  edge  a — a  razor,  for 
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instance— is  placed  behind  the  lens  beyond  its  focus,  and  intercepts  one  por- 
tion of  the  luminous  cone,  while  the  other  is  projected  on  the  screen  b,  of 
which  B  represents  a  front  view.  The  following  phenomena  are  now  seen  ; — 
Within  the  geometrical  shadow,  the  limit  of  which  is  represented  by  the  line 
ab,  a  faint  light  is  seen,  which  gradually  fades  in  proportion  as  it  is  farther 
from  the  limits  of  the  shadow.  In  the  upper  pan  of  the  screen — which,  being 
above  the  line  ab,  might  be  expected  to  be  uniformly  illuminated — a  series  of 
alternate  dark  and  light  bands  or  fringes  is  seen  parallel  to  the  line  of  shadow, 
which  gradually  become  more  indistinct  and  ultimately  disappear.  The  limits 
between  the  light  and  dark  fringes  are  not  quite  sharp  lines  :  there  are  parts 
of  maximum  and  minimum  intensity  which  gradually  fade  off  into  each  other. 
All  the  colours  of  the  spectrum  give  rise  to  the  same  phenomenon,  but 
the  fringes  are  broader  in  proportion  as  the  light  is  less  refrangible.  Thus 
with  red  light  they  are  broader  than  with  green,  and  with  green  than  with 
violet.  Hence,  with  white  light,  which  is  composed  of  different  colours,  the 
dark  spaces  of  one  tint  overlap  the  light  spaces  of  another,  and  thus  a  series 
of  prismatic  colours  will  be  produced. 

If,  instead  of  placing  the  edge  of  an  opaque  body  between  the  light  and 
the  screen,  a  very  narrow  body  be  interposed,  such  as  a  hair  or  a  fine  metal 
wire,  the  phenomena  will  be  different  Outside  the  space  corresponding  to 
the  geometrical  shadow  there  is  a  series  of  fringes,  as  in  the  former  case. 
But  within  the  shadow  also  there  is  a  series  of  alternate  light  and  dark  bands. 
They  are  called  interior  fringes,  and  are  much  narrower  and  more  numerous 
than  the  external  fringes. 

When  a  small  opaque  circular  disc  is  interposed,  white  light  being  used, 
its  shadow  on  the  screen  shows  in  the  middle  a  bright  spot  surrounded  by  a 
series  of  coloured  concentric  rings  ;  the  bright  spot  is  of  various  colours 
according  to  the  relative  positions  of  the  disc  and  screen.  The  haloes  some- 
times seen  round  the  sun  and  moon  belong  to  this  class  of  phenomena.  They 
are  due,  as  Fraunhofer  showed,  to  the  diffraction  of  light  by  small  globules 
of  ft^  in  the  atmosphere.  Fraunhofer  even  gave  a  method  of  estimating 
the  mean  diameter  of  these  globules  from  the  dimensions  of  the  haloes. 

647.  OrfttlDt*. — Phenomena  of  diffraction  of  another  class  are  produced 
by  allowing  the  pencil  of  light  from  the  luminous  point  to  traverse  an  aper- 
ture in  the  form  of  a  narrow  slit  in  an  opaque  screen.     The  diffracted  light 
may  be  received  on  a  sheet 
of  white  paper,  but  the  inuiges 
are  much  better  seen  through 
a  small  telescope  placed  be- 
hind  the   aperture.      If    the 
aperture   is  very  small,  the 
telescope  may  be  dispensed 
with,  and  the  figure  may  be 

viewed  by  placing  the  aper-  Fig.  614. 

ture  before  the  eye.     If  now 

monochromatic  light— red,  for  instance  (572) — be  allowed  to  fall  through  such 
a  narrow  slit,  a  bright  band  of  red  light  is  seen,  and  right  and  left  of  it  a 
series  of  similar  bands  gradually  diminishing  in  brightness  and  separated  by 
dart  bands. 
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The  breadth  of  (hese  bands  differs  with  the  nature  of  the  light,  being 
narrower  and  nearer  together  in  violet  than  in  green,  and  these  again  nar- 
rower and  nearer  than  in  red,  as  shown  in  fig.  614.  If  ordinary  white  light 
be  used,  then  the  colours  arc  not  exactly  superposed,  but  a  series  of  equi- 
distant spectra  is  formed  on  each  side  of  the  bright  line,  with  their  violet 
side  turned  inwards. 

In  order  to  explain  this,  let  us  refer  to  tig.  615,  which  represents  the 
formation  of  the  first  dark  band.  When  light  is  incident  on  the  sht,  AB,  the 
particles  of  ether  there,  which  we  will  represent  by  the  dotted  lines,  will  be 
set  in  vibration,  and  each  point  will  become  the  centre  of  a  new  series  of 
oscillations.  Consider  now  the  undulations  which  constitute  a  ray  proceed- 
ing at  right  angles  to  the  plane  of  the  slit :  all  such  undulations  will  form  a 
band  of  light  on  the  screen  MN.  Those  which  are  not  parallel  but  proceed 
at  equal  inclinations,  and  meet  at  the  point  r,  will  be  in  Ihe  same  phase  and 
will  reinforce  each  other,  and  the  line  of  maximum  brightness  will  be  at  r. 
Consider,  however,  a  pencil  of  rays  which  proceeds  from  the  slit  in  an 
oblique  direction  and  which  meets  the  screen,  or  the  relina,  in  the  point  j, 
and  let  us  suppose  that  the  difference  between  the  lengths  of  the  paths  of 
the  undulations  proceeding  from  the  edges  b  and  a — that  is,  bs  and  as — is 
et^ual  to  the  length  of  an  undulation.  Make  ic^sb  and  join  be  ;  then  ac  is 
the  length  of  the  undulation. 

Let  us  suppose  that  the  whole  set  of  undulations  which  proceeds  from 
the  slit  ab  is  divided  at  d  into  two  equal  groups  of  undulations.  Then  a 
little  consideration  will  show  that  at  any  part  of  the  path  there  will  be  a  dif- 
ference of  phase  of  half  an  undulation  between  the  ray  from  the  margin  a, 
and  that  from  the  centre  rf ;  and  to  each 
of  the  undulations  constituting  the  group 
on  the  lefltherewillbe  a  corresponding  one 
among  the  groups  on  the  right,  which  just 
dififers  from  it  by  half  an  undulation  ;  the 
general  effect  will  be  that  the  group  on 
the  left  will  be  half  an  undulation  behind 
the  group  on  the  right,  and  both  arriving 
at  the  screen  in  opposite  phases  neutralise 
each  other  and  produce  darkness. 

When  the  difference  between  the  paths 
of  the  mai^nal  undulations  is  equal  to 
half  a  wave-length,  a  partial  destruction 
of  light  takes  place  ;  the  luminous  inten- 
sity corresfionding  to  this  obliquity  is  a 
little  less  than  half  that  of  the  undiffracted 
s  light.  If  the  marginal  distance  is  one 
Fig.  «i5.  and  a  half  undulation,  we  can,  as  before, 

conceive  the  whole  pencil  divided  into 
three  parts,  of  which  two  will  neutralise  each  other,  and  the  third  only  will 
be  effective.  There  will  be  a  luminous  band,  but  one  of  less  intensity.  In 
like  manner  where  the  marginal  undulations  differ  by  two  whole  wave- 
lengths, tbey  will  again  extinguish  each  other,  and  a  dark  band  u-ill  be  the 
result.    Thus  there  will  be  formed  a  series  of  alternate  dark  and  bright 
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bands  of  rapidly  diminishing  intensity.  In  general,  when  the  difference  of 
path  of  the  rays  proceeding  from  the  margin  of  the  slit  amounts  to  n  wave- 
lengths, n  being  any  whole  number,  we  have  a  dark  band,  and  when  it 
amounts  to  /i  +  ^  wave-lengths,  a  bright  band. 

The  phenomena  of  diffraction  produced  when  other  than  straight  lines  are 
used  are  often  of  great  beauty.  They  have  been  more  particularly  examined 
by  Schwerdt,  and  the  whole  of  the  phenomena  are  in  exact  accordance  with 
the  undulatory  theory,  though  the  explanation  is  in  many  cases  somewhat 
intricate.  The  theory  renders  it  possible  to  predict  the  appearance  which 
any  particular  aperture  will  produce,  just  as  astronomy  enables  us  to  foretell 
the  motions  of  the  heavenly  bodies.  Some  of  the  simpler  forms — such  as 
straight  lines,  triangles,  squares — may  be  cut  out  of  tinfoil  pasted  on  glass, 
and  apertures  of  any  form  may  be  produced  with  great  accuracy  by  taking 
on  glass  a  collodion  photograph  of  a  sheet  of  paper  on  which  the  required 
shapes  are  drawn  in  black. 

Looking  through  any  of  these  apertures  at  a  luminous  point,  we  see  it  sur- 
rounded with  coloured  spectra  of  very  various  forms,  and  of  great  beauty. 
The  beautiful  colours  seen  on  looking  through  a  bird's  feather  at  a  distant 
source  of  light,  and  the  colours  of  striated  surfaces,  such  as  mother-of-pearl, 
are  due  to  a  similar  cause.  A  beautiful  phenomenon  of  the  same  kind  is  the 
aureole  observed  on  looking  at  a  candle  flame  through  lycopodium  powder 
strewn  on  glass.  Two  crossed  gratings  give  a  splendid  picture,  in  which  a 
bright  point  is  surrounded  in  all  directions  by  spectra. 

648.  BlAraotloii  speotra. — The  most  important  of  these  figures  are  the 
gratings  proper^  which  may  be  produced  by  arranging  a  series  of  fine  wires 
parallel  to  each  other,  or  by  careful  ruling  on  a  piece  of  smoked  glass,  or  by 
photographic  reduction.  Nobert  has  made  such  gratings  by  ruling  lines  on 
glass  with  a  diamond,  in  which  there  are  no  less  than  12,000  lines  in  an  inch 
in  breadth.  The  late  Dr.  Stone  constructed  such  gratings  for  reflection, 
by  ruling  lines  on  plates  of  nickel ;  this  metal  has  the  advantage  of  hardness, 
non-liability  to  tarnish,  and  great  reflecting  power. 

If  a  grating  be  used  instead  of  a  single  slit,  as  above  described,  the 
phenomena  are  in  general  the  same,  though  of  greater  brilliancy.  With 
homogeneous  light  and  such  a  grating,  there  is  seen,  on  each  side  of  the 
central  bright  line,  a  series  of  sharply  defined  narrow  bands  and  lines  of 
light,  gradually  increasing  in  breadth  and  diminishing  in  intensity  as  their 
distance  from  the  central  line  increases.  If  white  light  be  used  the  white 
band  is  seen  in  the  centre,  and  on  each  side  of  it  a  sharply  defined  isolated 
spectrum  with  the  violet  edges  inwards.  Next  to  this,  and  separated  by  a 
dark  interval,  is  on  each  side  a  somewhat  broader  but  similar  spectrum, 
and  then  follow  others  which  become  fainter  and  broader  and  overlap  each 
other.  The  brightness  and  sharpness  of  these  spectra  depend  on  the  close- 
ness of  the  lines,  and  on  the  opacity  of  the  intermediate  space.  In  those 
which  are  ruled  by  diamond  on  glass,  the  parts  scratched  represent  the 
opaque  parts. 

For  objective  representation  the  image  of  a  slit  in  a  dark  shutter,  through 
which  the  sunlight  enters,  is  focussed  by  means  of  a  convex  lens  on  a  screen 
at  a  distance,  and  then  a  grating  is  placed  in  the  path  of  the  rays. 

The  spectra  produced  by  means  of  a  grating  are  known  as  interference  or 
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Mffroiliott  spectra.  Very  accurate  gratings  can  now  be  easily  and  cheaply 
prepared  by  means  bf  photography,  and  their  use  for  scientific  purposes  is 
extending. 

There  are  many  points  of  difference  between  these  spectra  and  those 
produced  by  the  prism,  and  for  scientific  work  the  former  are  preferable. 

A  diffraction  spectrum  is  the  purer  the  greater  the  number  of  lines  in  the 
grating,  provided  they  are  equidistant.  The  spectra  are,  however,  not  more 
than  iV  as  bright  as  prismatic  spectra  ;  and,  to  obtain  the  maximum  bright- 
ness, the  opaque  intervals  should  be  as  opaque  and  the  transparent  ones  as 
transparent  as  possible. 

On  the  other  hand,  in  diffraction  spectra,  the  colours  are  uniformly  dis- 
tributed in  their  true  order  and  extent  according  to  the  difference  in  iheir 
wave-lengths,  and  according  therefore  to  a  property  which  is  inherent  in  the 
light  itself;  while  in  prismatic  spectra  the  red  rays  are  concentrated,  and 
the  violet  ones  dispersed.  In  difiVaction  spectra  the  centre  is  the  brightest 
part 

Fig.  616  represents  a  grating  spectrum,  together  with  an  equally  long 
spectrum  produced  by  a  flint-glass  prism ;  the  upper  one  being  that  produced  by 
the  grating.  It  will  be  seen  that  D  in  the  one  spectrum  is  in  almost  exactly 
the  same  position  as  F  in  the  other. 

Diffraction  spectra  have,  moreover,  the  advantage  of  giving  a  far  larger 
number  of  dark  lines,  and  of  giving  them  in  their  exact  relative  positions. 
Thus,  in  a  particular  region  in  which  AngstrtJm  had  mapped    118   lines 


Fig.  Si«. 

Draper,  by  means  of  a  dltTraction  spectnun,  was  able  to  photograph  at  least 
293.  Diin^ction  spectra  also  extend  farther  in  the  direction  of  the  ultra- 
violet, and  give  more  dark  lines  in  that  region. 

The  most  perfect  gratings  have  quite  recently  been  constructed  by 
Professor  Rowland,  of  BalEimore,  by  means  of  a  machine  specially  planned 
and  constructed  for  the  purpose,  and  the  chief  feature  in  which  is  a  practi- 
cally perfect  screw.  Using  this  machine,  he  has  been  able  to  rule  giutings 
with  as  many  as  43,000  lines  to  the  inch,  nor  does  this  represent  the  limit  erf' 
the  power  of  the  machine.  Gratings  with  i4,oooar2S,ix>o  lines  give,  howe\'er, 
the  best  definition.  Another  great  improvement  is  to  rule  the  gratings  on 
spherical  instead  of  on  flat  surfaces  ;  in  this  way  the  spectntm  can  be  formed 
without  a  telescope,  which  is  a  matter  of  great  importance,  as  telescopes 
interfere  with  a  great  many  experiments.    The  spectroscope  is  thus  reduced 
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to  its  simplest  form,  so  that  an  instrument  of  very  high  power  may  be  con- 
structed at  a  small  cost. 

By  means  of  his  gratings  Professor  Rowland  has  been  able  to  resolve 
lines  in  the  spectrum  which  had  never  hitherto  been  separated. 

It  has  been  proposed  to  use  the  fine  quartz  threads  prepared  by  Mr. 
Boys  (89)  for  making  gratings. 

649.  Betarmlnation  of  wava-laiiirtb. — The  relative  positions  of  these 
bright  and  dark  lines  furnish  a  means  of  calculating  the  wave-length  or 
length  of  undulation  of  any  particular  colour.  We  must  first  of  all  know  the 
distance  rs  of  the  first  dark  band  from  the  bright  one.  The  bands  are  not 
uniform  in  brightness  or  darkness,  but  there  is  in  each  case  a  position  of 
maximum  intensity,  and  it  is  from  these  that  the  distances  are  measured. 
If  the  bands  are  viewed  through  a  telescope,  the  angle  is  observed  through 
which  the  axis  must  be  turned  from  the  position  in  which  the  cross  wire 
coincides  with  the  centre  of  the  bright  band  to  that  in  which  it  coincides 
with  the  centre  of  the  dark  band.  From  this  angle,  which  can  be  very  ac- 
curately measured,  the  distance  is  easily  calculated.  When  the  diffraction 
bands  are  received  on  a  screen,  the  distance  may  be  directly  measured,  and 
most  accurately  by  taking  half  the  distance  between  the  centres  of  the  first 
pair  of  dark  bands. 

We  have  thus  the  similar  triangles  abc^  and  rds^  in  which  ac\bc^rs\  rd 
(fig.  615).  Now  be  may  be  taken  equal  to  aby  the  width  of  the  slit,  which  can 
be  measured  directly  with  great  accuracy  by  means  of  a  micrometric  screw 
(i  i),  and  rd  is  the  distance  of  the  screen.     Hence 

rsY^ab 
ac'^     — J-  . 

rd 

Now  <w,  the  difference  between  as  and  sc^  is  equal  to  the  length  of  an  undu- 
lation of  this  particular  colour.  In  one  experiment  with  red  light  the  width 
of  the  slit  ab  was  0*015  in.,  the  distance  rj  0*15  in.,  and  the  distance  of  the 

screen  93  in.,  which  gave  ac  «  — ^ ^  =  0*000024  in.  as  the  wave-length 

of  red  light.  Using  blue  light  the  distance  of  rj  was  found  to  be  o'l,  which 
gives  0*000016. 

Knowing  the  length  of  the  undulations,  we  can  easily  calculate  their 

number  in  a  second,  «,  from  the  formula  n--  (232),  where  v  is  the  velocity 

» 

of  light    Taking  this  at  186,000  miles,  we  get  for  the  red  corresponding  to 

the  dark  line  B  434,420,000,000,000  as  the  number  of  oscillations  in  a  second, 

and  for  the  H  in  the  violet  758,840,000,000,000  undulations. 

If,  instead  of  a  single  slit,  gratings  be  used,  we  have  the  possibility  of 
more  accurate  results,  for  the  contrast  is  greater,  and  thus  the  distance  is 
more  easily  determined.  The  width  of  the  slit  is  easily  calculated  by  count- 
ing the  number  of  lines  in  a  given  space. 

65a  Oolours  of  tlftlB  plates.  JTewton's  ring-s. — All  transparent  bodies, 
solids,  liquids,  or  gases,  when  in  sufficiently  fine  laminae,  appear  coloured 
with  very  bright  tints,  especially  by  reflection.  Crystals  ^hich  cleave  easily, 
and  can  be  obtained  in  very  thin  plates,  such  as  mica  and  selenite,  show  this 
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phenomenon,  which  is  also  well  seen  in  soap-bubbles  and  in  t 
in  cracks  in  glass  and  in  crystals.  Steel  becoming  covered  w 
of  oxide  exhibits  the  colour  of  thin  plates,  which  change  dm 
the  oxide  changes  its  thickness.  A  drop  of  oil  spread  rapid 
sheet  of  water  exhibits  all  the  colours  of  the  spectrum  in  a 
A  soap-bubble  appears  white  at  first,  but,  in  proportion  as  il 
brilliant  iridescent  colours  appear,  especially  at  the  top,  wher 
These  colours  are  arranged  in  horizontal  zones  arounjl  the 
appears  black  when  there  is  not  thickness  enough  to  reflect 
bubble  then  suddenly  bursts. 

Newton,  who  first  studied  the  phenomena  of  the  colourct 
bubbles,  wishing  to  investigate  the  relation  between  the  th 
thin  plate, 
the  rings, ; 
produced 

between  t 
plane  and 

focus  (fig.  617).  The  two  surfaces  being  cleaned  and  expos 
light  in  front  of  a  window,  so  as  to  reflect  light,  there  is  seen 
contact  a  black  spot  surrounded  by  six  or  seven  coloured  rin 
which  become  gradually  less  strong.    If  the  glasses  are  viewed 
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light,  the  centre  of  the  rings  is  white,  and  each  of  the  colours 
plementary  of  that  of  the  rings  by  reflection.  The  lens  and  ' 
arc  usiially  arranged  in  a  brass  mount,  which  by  means  of  thro 
the  pressure  to  be  regulated. 
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Explanation  of  Newton's  Rings 
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With  homogeneous  light,  red  for  example,  the  rings  are  successively 
black  and  red  ;  the  diameters  of  corresponding  rings  are  less  as  the  colour 
is  more  refrangible ;  but  with  white  light  the  rings  are  of  the  different  colours 
of  the  spectrum,  which  arises  from  the  fact  that,  as  the  rings  of  the  different 
simple  colours  have  different  diameters,  they  are  not  exactly  superposed,  but 
are  more  or  less  separated. 

For  experiments  on  Newton's  rings  the  apparatus  represented  in  fig.  618  is 
suited.  The  glasses,  N,  for  producing  the  rings  are  placed  on  the  sliding 
part  of  a  dividing  machine. .  A  pencil  of  monochromatic  light  from  B,  made 
parallel  by  the  lens  L,  is  thrown  vertically  downwards  by  the  plate  G. 
Above  this  is  a  totally  reflecting  prism,  P,  which  sends  the  rays  from  N 
towards  the  telescope  F. 

The  telescope  is  sighted  so  that  the  cross  wire  goes  through  the  centre  of 
the  first  ring ;  then  by  turning  the  screw  the  ten  innermost  bright  and  dark 
rings  are  successively  brought  in  position  ;  the  respective  diameters  are  then 
very  easily  determined  by  reading  off 
on  the  scale  the  corresponding  divi- 
sions. 

It  is  usual  to  speak  of  the  successive 
rings  as  the  first,  second,  third,  &c. 
By  the_^rj/  ring  is  understood  that  of 
least  diameter.  The  thickness  of  the 
layer  of  air  which  corresponds  to  any 
particular  ring  is  obtained  as  follows. 
Let  GH  (fig.  619)  be  the  plane^  glass 
sur&ce  on  which  is  laid  the  convex  glass 
lens  AEB,  the  radius,  R,  of  which  is  ME,  ^ 
Let  DF  be  the  radius,  p,  of  any  given 
ring  ;  FC  -  DE,  or  e  is  the  thickness  of 
the  layer  of  air  corresponding  to  this 
ring.  Now  from  a  well-known  geome- 
trical principle,  p^^ex  (2R  — ^) ;  but  since ^  is  infinitely  small,  its  value  in  the 
bracket  may  be  written  p^  =  ex  2R,  so  that  knowing  p  and  R  it  is  easy  to 
calculate  e, 

Newton  found  that  the  thicknesses  corresponding  to  the  successive  dark 

rings  are  proportional  to  the  numbers  o,  2,  4,  6 ,    while  for  the 

bright  rings  thethicknesses  were  proportional  to  i,  3,  5 He  found 

that  for  the  first  bright  ring  the  thickness  was  ttsVttt  o^  ^^  inch,  when 
the  light  used  was  the  brightest  part  of  the  spectrum  ;  that  is,  the  part  on 
the  confines  of  the  orange  and  yellow  rays. 

If  the  focal  length  of  the  lens  is  from  three  to  four  yards,  the  rings  can 
be  seen  with  the  naked  eye  ;  but  if  the  length  is  less,  the  rings  must  be  looked 
at  with  a  lens. 

651.  Sxplanation  of  iTewton's  rinars- — Newton's  rings,  and  all  pheno- 
mena of  thin  plates,  are  simple  cases  of  interference. 

In  fig.  620,  let  MNOP  represent  a  thin  plate  of  a  transparent  body,  on 
which  a  pencil  of  parallel  rays  of  homogeneous  light,  ab^  impinges ;  this 
will  be  partially  reflected  in  the  direction  be,  and  partially  refracted  towards 
d.    But  the  refracted  ray  will  undergo  a  second  reflection  at  the  surface  OP  ; 

T  T 


Fig.  619. 
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tke  reflected  ray  will  emerge  at  e  in  the  same  direction  as  the  pencil  of  light 
reflected  at  the  first  surface  ;  and  consequently  the  two  pencils  be  and  ef 

will  destroy  or  augment  each  other's  effect  according 
as  they  are  in  the  same  or  different  phases.  We 
shall  dius  have  an  effect  produced  similar  to  that  of 
fringes  (646). 


POLARISATION  OF   LIGHT 

652.  Polarisation  by;  doable  re£raotion. — li  has 

been  already  seen  that  when  a  ray  of  light  passes 
through  a  crystal  of  Iceland  spar  (641),  it  becomes 
lj  L  divided  into  two  rays  of  equal  intensity ;    viz,   the 

p.  ordinary  ray,  and  the  extraordinary  ray.    These  rays 

are  found  to  possess  other  peculiarities,  which  arc 
expressed  by  saying  they  are  polarised ;  namely,  the  ordinary  ray  in  a 
principal  plane,  and  the  extraordinary  ray  in  a  plane  at  right  angles  to  a 
principal  plane.  The  phenomena  which  are  thus  designated  may  be  de- 
scribed as  follows  : — Suppose  a  ray  of  light  which  has  undergone  ordinary 
refraction  in  a  crystal  of  Iceland  spar,  to  be  allowed  to  pass  through  a  second 
crystal,  it  will  generally  be  divided  into  two  rays  ;  namely,  one  ordinary,  and 
the  other  extraordinary,  but  of  unequal  intensities.  If  the  second  crystal 
be  turned  round  until  the  two  principal  planes  coincide — that  is,  until  the 
crystals  are  in  similar  or  in  opposite  positions — then  the  extraordinary  lay 
disappears,  and  the  ordinary  ray  is  at  its  greatest  intensity  ;  if  the  second 
crystal  is  turned  farther  round,  the  extraordinary  ray  reappears,  and  increases 
in  intensity  as  the  angle  increases,  while  the  ordinary  ray  diminishes  in  in- 
tensity until  the  principal  planes  are  ^t  right  angles  to  each  other,  when  the 
extraordinary  ray  is  at  its  greatest  intensity  and  the  ordinary  ray  vanishes. 
These  are  the  phenomena  produced  when  the  ray  which  experienced  ordi- 
nary refraction  in  the  first  crystal  passes  through  the  second.  If  that  ray 
which  has  experienced  extraordinary  refraction  in  the  first  crystal  is  allowed 
*  to  pass  through  the  second  crystal,  the  phenomena  are  similar  to  those  above 
described ;  but  when  the  principal  planes  coincide,  an  extraordinary  ray  alone 
emerges  from  the  second  crystal,  and  when  the  planes  are  at  right  angles,  an 
ordinary  ray  alone  emerges. 

These  phenomena  may  also  be  thus  described  :-  Let  O  and  E  denote 
the  ordinary  and  extraordinary  rays  produced  by  the  first  crystal.  When 
O  enters  the  second  crystal,  it  generally  gives  rise  to  two  rays,  an  ordinar>* 
(O^),  and  an  extraordinary  (O^),  of  unequal  intensities.  When  E  enters  the 
second  crystal,  it  likewise  gives  rise  to  two  rays,  viz.  an  ordinary  (E<?)  and 
an  extraordinary  (E^),  of  uneqijal  intensities,  the  intensities  varying  with 
the  angle  between  the  principal  planes  of  the  crystals.  WTien  the  principal 
planes  coincide,  only  two  rays,  viz.  O^  and  E^,  emerge  from  the  second 
crystal,  and  when  the  planes  are  at  right  angles,  only  two  rays,  viz.  Oe  and 
E^,  emerge  from  the  second  crystal.  Since  O  gives  rise  to  an  ordinar>'  ray 
when  the  principal  planes  are  parallel,  and  E  gives  rise  to  an  ordinar>'  ray 
when  they  are  at  right  angles,  it  is  manifest  that  O  is  related  to  the  principal 
plane  in  the  same  manner  that  E  is  related  to  a  plane  at  right  angles  to  a 
principal  plane. 
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produced  by  all  double-refracting  crystals, 
in  Iceland  spar,  and  in  consequence  of  a 
irwards  called 
er,  an  isolated 
risation  by  re- 
'  physicists  to 

tUon.— When 
an  a  polarised 
inclined  to  it 
scted,  and  the 

plane  of  re- 
•A  through   a 

pass  through 
■y  an  ordinary 
lane  coincides 
vould  also  be 

but  undergo 

le  principal  plane  is  at  right  angles  to  the 
litions  of  the  crystal  it  would  give  rise  to  an 
'ay  of  different  intensities,  according  to  the 
Ction  and  the  principal  plane  of  the  crystal, 
light  has  acquired  by  reflection  at  the  surface 
iws  ; — Let  the  polarised  ray  be  be  received  at 
red  glass,  at  the  same  angle,  viz.  35°  25'.  If 
is  reflected  ;  but  if  the  second  plate  is  caused 
rf  the  reflected  ray  continually  diminishes, 
:  at  right  angles  to  each  other,  no  light  is 
1  the  upper  mirror  the  intensity  of  the  re- 
uid  attains  a  maximum  value  when  the  sur- 


vc  to  describe  the  phenomenon  of  polarisa- 
rinciples  are  concerned  ;  the  apparatus  best 
imenon  will  be  described  farther  on. 
— The  polarising  angle  of  a  substance  is  the 
.St  make  with  the  perpendicular  to  a  plane 
:e  in  order  that  the  polarisation  be  complete. 
nd  if  in  the  preceding  experiment  the  lower 
ler  angle  than  this,  the  light  would  not  be 
isition  ;  this  would  be  shown  by  its  being 
per  surface  in   all  positions.     Such  light  is 

The  polarising  angle  for  water  is  52°  45'; 
1,  68°  ;  and  it  is  56°  30'  for  obsidian,  a  kind 
used  in  these  experiments. 
I  the  surface  of  water,  from  a  slate  roof,  from 
intings,  is  all  more  or  less  polarised.  The 
re  is  frequently  polarised,  especially  in  the 

day,  when  the  solar  rays  fall  obliquely  on 
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the  atmosphere.  Almost  all  reflecting  sur&ces  may  be  used  as  polarising 
mirrors.     Metallic  surfaces  fonn,  however,  an  important  exception, 

Brewster  discovered  the  following  remarkably  simple  law  in  reference  to 
the  polarising  angle  : — 

The  polarising  angle  of  a  substance  is  that  angle  of  incidence  for  whick 
the  reflected  polarised  ray  is  at  right  angles  to  the  refracted  ray. 

Thus,  in  fig.  622,  if  si  is  the  incident,  ir 
the  refracted,  and  if  the  reflected  ray,  the 
polarisation  is  most  complete  when  fi  is  at 
right  angles  to  ir. 

T^b  plane  of  polarisation  is  the  plane  (tf 
reflection  in  whidi  the  light  becomes  polar- 
ised ;  it  coincides  with  the  plane  of  inci- 
dence, and  therefore  contains  the  polarising 
angle. 

A  simple  geometrical  consideration  will 
show  that  the  above  law  may  be  thus  ex- 
^'■■*"-  pressed  -.—The  tangent  of  the  an^e  of  polari- 

sation of  a  substance  is  equal  to  its  refractive  index.  As  the  reftactivc  index 
diflers  with  the  diflerent  colours,  it  follows  that  the  angle  of  polarisation 
cannot  be  the  same  for  all  colours.  This  explains  why  a  ray  of  white  light 
is  never  completely  polarised. 

655.  VolarlflBtlon  by  slnrla  rflfMoUon. — When  an  unpolarised  lu- 
minous ray  falls  upon  a  glass  plate  placed  at  the  polarising  angle,  one  part 
is  reflected  ;  the  other  part  becomes  refracted  in  passing  through  the  glass, 
and  the  transmitted  light  is  now  found  to  be  partially  polarised.  If  the  light 
which  has  passed  through  one  plate,  and  whose  polarisation  is  very  feeble, 
be  transmitted  through  a  second  plate  parallel  to  the  first,  the  elFects  become 
more  marked,  and  by  ten  or  twelve  plates  are  tolerably  complete.  A  bundle 
of  such  plates,  for  which  the  best  material  is  the  glass  used  for  covering 
microscopic  objects,  fitted  in  a  tube  at  the  polarising  angle,  is  frequently 
used  for  examining  or  producing  polarised  lighL 

If  a  ray  of  light  fall  at  any  angle  on  a  transparent  medium,  the  same 
holds  good  with  a  slight  modification.  In  fact,  part  of  the  light  is  reflected 
and  part  refracted,  and  both  are  found  to  be  partially  polarised,  equal  quan- 
tities in  each  being  polarised,  and  their  planes  of  polarisation  being  at  right 
angles  to  each  other.  It  is,  of  course,  to  be  understood  thai  the  polarised 
portion  of  the  reflected  light  is  polarised  in  the  plane  of  reflection,  which  is 
likewise  the  plane  of  refraction, 

656.  raUrlalnc  laatromeau.— Every  instrument  for  investigating  the 
properties  of  polarised  light  consists  essentially  of  two  parts— one  for 
polarising  the  light,  the  other  for  ascertaining  or  exhibiting  the  fact  of  light 
having  undergone  polarisation.  The  former  part  is  called  the  polariser,  the 
latter  the  analyser.  Thus  in  art.  652  the  crystal  producing  the  first  refraction 
is  the  polariser,  that  producing  the  second  refraction  is  the  analyser.  In  an, 
653  the  mirror  at  which  the  first  reflection  takes  place  is  the  polariser,  that 
at  which  the  second  reflection  takes  place  is  the  analyser.  Some  of  the 
most  convenient  means  of  producing  polarised  light  will  now  be  described, 
and  it  will  be  remarked  that  any  instrument  that  can  be  used  as  a  polariser 
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.    The  experimenter  has,  therefore,  consider- 

to*. — The  most  simple  but  complete  instru- 
invented  by  Norremberg.  It  may  be  used 
iments  on  polarised  light, 
i,  b  ajid  d  (fig.  623),  which  support  an  unsil- 
is,  movable  about  a  horizontal  axis.  A  small 
mgle  of  inclination  of  the  mirror.  Between 
re  is  a  silvered  glass,  ^,  which  is  fixed  and 
of  the  columns  is  a  graduated  plate,  i,  in 
;s.  Tliis  disc,  in  which  there  is  a  square 
lack  glass,  m,  which  is  inclined  to  the  vertical 
nular  disc,  k,  can  be  fixed  at  difTerent  heights 
1  screw.  A  second  ring,  a,  may  be  moved 
black  screen,  in  the  centre  of  which  there  is 

rith  the  vertical  an  angle  of  35°  35',  which  is 
sing  angle  for  glass,  the  rays  of  light,  Sn, 


henomena  are  repeated  as  the  r 
:  direction,  until  it  again  comes  ir 
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position  ;  the  intensity  of  the  reflected  light  being  greatest  when  the  mirrors 
are  parallel,  and  being  reduced  to  zero  when  they  are  at  right  angles.  If  the 
mirror  m  is  at  a  greater  or  less  angle  than  35°  25',  a  certain  quantity  of  light 
is  reflected  in  all  positions  of  the  plane  of  incidence. 

658.  Toarmallne. — The  primary  form  of  this  crystal  is  a  regular  hex- 
agonal prisnL  Tourmaline,  as  already  stated,  is  a  negative  uniaxial  crystal, 
and  its  optic  axis  coincides  with  the  axis  of  the  prism.  For  optical  purposes 
a  plate  is  cut  from  it  parallel  to  the  axis.  When  a  ray  of  light  passes 
through  such  a  plate,  an  ordinary  ray  and  an  extraordinary  ray  are  produced 
polarised  in  planes  at  right  angles  to  each  other  ;  viz.  the  former  in  a  plane 
at  right  angles  to  the  plate  parallel  to  the  axis,  and  the  latter  in  a  plane  at 
right  angles  to  the  axis.  The  crystal  possesses,  however,  the  remarkable 
property  of  rapidly  absorbing  the  ordinary  ray  ;  consequently,  when  a  plate 
of  a  certain  thickness  is  used,  the  extraordinary  ray  alone  emerges — in 
other  words,  a  beam  of  common  light  emerges  from  the  plate  of  tourmaline 
polarised  in  a  plane  at  right  angles  to  the  axis  of  the  crystal.  If  the  light 
thus  transmitted  be  viewed  through  another  similar  plate  held  in  a  parallel 
position,  little  change  will  be  observed,  excepting  that  the  intensity  of  the 
transmitted  light  will  be  about  equal  to  that  which  passes  through  a  plate 
of  double  the  thickness  ;  but  if  the  second  tourmaline  be  slowly  turned,  the 
light  will  become  feebler,  and  will  ultimately  disappear  when  the  axes  of  the 
two  plates  are  at  right  angles. 

The  objections  to  the  use  of  the  tourmaline  are  that  it  is  not  very  trans- 
parent, and  that  plates  of  considerable  thickness  must  be  used  if  the  polarisa- 
tion is  to  be  complete.  For  unless  the  ordinary  ray  is  completely  absorbed 
the  emergent  light  will  be  only  partially  polarised. 

Herapath  discovered  that  sulphate  of  iodoquinine  has  the  property  of 
polarising  light  in  a  remarkable  degree.  Unfortunately,  it  is  a  very  fragile 
substance,  and  difficult  to  obtain  in  large  crystals. 

659.  BouMe-refraotlnar  prism  of  Zoelaad  spar. — When  a  ray  of  light 
passes  through  an  ordinary  rhombohedron  of  Iceland  spar,  the  ordinary  and 
extraordinary  rays  emerge  parallel  to  the  original  ray,  consequently  the 
separation  of  the  rays  is  proportional  to  the  thickness  of  the  prism.  But  if 
the  crystal  is  cut  so  that  its  faces  are  inclined  to  each  other,  the  deviations 
of  the  ordinary  and  extraordinary  rays  will  be  different,  they  will  not  emerge 
parallel,  and  their  separation  will  be  greater  as  their  distance  from  the 

prism  increases.  The  light,  however,  becomes  decomposed  in 
passing  through  the  prism,  and  the  rays  will  be  coloured. 
It  is  therefore  necessary  to  achromatise  (584)  the  prism,  which 
is  done  by  combining  it  with  a  prism  of  glass  with  its  re- 

II       fracting  angle  turned  in  the  contrary  direction  (fig.  625).     In 
I       order  to  obtain  the  greatest  amount  of  divergence,  the  re- 
fracting edges  of  the  prism  should  be  cut  parallel  to  the  optic 
*^'  *^*  axis,  and  this  is  always  done. 

Let  us  suppose  that  a  ray  of  polarised  light  passes  along  the  axis  of  the 
cylinder  (fig.  625),  and  let  us  suppose  that  the  cylinder  is  caused  to  turn 
slowly  about  its  axis  ;  then  the  resulting  phenomena  are  exactly  Uke  those 
already  described  (643).  Generally  there  will  be  an  ordinary  and  extra- 
ordinary ray  produced,  whose  relative  intensities  will  vary  as  the  tube  is 
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turned.  But  in  two  opposite  positions  the  ordinary  ray  alone  will  emerge, 
and  in  two  others  at  right  angles  to  the  former  the  extraordinary  ray  will 
alone  emerge.  When  the  ordinary  ray  alone  emerges,  the  principal  plane 
of  the  crystal — that  is,  a  plane  at  right  angles  to  its  face,  and  parallel  to  its 
refracting  edge — coincides  with  the  original  plane  of  polarisation  of  the  ray. 
Consequently,  by  means  of  the  prism,  it  can  be  ascertained  both  that  the 
ray  is  polarised^  and  likewise  the  plane  in  which  it  is  polarised^ 

660.  xiooi'B  prism. — The  Nicol's  prism  is  one  of  the  most  valuable 
means  of  polarising  light,  for  it  is  perfectly  colourless,  it  polarises  light  com- 
pletely, and  it  transmits  only  one  beam  of  polarised  light,  the  other  being 
entirely  suppressed. 

It  is  constructed  from  a  rhombohedron  of  Iceland  spar,  about  an  inch 
in  height  and  ^  of  an  inch  in  breadth.  This  is  bisected  in  the  plane  which 
passes  through  the  obtuse  angles  as  shown  in  fig.  628  ;  that  is,  along  the 
plane  acbd  (fig.  609).  The  two  halves  are  then  again  joined  in  the  same 
order  by  means  of  Canada  balsam. 

The  principle  of  the  Nicol's  prism  is  this : — The  refractive  index  of 
Canada  balsam,  1*549,  is  less  than  the  ordinary  index  of  Iceland  spar  i'654, 


Fig.  626.  Fig.  627. 

but  greater  than  its  extraordinary  index  i  '483.  Hence  when  a  luminous  ray 
SC  (fig.  627)  enters  the  prism,  the  ordinary  ray  is  totally  reflected  on  the 
surface,  ab^  and  takes  the  direction  C</0,  by  which  it  is  refracted  out  of  the 
crystal,  while  the  extraordinary  ray,  C^,  emerges  alone.  Since  the  NicoPs 
prism  allows  only  the  extraordinary  ray  to  pass,  it  may  be  used,  like  a  toi^- 
maline,  as  an  analyser  or  as  a  polariser. 

Foucault  replaced  the  layer  of  Canada  balsam  by  one  of  air,  the  two 
prisms  being  kept  together  by  the  mounting.  The  advantage  of  this  is  that 
the  section  ab  (fig.  627)  need  not  be  so  acute,  so  that  the  prism  becomes 
shorter,  and  therefore  cheaper. 

Nicol's  prism  is  the  most  important  feature  of  most  polarising  apparatus. 
It  is  better  than  the  polarising  mirror  on  account  of  its  more  complete  polar- 
isation, and  has  the  advantage  over  tourmaline  of  giving  a  colourless  field 
of  view. 

661.  Pliysloal  tbeory  of  polarised  llfflit. — The  explanation  of  the  dark 
bands  produced  by  the  interference  of  light  is  stated  in  art.  645  to  resemble 
that  of  the  formation  of  nodes  and  loops  given  in  art.  276. 

It  might  hence  be  supposed  that  the  vibrations  producing  light  are  quite 
similar  to  those  producing  sound.  But  this  is  by  no  means  the  case.  In 
fact,  no  assumption  is  made  in  art.  645  as  to  the  direction  in  which  the 
vibrating  particles  move,  and  accordingly  the  explanation  is  equally  true 
whether  the  particles  vibrate  in  the  direction  AB,  BA,  or  at  right  angles 
to  AB.     As  a  matter  of  fact,  the  former  is  the  case  with  the  vibrations  pro- 
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ducing  sound,  the  latter  with  the  vibrations  producing  light.  In  other  words, 
the  vibrations  producing  sound  take  place  in  the  direction  of  propagation,  the 
vibrations  producing  light  are  transversal  to  the  direction  of  propagation. 

This  assumption  as  to  the  direction  of  the  vibration  of  the  particles  of 
ether  producing  light  is  rendered  necessary,  and  is  justified,  by  the  pheno- 
mena of  polarisation. 

When  a  ray  of  light  is  polarised,  all  the  particles  of  ether  in  that  ray 
vibrate  in  straight  lines  parallel  to  a  certain  direction  in  the  front  of  the 
wave  corresponding  to  the  ray. 

When  a  ray  of  light  enters  a  double-refracting  medium,  such  as  Iceland 
spar,  it  becomes  divided  into  two,  as  we  have  already  seen.  Now  it  can  be 
shown  to  be  in  strict  accordance  with  mechanical  principles  that,  if  a  medium 
possesses  unequal  elasticity  in  different  directions,  a  plane  wave  produced 
by  transversal  vibrations  entering  that  medium  will  give  rise  to  two  plane 
waves  moving  with  different  velocities  within  the  medium,  and  the  vibrations 
of  the  particles  in  front  of  these  waves  will  be  in  directions  parallel  respec- 
tively to  two  lines  at  right  angles  to  each  other.  If,  as  is  assumed  in  the 
undulatory  theory  of  light,  the  ether  exists  in  a  double-refracting  crystal  in 
such  a  state  of  unequal  elasticity,  then  the  two  plane  waves  will  be  formed 
as  above  described,  and  these,  having  different  velocities,  will  give  rise  to 
two  rays  of  unequal  refrangibility  (638).  This  is  the  physical  account  of  the 
phenomenon  of  double  refraction.  It  will  be  remarked  that  the  vibrations 
corresponding  to  the  two  rays  are  transversal,  rectilinear,  and  in  directions 
perpendicular  to  each  other  in  the  rays  respectively.  Accordingly  the  same 
theory  accounts  for  the  fact  that  the  two  rays  are  both  polarised,  and  in 
planes  at  right  angles  to  each  other. 

It  is  a  point  still  unsettled  whether,  when  a  ray  of  light  is  polarised  with 
respect  to  a  given  plane,  the  vibrations  take  place  in  directions  within  or 
perpendicular  to  that  plane.  Fresnel  was  of  the  latter  opinion.  It  is,  how- 
ever, convenient  in  some  cases  to  regard  the  plane  of  polarisation  as  that 
plane  in  which  the  vibrations  take  place. 


COLOURS  PRODUCED   BY  THE  INTERFERENCE  OF   POLARISED   LIGHT 

662.  &aws  of  tlie  Interferenoe  of  polarised  rays. — ^After  the  discovery 
of  polarisation,  Fresnel  and  Arago  tried  whether  polarised  rays  presented 
the  same  phenomena  of  interference  as  ordinary  rays.  They  were  thus  led 
to  the  discovery  of  the  following  laws  in  reference  to  the  interference  of 
polarised  light,  and,  at  the  same  time,  of  the  brilliant  phenomena  of  colora- 
tion, which  will  be  presently  described  : — 

I.  When  two  rays  polarised  in  the  same  plane  interfere  with  each  other, 
they  produce,  by  their  interference,  fringes  of  the  very  same  kind  as  if  they 
were  common  light. 

II.  When  two  rays  of  light  are  polarised  at  right  angles  to  each  other, 
they  produce  no  coloured  fringes  in  the  same  circumstances  in  which  two 
rays  of  common  light  would  produce  them.  When  the  rays  are  polarised 
in  planes  inclined  to  each  other  at  any  other  angles,  they  produce  fringes,  of 
intermediate  brightness ;  and  if  the  angle  is  made  to  change,  the  fringes 
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gradually  decrease  in  brightness  from  0°  to  90°,  and  are  totally  obliterated 
at  the  latter  angle. 

III.  Two  rays  originally  polarised  in  planes  at  right  angles  to  each  other 
may  be  subsequently  brought  into  the  same  plane  of  polarisation  without 
acquiring  the  power  of  forming  fringes  by  their  interference. 

IV.  Two  rays  polarised  at  right  angles  to  each  other,  and  afterwards 
brought  into  the  same  plane  of  polarisation,  produce  fringes  by  their  inter- 
ference like  rays  of  common  light,  provided  they  originated  in  a  pencil  the 
whole  of  which  was  originally  polarised  in  any  one  plane. 

V.  In  the  phenomena  of  interference  produced  by  rays  that  have  suffered 
double  refraction,  a  difference  of  half  an  undulation  must  be  allowed,  as  one 
of  the  pencils  is  retarded  by  that  quantity,  from  some  unknown  cause. 

663.  BJTeet  produced  by  oauslngr  a  pendl  of  polarised  rays  to  tra- 
verse a  doable-reflraottngr  crystal. — The  following  important  experiment 
may  be  made  most  conveniently  by  Norremberg's  apparatus  (fig.  623).  At 
£■  (fig.  624)  there  is  a  NicoPs  prism.  A  plate  of  a  double-refracting  crystal 
cut  parallel  to  its  axis  is  placed  on  the  disc  at  e.  In  the  first  place,  however, 
suppose  the  plate  of  the  crystal  to  be  removed.  Then,  since  the  NicoPs 
prism  allows  only  the  extraordinary  ray  to  pass  when  it  is  turned  so  that  its 
principal  plane  coincides  with  the  plane  of  reflection,  no  light  will  be  trans- 
mitted (660).  Place  the  plate  of  doubly  refracting  crystal,  which  is  supposed 
to  be  of  moderate  thickness,  in  the  path  of  the  reflected  ray  at  e.  Light 
is  now  transmitted  through  the  Nicol's  prism.  On  turning  the  plate,  the 
intensity  of  the  transmitted  light  varies  ;  it  reaches  its  maximum  when  the 
principal  plane  of  the  plate  is  inclined  at  an  angle  of  45^  to  the  plane  of 
reflection,  and  disappears  when  these  planes  either  coincide  with  or  are  at 
right  angles  to  each  other.  The  light  in  this  case  is  white.  The  interposed 
plate  may  be  called  the  depolarising  plate.  The  same  or  equivalent  phe- 
nomena are  produced  when  any  other  analyser  is  used.  Thus,  assume  the 
double-refracting  prism  to  be  used,  and  suppose  the  depolarising  plate  to  be 
removed  Then,  generally,  two  rays  are  transmitted  ;  but  if  the  principal 
plane  of  the  analyser  \%  turned  in  the  plane  of  primitive  polarisation,  the 
ordinary  ray  only  is  transmitted,  and  when  turned  through  90*^,  the  extra- 
ordinary ray  only  is  transmitted.  Let  the  analyser  be  turned  into  the 
former  position,  when,  the  depolarising  plate  being  interposed,  both  ordinary 
and  extraordinary  rays  are  seen,  and,  when  the  depolarising  plate  is  slowly 
turned  round,  the  ordinary  and  extraordinary  rays  will  be  found  to  vary  in 
intensity,  the  latter  vanishing  when  the  principal  plane  of  the  polarising 
plate  either  coincides  with,  or  is  at  right  angles  to,  the  plane  of  primitive 
polarisation. 

664.  SlTeot  produced  wlien  tlie  plate  of  crystal  is  very  tbln. — In 
order  to  exhibit  this,  take  a  thin  film  of  selenite  or  mica  between  the  twentieth 
and  sixtieth  of  an  inch  thick,  and  interpose  it  as  described  in  the  last  article. 
If  the  thickness  of  the  film  is  uniform,  the  light  now  transmitted  through  the 
analyser  will  be  no  longer  white,  but  of  a  uniform  tint ;  the  colour  of  the 
tint  being  different  for  different  thicknesses — for  instance,  red,  or  green,  or 
blue,  or  yellow,  according  to  the  thickness  ;  the  intensity  of  the  colour  de- 
pending on  the  inclination  of  the  principal  plane  of  the  film  to  the  plane 
of  reflection,  being  greatest  when  the  angle  of  inclination  is  45°.     Let  us 
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now  suppose  the  crystalline  film  to  be  fixed  in  that  position  in  which  the 
light  is  brightest,  and  its  colour  to  be  red.  Let  the  analyser  (the  Nicol's 
prism)  be  turned  round,  the  colour  will  grow  fainter,  and  when  it  has  been 
turned  through  45°,  the  colour  disappears,  and  no  light  is  transmitted ;  on 
turning  it  further,  the  complementary  colour,  green^  makes  its  appearance, 
and  increases  in  intensity  until  the  analyser  has  been  turned  through  90'' ; 
after  which  the  intensity  diminishes  until  an  angle  of  135°  is  attained,  when 
the  light  again  vanishes,  and,  on  increasing  the  angle,  it  changes  again  into 
red.  Whatever  be  the  colour  proper  to  the  plate,  the  same  series  of  pheno- 
mena will  be  observed,  the  colour  passing  into  its  complementary  when  the 
analyser  is  turned.  That  the  colours  are  really  complementary  is  proved 
by  using  a  double-refracting  prism  as  analyser.  In  this  case  two  rays  are 
transmitted,  each  of  which  goes  through  the  same  changes  of  colour  and  in- 
tensity as  the  single  ray  described  above  ;  but  whatever  be  the  colour  and 
intensity  of  the  one  ray  in  a  given  position,  the  other  ray  will  have  the  same 
when  the  analyser  has  been  turned  through  an  angle  of  90°.  Consequently, 
these  two  rays  give  simultaneously  the  appearances  which  are  successively 
presented  in  the  above  case  by  the  same  ray  at  an  interval  of  90**.  If  now 
the  two  rays  are  allowed  to  overlap,  they  produce  white  light ;  thereby 
proving  their  colours  to  be  complementary. 

Instead  of  using  plates  of  different  thicknesses  to  produce  different  tints, 
the  same  plate  may  be  employed  inclined  at  different  angles  to  the  polarised 
ray.  This  causes  the  ray  to  traverse  the  film  obliquely,  and,  in  fact,  amounts 
to  an  alteration  in  its  thickness. 

With  the  same  substance,  but  with  plates  of  increasing  thickness,  the 
tints  follow  the  laws  of  the  colours  of  Newton's  rings  (650).  The  thickness 
of  the  depolarising  plate  must,  however,  be  different  from  that  of  the  layer 
of  air  in  the  case  of  Newton's  rings  to  produce  corresponding  colours.  Thus 
corresponding  colours  are  produced  by  a  plate  of  mica  and  a  layer  of  air 
when  the  thickness  of  the  former  is  about  400  times  that  of  the  latter.  In 
the  case  of  selenite  the  thickness  is  about  230  times,  and  in  the  case  of  Ice- 
Ian    spar  about  13  times,  that  of  the  corresponding  layer  of  air. 

665.  Tlieorj'  of  tbe  phenomena  of  depolartsatioii. — The  phenomena 
described  in  the  last  articles  admit  of  complete  explanation  by  the  undulatory 
theory,  but  not  without  the  aid  of  abstruse  mathematical  calculations.  What 
follows  will  show  the  nature  of  the  explanation.  Let  us  suppose,  for  con- 
venience, that  in  the  case  of  a  polarised  ray  the  particles  of  ether  vibrate 
in  the  plane  of  polarisation  (661),  and  that  the  analyser  is  a  double  refract- 
ing prism,  with  its  principal  plane  in  the  plane  of  primitive  polarisation  ; 
then  the  vibrations,  being  wholly  in  that  plane,  have  no  resolved  part  in 
a  plane  at  right  angles  to  it,  and,  consequently,  no  extraordinary  ray  passes 
through  the  analyser  ;  in  other  words,  only  an  ordinary  ray  passes.  Now 
take  the  depolarising  plane  cut  parallel  to  the  axis,  and  let  it  be  interposed 
in  such  a  manner  that  its  principal  plane  makes  any  angle  {fi)  with  the  plane 
of  primitive  polarisation.  The  effect  of  this  will  be  to  cause  the  vibrations 
of  the  primitive  ray  to  be  resolved  in  the  principal  plane  and  at  right  angles 
to  it,  thereby  giving  rise  to  an  ordinary  ray  (O)  and  an  extraordinary  ray 
(E),  which,  however,  do  not  become  separated  on  account  of  the  thinness 
of  the  depolarising  plate.     They  will  not  form  a  single  plane  polarised  ray 
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shown  in  the  figure,  so  as  to  form  a  spring,  and  press  together  the  tourma- 
lines. The  tourmalines  turn  with  the  disc,  and  may  be  so  arranged  that 
their  axes  are  either  perpendicular  or  parallel. 

The  crystal  to  be  experimented  upon,  being  fixed  in  the  centre  of  a  cork 
disc,  is  placed  between  the  two  tourmalines,  and  the  pincette  is  held  before 
the  eye  so  as  to  view  diffused  light.  The  tourmaline  farthest  from  the  eye 
acts  as  polariser  and  the  other  as  analyser.  If  the  crystal  thus  viewed  is 
uniaxial,  and  cut  perpendicularly  to  the  axis,  and  a  homogeneous  light — 
red,  for  instance — is  looked  at,  a  series  of  alternately  dark  and  red  rings 
is  seen.  With  another  simple  colour  similar  rings  are  obtained,  but  their 
diameter  decreases  with  the  refrangibility  of  the  colour.  On  the  other 
hand,  the  diameters  of  the  rings  diminish  when  the  thickness  of  the  plates 
increases,  and  beyond  a  certain  thickness  no  more  rings  are  produced. 
If,  instead  of  illuminating  the  rings  by  homogeneous  light,  white  light  be 
used,  then  since  the  rings  of  the  different  colours  produced  have  not  the 
same  diameter,  they  are  partially  superposed,  and  produce  very  brilliant 
variegated  colours. 

The  position  of  the  crystal  has  no  influence  on  the  rings,  but  this  is  not 
the  case  with  the  relative  position  of  the  two  tourmalines.  For  instance, 
in  experimenting  on  Iceland  spar  cut  perpendicular  to  the  axis,  and  from  i  to 
20  millimetres  in  thickness,  when  the  axes  of  the  tourmalines  are  perpen- 
dicular, a  beautiful  series  of  rings  is  seen,  brilliantly  coloured,  and  traversed 
by  a  black  cross,  as  shown  in  fig.  i,  Plate  II.  If  the  axes  of  the  tourmalines 
are  parallel,  the  rings  have  tints  complementary  to  those  they  had  at  first, 
and  there  is  a  white  cross  (fig.  2,  Plate  II.)  instead  of  a  black  one. 

In  order  to  understand  the  formation  of  these  rings  when  polarised  light 
traverses  double-refracting  films,  it  must  first  be  premised  that  these  films 
are  traversed  by  a  converging  conical  pencil,  whose  summit  is  the  eye  of  the 
observer.  Hence  it  follows  that  the  virtual  thickness  of  the  film  which  the 
rays  traverse  increases  with  their  divergence  ;  but  for  rays  of  the  same 
obliquity  this  thickness  is  the  same  ;  hence  there  result  different  degrees  of 
retardation  of  the  ordinary  with  respect  to  the  extraordinary  ray  at  different 
points  of  the  plate,  and  consequently  different  colours  are  produced  at 
different  distances  from  the  axis,  but  the  same  colours  will  be  produced  at 
the  same  distance  from  the  axis,  and  consequently  the  colours  are  arranged 
in  circles  round  the  axis.  The  arms  of  the  black  cross  are  parallel  to  the 
optic  axis  of  each  of  the  tourmalines,  and  are  due  to  an  absorption  of  the 
polarised  light  in  these  directions.  When  the  tourmalines  are  parallel  the 
vibrations  are  transmitted,  and  hence  the  white  cross. 

Analogous  effects  are  produced  with  all  uniaxial  crystals ;  for  instance, 
tourmaline,  emerald,  sapphire,  beryl,  mica,  pyromorphite,  and  ferrocyanide 
of  potassium. 

667.  Slng-s  In  blajdal  ory«taU. — In  biaxial  crystals,  coloured  rings  are 
also  produced,  but  their  form  is  more  complicated.  The  coloured  bands, 
instead  of  being  circular  and  concentric,  have  the  form  of  curves,  with  two 
centres,  the  centre  of  each  system  corresponding  to  an  axis  of  the  crystal. 
Figs.  4,  5,  and  6,  Plate  II.,  represent  the  curves  seen  when  a  plate  of  either 
cerussite,  topaz,  or  nitre,  cut  perpendicularly  to  the  axis,  is  placed  between 
the  two  tourmalines,  the  plane  containing  the  axis  of  the  crystal  being  in  the 
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plane  of  primitive  polarisation.  When  the  axes  of  the  two  tourmalines  are 
at  right  angles  to  each  other,  fig.  4,  Plate  II.,  is  obtained.  On  turning  the 
crystal  without  altering  the  tourmalines,  fig.  5,  Plate  II.,  is  seen,  which 
changes  into  fig.  6,  Plate  II.,  when  the  crystal  has  been  turned  through  45°. 
If  the  axes  of  the  tourmalines  are  parallel,  the  same  coloured  curves  are 
obtained,  but  the  colours  are  complementary,  and  the  black  cross  changes 
into  white.  The  angle  of  the  optic  axis  in  the  case  of  nitre  is  only  5°  20', 
and  hence  the  whole  system  can  be  seen  at  once.  But  when  the  angle  exceeds 
20®  to  25*^,  the  two  systems  of  curves  cannot  be  simultaneously  seen.  There 
is  then  only  one  dark  bar  instead  of  the  cross,  and  the  bands  are  not  oval, 
but  circular.  Fig.  3,  Plate  II.,  represents  the  phenomenon  as  seen  with 
arragonite. 

Sir  John  Herschel,  who  carefully  measured  the  rings  produced  by  biaxial 
crystals,  referred  them  to  the  kind  of  curve  known  in  geometry  as  the  lem- 
niscaUy  in  strict  accordance  with  the  principles  of  the  undulatory  theory  of 
light. 

The  observation  of  the  system  of  rings  which  plates  of  crystals  give  in 
polarised  light  presents  a  means  of  distinguishing  between  optical  uniaxial 
and  optical  biaxial  crystals,  even  in  cases  in  which  no  conclusion  can  be 
drawn  as  to  the  system  in  which  a  mineral  crystallises  from  mere  morpho- 
logical reasons.  In  this  way  the  optical  investigation  becomes  a  valuable 
aid  in  mineralogy ;  as,  for  example,  in  the  case  of  mica,  of  which  there  are 
two  mineralogical  species,  the  uniaxial  and  the  biaxial. 

All  the  phenomena  which  have  been  described  are  only  obtained  by 
means  of  polarised  light  Hence,  a  double-refracting  film,  with  either  a 
Nicol's  prism  or  a  tourmaline  as  analyser,  may  be  used  to  distinguish  between 
polarised  and  unpolarised  light ;  that  is  as  a  polariscope. 

668.  Colours  produced  by  compressed  or  by  unannealed  grlass. — 
Ordinary  glass  is  not  endowed  with  the  power  of  double  refraction.  It 
acquires  this  property,  however,  if  by  any  cause  its  elasticity  becomes 
more  modified  in  one  direction  than  in  another.  In  order  to  effect  this, 
it  may  be  strongly  compressed  in  a  given  direction,  or  it  may  be  curved, 
or  tempered;  that  is  to  say,  cooled  after  having  been  heated.  If  the 
glass  is  then  traversed  by  a  beam  of  polarised  light,  effects  of  colour  are 
obtained  which  are  entirely  analogous  to  those  described  in  the  case  of 
doubly  refracting  crystals.  They  are,  however,  susceptible  of  far  greater 
variety,  according  as  the  plates  of  glass  have  a  circular,  square,  rectangular, 
or  triangular  shape,  and  according  to  the  degree  of  tension  of  their  particles. 

When  the  polariser  is  a  mirror  of  black  glass,  on  which  the  light  of  the 
sky  is  incident,  and  the  analyser  is  a  Nicol's  prism,  through  which  the 
glass  plates  traversed  by  polarised  light  are  viewed,  figs.  629,  630,  632 
represent  the  appearances  presented  successively,  when  a  square  plate 
of  compressed  glass  is  turned  in  its  own  plane;  figs.  631  and  634  re- 
present the  appearances  produced  by  a  circular  plate  under  the  same 
circumstances ;  and  fig.  633  that  produced  when  one  rectangular  plate  is 
superposed  on  another.  This  figure  also  varies  when  the  system  of  plates 
is  turned. 

In  consequence  of  being  rapidly  cooled,  glass  often  acquires  a  strained 
condition.    Hence,  when  the  masses  of  glass,  more  especially  the  larger  ones, 
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from  which  lenses  are  made,  are  examined  by  polarised  light,  the  existence  of 
strains  may  be  revealed  which  would  render  it  useless  to  go  to  the  trouble 
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and  expense  of  working  such  masses,  as  they  would  probably  break  ii 

operation.  * 


ELLIPTICAL,  CIRCULAR,  AND   ROTATORY  POLARISATION 

669.  SeflolUon  of  elllptloal  uid  dronlmr  palsrlsatlaii. — In  thft  cases 

hitherto  considered,  the  particles  of  ether  composing  a  polarised  ray  vibrate 
in  parallel  straight  lines  ;  to  distinguish  this  case  from  those  we  are  now  tc 
consider,  such  light  is  frequently  called  plane  polarised  light.  It  sometimes 
happens  that  the  panicles  of  ether  describe  ellipses  about  iheir  positions  of 
rest,  the  planes  of  ihe  ellipses  being  perpendicular  to  the  direction  of  the 
ray.  If  the  axes  of  these  ellipses  are  unequal  and  parallel,  the  ray  is  said 
to  be  elliptically  polarised.  In  this  case  the  particles  which,  when  at  rest, 
occupied  a  straight  line,  are,  when  in  motion,  arranged  in  a  helix  round  the 
line  of  their  ori^jiinal  position  as  an  axis,  the  helix  changing^  from  instant 
to  instant.  If  the  axes  of  the  ellipses  are  equal,  they  become  circles,  and  the 
light  is  said  to  be  circularly  polarised.  If  the  minor  axes  become  lero,  the 
ellipses  coincide  with  their  major  axes,  and  the  light  h^canxes plane  polarised. 
Consequently,  ^/am:  polarised  light  and  circularly  polarised  light  are  parti- 
cular cases  of  elliptically  polarised  light. 

670.  Tfaeory  of  t&e  origin  of  elllptloal  and  olronlatr  palartoktton.^ 
Let  us  in  the  first  place  consider  a  simple  pendulum  (55)  vibrating  in  any 
plane,  the  arc  of  vibration  being  small.  Suppose  that,  when  in  its  lowest 
position,  it  received  a  blow  in  a  direction  at  right  angles  to  the  direction  of 
its  motion,  such  as  would  make  it  vibrate  in  an  arc  at  right  angles  to  its 
arc  of  primitive  vibration,  it  follows  from  the  law  of  the  composition  of 
velocities  (52)  that  the  joint  effci:t  will  be  to  tnake  ii  vibrate  in  an  arc  inclined 
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at  a  certain  angle  to  the  arc  of  primitive  vibration,  the  magnitude  of  the 
angle  depending  on  the  magnitude  of  the  blow.  If  the  blow  communicated 
a  velocity  equal  to  that  with  which  the  body  is  already  moving,  the  angle 
would  be  45°.  Next  suppose  the  blow  to  communicate  an  equal  velocity, 
but  to  be  struck  when  the  body  is  at  its  highest  point,  this  will  cause  the 
particle  to  describe  a  circle,  and  to  move  as  a  conical  pendulum.  If  the 
blow  is  struck  under  any  other  circumstances,  the  particle  will  describe  an 
ellipse.  Now  as  the  two  blows  would  produce  separately  two  simple  vibra- 
tions in  directions  at  right  angles  to  each  other,  we  may  state  the  result 
arrived  at  as  follows : — If  two  rectilinear  vibrations  are  superinduced  on 
the  same  particle  in  directions  at  right  angles  to  each  other,  then  :  i.  If 
they  are  in  the  same  or  opposite  phases,  they  make  the  point  describe  a 
rectilinear  vibration  in  a  direction  inclined  at  a  certain  angle  to  either  of 
the  original  vibrations.  2.  But  if  their  phases  differ  by  90°  or  a  quarter 
of  a  vibration,  the  particle  will  describe  a  circle,  provided  the  vibrations 
are  equal.  3.  Under  other  circumstances  the  particle  will  describe  an 
ellipse. 

To  apply  this  to  the  case  of  polarised  light.  Suppose  two  rays  of  light 
polarised  in  perpendicular  planes  to  coincide,  each  would  separately  cause 
the  same  particles  to  vibrate  in  perpendicular  directions.  Consequently — 
I.  If  the  vibrations  are  in  the  same  or  opposite  phases,  the  light  resulting  from 
the  two  rays  is  plane  polarised.  2.  If  the  rays  are  of  equal  intensity,  and 
their  phases  differ  by  90°,  the  resulting  light  is  circularly  polarised.  3.  Under 
other  circumstances  the  light  is  elliptically  polarised. 

As  an  example,  if  reference  is  made  to  arts.  665  and  666,  it  will  be  seen 
that  the  rays  denoted  by  O  and  E  are  superimposed  in  the  manner  above 
described.  Consequently,  the  light  which  leaves  the  depolarising  plate  is 
elliptically  polarised.  If,  however,  the  principal  plane  of  the  depolarising 
plate  is  turned  so  as  to  make  an  angle  of  45°  with  the  plane  of  primitive 
polarisation,  O  and  E  have  equal  intensities ;  and  if,  further,  the  plate  is 
made  of  a  certain  thickness,  so  that  the  phases  of  O  and  E  may  differ  by 
90°,  or  by  a  quarter  of  a  vibration,  the  light  which  emerges  from  the  plate  is 
circularly  polarised.  This  method  may  be  employed  to  produce  circularly 
polarised  light 

Circular  or  elliptical  polarisation  may  be  either  right-handed  or  left- 
handed^  or  what  is  sometimes  called  dextrogyrate  and  Icevogyrate.  If  the 
observer  looks  along  the  ray  in  the  direction  of  propagation,  from  polariser 
to  analyser,  then,  if  the  particles  move  in  the  same  direction  as  the  hands 
of  a  watch  with  its  face  to  the  observer,  the  polarisation  is  right-handed. 

671.  Fresnel*8  rbomb. — This  is  a  means  of  obtaining  circularly  polarised 
light.  We  have  just  seen  (670)  that,  to  obtain  a  ray  of  circularly  polarised 
light,  it  is  sufficient  to  decompose  a  ray  of  plane  polarised  light  in  such 
a  manner  as  to  produce  two  rays  of  light  of  equal  intensity  polarised  in 
planes  at  right  angles  to  each  other,  and  differing  in  their  paths  by  a  quatter 
of  an  undulation.  Fresnel  effected  this  by  means  of  a  rhomb  which  has 
received  his  name.  It  is  made  of  glass ;  its  acute  angle  is  54^,  and  its 
obtuse  126°.  If  a  ray  (<?,  fig.  635)  of  plain  polarised  light  falls  perpendicu- 
larly on  the  face  of  AB,  it  will  undergo  two  total  internal  reflections  at  an  angle 
of  about  54°,  one  at  E,  and  the  other  at  F,  and  will  emerge  perpendicularly. 
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If  the  plane  ABCDbe  inclined  at  an  angleof  45°lo  the  plane  of  polarisa- 
tion, the  polarised  ray  will  be  divided  into  two  coincident  rays,  with  their 
pUnes  of  polarisation  at  right  angles  to  each  other,  and  it  appears  that  one 
of  them  loses  exactly  a  quarter  of  an  undulation, 
so  that  on  emerging  from  the  rhomb  the  ray  is 
circularly  polarised.  If  the  ray  emerging  as  above 
from  Fresnel's  rhomb  is  examined,  it  will  be  found 
to  differ  from  plane  polarised  light  in  this,  that, 
when  it  passes  through  a  double-refracting  prism, 
the  ordinary  and  extraordinary  rays  are  of  equal 
intensity  in  all  positions  of  the  prism.  Moreover, 
it  differs  from  ordinary  light  in  this,  that,  if  it  pass 
through  a  second  rhomb  placed  parallel  to  the  first, 
a  second  quarter  of  an  undulation  will  be  lost,  so 
that  the  parts  of  the  original  plane  polarised  ray 
Fig.  635.  will  differ  by  half  an  undulation,  and  the  emergen 

ray  will  be  plane  polarised  ;  moreover  the  plane 
of  polarisation  will  be  inclined  at  an  angle  of  45°  to  ABCD,  but  on  the 
other  side  from  the  plane  of  primitive  polarisation. 

672.  Blllptlcnl  polarla&tloii.—ln  addition  to  the  method  already  men- 
tioned (671),  elliptically  polarised  light  is  generally  obiained  whenever  plane 
polarised  light  suffers  reflection.  Polarised  light  reflected  from  metals 
becomes  elliptically  polarised,  the  degree  of  ellipticity  depending  on  the  direc- 
tion of  the  incident  ray  and  of  its  plane  of  polarisation,  as  well  as  on  the  nature 
of  the  reflecting  substance.  When  reflected  from  silver,  the  polarisation  is 
almost  circular,  and  when  from  galena  almost  plane.  If  elliptically  polarised 
light  be  analysed  by  the  Nicol's  prism,  it  never  vanishes,  though  at  alternate 
positions  it  becomes  fainter  ;  it  is  thus  distinguished  from  plane  and  fnsav 
circular  polarised  light.  If  analysed  by  Iceland  spar,  neither  image  dis- 
appears, but  each  undergoes  changes  in  intensity. 

Light  can  also  be  polarised  elliptically  in  Fresnel's  rhomb.  If  the  angle 
between  the  planes  of  primitive  polarisation  and  of  incidence  be  any  other 
than  45°,  the  emergent  ray  is  elliptically  polarised. 

673.  Rotatory  polArlm»tton. — Rock  crystal  or  quartz  possesses  a  re- 
markable property  which  was  long  regarded  as  peculiar  to  itself  among  all 
crystals,  though  it  has  been  since  found  to  be  shared  by  tartaric  acid  and  its 
salts,  together  with  some  other  crystallised  bodies.  This  property  is  called 
rotatory  polarisation,  and  may  be  described  as  follows  :  Let  a  ray  of 
homogeneous  light  be  polarised,  and  let  the  analyser,  say  a  Nicol's  prism,  be 
turned  till  the  light  does  not  pass  through  it.  Take  a  thin  section  of  a  quarti 
crystal  cut  at  right  angles  to  its  axis,  and  place  it  between  the  polariser  and 
the  analyser  with  its  plane  at  right  angles  to  the  rays.  The  light  will  now 
pass  through  the  analyser.  The  phenomenon  is  not  the  same  as  that  pre- 
viously described  (663),  for,  if  the  rock  crystal  is  turned  round  its  axis,  no 
effect  is  produced,  and  if  the  analyser  is  turned,  the  ray  is  found  to  be^iuie 
polarised  in  a  plane  inclined  at  a  certain  angle  to  the  plane  of  primitive 
polarisation.  If  the  light  is  red,  and  the  plate  1  millimetre  thick,  this  angte 
is  about  17°.  In  some  specimens  of  quartz  the  plane  of  polarisation  is 
turned  to  the  right  hand,  in  others  to  the  lefl  hand.     !jpecimens  of  the 


by  Rotatory  Polarisation  657 

ided,  those  of  the  latter  kind  left-handed 

to  a  difference  in  crystal lographic  struc- 
ick  crystal  of  turning  the  plane  of  polari- 
is  thoroughly  investigated  by  Biot,  who, 

this : — For  a  given  colour,  the  angle, 
isation  is  turned,  is  proportional  to  the 

rotaMrr  polBilBattoii. — The  explanation 

le  last  article  is  as  follows  :  When  a  ray 
axis  of  the  quartz  crystal,  it  is  di^dded  into 
ht  of  equal  intensity,  which  pass  through 

In  one  the  circular  polarisation  is  right- 
[670).  The  existence  of  these  rays  was 
in  separating  them.  On  emerging  from 
ito  a  plane  polarised  ray  ;  but,  since  they 
lin  the  crystal,  they  emerge  in  different 
I  of  polarisation  will  not  coincide  with  the 
"his  can  be  readily  shown  by  reasoning 
70.  The  same  reasoning  will  also  show 
be  turned  to  the  right  or  le(^,  according 
d  ray  moves  with  the  greater  velocity. 
ation  will  depend  on  the  amount  of  the 
ity  is  least ;  that  is  to  say,  it  will  depend 
lartz.  In  this  manner  the  phenomena  of 
!ly  accounted  for. 

rotKtorr  palkriaKtloo.^Tbe  rotation  is 
magnitude  depends  on  the  refrangibility, 
ingible  rays.     In  the  case  of  red  light  a 

rotate  the  plane  17°,  while,  in  the  case 
thickness  will  rotate  it  44°.  Hence  with 
tion  of  the  analysing  Nicol's  prism,  be  a 
our  transmitted.  In  the  case  of  a  right- 
prism  is  turned  to  the  right,  the  colours 
less  refrangible  to  the  more  so — that  is, 
red  to  violet  ;  with 
:  order.  Obviously, 
:  left,  the  reverse  of 

lendicularly  to   the 

polarised  light,  is 

racting  prism,  two 

1,  of  which  the  tints  are  complementary  : 

posed,  and  in  this  position  there  is  white 

>  turned  from  left  to  right,  the  two  images 

ively  all  the  colours  of  the  spectrum. 

what  has  been  said  about  the  different 
artz  rotates  the  plane  of  polarisation  for 

violet  44°;  hence  from  the  great  difference 
iri^d  light  which  has  traversed  the  quartz 
U  U 
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plate  emerges,  the  various  simple  colours  which  it  contains  are  polarised 
in  different  planes.  Consequently,  when  the  rays  thus  transmitted  by  the 
quartz  pass  through  a  double-refracting  prism,  they  are  each  decomposed 
into  two  others  polarised  at  right  angles  to  each  other  :  the  various  simple 
colours  are  not  divided  in  the  same  proportion  between  the  ordinary  and 
extraordinary  rays  furnished  by  the  prism ;  the  two  images  are,  therefore, 
coloured  ;  but,  since  those  which  are  wanting  in  one  occur  in  the  other,  the 
colours  of  the  images  are  perfectly  complementary. 

These  phenomena  of  coloration  may  be  well  seen  by  means  of  Norrem* 
berg's  apparatus  (fig.  633).  A  quartz  plate,  Sy  cut  at  right  angles  to  the  axis 
and  fixed  in  a  cork  disc,  is  placed  on  a  screen  e  ;  the  mirror  n  being  then 
so  inclined  that  a  ray  of  polarised  light  passes  through  the  quartz,  the  latter 
is  viewed  through  a  double-refracting  prism,  g ;  when  this  tube  is  turned,  the 
complementary  images  furnished  by  the  passage  of  polarised  light  through 
the  quartz  are  seen.' 

676.  motatory  power  of  liquids. — Biot  found  that  a  great  number  of 
liquids  and  solutions  possess  the  property  of  rotatory  polarisation.  He 
further  observed  that  the  deviation  of  the  plane  of  polarisation  can  reveal 
differences  in  the  composition  of  bodies  where  none  is  exhibited  by  chemical 
analysis.  For  instance,  one  of  the  two  sugars  obtained  by  the  action  of  dilute 
acids  on  cane-sugar  deflects  the  plane  of  polarisation  to  the  right  and  the 
other  to  the  left,  although  their  chemical  composition  is  the  same. 

The  rotatory  power  of  liquids  is  far  less  than  that  of  quartz.  In  con- 
centrated syrup  of  cane-sugar,  which  possesses  the  rotatory  power  in  the 
highest  degree,  the  power  is  ^  that  of  quartz,  so  that  it  is  necessary  to 
operate  upon  columns  of  liquids  of  considerable  length — 8  inches,  for 
example. 

Fig.  637  represents  an  apparatus  devised  by  Biot  for  measuring  the 
rotatory  power  of  liquids.  On  a  metal  groove,  g^  fixed  to  a  support,  r,  is  a 
brass  tube,  ^,20  centimetres  long,  tinned  inside,  in  which  is  contained  the  liquid 
experimented  upon.  This  tube  is  closed  at  each  end  by  glass  plates  fastened 
by  screw  collars.  At  m  is  a  mirror  of  black  glass,  inclined  at  the  polarising 
angle  to  the  axis  of  the  tubes  bd  and  tf,  so  that  the  ray  reflected  by  the 
mirror  m,  in  the  direction  bda^  is  polarised.  In  the  centre  of  the  graduated 
circle  ^,  inside  the  tube  a,  and  at  right  angles  to  the  axis  bda^  is  a  double* 
refracting  achromatic  prism,  which  can  be  turned  about  the  axis  of  the  ap- 
paratus by  means  of  a  button  n.  The  latter  is  fixed  to  a  limb  r,  on  which  is  a 
vernier,  to  indicate  the  number  of  degrees  turned  through.  Lastly,  from  the 
position  of  the  mirror  m,  the  plane  of  polarisation,  Sod^  of  the  reflected  ray 
is  vertical,  and  the  zero  of  the  graduation  of  the  circle  h  is  on  this  plane. 

Before  placing  the  tube  d  in  the  groove  g^  the  extraordinary  image  fur- 
nished by  the  double-refracting  prism  disappears  whenever  the  limb  c  corre- 
sponds to  the  zero  of  the  graduation,  because  then  the  double-refracting  prism 
is  so  turned  that  its  principal  section  coincides  with  the  plane  of  polarisation 
(659).  This  is  the  case  also  when  the  tube  d  is  full  of  water  or  any  other 
inactive  liquid,  like  alcohol,  ether,  &c.,  which  shows  that  the  plane  of  polari- 
sation has  not  been  turned.  But  if  the  tube  be  filled  with  a  solution  of  cane- 
sugar  or  any  other  active  liquid,  the  extraordinary  image  reappears,  and  to 
extinguish  it,  the  limb  must  be  turned  to  a  certain  extent  either  to  the  right 
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or  to  the  left  of  zero,  according  as  the  liquid  is  right-handed  or  left-handed, 
showing  that  the  polarising  plane  has  been  turned  by  the  same  angle.  With 
solution  of  cane-sugar  the  rotation  takes  place  to  the  right ;  and  if  with  the 
same  solution  tubes  of  different  lengths  are  taken,  the  rotation  is  found  to 
increase  proportionally  to  the  length,  in  conformity  with  art.  673 ;  further, 
with  the  same  tube,  but  with  solutions  of  various  strengths,  the  rotation 
increases  with  the  quantity  of  sugar  dissolved,  so  that  the  quantitative 
analysis  of  a  solution  may  be  made  by  means  of  its  angle  of  deviation. 

In  this  experiment  homogeneous  light  must  be  used  ;  for,  as  the  various 
tints  of  the  spectra 

have  different  rota-  ^gK^fj\h 
tory  powers,  white 
light  is  decomposed 
in  traversing  an 
active  liquid,  and 
the  extraordinary 
image  does  not  dis- 
appear completely 
in  any  position  of 
the  double-refract- 
ing prism — it  sim- 
ply changes  the 
tint  The  transition 
tint  (677)  may, 
however,  be  ob- 
served.  To  avoid 
this  inconvenience, 
a  piece  of  red  glass 
is  placed  in  the  tube 
between  the  eye  and 
the  double-refract- 
ing prism,  which 
only  allows  red  light 

to  pass.  The  extraordinary  image  disappears  in  that  case,  whenever  the  prin- 
cipal section  of  the  prism  coincides  with  the  plane  of  polarisation  of  the  red  ray. 

677.  8olell*8  Saoobarlmeter. — Soleil  constructed  an  apparatus,  based 
upon  the  rotatory  power  of  liquids,  for  analysing  saccharine  substances, 
to  which  the  name  sacchtzrimeter  is  applied  Fig.  638  represents  the  sac- 
charimeter  fixed  horizontally,  and  fig.  639  gives  a  longitudinal  section. 

The  principle  of  this  instrument  is  not  that  of  observing  the  amplitude 
of  the  rotation  of  the  plane  of  polarisation,  as  in  Blot's  apparatus,  but  that 
of  compensation ;  that  is  to  say,  a  second  active  substance  is  used  acting  in  the 
opposite  direction  to  that  analysed,  and  whose  thickness  can  be  altered  until 
the  contrary  actions  of  the  two  substances  completely  neutralise  each  other. 
Instead  of  measuring  the  deviation  of  the  plane  of  polarisation,  the  thick- 
ness is  measured  which  the  plate  of  quartz  must  have  in  order  to  obtain 
perfect  compensation. 

The  apparatus  consists  of  three  parts — a  tube  containing  the  liquid  to  be 
analysed,  a  polariser,  and  an  analyser. 

u  u  2 
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The  tube  my  containing  the  liquid,  is  made  of  copper,  tinned  on  the 
inside,  and  closed  at  both  ends  by  two  glass  plates.     It  rests  on  a  support. 
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Fig.  638. 

kj  terminated  at  both  ends  by  tubes,  r  and  a,  in  which  are  the  crystals  used 
as  polarisers  and  analysers,  and  which  are  represented  in  section  (fig.  639). 

In  front  of  the  aperture  S  (fig.  639)  is  placed  an  ordinary  lamp. 
The  light  emitted  by  this  lamp  in  the  direction  of  the  axis  first  meets  a 
double-refracting  prism  r,  which  serves  as  polariser  (659).  The  ordinary 
image  alone  meets  the  eye,  the  extraordinary  image  being  projected  out  of 
the  field  of  vision  in  consequence  of  the  amplitude  of  the  angle  which  the 
ordinary  makes  with  the  extraordinary  ray.  The  double-refracting  pnsm  is 
in  such  a  position  that  the  plane  of  polarisation  is  vertical,  and  passes  through 
the  axis  of  the  apparatus. 

Emerging  from  the  double-refracting  prism,  the  polarised  ray  meets  a 
plate  of  quartz  with  double  rotation ;  that  is,  this  plate  rotates  the  plane 
both  to  the  right  and  to  the  left.  This  is  effected  by  constructing  the  plate 
of  two  quartz  plates  of  opposite  rotation  placed  one  on  the  other,  as  shown 
in  fig.  640,  so  that  the  line  of  separation  is  vertical  and  in  the  same  plane  as 
the  axis  of  the  apparatus.  These  plates,  cut  perpendicularly  to  the  axis, 
have  a  thickness  of  3*65  millimetres,  corresponding  to  a  rotation  of  90**,  and 
g^ve  a  rose- violet  tint,  called  the  tint  of  passage y  or  transition  tint.  As  the 
quartz,  whether  right-handed  or  left-handed,  turns  always  to  the  same  extent 
for  the  same  thickness,  it  follows  that  the  two  quartz  plates  a  and  b  turn  the 
plane  of  polarisation  equally,  one  to  the  right  and  the  other  to  the  left.  Hence, 
looked  at  through  a  double-refracting  prism,  they  present  exactly  the  same  tint. 

Having  traversed  the  quartz,  q,  the  polarised  ray  passes  into  the  liquid 
in  the  tube  m,  and  then  meets  a  single  plate  of  quartz,  < ,  of  any  thickness, 
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the  use  of  which  will  be  seen  presently.  The  compensator, «,  which  destroys 
the  rotation  of  the  column  of  liquid,  m^  consists  of  two  quartz  plates,  with  the 
same  rotation  either  to  the  right  or  the  left,  but  opposite  to  that  of  the  plate 
/'.  These  two  quartz  plates,  a  section  of  which  is  represented  in  fig.  640,  are 
obtained  by  cutting  obliquely  a  quartz  plate  with  parallel  sides  so  as  to  form 
two  prisms  of  the  same  angle,  N,  N^,  which  is  called  a  biquartz ;  super- 
posing, then,  these  two  prisms,  as  shown  in  the  figure,  a  single  plate  is 
obtained  with  parallel  faces,  which  can  be  varied  at  will.  This  is  effected 
by  fixing  each  prism  to  a  slide,  so  as  to  move  it  either  way  without  disturbing 

Fig.  639 
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the  parallelism.  This  motion  is  effected  by  means  of  a  double  rackwork 
and  pinion  motion  turned  by  a  milled  head,  b  (figs.  638,  639). 

When  these  plates  move  in  the  direction  indicated  by  the  arrows  (fig.  640), 
it  is  clear  that  the  sum  of  their  thicknesses  increases,  and  that  it  diminishes 
when  the  plates  are  moved  in  the  contrary  direction.  A  scale  and  a  vernier 
follow  the  plates  in  their  motion,  and  measure  the  thickness  of  the  compen- 
sator. This  scale,  represented  with  its  vernier  in  fig.  641,  has  two  divisions 
with  a  common  zero,  one  from  leffc  to  right  for  right-handed  liquids,  and 
another  from  right  to  left  for  left-handed. 

When  the  vernier  is  at  zero,  the  sum  of  the  thicknesses  of  the  plates  NN' 
is  exactly  equal  to  that  of  the  plate  /,  and  as  the  rotation  of  the  latter  is 
opposed  to  that  of  the  compensator,  the  effect  is  zero.  But  by  moving  the 
plates  of  the  compensator  in  one  or  the  other  direction,  either  the  compensator 
or  the  quartz,  /,  preponderates,  and  there  is  a  rotation  from  left  to  right. 

Behind  the  compensator  is  a  double-refracting  prism,  c  (fig.  642),  serving 
as  analyser  to  observe  the  polarised  ray  which  has  traversed  the  liquid  and 
the  various  quartz  plates.  In  order  to  understand  more  easily  the  object  of 
the  prism  r,  we  will  neglect  for  a  moment  the  crystals  and  the  lenses  on  the 
left  of  the  drawing.  If  at  first  the  zero  of  the  vernier  v  coincides  with  that 
of  the  scale,  and  if  the  liquid  in  the  tube  is  inactive,  the  actions  of  the  com- 
pensator, and  of  the  plate  /,  neutralise  each  other  ;  and,  the  liquid  having  no 
action,  the  two  halves  of  the  plate  ^,  seen  through  the  prism  ^,  give  exactly 
the  same  tint  as  has  been  observed  above.  But  if  the  tube  filled  with  inac- 
tive liquid  be  replaced  by  one  full  of  solution  of  sugar,  the  rotary  power  of 
this  solution  is  added  to  that  of  one  of  the  halves  {a  or  b)  of  the  plate  q  (viz. 
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that  half  which  tends  to  turn  the  plane  of  polarisation  in  the  same  direction 
as  the  solution),  and  subtracted  firom  that  of  the  other.  Hence  the  two 
halves  of  the  plate  q  no  longer  show  the  same  tint ;  the  half  a,  for  instance, 
is  red,  while  the  half  b  is  blue.  The  prisms  of  the  compensator  are  then 
moved  by  turning  the  milled  head  b^  either  to  the  right  or  to  the  left,  until 
the  difference  of  action  of  the  compensator  and  of  the  plate  i  compensates 
the  rotatory  power  of  the  solution,  which  takes  place  when  the  two  halves 
of  the  plate  ^,  with  double  rotation,  revert  to  their  original  tint 

The  direction  of  the  deviation  and  the  thickness  of  the  compensator  are 
measured  by  the  relative  displacement  of  the  scale  e  and  of  the  vernier  v. 
Ten  of  the  divisions  on  the  scale  correspond  to  a  difference  of  i  millimetre 
in  the  thickness  of  the  compensator  ;  and  as  the  vernier  gives  itself  tenths 
of  these  divisions,  it  therefore  measures  differences  of  ^j^  in  the  thickness  of 
the  compensator. 

When  once  the  tints  of  the  two  halves  of  the  plate  are  exactly  the  same, 
and  therefore  the  same  as  before  interposing  the  solution  of  sugar,  the 
division  on  the  scale  corresponding  to  the  vernier  is  read  off,  and  the  cor- 
responding number  gives  the  strength  of  the  solution.  This  depends  on  the 
experimental  fact  that  ^6*471  grains  of  pure  and  well-dried  sugar-candy  being 
dissolved  in  water,  and  the  solution  diluted  to  the  volume  of  100  cubic  cen- 
timetres, and  observed  in  a  tube  of  20  centimetres  in  length,  the  deviation 
produced  is  the  same  as  that  effected  by  a  quartz  plate  a  millimetre  thick. 
In  making  the  analysis  of  raw  sugar,  a  weight  of  16*471  grains  of  sugar  is 
taken,  dissolved  in  water,  and  the  solution  made  up  to  100  cubic  centimetres, 
with  which  a  tube  20  centimetres  in  length  is  filled,  and  the  number  indicated 
by  the  vernier  read  off,  when  the  primitive  tint  has  been  obtained  This 
number  being  42,  for  example,  it  is  concluded  that  the  amount  of  crystallisable 
sugar  in  the  solution  is  42  per  cent,  of  that  which  the  solution  of  sugar-candy 
contained,  and,  therefore,  16*471  grains  x  ^,  or  6*918  grains.  This  result 
is  only  valid  when  the  sugar  is  not  mixed  with  uncrystallisable  sugar  or 
some  other  left-handed  substance.  In  that  case  the  crystallisable  sug^ar, 
which  is  right-handed,  must  be,  by  means  of  hydrochloric  acid,  converted 
into  uncrystallisable  sugar,  which  is  left-handed  ;  and  a  new  determination  is 
made,  which,  together  with  the  first,  gives  the  quantity  of  crystallisable  sugar. 

The  arrangement  of  crystals  and  lenses,  o^g^f^  and  a,  placed  behind  the 
prism  r,  forms  what  Soleil  calls  the  producer  of  sensible  tints.  For  the 
most  delicate  tint — that  by  which  a  very  feeble  difference  in  the  coloration 
of  the  two  halves  of  the  rotation  plate  can  be  distinguished — is  not  the  same 
for  all  eyes  ;  for  most  people  it  is  of  a  violet-blue  tint,  like  flax  blossom  ;  and 
it  is  important  either  to  produce  this  tint,  or  some  other  equally  sensible  to 
the  eye  of  the  observer.  This  is  effected  by  placing  in  front  of  the  prism,  r, 
at  first  a  quartz  plate,  <?,  cut  perpendicular  to  the  axis,  then  a  small  Galileo's 
telescope  consisting  of  a  double  convex  glass,  g^  and  a  double  concave  glass, 
fy  which  can  be  approximated  or  removed  from  each  other  according  to  the 
distance  of  distinct  vision  of  each  observer.  Lastly,  there  is  a  double* 
refracting  prism,  ^,  acting  as  polariser  in  reference  to  the  quartz,  and  the  prism 
a  as  analyser  ;  and  hence,  when  the  latter  is  turned  either  right  or  left,  the 
light  which  has  traversed  the  prism  r,  and  the  plate  Oy  changes  its  tint,  and 
finally  gives  that  which  is  the  most  delicate  for  the  experimenter. 
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678.  Analysis  of  dlabetlo  urine. — In  the  disease  diabetes^  the  urine 
contains  a  large  quantity  of  fermentable  sugar,  called  diabetic  sugar,  which 
in  the  natural  condition  of  the  urine  turns  the  plane  of  polarisation  to  the 
right.  To  estimate  the  quantity  of  this  sugar,  the  urine  is  first  clarified  by 
heating  it  with  acetate  of  lead  and  filtering  ;  the  tube  is  filled  with  the  clear 
liquid  thus  obtained  ;  and  the  milled  head  b  turned  until,  by  means  of  the 
double-rotating  plate,  the  same  tint  is  obtained  as  before  the  interposition  of 
the  urine.  Experiment  has  shown  that  100  parts  of  the  saccharimetric  scale 
represent  the  displacement  which  the  qua'rtz  compensators  must  have  when 
there  are  225*6  grains  of  sugar  in  a  litre  ;  hence  each  division  of  the  scale 
represents  2*256  of  sugar.  Accordingly,  to  obtain  the  quantity  of  sugar  in  a 
given  urine,  the  number  indicated  by  the  vernier,  at  the  moment  at  which 
the  primitive  tint  reappears,  must  be  multiplied  by  2*256. 

679.  Volarlsatlon  of  beat. — The  rays  of  heat,  like  those  of  light,  may  be- 
come polarised  by  reflection  and  by  refraction.  The  experiments  on  this  sub- 
ject are  difficult  of  execution  ;  they  were  first  made  by  Malus  and  Berard,  in 
1810  ;  after  the  death  of  Malus  they  were  continued  by  the  latter  philosopher. 

In  his  experiments,  the  heat  rays  reflected  from  one  mirror  were  re- 
ceived upon  a  second,  just  as  in  Norremberg's  apparatus  ;  from  the  second 
they  fell  upon  a  small  metallic  reflector,  which  concentrated  them  upon  the 
bulb  of  a  differential  thermometer.  Berard  observed  that  heat  was  not 
reflected  when  the  plane  of  reflection  of  the  second  mirror  was  at  right  angles 
to  that  of  the  first.  As  this  phenomenon  is  the  same  as  that  presented  by 
light  under  the  same  circumstances,  Berard  concluded  that  heat  became 
polarised  in  being  reflected. 

The  double  refraction  of  heat  may  be  shown  by  concentrating  the  sun's 
rays  by  means  of  a  heliostat  on  a  prism  of  Iceland  spar,  and  investigating 
the  resultant  pencil  by  means  of  a  thermopile,  which  must  have  a  sharp 
narrow  edge.  In  this  case  also  there  is  an  ordinary  and  an  extraordinary 
ray,  which  follow  the  same  laws  as  those  of  light.  In  the  optic  axis  of  the 
calcspar,  heat  is  not  doubly  refracted.  A  Ni col's  prism  can  be  used  for  the 
polarisation  of  heat  as  well  as  for  that  of  light :  a  polarised  ray  does  not 
traverse  the  second  Nicol  if  the  plane  of  its  principal  section  is  perpendicular 
to  the  vibrations  of  the  ray.  The  phenomena  of  the  polarisation  of  heat 
may  also  be  studied  by  means  of  plates  of  tourmaline  and  of  mica.  The 
angle  of  polarisation  is  virtually  the  same  for  heat  as  for  light  In  all  these 
experiments  the  prisms  must  be  very  near  each  other. 

The  diffraction,  and  therefore  the  interference,  of  rays  of  heat  has  recently 
been  established  by  the  experiments  of  Knoblauch  and  others.  And  Forbes, 
who  has  repeated  Fresnel's  experiment  with  a  rhombohedron  of  rock  salt, 
has  found  that  by  two  total  internal  reflections,  heat  is  circularly  polarised, 
just  as  is  the  case  with  light. 
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CHAPTER    I 

PROPERTIES  OF  MAGNETS 

680.  watnral  and  artlfldal  magnets. — Magnets  are  substances  which 
have  the  property  of  attracting  iron,  and  the  term  magnetism  is  applied  to 
the  cause  of  this  attraction  and  to  the  resulting  phenomena. 

This  property  exists  in  the  highest  degree  in  an  ore  of  iron  which  is 
known  in  chemistry  as  the  magnetic  oxide  of  iron.  Its  composition  is 
represented  by  the  formula  Fe304. 

This  mineral,  which  is  also  called  lodestone^  was  first  found  at  Magnesia, 
in  Asia  Minor,  the  name  magnet  being  derived  from  this  circumstance. 
The  name  lodestone,  which  is  applied  to  this  natural  magnet,  was  given  on 
account  of  its  being  used  when  suspended  as  a  guiding  or  leading  stone,  from 
the  Saxon  Icedan^  to  lead ;  so  also  the  w^ord  lodestar »  Lodestone  is  very 
abundant  in  nature  ;  it  is  met  with  in  the  older  geological  formations,  especially 
in  Sweden  and  Norway,  where  it  is  worked  as  an  iron  ore,  and  furnishes  the 
best  quality  of  iron. 

When  a  bar  or  needle  of  steel  is  rubbed  with  a  magnet,  it  exhibits 
magnetic  properties  without  the  magnet  losing  anything  of  its  o^m  force. 
Such  bars  are  called  artificial  magnets ;  they  can  be  made  more  powerful 
than  natural  magnets,  and,  as  they  are  also  more  convenient,  they  will  be 
exclusively  referred  to  in  describing  the  phenomena  of  magnetism.  The  best 
modes  of  preparing  them  will  be  explained  in  a  subsequent  article. 

681.  Voles  and  nentral  lines. — When  a  small  piece  of  soft  iron  is  sus- 
pended by  a  thread  and  a  magnet  is  approached  to  it,  the  iron  is  attracted 
towards  the  magnet,  and  some  force  is  required  for  its  removal.  The  force 
of  the  attraction  varies  in  different  parts  of  the  magnet ;  it  is  strongest  at  the 
two  ends,  and  is  totally  wanting  in  the  middle. 

This  variation  may  also  be  seen  very  clearly  when  a  bar  magnet  is 
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placed  in  iron  filings ;  these  become  arranged  round  the  ends  of  the  bar 
in  feathery  tufts,  which  decrease  towards  the  middle  of  the  bar,  where  there 
are  none.  That  part  of  the  surface  of  the  bar  where  there  is  no  visible 
magnetic  force  is  called  the  neutral  line ;  and  the  parts  near  the  ends  of  the 
bar  where  the  attraction  is  greatest  are  called  the  poles.  Every  magnet, 
whether  natural  or  artificial,  has  two  poles  and  a  neutral  line  :  sometimes, 
however,  in  magnetising  bars  and  needles,  poles  are  produced  lying  between 
the  extreme  points.  Such  magnets  are  abnormal,  and  these  points  are  called 
intermediate  or  consequent  poles.  The  shortest  line  joining  the  two  poles  is 
termed  the  axis  of  the  magnet ;  in  a  horseshoe  magnet  the  axis  is  in  the 
direction  of  the  keeper.  The  plane  at  right  angles  to  the  axis  of  a  bar 
magnet  and  passing  through  the  neutral  line  is  sometimes  called  the  equator 
of  the  magnet,  and  the  length  of  a  magnet,  as  far  as  magnetic  actions  are 
concerned,  is  the  distance  of  the  poles. 

We  shall  presently  see  that  a  freely  suspended  magnet  always  sets  with 
one  pole  pointing  towards  the  north,  and  the  other  towards  the  south.  The 
end  pointing  towards  the 
north  is  called  in  this 
country  the  north  pole^ 
and  the  other  end  the 
south  pole.  The  end  of 
the  magnetic  needle  point- 
ing to  the  north  is  called  ^^'  ^^' 
the  marked  end  of  the  needle.  Sometimes  also  the  end  pointing  to  the 
north  is  called  the  red  pole,  and  that  to  the  south  the  blue  pole ;  the 
corresponding  terms  red  and  blue  magnetisms  are  occasionally  used. 

682.  Keolprooal  aotlon  of  two  poles. — The  two  poles  of  a  magnet  appear 
identical  when  they  are  brought  in  contact 
with  iron  filings  (fig.  643),  but  this  identity 
is  only  apparent,  for  when  a  small  mag- 
netic needle,  ab  (fig.  644),  is  suspended  by 
a  fine  thread,  and  the  north  pole,  A,  of 
another  needle  is  brought  near  its  north 
pole,  a,  a  repulsion  takes  place.  If,  on 
the  contrary,  A  is  brought  near  the  south 
pole,  ^,  of  the  movable  needle,  the  latter 
is  strongly  attracted.  Hence  these  two 
poles,  a  and  by  are  not  identical,  for  one 
is  repelled,  and  the  other  attracted,  by 
the  same  pole  of  the  magnet  A.  It  may 
be  shown  in  like  manner  that  the  two 
poles  of  the  latter  are  also  different,  by 
successively  presenting  them  to  the  same 
pole,  a,  of  the  movable  needle.  In  one 
case  there  is  repulsion,  in  the  other  attraction.  Hence  the  following  law 
may  be  enunciated  : — 

Poles  of  the  same  name  repel ^  and  poles  of  contrary  name  attract^  one 
another. 

The  opposite  actions  of  the  north  and  south  poles  may  be  shown  by  the 
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following  experiment : — A  piece  of  iron,  a  key  for  example,  is  supported 
by  a  bar  magnet.  A  second  bar  magnet  of  the  same  dimensions  is  then 
moved  along  the  first,  so  that  their  poles  are  contrary  (fig.  645).  The  key 
remains  suspended  so  long  as  the  two  poles  are  at  some  distance,  but  when 
they  are  sufficiently  near  the  key  drops,  just  as  if  the  bar  which  supported 

it  had  lost  its  magnetism. 
This,  however,  is  not  the 
case,  for  the  key  would  be 
again  supported  if  the  first 
magnet  were  presented  to 
it  after  the  removal  of  the 
second  bar. 

The   attraction  which  a 
Fig,  (^^  magnet  exerts  upon  iron  is 

reciprocal,  which  is  indeed 
a  general  principle  of  all  attractions.  It  is  easily  verified  by  presenting  a 
mass  of  iron  to  a  movable  magnet,  when  the  latter  is  attracted. 

683.  Bypotbesis  of  two  marnetlo  fluids. — In  order  to  explain  the  phe- 
nomena of  magnetism,  the  existence  of  two  hypothetical  magnetic  fluids  has 
been  assumed,  each  ojf  which  acts  repulsively  on  itself,  but  attracts  the  other 
fluid.  The  fluid  whose  action  predominates  at  the  north  pole  of  the  magnet 
is  called  the  north  fluid  or  red  magnetism  (681);  and  that  at  the  south  pole  the 
south  fluid,  or  blue  magnetism.  It  is  usual  also  to  speak  of  north  magnetism 
as  positive  and  of  south  as  negative^  or  +  and  —  respectively.  The  term 
*  fluid '  is  apt  to  puzzle  beginners,  from  its  ambiguity.  The  idea  of  a  liquid 
is  ordinarily  associated  with  the  term  ^a  fluid' ;  hence  the  use  of  this  term 
to  explain  the  phenomena  of  magnetism  and  electricity  has  produced  a 
widely  prevailing  impression  of  the  material  nature  of  these  two  forces.  The 
word  '  fluid,'  it  must  be  remembered,  embraces  gases  as  well  as  liquids,  and 
here  it  may  be  pictured  to  the  mind  as  representing  an  invisible,  elastic, 
gaseous  atmosphere  or  shell  associated  with  the  molecules  of  all  magnetic 
substances. 

It  is  assumed  that,  before  magnetisation,  these  fluids  are  combined  about 
each  molecule,  and  mutually  neutralise  each  other  ;  they  can  be  separated 
by  the  influence  of  a  force  greater  than  that  of  their  mutual  attraction,  and 
can  arrange  themselves  round  the  molecules  to  which  they  are  attached,  but 
cannot  be  removed  from  them. 

The  hypothesis  of  the  two  fluids  is  convenient  in  explaining  magnetic 
phenomena,  and  will  for  the  present  be  adhered  to  in  what  follows.  But  it 
must  not  be  regarded  as  anything  more  than  a  provisional  hypothesis,  and  it 
will  afterwards  be  shown  (879)  that  magnetic  phenomena  appear  to  result 
from  electrical  currents,  circulating  in  the  molecules  of  magnetic  bodies ; 
a  mode  of  view  which  connects  the  theory  of  magnetism  with  that  of 
electricity. 

684.  Vroctoo  doflnltlon  of  polos. — By  aid  of  the  preceding  hypothesis 
we  are  enabled  to  obtain  a  clear  idea  of  the  distribution  of  the  magnetism 
in  a  magnetised  bar,  and  to  account  for  the  circumstance  that  there  is  no 
free  magnetism  in  the  middle  of  the  bar,  and  that  it  is  strongest  at  the  poles. 
If  AB  (fig.  646)  represent  a  magnet,  then  the  alternate  black  and  white 
spaces  may  be  taken  to  represent  the  position  of  the  magnetisms  in  a  series 
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of  particles  after  magnetisation :  the  black  spaces,  representing  the  south 
magnetism,  all  point  in  one  direction,  and  the  white  ones  the  north  in  the 
opposite  direction.  The  last  half  of  the  terminal  molecule  at  one  end  would 
have  north  polarity,  and  at  the  other  south  polarity.  Let  N  represent  the 
north  pole  of  a  magnetic  needle  placed  near  the  magnet  AB  ;  then  the  south 
magnetism  s  in  the  terminal  molecule  would  tend  to  attract  N,  and  the 
north  magnetism  n  would  tend  to  repel  it ;  but  as  the  molecule  of  south 
magnetism  s  is  nearer  N  than  the  molecule  of  the  north  magnetism  n^  the 
attraction  between  s  and  N  would  be  greater  than  the  repulsion  between  n 
and  N.  Similarly  the  attraction  between  5'  and  N  would  be  greater  than 
the  repulsion  between  «'  and  N,  and  so  on  with  the  following  s"  and  n'\  &c 
And  all  these  forces  would  give  a  resultant  tending  to  attract  N,  whose 
point  of  applica- 
tion would  have  ^"  "^"  n'  5'  n  5 
a  certain  fixed 
position,  which 
would  be  the  south 
pole  of  AB.  In 
like  manner  it  p.  ^^ 
might    be    shown 

that  the  resultant  of  the  forces  acting  at  the  other  end  of  the  bar  would 
form  a  north  pole,  and  would  hence  repel  the  north  pole  of  the  needle,  but 
would  attract  its  south  pole. 

A  magnet  is  thus  made  up  of  a  series  of  polarised  particles,  and  that 
such  a  series  really  acts  like  an  ordinary  magnet  may  be  shown  by  partly 
filling  a  glass  tube  with  steel  filings,  and  passing  the  pole  of  a  strong  magnet 
several  times  along  the  outside  in  one  constant  direction,  taking  care  not  to 
shake  the  tube.  The  individual  filings  will  thus  be  magnetised,  and  the 
whole  column  of  them  presented  to  a  magnetic  needle  will  attract  and  repel 
its  poles  just  like  an  ordinary  bar  magnet,  exhibiting  a  north  pole  at  one 
end,  a  south  pole  at  the  other,  and  no  polarity  in  the  middle  ;  but  on  shaking 
the  tube,  or  turning  out  the  filings,  and  putting  them  in  again  so  as  to  destroy 
the  regularity,  every  trace  of  polarity  will  disappear.  It  appears  hence  that 
the  polarity  at  each  end  of  a  magnet  is  caused  by  the  fact  that  the  resultant 
action  on  a  magnetic  body  is  strongest  near  the  ends,  and  does  not  arise 
from  any  accumulation  of  magnetisms  at  the  ends. 

The  same  point  may  be  illustrated  by  the  following  experiment,  which  is 
due  to  Sir  W.  Grove  : — In  a  glass  tube  with  flat  glass  ends  is  placed  water  in 
which  is  diffused  magnetic  oxide  of  iron.  Round  the  outside  of  the  tube  is 
coiled  some  insulated  wire.  On  looking  at  a  light  through  the  tube  the 
liquid  appears  dark  and  muddy,  but  on  passing  a  current  of  electricity  through 
the  wire  it  becomes  clearer  (879).  This  is  due  to  the  fact  that  by  the  mag- 
netising action  of  the  current,  the  particles,  becoming  magnetised,  set  with 
their  longest  dimension  parallel  to  the  axis  of  the  tube,  in  which  position 
they  obstruct  the  passage  of  light  to  a  less  extent 

685.  Bzperlments  witb  broken  marnets. — That  the  two  magnetisms 
are  present  in  all  parts  of  the  bar,  and  are  not  simply  accumulated  at  the 
ends,  is  also  evident  from  the  following  experiment : — A  steel  knitting- 
needle  (fig.  647)  is  magnetised  by  rubbing  it  with  one  of  the  poles  of  a  mag- 
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Fig.  647. 


net,  and  then,  the  existence  of  the  two  poles  AB  and  of  the  neutral  line  N 
having  been  ascertained  by  means  of  iron  filings,  it  is  broken  in  the  middle. 
But  now,  on  presenting  successively  the  two  halves  to  a  magnet,  each  will  be 
found  to  possess  two  opposite  poles  AB^  and  A^'B  with  a  neutral  line  N,  and 
to  be  in  fact  a  perfect  magnet  If  these  new  magnets  are  broken  in  turn  into 
two  halves,  each  will  be  a  complete  magnet  AB''  and  A"B'  with  its  two  poles 
and  neutral  line,  and  so  on,  as  far  as  the  division  can  be  continued.  It  is, 
therefore,  concluded  by  analogy  that  the  smallest  parts  of  a  magnet,  the 

ultimate  molecules, 
contain  the  two 
magnetisms  ;  that 
magnetism,  in  short, 
is  a  phenomenon 
the  course  of  which 
resides  in  the  ele- 
mentary particle  or 
molecule  itself.  Each  molecule  is  a  magnet  It  follows  also  from  this  ex- 
periment that  it  is  impossible  to  obtain  an  independent  positive  or  negative 
mass  of  magnetism  which  is  not  associated  with  an  equal  mass  of  the 
opposite  sign  ;  in  other  words,  that  unipolar  magnets  have  no  existence. 

686.  Maflrnetio  Indaetioii. — ^When  a  magnetic  substance  is  placed  in 
contact  with  a  magnet,  the  two  magnetisms  of  the  foimer  become  separated ; 
and  so  long  as  the  contact  remains,  it  is  a  complete  magnet,  having  its  two 
poles  and  its  neutral  line.  For  instance,  if  a  small  cylinder  of  soft  iron,  ab 
(fig.  648),  be  placed  in  contact  with  one  of  the  poles  of  a  magnet,  the  cylinder 
can  in  turn  support  a  second  cylinder  ;  this  in  turn  a  third,  and  so  on,  to  as 

many  as  seven  or 
eight,  according  to 
the  power  of  the 
magnet  Each  of 
these  little  cylinders 
is  a  magnet ;  if  it 
be  the  north  pole 
of  the  magnet  to 
which  the  cylinders 
are  attached,  the  part  a  will  have  south  and  b  north  magnetism  ;  b  ^nll  in 
like  manner  develop  in  the  nearest  end  of  the  next  cylinder  south  mag- 
netism, and  so  on.  But  these  cylinders,  of  course,  are  only  magnets  so  long  as 
the  influence  of  a  magnetised  bar  continues.  For,  if  the  first  cylinder  be  re- 
moved from  the  magnet,  the  other  cylinders  immediately  drop,  and  retain  no 
trace  of  magnetism.  The  separation  of  the  two  magnetisms  is  only  moment- 
ary, which  proves  that  the  magnets  yield  nothing  to  the  iron.  Hence  we 
may  have  temporary  magnets  as  well  as  permanent  magnets  ;  the  former  of 
iron  and  nickel,  the  latter  of  steel  and  cobalt  (688). 

This  action,  in  virtue  of  which  a  magnet  can  develop  magnetisation  in 
iron,  is  called  magnetic  induction  or  influence,  and  it  can  take  place  without 
actual  contact  between  the  magnet  and  the  iron,  as  is  seen  in  the  following 
experiment : — A  bar  of  soft  iron  is  held  with  one  end  near  a  magnetic  needle. 
If  now  the  north  pole  of  a  magnet  be  approached  to  the  iron  without  touch- 


Fig.  648. 
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le  attracted  or  repelled,  according  as  its  south  or 
r.  For  the  north  pole  of  the  magnet  wilt  develop 
md  of  the  bar  nearest  it,  and  therefore  north  mag- 
,  which  would  thus  attract  the  south  but  repel  the 
Obviously,  if  the  other  end  of  the  magnet  were 
;  opposite  effects  would  be  produced  on  the  needle  ; 

a  second  magnet  of  equal  strength  simultaneously 
n,  the  needle  would  be  unaffected,  as  one  magnet 
the  other. 

tufts  of  iron  filings  which  become  attached  to  the 
3)  is  due  to  induction.  The  parts  in  contact  with 
ted  into  magnets  ;  these  act  inductively  on  the 
lin  on  the  following  ones,  and  so  on,  producing  a 

of  the  filings.  The  bush-like  appearance  of  these 
pulsive  action  which  the  free  poles  exert  upon  each 
.  iron  while  being  attracted  by  a  magnet  is  for  the 
ito  a  magnet ;  hence  is  explained  the  paradoxical 
only  attract  magnets.' 

—We  have  seen  from  the  above  experiments  that 
ntaneously  magnetised  imder  the  influence  of  a 
lagnetism  is  not  permanent,  and  ceases  when  the 
el  likewise  becomes  magnetised  by  contact  with  a 
ion  is  effected  with  difficulty,  and  in  general  the 

■  the  steel  is  tempered.  Placed  in  contact  with  a 
res  magnetic  properties  very  slowly ;  and,  to  make 

the  steel  must  be  rubbed  with  one  of  the  poles. 

■  evoked  in  sleel,  is  permanent,  and  does  not  <lis- 
[  force  is  removed. 

s  in  soft  iron  and  steel  are  ascribed  to  a  kind  of 
ction  which  is  oflen  called  coercive  force,  and  which, 
,  offers  a  hindrance  to  the  separation  of  the  two 
Iso  prevents  their  recombination  when  once  sepa- 
rcivc  force  is  very  great;  in  soft  iron  it  is  very 
By  oxidation,  stretching,  pressure,  torsion,  or  ham- 
nount  of  coercive  force  may  be  imparted  10  soft 
ercive  force  may  be  lessened,  as  will  be  afterwards 

r«*D  &!•«■>**■  uA  maimatio  mnbataneu. —  Mag- 

inces  which,  tike  iron,  steel,  and  nickel,  are  attracted 
-e  assumed  to  possess  the  two  magnetisms,  but  in  a 
neutralise  each  other  as  regards  external  action, 
iron  are  usually  magnetic,  and  the  more  so  in 
in  a  larger  quantity  of  iron.  Some,  however,  like 
cted  by  the  magnet. 

e  is  readily  distinguished  from  a  magnet  The 
uccessively  presented  to  the  two  ends  of  a  magnetic 
It  attract  both  ends  equally,  while  with  one  and  the 
i  attract  the  one  end  of  the  needle,  but  repel  the 
ices  also  have  no  action  on  each  other;  while  mag- 
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nets  attract  or  repel  each  other,  according  as  unlike  or  like  poles  are  pre- 
sented.   Attraction  is  no  proof  that  a  body  is  a  magnet ;  repulsion  is. 

In  the  magnetic  but  unmagnetised  condition  the  molecular  magnets  (685) 
are  arranged  quite  irregularly,  and  their  mutual  action  neutralises  one  another, 
so  that  there  is  no  action  on  an  external  body.  But  if  they  are  acted  on  by 
any  magnetising  power — a  magne,  tfor  example — the  effect  is  to  give  the 
molecular  magnets  a  direction  parallel  to  those  of  the  magnet,  and  as  soon 
as  more  molecular  magnets  set  in  one  certain  direction  than  in  another,  the 
magnet  shows  polarty  ;  this  polarity  increases  the  more  any  one  direction 
preponderates,  and  reaches  a  maximum  when  all  the  molecular  magnets  set 
in  one  direction. 

Iron  is  not  the  only  substance  which  possesses  magnetic  properties; 
nickel  has  considerable  magnetic  power,  but  far  less  than  that  of  iron  ;  cobalt 
is  less  magnetic  than  nickel  :  while  to  even  a  slighter  extent  chromium  and 
manganese  are  magnetic.  Further,  we  shall  see  that  powerful  magnets  exert 
a  peculiar  influence  on  all  substances. 
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CHAPTER  II 

TERRESTRIAL   MAGNETISM.     COMPASSES 

689.  Olreotive  aetion  of  the  eartli  on  marnets. — When  a  magnetic 
needle  is  suspended  by  a  thread,  as  represented  in  fig.  645,  or  is  placed 
on  a  pivot  on  which  it  can  move  freely  (fig.  649),  it  ultimately  sets  in  a 
position  which  is  more  or  less  north   and  _ 

south.  If  removed  from  this  position,  it 
always  returns  to  it  after  making  a  certain 
number  of  oscillations. 

Analogous  observations  have  been  made 
in  different  parts  of  the  globe,  from  which  the 
earth  has  been  compared  to  an  immense  mag-  ^  . 
net,  whose  poles  are  very  near  the  terrestrial 
poles,  and  whose  neutral  line  virtually  coin- 
cides with  the  equator. 

The  polarity  in  the  northern  hemisphere 
is  called  the  northerti  or  boreal  polarity,  and 
that  in  the  southern  hemisphere  the  southern  Fj^  ^^^ 

or  austral  polarity.    In  French  works  the  end 

of  the  needle  pointing  north  is  called  the  austral  or  southern  pole,  and  that 
pointing  to  the  south  the  boreal  or  northern  pole  ;  a  designation  based  on 
this  hypothesis  of  a  terrestrial  magnet,  and  on  the  law  that  unlike  mag- 
netisms attract  each  other.  In  practice  it  will  be  found  more  convenient 
to  use  the  English  names,  and  call  that  end  of  the  magnet  which  points 
to  the  north  the  north  fole,  and  that  which  points  to  the  south  the  south 
fole  ;  the  north  pole  of  a  magnet  is  a  north-seeking  pole,  and  a  south  pole 
a  south-seeking  pole.  To  avoid  ambiguity,  that  end  of  the  needle  pointing 
north  is  in  England  sometimes  spoken  of  as  the  marked  end  of  the  needle 
(681). 

69a  Terrestrial  magnetic  coaple. — From  what  has  been  stated,  it  is 
clear  that  the  magnetic  action  of  the  earth  on  a  magnetised  needle  may  be 
compared  to  a  couple  ;  that  is,  to  a  system  of  two  equal  forces,  parallel,  but 
acting  in  contrary  directions. 

For  let  ab  (fig.  650)  be  a  movable  magnetic  needle  making  an  angle  with 
the  magnetic  meridian  M'M  (691).  The  earth's  north  pole  acts  attractively 
on  the  marked  pole,  a,  and  repulsively  on  the  other  pole,  ^,  and  two  contrary 
forces  are  produced,  an  and  bn\  which  are  equal  and  parallel  :  for  the 
terrestrial  pole  is  so  distant,  and  the  needle  so  small,  as  to  justify  the  assump- 
tion that  the  two  directions  an  and  bn'  are  parallel,  and  that  the  two  poles 
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are  equidistant  from  the  earth's  north  pole.  But  the  earth's  south  pole  acts 
similarly  on  the  poles  of  the  needle,  and  produces  two  other  forces,  ojand^j, 
which  are  also  equal  and  parallel  ;  but  the  two  forces  an  and  as  may  be  re- 
duced to  a  single  resultant  aN  (33),  and  the  forces  bn'  and  bs'  to  a  resultant 
^S ;  the  two  forces  aN  and  ^S  are  equal,  parallel,  and  act  in  opposite  direc- 
tions, and  they  constitute  the  terrestrial  magnetic  couple  ;  it  is  this  couple 

which      makes 

^-^ZZl^     "  -  JJ  ^^^    needle  set 

^^^       ^^  ultimately      in 

It-' — .rfrrrr:^^^!-.-.-.^ the      magnetic 

X/^^^  meridian,  a  po- 

>^  sition  in  which 

the  two  forces 
Fig.  65a  N  and  S  are  in 

equilibrium. 

The  force  which  determines  the  direction  of  the  needle  thus  is  neither 
attractive  nor  repulsive,  but  simply  directive.  It  has  no  horizontal  com- 
ponent If  a  small  magnet  be  placed  on  a  cork  floating  in  water,  it  will  at 
first  oscillate,  and  then  gradually  set  in  a  line  which  is  virtually  north  and 
south.  But  if  the  surface  of  the  water  be  quite  smooth,  the  needle  will  not 
move  either  towards  the  north  or  towards  the  south. 

If,  however,  a  magnet  be  approached  to  a  floating  needle,  attraction  or 
repulsion  ensues,  according  as  one  or  the  other  of  the  poles  is  presented. 
The  reason  of  the  different  actions  exerted  by  the  earth  and  by  a  magnet  on 
a  floating  needle  is  as  follows  : — When  the  north  pole,  for  instance,  of  the 
magnet  is  presented  to  the  south  pole  of  the  needle,  the  latter  is  attracted  ; 
it  is,  however,  repelled  by  the  south  pole  of  the  magnet.  Now  the  force  of 
magnetic  attraction  or  repulsion  decreases  with  the  distance  ;  and,  as  the  dis- 
tance between  the  south  pole  of  the  needle  and  the  north  pole  of  the  magnet 
is  less  than  the  distance  between  the  south  pole  of  the  needle  and  the  south 
pole  of  the  magnet,  the  attraction  predominates  over  the  repulsion,  and  the 
needle  moves  towards  the  magnet  But  the  earth's  magnetic  north  pole  is 
so  distant  from  the  floating  needle  that  its  length  may  be  considered  in- 
finitely small  in  comparison,  and  one  pole  of  the  needle  is  just  as  strongly 
repelled  as  the  other  is  attracted. 

The  action  of  the  earth  on  a  magnet  has  also  no  component  which  is 
directed  vertically ;  for  if  a  steel  bar  be  carefully  equipoised  and  then 
magnetised  there  is  not  the  least  alteration  in  the  weight 

691.  Marnotto  elements.  SeoUnatton. — In  order  to  obtain  a  full 
knowledge  of  the  earth's  magnetism  at  any  place,  three  essentials  are  re- 
quisite ;  these  are — i.  Declination  ;  ii.  Inclination  ;  iii.  Force  or  Intensity. 
These  three  are  termed  the  magnetic  elements  of  the  place.  We  shall  explain 
them  in  the  order  in  which  they  stand. 

The  geographical  meridiem  of  a  place  is  the  imaginary  plane  passing 
through  this  place  and  through  the  two  terrestrial  poles,  and  the  meridian 
is  the  outline  of  this  plane  upon  the  surface  of  the  globe.  Similarly  the 
magnetic  meridian  of  a  place  is  the  vertical  plane  passing  at  this  place 
through  the  two  poles  of  a  movable  magnetic  needle  in  equilibrium  about  its 
vertical  axis. 
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idian  does  not  coincide  with  the  geogra- 
dich  the  magnetic  makes  with  the  geogra- 
[ie  angle  which  the  direction  of  the  needle 
ailed  the  declination  or  variation  of  the 
on  is  said  to  be  east  or  -west,  according 
is  to  the  east  or  ivest  of  the  geographical 

ttl«ii. — The  declination  of  the  m^netic 
places,  is  at  present  west  in  Europe  and 
in  the  greater  part  of  North  and  South 
derable  variations  even  in  the  same  place. 
. ;  some  are  regular,  and  are  either  secular, 
1  are  irregular,  are  called  magnetic  storms 

same  place  the  declination  varies  in  the 
)pears  to  make  oscillations  to  the  east  and 
on  of  which  extends  over  centuries.  The 
Paris  since  ijSo,  and  the  following  table 
:  has  undergone  : — 


- 

Y=. 

D«linadon 

E. 

1850 

20"  30'  W. 

1       IBSS 

19°  S7-  W. 

W, 

1868 

19°  32'  w. 

W. 

1865 

18°  44'  W. 

W. 

1875 

ly'ai'W. 

W. 

i38o 

16"  S3'  W. 

w. 

1883 

16"  33'  W. 

w. 

1888 

15°  58'  w. 

w. 

1891 

I5-36'W. 

w. 

1580  the  declination  has  varied  at  Paris  as 
It  westerly  declination  was  attained  in  i3i4, 
gradually  tended  towards  the  east. 
1  in  1580  an  easterly  declination  of  11°  36'; 
time  it  gradually  tended  towards  the  west, 
ation  of  24°  41'  in  1818  ;  since  then  it  has 
(o-  in  1850,  t9°  32'  in  1873,  19°  34'  in  1874, 
19"  3' in  1877,  rS"  52'  in  1S78,  18°  40'  in 
(1892)  17=  12' W. 

variation  is  about  40'  less  than  at  London  ; 
t  20'  greater ;  at  Newcastle  and  Swansea 
o',  at  Edinburgh  3°  o',  and  at  Glasgow  and 
at  London, 
nations  of  the  magnetic  elements  at  Kew, 
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Year 

Declination 

Inclination 

Horizontal 
force 

1865 

20°  59' 

68°    7' 

3829 

1875 

19**  41' 

67°  48' 

3-885 

1880 

18^  59' 

67°  42' 

3-899 

1882 

iZUS' 

67°  41' 

3-904 

1884 

18**  32' 

67°  39' 

3-916 

1885 

18*^  26' 

67°  38' 

3-917 

1886 

18^  12' 

67°  37' 

3-923 

1887 

18°    7' 

67°  37' 

3-927 

1888 

iS*'    I' 

67°  36' 

3*930 

1889 

17"  57' 

67°  34' 

3-936 

1890 

17°  51' 

67°  33' 

3*941 

189I 

17°  42' 

67°  31' 

3-946 

In  certain  parts  of  the  earth  the  magnet  coincides  with  the  geographica} 
meridian.  These  points  are  connected" by  an  irregularly  curved  im^nary 
line,  called  a  line  of  no  variation,  or  agonic  line.  Such  a  line  cuts  the  east 
of  South  America,  and,  passing  east  of  the  West  Indies,  enters  North 
America  near  Philadelphia,  and  traverses  Hudson's  Bay ;  thence  it  passes 
through  the  North  Pole,  entering  the  Old  World  east  of  the  White  Sea, 
traverses  the  Caspian,  cuts  the  east  of  Arabia,  turns  then  towards  Australia, 
and  passes  through  the  South  Pole,  to  join  itself  again. 

Isogonic  lines  are  lines  connecting  those  places  on  the  earth's  surface  in 
which  the  declination  is  the  same.  The  first  of  the  kind  was  constructed  in 
1 700  by  Halley  ;  since  the  elements  of  the  earth's  magnetism  are  continually 
changing,  the  course  of  such  a  line  can  only  be  determined  for  a  definite 
time. 

Maps  on  wliich  such  isogonic  lines  are  depicted  are  called  declination 
or  variation  maps ;  and  a  comparison  of  these  in  various  years  is  well  fitted 
to  show  the  variation  which  this  magnetic  element  undergoes.  Plate  III. 
represents  a  map  on  Mercator's  projection  giving  these  lines  for  the  year  1882. 
It  will  be  seen  that  the  surface  of  the  globe  is  divided  by  them  into  two 
regions  :  one,  the  smaller,  in  which  the  variation  is  westerly,  as  indicated  by 
the  continuous  lines ;  the  other,  in  which  the  variation  is  easterly,  as  indicated 
by  the  dotted  lines.  This  chart  is  useful  to  the  mariner  as  not  only  giving 
him  the  declination  in  any  place,  but  also  as  showing  him  the  places  on  the 
globe  where  it  changes  most  rapidly.  Of  these  the  most  remarkable  are  the 
coast  of  Newfoundland,  the  Gulf  of  St.  Lawrence,  the  seaboard  of  North 
America,  and  the  English  Channel  and  its  approaches. 

693.  Annaal  ▼arlations. — Cassini  first  discovered  in  1780  that  the 
declination  is  subject  to  small  annual  variations.  At  Paris  and  London  it  is 
greatest  about  the  vernal  equinox,  diminishes  from  that  lime  to  the  summer 
solstice,  and  increases  again  during  the  nine  following  months.  It  does  not 
exceed  from  15'  to  18',  and  it  varies  somewhat  at  different  epochs. 

The  daily  variations  were  first  discovered  by  Graham  in  1722  ;  they 
can  only  be  obsened  by  means  of  long  needles  or  delicate  indicators  such 
as  the  reflection  of  a  ray  of  light  (522)  and  very  sensitive  instruments  (702). 
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In  this  country  the  north  pole  moves  every  day  from  east  to  west  from  sun- 
rise until  one  or  two  o'clock  ;  it  then  tends  towards  the  east,  and  at  about 
ten  o'clock  regains  its  original  position.  During  the  night  the  needle  is 
almost  stationary.  Thus  the  westerly  declination  is  greatest  during  the 
wannest  part  of  the  day. 

At  Paris  the  mean  amplitude  of  the  diumal  variation  from  April  to 
September  is  from  13'  to  1;',  and  for  the  other  months  from  8'  to  10'.  On 
some  days  it  amounts  to  25',  and  on  others  does  not  exceeds'.  The  greatest 
variation  is  not  always  at  the  same  time.  The  amplitude  of  the  daily  varia- 
tions decreases  from  the  poles  towards  the  equator,  where  it  is  very  feeble. 
Thus  in  the  island  of  Rewak  it  never  exceeds  3'  to  4'. 

694.  Aooldent&l  varlKtlona  and  partnrbMloiiB. — The  declination  is 
accidentally  disturbed  in  its  daily  variations  by  many  causes,  such  as  earth- 
quakes, the  aurera  6orea/is,  and  volcanic  eruptions.  The  effect  of  the  aurora 
is  felt  at  great  distances.  Auroras,  which  are  only  visible  in  the  most  northerly 
parts  of  Europe,  act  on  the  needle  even  in  these  latitudes,  where  accidental 

been  observed.  In  polar 
regions  the  needle  frequently 
oscillates  several  degrees ; 
its  irregularity  on  the  day 
before  the  aurora  borealis  is 
a  presage  of  the  occurrence 
of  this  phenomenon. 

Another  remarkable  phe- 
nomenon is  the  simultaneoiu 
occurrence  of  magnetic  per- 
turbations in  very  distant 
countries.  Thus  Sabine  men- 
tions a  magnetic  disturbance 
which  was  felt  simultaneously 
at  Toronto,  the  Cape,  Prague, 
and  Van  Diemen's  Land. 
Such  simultaneous  perturba- 
tions have  received  the  name 
cimagTietic  storms  (702). 

695.  ]>«oUna,Uon    oooi-    ~' 
poaa. — The  declination  cotn-    ■>. 
pass  is  an  i  n  St  rumen  I  by  which 
the  magnetic  declination  of 
any  place  may  be  determined 

when  its  astronomical   me-  re' 

ridian  is  known.    The  form 

represented  in  fig.  651  consists  of  a  brass  box,  AB,  in  the  bottom  of  whicli 
is  a  graduated  circle,  M.  In  the  centre  is  a  pivot  on  which  oscillates  a  very 
light  loienge- shaped  magnetic  needle,  a6.  To  the  box  are  attached  two 
uprights  supporting  a  horizontal  axis,  X,  on  which  is  fixed  an  astronomical 
telescope,  L,  movable  in  a  vertical  plane.  The  box  rests  on  a  foot,  P,  about 
which  it  can  turn  in  a  horizontal  plane,  taking  with  it  the  telescope.    A  fixed 
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circle,  QR,  which  is  called  the  azimuth  circle^  measures  the  number  of 
degrees  through  which  the  telescope  has  been  turned,  by  means  of  a  vernier, 
V,  fixed  to  the  box.  The  inclination  of  the  telescope,  in  reference  to  the 
horizon,  may  be  measured  by  another  vernier,  K,  which  moves  with  the  axis 
of  the  telescope,  and  is  read  off  on  a  fixed  graduated  arc,  x. 

The  first  thing  in  determining  the  declination  is  to  adjust  the  compass 
horizontally  by  means  of  the  screws  SS  and  the  level  n.  The  astronomical 
meridian  is  then  found,  either  by  an  observation  of  the  sun  at  noon  exactly, 
or  by  any  of  the  ready  methods  known  to  astronomers.  The  box  AB  is 
then  turned  until  the  telescope  is  in  the  plane  of  the  astronomical  meridian. 
The  angle  made  by  the  magnetic  needle  with  the  diameter  N,  which  corre- 
sponds with  the  zero  of  the  scale,  and  is  exactly  in  the  plane  of  the  telescope, 
is  then  read  off  on  the  graduated  limb,  and  this  is  east  or  west,  according  as 
the  pole  a  of  the  needle  stops  at  the  east  or  west  of  the  diameter  N. 

696.  Correotlon  of  errors. — These  indications  of  the  compass  are  only 
correct  when  the  magnetic  axis  of  the  needle — that  is,  the  right  line  passing 
through  the  two  poles — coincides  with  its  axis  of  figure,  or  the  line  connect- 
ing its  two  ends.  This 
is  not  usually  the  case, 
and  a  correction  must 
therefore  be  made, 
which  is  done  by  the 
method  of  reversion. 
For  this  purpose  the 
needle  is  not  fixed  in 
the  cap,  but  merely 
rests  on  it,  so  that  it 
I  can  be  removed  and 
its  position  reversed ; 
thus  what  was  before 
the  lower   is  now  the 


Fig.  652. 


Fig-  653. 


Upper  face.  The  mean  between  the  observations  made  in  the  two  cases 
gives  the  true  declination. 

For,  let  NS  be  the  astronomical  meridian,  ab  the  axis  of  fig^ure  of  the 
needle,  and  tnn  its  magnetic  axis  (fig.  652).  The  true  declination  is  not  the 
arc  Na,  but  the  arc  Nw,  which  is  greater.  If  now  the  needle  be  turned,  the 
line  mn  makes  the  same  angle  with  the  meridian  NS  ;  but  the  north  end  of 
the  needle,  which  was  on  the  right  of  mn^  is  now  on  the  left  (fig.  653),  so  that 
the  declination,  which  was  previously  too  small  by  a  certain  amount,  is  now 
too  large  by  the  same  amount.  Hence  the  true  declination  is  given  by  the 
mean  of  these  two  observations. 

697.  Mariner's  compass. — The  magnetic  action  of  the  earth  has  received 
its  most  important  application  in  the  mariner's  compass.  This  is  a  declina- 
tion compass  used  in  guiding  the  course  of  a  ship.  Fig.  654  represents  a 
view  of  the  whole,  and  fig.  655  a  vertical  section.  It  consists  of  a  cylindrical 
case,  BB',  which,  to  keep  the  compass  in  a  horizontal  position  in  spite  of  the 
rolling  of  the  vessel,  is  supported  on  gimbals.  These  are  two  concentric 
rings,  one  of  which,  attached  to  the  case  itself,  moves  about  the  axis  :n/ which 
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plays  in 
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in  the  supports  PQ,  about  the 


le  outer  ring  AB,  and  this  r 
axis  inn,  at  right  angles  to  the  first. 

In  the  bottom  of  the  box  is  a  pivot,  on  which  is  placed,  by  means  of  an 
agate  cap,  a  magnetic  bar,  ab,  which  is  the  needle  of  the  compass.  On  this 
is  fixed  a  disc  of  mica,  a  little  larger  than  the  length  of  the  needle,  on  which 
is  traced  a  star  or  rose,  with  tbirty-two  branches,  making  the  eight  points  or 


rhumbs  of  the  wind,  the  demi-rhumbs,  and  the  quarters.  The  branch  ending  . 
in  a  small  star,  and  called  N,  corresponds  to  the  bar  ab,  which  is  underneath 
the  disc. 

The  compass  is  placed  near  the  stem  of  the  vessel  in  the  binnacle. 
Knowing  the  direction  of  the  compass  in  which  the  ship  is  to  be  steered,  the 
pilot  has  the  rudder  turned  till  the  direction  coincides  with  the  sight-vane, 
passing  through  a  line  d  marked  on  the  inside  of  the  boic,  and  parallel  with 
the  keel  of  the  vessel. 

The  prismatic  compass  is  greatly  used  for  surveying  and  more  especially 
for  military  purposes  ;  it  differs  from  the  mariner's  compass  mainly  in  its 
dimensions,  and  in  the  way  in  which  obser- 
vations are  made.  It  consists  of  a  shallow 
metal  box  about  i\  inches  in  diameter  ( 
656)  ;  the  needle,  which  is  fixed  below  the 
compass  card,  plays  on  a  p 


fig.  655.    A  is  a  metal  frame  across  which  is  stretched  a  horse-hair,  forming 
a  sight-vane.     Exactly  opposite  this  is  a  right-angled  prism  P  enclosed  in  a 
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metal   case,  with  an  eyehole  and  a  slit  as  represented  at  the  side  of  the 
figure  (fig.  6$6). 

In  order  to  make  an  observation  the  compass  is  held  horizontally,  and  so 
that  the  slit  in  the  prism,  the  hair  of  the  sight-vane,  and  the  distant  object 
are  seen  to  be  in  the  same  line  ;  looking  through  the  eyehole,  the  angle  which 
the  needle  makes  is  then  noted  ;  a  similar  observation  is  made  with  another 
object,  and  thus  the  angle  between  them,  or  their  bearing,  is  given. 

The  sight-vane  is  connected  with  a  lever,  and  can  be  turned  down  when 
it  presses  the  magnet  on  the  pivot,  thus  keeping  it  rigid,  so  that  the  compass 
can  be  transported  in  any  position. 

As  the  image  is  seen  through  the  convex  face  of  the  prism  it  is  magnified, 
and  as  it  is  seen  by  reflection  it  is  reversed,  so  that  in  order  to  read  the  figures 
correctly  they  must  be  reversed  on  the  card ;  the  reflection  being  total  there 
is  little  loss  of  light. 

698.  ZnoUnatton.  BCaBmetio  equator. — It  might  be  supposed  from  the 
northerly  direction  which  the  magnet  needle  takes  that  the  force  acting 
upon  it  is  situated  in  a  point  of  the  horizon.  This  is  not  the  case,  for  if  the 
needle  be  so  arranged  that  it  can  move  freely  in  a  vertical  plane  about  a  hori- 
zontal axis,  it  will  be  seen  that,  although  the  centre  of  gravity  of  the  needle 
coincides  with  the  centre  of  suspension,  the  north  pole  in  our  hemisphere  dips 
downwards.    In  the  other  hemisphere  the  south  pole  is  inclined  downwards. 

The  angle  which  the  magpietic  needle  makes  with  the  horizon,  when  the 
vertical  plane,  in  which  it  moves,  coincides  with  the  magnetic  meridian,  is 
called  the  inclination  or  dip  of  the  needle.  In  any  other  plane  than  the 
magnetic  meridian  the  inclination  increcLses^  and  is  90°  in  a  plane  at  right 
angles  to  the  magnetic  meridian.  For  the  magnetic  inclination  represents 
the  direction  of  the  total  magnetic  force,  and  may  be  resolved  into  two 
forces,  one  acting  in  a  horizontal  and  the  other  in  a  vertical  plane.  When 
the  needle  is  moved  so  that  it  is  at  right  angles  to  the  magnetic  meridian, 
the  horizontal  component  can  only  act  in  the  direction  of  the  axis  of  suspen- 
sion, and  therefore  cannot  affect  the  needle,  which  is  then  solely  influenced 
by  the  vertical  component,  and  stands  vertically.  The  following  considera- 
tions will  make  this  clearer  : — 

Let  NS  (fig.  657)  represent  a  magnetic  needle  capable  of  moving  in  a 
vertical  plane.     Let   NT  represent,  in  direction  and  intensity,  the  entire 

force  of  the  earth's  magnetism  acting 
on  the  pole  N.  Then  NT  can  be  re- 
solved into  the  forces  NA  and  NV  ; 
TN^  being  the  angle  of  inclination  or 
dip. 

NT  is  termed  Xh^  total  force  M  ;  and 
Pig.  63^  its  components  are  N  A,  or  the  horizontal 

force  H,and  N  V,orthe  vertical  farce  2. 

Now,  it  is  clear  that  the  greater  the  angle  of  dip,  TNA,  the  less  becomes 
N^,  or  the  horizontal  force,  and  the  greater  NV,  or  the  vertical  force. 
Hence,  in  high  latitudes,  the  directive  force  of  a  compass,  which  depends  on 
the  horizontal  force,  is  less  than  in  low  latitudes.  At  the  magnetic  poles  the 
horizontal  force  will  be  /w7,  and  the  vertical  force  a  maximum  ;  here,  there- 
fore,  the  needle  will  be  vertical.    At  the  magnetic  equator  the  reverse  is  the 
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be  horizontal.  H«iice,the  oscillations  oi^  compass 
presently  be  explained,  the  strength  of  the  earth's 
become  fewer  and  fewer  in  a  given  time  as  the 
lached,  although  there  is  really  an  increase  in  the 

hy  a  dip  needle  stands  vertical  when  placed  E. 
e  in  those  pKtsitions  the  horizontal  force  now  acting 
ne  of  motion  of  the  needle  is  ineffectual  to  move  it, 
duces  a  pressure  on  the  pivot  which  supports  the 
J  component  of  the  total  force  remains  unaffected 
he  needle.  Acting,  therefore,  entirely  alone  when 
y  E.  and  W.,  this  vertical  component  drags  the 
self;  that  is,  90°  from  the  horizontal  plane, 
p,  like  that  of  the  declination,  ditTers  in  different 
in  the  polar  regions,  and  decreases  with  the  latitude 
;  approximately  zero.  In  London  at  the  present  time 
reckoning  from  the  horizontal  line.  In  the  southern 
in  is  again  seen,  but  in  a  contrary  direction ;  that  is, 
e  dips  below  the  horizontal  line, 
re  those  places  in  which  the  dipping-needle  stands 
he  inclination  is  90°.  In  1831  the  first  of  these,  the 
s  found  by  Sir  James  Ross  in  96°  43'  west  longitude 
"he  same  observer  found  in  the  South  Sea,  in  76° 
»st  longitude,  that  the  inclination  was  88°  37'.  From 
ins,  it  has  been, calculated  that  the  position  of  the 

at  that  time  in  about  154°  east  longitude  and  75^° 
:  of  no  declination  passes  through  these  poles,  and 
ition  converge  towards  them. 

■>r,  or  aclinic  line,  is  the  line  which  joins  all  those 
re  there  is  no  dip  ;  that  is,  all  those  in  which  the 
lorizontal.  It  is  a  somewhat  sinuous  line,  not  differ- 
ircle  inclined  to  the  equator  at  an  angle  of  12°,  and 
i  almost  exactly  opposite  each  other — one  in  the 
PaciGc  These  points  appear  to  be  gradually  moving 
ling  from  east  to  west 

ces  in  which  the  dipping -needle  makes  eqtial  angles 

They  have  a  certain  analogy  and  parallelism  with 

and  the  term  magnetic  latitude  is  sometimes  used  to 

larth  with  reference  to  the  magnetic  dip.     Plate  IV. 

the  year  iSSz,  the  construction  of  which  is  quite 
map  of  dech nation. 

iject  to  secular  variations,  like  the  declination,  as  is 
parison  of  maps  of  inclination  for  different  epochs. 
:lination  was  75°;  since  then  it  has  been  continually 
i-as  67°  24' ;  in  1849,  67°  ;  in  1859,  66°  l6' ;  in  1869, 
' ;  in   1883,  65°  17' ;  and  in   188S,  65°  14'  \  in   1891, 

gives  the  alterations  in  the  inclination  at  London, 
ien  that  since  1723,  in  which  it  was  ai 
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699,  InolliiMtloii  compass. — An  inclination  compass,  or  dip  needie,  isan 
instrument  for  measuring  ihemagnetic  inclination  or  dip.  One  form,  repre- 
sented in  fig.  658,  though  not  adapted  for  the  most  accurate  measure- 
ments, is  well  suited  for  illustrating  the  principle.  It  consists  of  a  graduated 
horizontal  brass  circle  m,  sup- 
ported on  three  legs,  provided 
with  levelling  screws.  Above 
this  circle  there  is  a  plate  A, 
movable  about  a  vertical  axis, 
and  supporting,  by  means  of  two 
columns,  a  second  graduated 
circle  M,  which  measures  the 
inolination.  TTie  needle  tests 
on  a  frame  r,  and  the  diameter 
passing  through  the  two  zeros 
of  the  circle  N  can  be  ascei- 
tained  to  be  perfectly  horizontal 
by  means  of  the  spirit-level  «■ 

To  obser\'e  the  inclination, 
the    magnetic    meridian    must 
first  be  determined,  which    is 
effected  by  turning  the  plate  A 
on  the  circle  m,  until  the  needle 
is  vertical,  which  is  the  case 
when  it  is  in  a  plane  at  right 
angles  to  the  magnetic   meri- 
dian (698).    The  pUte  A  is  then 
turned  90°  on  the  circle  m,  by 
which  the  vertical  circle  M  is  brought  into  the  magnetic  meridian.    The 
angle  dca,  which  the  magnetic  needle  makes  with  the  horizontal  diameter,  is 
the  angle  of  inclination. 

There  are  here  several  sources  of  error,  which  musi  be  allowed  for.  The 
moat  important  are  these :— i.  The  magnetic  axis  of  the  needle  may  not 
coincide  with  its  axis  of  figure  :  hence  an   error  which  is  corrected  by  a 
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(^ous  to  that  already  described  (696).  ii.  The 
idle  may  not  coincide  with  the  axis  of  susfiension, 
too  great  or  too  small,  according  as  the  centre  of 
he  centre  of  suspension  ;  for  in  the  first  case  the 
same  direction  as  that  of  magnetism,  and  in  the 
;  direction.  To  correct  this  error,  the  poles  of  the 
^  first  demagnetising  it,  and  Chen  imparting  a  con- 
.  had  at  first.  The  inclination  is  now  re-deter- 
of  the  results  obtained  in  the  two  groups  of  opera- 
le  ring  may  not  concide  with  the  true  magnetic 
in  that  plane  when  the  needle  has  its  minimum 
of  this  kind  should  therefore  be  taken  along  with 
by  which  the  needle  is  moved  90°  from  its  mar.i- 

>e  used  to  deiennine  the  inclination  in  another 
.0  oscillate  in  the  magnetic  meridian,  and  then  in 
t.  If  the  number  of  oscillations  in  a  given  time 
id  in  the  second  position  »„  then  in  the  first  position 
th's  magnetism  £  acts,  and  in  the  second  posl- 
Kinent,  which  is  E  sin  x,  x  being  the  angle  of  dip. 
g  on  the  needle  are,  from  the  laws  of  the  pendulum 
;  number  of  oscillations  in  a  given  time,  we  have 


uid  sBtaitto  ajratem. — An  astatic  needle  is  one 
he  earth's  magnetism.  A  needle  movable  aboui 
magnetic  meridian  and  parallel  to  the  inclination 
, ;  for  the  terrestrial  magnetic  couple,  acting  ther 
is,  cannot  impart  to  the  needle  any  determinate 

a  combination  of  two  needles  of  the  same  forct 
er  with  the  poles  in  contrary  directions,  as  showr 
leedles  have  exactly  the 

opposite  actions  of  the 

poles  of  and  b  and  on 
balance  each  other ;  the 
astatic,  and  sets  at  right 

lie  may  also  be  rendered  a 
5  magnet  near  \X.      By 

on  of  the  magnet  on  the  ^ 

hat  of  the  earth's  mag- 

s  free  to  obey  any  third 

field  due  to  the  magnet  just  neutralises  the  earth'i 

i«rtlt'a  mBcnatlB^. — If  a  magnetic  needle  bi 
of  equilibrium,  it  will  revert  to  it  after  a  series  o 
laws  analogous  to  those  of  the  pendulum  (80).     I 


682  On  Magnetism  [701- 

the  magnet  be  removed  to  another  place,  and  caused  to  oscillate  during 
the  same  length  of  time  as  the  first,  a  different  number  of  oscillations 
will  be  observed  And  the  earth's  magnetic  force  in  the  two  places  will  be 
respectively  proportional  to  the  squares  of  the  number  of  oscillations. 

If  at  M  the  number  of  oscillations  in  a  minute  had  been  25  =  »,  and  at 
another  place  M',  24  =  n\  we  should  have — 

Force  of  the  earth's  magnetism  at  M  ^w-      625       .^ 
Force  of  the  earth's  magnetism  at  M'    n^     576 

That  is,  if  the  force  of  the  magnetism  at  the  second  place  is  taken  as  unity, 
that  of  the  first  is  1*085.  If  the  magnetic  condition  of  the  needle  had  not 
changed  in  the  interval  between  the  two  observations,  this  method  would 
give  the  relation  of  the  force  at  the  two  places. 

In  these  determinations  of  the  force,  it  would  be  necessary  to  have 
the  oscillations  of  the  dip-needle,  which  are  produced  by  the  total  force 
of  the  earth's  magnetisna.  These,  however,  are  difficult  to  obtain  with 
accuracy,  and  therefore  those  of  the  declination  needle  are  usually  taken. 
The  force  which  makes  the  declination  needle  oscillate  is  only  a  portion 
of  the  total  magpietic  force,  and  is  smaller  in  proportion  as  the  inclination 
is  greater.  If  a  line  <w«M  (fig.  660)  represent  the  total  force,  the  angle  i 
the  inclination,  then  the  horizontal  component  ad^^H  is  M  cos/.  Hence, to 
ejfpress  the  total  force  in  the  two  places  by  the  oscillations  of  the  declina- 
tion needle,  we  must  substitute  the  values  M  cos  /  and  M''  cos  /'  for  M  and 
M'  in  the  preceding  equation,  and  we  have — 

M  cos  /  ^ «»  .  ,  M  ^  ?t*^osjr 

M'cos/'    n''''  W    n^cosi' 

That  is  to  say,  having  observed  in  two  different  places  the 
number  of  oscillations,  n  and  n%  that  the  same  needle  makes 
in  the  same  time,  the  ratio  of  the  magnetic  force  in  the  two 
places  will  be  found  by  multiplying  the  ratio  of  the  square  of 
the  number  of  oscillations  by  the  inverse  ratio  of  the  cosine  of 
Fig.  660.         the  angle  of  dip. 

Plate  V.  is  a  chart  representing  the  horizontal  component 
of  the  earth's  force.  Knowing  the  angle  of  dip  /,  the  total  force  M,  or 
the  vertical  force  Z,  in  any  place,  may  be  obtained  from  the  values  in  the 
chart  by  the  formula  M  ■-  H  sec  / ;  and  Z  =  H  tan  /. 

The  total  force  is  least  near  the  magnetic  equator,  and,  increasing  with 
the  latitude,  is  greatest  near,  but  not  quite  at,  the  mag^^etic  poles  ;  the  places 
of  maximum  intensity  are  conveniently  named  the  magnetic  foci.  The  chart 
shows  that  the  horizontal  force  diminishes  as  we  go  towards  the  poles  :  this 
is  not  inconsistent  with  the  above  statement  if  we  take  the  dip  into  account 
(698). 

The  lines  connecting  places  of  equal  force  are  called  isodynamic  lines. 
They  are  not  parallel  to  the  magnetic  equator,  but  seem  to  have  about  the 
same  direction  as  the  isothermal  lines.  According  to  Kuppfer,  the  force 
appears  to  diminish  as  the  height  of  the  place  is  greater ;  a  needle  which 
made  one  oscillation  in  24"  vibrated  more  slowly  by  ox>i"  at  a  height  of 
1,000  feet :  but,  according  to  Forbes,  the  force  is  only  x^'c  ^^^s  at  a  height 
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of  3,000  feet  There  is,  however,  some  doubt  as  to  the  accuracy  of  these 
observations,  owing  to  the  uncertainty  of  the  correction  for  temperature. 

The  intensity  varies  in  the  same  place  with  the  time  of  day :  it  attains  its 
maximum  between  4  and  5  in  the  afternoon,  and  is  at  its  minimum  between 
10  and  1 1  in  the  morning. 

According  to  Gauss,  the  total  magnetic  action  of  the  earth  is  the  same  as 
that  which  would  be  exerted  if  in  each  cubic  yard  there  were  eight  steel 
bars  magnetised  to  saturation,  each  weighing  a  pound 

It  is  probable,  though  it  has  not  yet  been  ascertained  with  certainty,  that 
the  force  undergoes  secular  variations.  From  measurements  made  at  Kew, 
it  appears  that,  on  the  whole,  the  total  force  experiences  a  very  slight  annual 
increase  (692). 

703.  BCaffnetIo  observatories. — During  the  last  few  years  great  atten- 
tion has  been  devoted  to  the  observation  of  the  magnetic  elements,  and  obser- 
vatories for  this  purpose  have  been  fitted  up  in  different  parts  of  the  globe. 
These  observations  have  led  to  the  discovery  that  the  magnetism  of  the  earth 
is  in  a  state  of  constant  fluctuation,  like  the  waves  of  the  sea.  And  in  study- 
ing the  variations  of  the  declination,  &c,  the  mean  of  a  great  number  ot 
observations  must  be  taken,  so  as  to  eliminate  the  irregular  disturbances, 
and  bring  out  the  general  laws. 

The  principle  on  which  magnetic  observations  are  automatically  recorded 
is  as  follows  : — Suppose  that  in  a  dark  room  a  bar  magnet  is  suspended 
horizontally,  and  at  its  centre  is  a  small  mirror ;  suppose  further  that  a  lamp 
sends  a  ray  of  light  to  this  mirror,  the  inclination  of  which  is  such  that  the  ray 
is  reflected,  and  is  received  on  a  horizontal  drum  placed  underneath  the  lamp. 
The  axis  of  the  drum  is  at  right  angles  to  the  axis  of  the  magpiet ;  it  is  covered 
with  sensitive  photographic  paper,  and  is  rotating  uniformly  by  clockwork. 
If  now  the  magnet  is  quite  stationary,  as  the  drum  rotates,  the  reflected 
spot  of  light  will  trace  a  straight  line  on  the  paper  with  which  the  revolving 
drum  is  covered.  But  if,  as  is  always  the  case,  the  position  of  the  magnet 
varies  during  the  twenty-four  hours,  the  effect  will  be  to  trace  a  sinuous  line 
on  the  paper.  These  lines  can  afterwards  be  fixed  by  ordinary  photographic 
methods.  Knowing  the  distance  of  the  mirror  from  the  drum  and  the  length 
of  the  paper  band  which  comes  under  the  influence  of  the  spot  of  light  in  a 
given  time — twenty-four  hours  for  instance — the  angular  deflection  at  any 
given  moment  may  be  deduced  by  a  simple  calculation  (522) 

The  observations  made  in  the  English  magnetic  observatories  were 
reduced  by  Sabine,  and  revealed  some  curious  facts  in  reference  to  mag- 
netic storms  (694).  He  found  that  there  is  a  certain  periodicity  in  their 
appearance,  and  that  they  attain  their  greatest  frequency  about  every  ten 
years.  Independently  of  this,  Schwabe,  who  for  many  years  studied  the  sub- 
ject, found  that  the  spots  on  the  sun,  seen  on  looking  at  it  through  a 
coloured  glass,  vary  in  their  number,  size,  and  frequency,  but  attain  their 
maximum  about  every  ten  or  eleven  years.  Now  Sabine  established  the 
interesting  fact  that  the  period  of  their  greatest  frequency  coincides  with  the 
period  of  greatest  magnetic  disturbance.  Other  remarkable  connections 
between  the  sun  and  terrestrial  magnetism  have  been  observed ;  one, 
especially,  of  recent  occurrence  has  attracted  considerable  attention.  It  was 
the  flight  of  a  large  luminous  mass  across  a  vast  sun-spot,  while  a  simul- 
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CHAPTER   III 

LAWS  OF  MAGNETIC  ATTRACTION  AND    REPULSION 

703.  K>w  or  deoreau  wltb  dliMnoe, — Coulomb  discovered  the  remark- 
able law  in  reference  to  ma.^nti\%m,  that  magnetic  attractions  and  repulsions 
are  inversely  as  the  squares  of  the  distances.  He  proved  this  by  means  of 
two  methods  :— (i.)  that  of  the  torsion  balance,  and  (ii.)  that  of  oscillations. 

704.  i.  Tbe  torsion  bKiuio«.— This  apparatus  depends  on  the  principle 
that,  when  a  wire  is  twisted  through  a  certain  space,  the  angle  of  torsion  is 
proportional  to  the  force  of  torsion 

(89).  ll  consists  (fig,  661)  of  a 
glass  case  closed  by  a  glass  top, 
with  an  aperture  near  the  edge, 
to  allow  the  introduction  of  a  tnag- 
net,  A,  In  another  aperture  in  the 
centre  of  the  top  a  glass  tube  fits, 
provided  at  its  upper  extremity 
with  a  micrometer.  This  consists 
of  two  circular  pieces  :  d,  which  is 
fited,  is  divided  on  the  edge  into 
360",  while  oa  one  *,  which  is  mov- 
able, there  is  a  mark,  c,  to  indicate 
its  rotation.  D  and  E  represent 
the  two  pieces  of  the  micrometer 
on  a  larger  scale.  On  E  there 
are  two  uprights  connected  by  a 
horizontal  axis,  on  which  is  a  very  ■ 
tine  silver  wire  supporting  a  mag- 
netic  needle,  ai.     On  the  side  of  "' 

the  case  there  is  a  graduated  scale,  which  indicates  the  angle  of  the  needle 
id,  and  hence  the  torsion  of  the  wire. 

\Vhen  the  mark  c  of  the  disc  E  is  at  zero  of  the  scale  D,  the  case  is  so 
arranged  that  the  wire  supporting  the  needle  and  the  zero  of  the  scale  in  the 
case  are  in  the  magnetic  meridian.  The  needle  is  then  removed  from  its 
stirrup,  aod  replaced  by  an  exactly  similar  one  of  copper,  or  any  unmagnetic 
substance  ;  the  tube,  and  with  it  the  pieces  D  and  E.are  then  turned  so  that 
the  needle  stops  at  zero  of  the  graduation.  The  magnetic  needle  ad,  being 
now  replaced,  is  exactly  in  the  magnetic  meridian,  and  the  wire  exerts  no 

Before  introducing  the  magnet  A,  it  is  necessary  to  investigate  the  action 
of  the  earth's  magnetism  on  the  needle  ab,  when  the  latter  is  removed  out  of 
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the  magnetic  meridian.  This  will  vary  with  the  dimensions  and  force  of  the 
needle,  with  the  dimensions  and  nature  of  the  particular  wire  used,  and  with 
the  intensity  of  the  earth's  magnetism  in  the  place  of  obser\'ation.  Accord- 
ingly, the  piece  E  is  turned  until  ab  makes  a  certain  angle  with  the  magnetic 
meridian.  Coulomb  found  in  his  experiments  that  £  had  to  be  turned  36° 
in  order  to  move  the  needle  through  1°  ;  that  is,  the  earth's  magnetism  was 
equal  to  a  torsion  of  the  wire  corresponding  to  35°.  As  the  force  of  torsion 
is  proportional  to  the  angle  of  torsion,  when  the  needle  is  deflected  from  the 
meridian  by  2,  3  .  .  .  degrees,  the  directive  action  of  the  earth's  magnetism 
is  equal  to  2,  3  .  .  .  times  35°. 

The  action  of  the  earth's  magnetism  having  been  determined,  the  magnet 
A  is  placed  in  the  case  so  that  similar  poles  are  opposite  each  other.  In  one 
experiment  Coulomb  found  that  the  pole  a  was  repelled  through  24®.  Now 
the  force  which  tended  to  bring  the  needle  into  the  magnetic  meridian 
was  represented  by  24°  +  24  x  35  -  864,  of  which  the  part  24°  was  due  to  the 
torsion  of  the  wire,  and  24  x  35°  was  the  equivalent  in  torsion  of  the  directive 
force  of  the  earth's  magnetism.  As  the  needle  was  in  equilibrium,  it  is  dear 
that  the  repulsive  force  which  counterbalanced  those  forces  must  be  equal 
to  864°.  The  disc  was  then  turned  until  a^  made  an  angle  of  12**.  To  effect 
this,  eight  complete  rotations  of  the  disc  were  necessary.  The  total  force 
which  now  tended  to  bring  the  needle  into  the  magnetic  meridian  was  com- 
posed of: — 1st,  the  12°  of  torsion  by  which  the  needle  was  distant  from  its 
starting  point ;  2nd,  of  8  x  360®  =  2880,  the  torsion  of  the  wire  ;  and  3rd,  the 
force  of  the  earth's  magnetism,  represented  by  a  torsion  of  12  x  35°.  Hence 
the  forces  of  torsion  which  balance  the  repulsive  forces  exerted  at  a  distance 
of  24°  and  of  12*^  are — 

24°        ...        .  864 


12"        ...        .        3312 

Now,  3312  is  very  nearly  four  times  864;  hence  for  half  the  distance  the 
repulsive  force  is  four  times  as  great. 

705.  ii.  BCetbod  of  oscillations. — A  magnetic  needle  oscillating  under 
the  influence  of  the  earth's  magnetism  may  be  considered  as  a  pendulum, 
and  the  laws  of  pendulum  mqti on  apply  to  it  (55).    The  method  of  oscilla- 
tions  consists  in  causing    a    magnetic  needle  to 
s*^  oscillate   first  under  the   influence  of  the  earth^s 

magnetism  alone,  and  then  successively  under  the 
combined  influence  of  the  earth's  magnetism  and 
of  a  magnet  placed  at  unequal  distances. 

The  following  determination  by  Coulomb  will 

.  illustrate  the  use  of  the  method    A  magnetic  needle 

I         was  used  which  made  15  oscillations  in  a  minute 

fj  \         under  the  influence  of  the  earth's  magnetism  alone. 

''_^'~''       ^-^i  ^       A  magnetic  bar  about  2  feet  long  was  then  placed 

con    vertically  in  the  plane  of  the  magnetic  meridian, 

ig.  669.  ^^  ^^^^  j^g  north  pole  was  downwards  and  presented 

to  the  south  pole  o  of  the  oscillating  needle  (fig.  662),  so  as  to  concur  in  its 

action  with  that  of  the  earth.     He  found  that  at  a  distance  of  4  inches  the 

needle  made  41  oscillations  in  a  minute,  and  at  a  distance  of  8  inches  24 
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oscillations.  Now,  from  the  laws  of  the  pendulum  (55),  the  intensities  of  the 
forces  are  inversely  as  the  squares  of  the  times  of  oscillation.  Hence,  if 
we  call  M  the  force  of  the  earth's  magnetism,  m  the  attractive  force  of  the 
magnet  at  the  distance  of  4  inches,  m'  at  the  distance  of  8  inches,  we  have 

M  ;  M  +  «  -  15' :  41*,  and 
M  :M  +  »»'=i5't34', 
eliminating  M 

»(:»/'  =  4l'-I5':34^-i5'=I456:35r  =  4:  1  nearly, 


In  other  words,  the  force  acting  at  4  inches  is  quadruple  that  which  acts  at 
double  the  distance. 

The  above  results  do  not  quite  agree  with  the  numbers  required  by  the 
law  of  inverse  squares.  But  this  could  only  be  expected  to  apply  in  the  case 
in  which  the  repulsive  or  attractive  force  is  exerted  between  two  points,  and 
not,  as  is  here  the  case,  between  the  resultant  of  a  system  of  points.  And  it 
is  to  this  fact  thai  the  discrepancy  between  the  theoretical  and  observed 
results  is  due. 

When  a  magnet  acts  upon  a  mass  of  soft  iron,  the  law  of  the  variation 
with  the  distance  is  modified.  The  attraction  in  this  case  is  inversely  pro- 
pqftional  to  the  distance  between  the  magnet  and  the  iron. 

When  the  distance  between  the  magnet  and  the  iron  is  small,  Tyndall 
found  that  the  attraction  is  directly  proportional  to  the  square  of  the  strength 
of  the  magnet  ;  but  when  the  iron  and  the  magnet  are  in  contact,  then  the 
attraction  is  directly  proportional  to  the  strength  of  the  magnet. 

706.  Mkk*M1c  enrrea. —  If  a  stout  sheet  of  paper  stretched  on  a  frame 
be  held  over  a  horseshoe  magnet,  and  then  some  very  fine  iron  filings  be 
strewn  on  the  paper,  on  tap- 
fnng  the  frame  the  filings 
will  be  found  to  arrange 
themselves  in  thread-like 
curved  lines,  stretching  fr«m 
pole  to  pole  (fig.  663).  These 
lines  fonn  what  are  called 
magnetic  curves.  The  direc- 
tion of  the  cur^'e  at  any 
point  represents  the  direction 
of  the  lines  of  magnetic 
force  at  this  point. 

To  render  these  curves 
permanent,  the  paper  on 
which  they  are  formed  should 
be  waxed  ;  if  then  a  hot  iron 

plate  be    held    over    them,  pi    ^^ 

this  melts  the   wax,  which 

rises  by  capillary  attraction  (131)  between  the  particles  of  filings,  and  on 
subsequent  cooling  connects  them  together.  They  may  also  be  fixed  by 
carefijBy  placing  on  them  a  sheet  of  paper  coated  with  paste,  which  is  then 
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gently  pressed  and  lifted  off;  it  should  be  quickly  dried  to  prevent  the  iron 
from  rusting.  • 

These  curves  are  a  graphic  representation  of  the  law  of  magnetic  attrac- 
tion and  repulsion  with  regard  to  distance  ;  for  under  the  influence  of  the 
two  poles  of  the  magnet,  each  particle  becomes  itself  a  minute  magnet,  the 
poles  of  which  arrange  themselves  in  a  position  dependent  on  the  resultant 
of  the  forces  exerted  upon  them  by  the  two  poles,  and  this  resultant  varies 
with  the  distance  of  the  two  poles  respectively.  A  small  magnetic  needle 
placed  in  any  position  near  the  magnet  will  take  a  direction  which  is  the 
tangent  to  the  curve  at  this  place. 

707.  BCarnetlo  deflnttloiis. — The  space  in  the  immediate  neighbourhood 
of  any  magnet  undergoes  some  change  in  consequence  of  the  presence  of  this 
magnet,  and  such  a  space  is  spoken  of  as  a  magnetic  field ;  it  is  indeed  the 
sphere  of  action  of  the  magnet ;  the  effect  produced  by  the  magnet  itself  is 
often  spoken  of  as  due  to  the  magnetic  field.  Magnets  of  different  powers 
produce  magnetic  fields  of  different  intensities.  The  strength  of  the  field 
diminishes  with  the  distance  from  the  magnet 

The  direction  which  represents  the  resultant  of  the  magnetic  forces  at 
any  position  in  a  magnetic  field  is  spoken  of  as  the  direction  of  the  lines  of 
Z&r^^  of  this  field.  In  fig. "663  the  magnetic  curves  represent  the  direction 
of  the  lines  of  force  in  the  field  due  to  the  two  opposite  poles.  The 
expression  'lines  of  force'  or  'lines  of  mag^netic  force*  is  used  in  mqch 
the  same  sense  as  that  in  which  we  speak  of '  rays  of  light'  And  just  as  we 
may  express  the  illumination  of  a  surface  by  the  number  of  rays  of  light 
which  fall  upon  it,  so  also  we  may  say  that  the  strength  of  any  magnetic 
surface  is  proportional  to  the  number  of  lines  of  force  which  it  cuts. 

A  uniform  magnetic  field  is  one  in  which  the  lines  of  force  are  parallel 
This  is  practically  the  case  with  a  small  portion  of  a  field  at  some  distance 
from  a  long  thin  magnet  of  uniform  magnetisation.  The  dipping-needle, 
when  free  to  oscillate  in  a  vertical  plane  in  the  magnetic  meridian,  represents 
the  direction  of  the  lines  of  force  due  to  the  terrestrial  magnetic  field.  The 
strength  of  the  field  due  to  this  in  any  one  place  is  uniform  in  much  the 
same  sense  in  which  gravity  is  uniform  in  any  place.  A  field  of  unit  strength 
is  one  which  acts  on  a  unit  pole  with  a  force  equal  to  that  of  a  dyne  (709). 
The  strength  of  any  magnetic  field  is  measured  by  the  number  of  lines  of 
magnetic  force  present  in  the  field. 

The  value  of  the  earth's  magnetic  field  in  any  locality  is  apt  to  be  greatly 
modified  by  the  presence  of  masses  of  iron  or  magnets  in  the  place  of 
observation,  and  the  more  so  the  more  largely  iron  enters  into  the  construc- 
tion of  a  building.  Thus  in  a  particular  case  the  value  in  the  open  was 
found  to  be  0*189,  while  in  a  room  it  was  0*114. 

We  have  seen  that  in  speaking  of  the  pendulum  we  distinguish  between  a 
simple  and  a  compound  one  (79).  The  laws  of  the  p>endulum  apply  in  strict- 
ness only  to  the  former,  which  in  practice  cannot  be  realised,  although  wt 
possess  arrangements  which  produce  the  same  effect  as  a  simple  pendulum, 
and  are  equivalent  to  it  So  too  in  magnetism  we  may  discriminate  between 
an  ideal  and  an  actual  magnet ;  the  former  being  considered  as  a  long, 
infinitely  thin,  bar  of  magnetised  molecules,  to  which  only  do  the  laws  of 
magnetic  action  in  strictness  apply,  although  they  can  be  realised   with 
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ient  approximation.  Thus  in  the  action  of 
ay  assume  that  all  the  magnetism  is  concen- 
that  the  length  is  three  to  four  hundred  times 
fourth  power  of  half  the  length  of  the  magnet 
rison  with  the  distance  at  which  it  acts  {708). 
moment  M  is  the  product  of  the  length  /of  the 
ne  pole  m,  that  is  M  -  ml. 

aced  in  a  magnetic  field,  the  intensity  of  the 
lires  will  be  proportional  to  the  strength  of  the 
Lvhich  depends  on  the  material  itself,  and  which 
■tisation,A^kY.  Bodies  suchassoftiron,  which 
.d  to  have  great  susceptibility  to  magnetisation, 
a  bar  divided  by  its   mass    represents   the 

uition  A  in  a  bar,  assumed  to  be  uniformly 
moment  divided  by  the  volume  r^j ;  that  is 

i  of  the  bar  divided  by  the  specific  gravity, 
letic  induction  B,  to  the  force  producing  it,  has 
on  the  magnetic  permeability  of  a  substance, 
ol  (1 ;  B  =  /iF".  Magnetic  permeability  represents 
luctive  capacity  of  dielectrics  (748),  and  may 
le  magnetic  induaive  capacity,  or  magnetic 

maciielB  on  eBob  ot&er. — In  the  above  case 
le  of  the  magnet  to  be  tested  was  at  so  great 
appreciably  modify  the  influence  of  the  other. 


e  such  chat  both  poll 
:  demonstrated. 
1  magnetic  needle,  free  to 
lagneC  placed  at  right 
h  is  great  compared 
[ess  than  ten  limes  as 
It  line  drawn  through 
the  needle  coincides 
In  this  position  the 
adside  on.'     The  two 
other  in  the  direction 
ijrce  which  these  two 
distance,  then 


exert  at  the  distance 
resented  in  direction 
Similarly,  the  pole  N 
irescnted  by  the  line 

leir  resultant  may  be 
From  the  similarity  of 
ve  have  the  proporlio 


t,then  they  follow 
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/  is  the  value  of  the  resultant  bsy  that  is  the  total  action  of  the  majn^et 
SN   on  the  pole  s^  and  if  /  be  half  the  length  of  the  magnet  SN,  we 

have  r  :  2/«  ^^J'  :  /,  from  which  /=  ^^'-pl  \  that  is,  the  total  action  of  the 

magnet  NS  upon  another  magnet  is  inversely  as  the  cube  of  the  distance  r. 
If  the    magnet  be  placed  'end  on'  as  represented   in  fig.  665,  the 
needle  being  in  the  magnetic  meridian,  and  the  deflecting  magnet  at  right 

rt  angles  thereto,  and  so  that  the  pro- 
longation of  its  axis  bisects  the  needle, 
then  if  mm,  is  the  force  with  which  the 
pole  N  attracts  the  pole  s  at  the  unit 
distance,  m  and  m,  being  the  strength 
*^'     ^'  of  the  poles  in  the  bar  magnet  and 

the  magnetic  needle  respectively,  the  attracting  force  at  the  distance  Nx  will 

be ,  ^^2?  /being,  as  before,  the  half-length  of  the  magnet,  and  r  the  distance 
of  the  pole  s  from  the  middle  of  the  magnet  NS  ;  in  like  manner  the  repellent 
force  with  which  S  acts  upon  J  will  be  ^        .     If  ;w  is  small  compared  with 

the  distance  of  the  bar  magnet  NS,  the  direction  of  these  forces  may  be 
assumed  to  be  parallel,  and  at  right  angles  to  ns.  Since  S  is  nearer  than  N, 
the  repulsion  will  predominate,  and  the  total  force  with  which  the  magnet 

NS  acts  on  the  pole  s  is 

P      mm,  ^J^tm, 

which,  assuming  that  /  is  so  small  in  comparison  with  r  that  its  square  and 
higher  powers  may  be  neglected,  gives  approximately 


p,  _  4  mm,  I 


so  that  compared  with  the  first  position  of  the  magnet 

F  =  2/ 

709.  determination  of  maynetlini  In  absolute  measnre. — ^The  com- 
parisons  of  the  intensity  of  the  earth's  magnetism  in  different  places  (701) 
are  only  relative.  Of  late  years  much  attention  has  been  devoted  to  the 
method  of  expressing  not  only  this,  but  all  other  magnetic  forces  in  what  is 
called  absolute  measure.  This  term  is  used  as  opposed  to  relative^  and  does 
not  imply  that  the  measure  is  absolutely  accurate,  or  that  the  units  of  com- 
parison employed  are  of  perfect  construction ;  it  means  that  the  measure- 
ments, instead  of  being  a  simple  comparison  with  an  arbitrary  quantity  of  the 
same  kind  as  that  measured,  are  referred  to  the  fundamental  units  of  time, 
length,  and  mass  (21). 

The  units  originally  adopted  on  the  proposal  of  the  British  Association, 
and  now  almost  universally  received,  are  the  second  as  unit  of  time,  the 
centimetre  as  unit  of  length,  and  the  gramme  as  unit  of  mass.  This  system 
is  called  the  centimetre-gramme-secondy  or  C.GS.  system,  and  units  referred 
to  this  system  are  spoken  of  as  C.GS.  units  (61  a). 

The  manner  in  which  this  determination  is  made  in  the  case  of  magnet- 
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ism  depends  essentially  on  the  observation  of  the  oscillation  of  a  horizontal 
bar  magnet  under  the  influence  of  the  earth's  magnetism  ;  and  in  the  second 
place,  on  observing  the  deflection  of  a  magnetic  needle  under  the  influence 
-of  this  same  magnet. 

When  a  bar  magnet  suspended  by  a  thread  without  torsion,  free  to  oscil- 
late in  a  horizontal  plane,  is  deflected  from  its  position  of  equilibrium  and 
then  left  to  itself,  it  vibrates  backwards  and  forwards  through  its  position  of 
equilibrium,  making  oscillations  which,  if  small,  are  isochronous  like  those  of 
the  pendulum.  The  number  of  these  oscillations  in  a  given  time  depends  on  the 
mass  and  dimensions  of  the  bar,  on  its  magnetic  power,  and  on  the  intensity  of 
the  earth's  magnetism  in  the  place  of  observation.    The  time,  /,  of  a  complete 

oscillation  of  such  a  magnet  is  represented  by  the  formula  t=2ir  \/  ^_..- 

V  H  M 

where  k  is  the  moment  of  inertia  of  the  magnet  ;  that  is,  the  mass  which 
must  be  concentrated  at  the  unit  of  distance  from  the  centre  of  suspension, 
to  present  the  same  resistance  to  change  of  angular  velocity,  about  this  centre, 
as  the  magnet  itself  actually  does.  The  moment  of  inertia  of  a  magnet  may 
be  determined  theoretically  if  it  be  homogeneous  in  structure,  and  of  a 
regular  geometrical  shape  ;  or  it  may  be  determined  experimentally  by  flrst 
observing  the  time  of  oscillation  of  the  magnet  under  the  influence  of  the 
earth's  magnetism,  and  then  the  time  when  it  has  been  loaded  with  a  mass 
the  inertia  of  which  is  known,  and  which  does  not  alter  the  magnetic  moment 
of  the  bar.  M  is  the  magnetic  moment  of  the  bar  itself,  and  H  is  the  force 
of  the  earth's  magnetism.     Hence 

HM  =  45^ (I). 

This  expression  gives  the  force  which,  applied  in  opposite  directions  at 
the  ends  of  a  lever  of  unit  length,  placed  at  right  angles  to  the  direction  of 
this  force,  would  have  the  same  effect  in  tending  to  turn  the  lever,  as  the 
magnetic  force  of  the  earth  has  in  tending  to  turn  the  magnet  about  a  vertical 
axis  when  it  is  set  at  right  angles  to  the  magnetic  meridian. 

Now  the  value  of  HM  depends  on  the  nature  of  the  bar,  and  on  the  force 
of  the  earth's  magnetism  in  the  place  in  question.  If  the  bar  were  mag- 
netised more  or  less  strongly,  or  if  the  same  bar  were  removed  to  a  different 
locality,  the  product  would  have  a  different  value.  We  must,  therefore,  find 
some  independent  relation  between  H  and  M,  which  will  give  rise  to  a  new 
equation,  and  thus  M,  the  magnetic  moment  of  the  bar,  would  be  got  rid  of, 
and  an  absolute  value  be  obtained  for  H. 

Such  a  relation  exists  in  the  deflection  from  the  magnetic  meridian,  which 
a  bar  magnet  produces  in  a  magnetic  needle. 

If,  in  the  formula  in  the  preceding  article,  we  put  M  =  2mly  then  -_/?'  = 

r 

the  +  or  —  force  acting  on  either  pole  of  the  magnetic  needle,  and,  as  both 

poles  are  acted  on,  the  magnet  will  be  subject  to  the  action  of  a  couple,  the 

moment  of  which  will  be  expressed  by  — 5-^  2/,  cos  a,  where  a  is  the  angle 

•of  deflection,  /  the  half-length  of  the  small  magnetic  needle  ;  let  M^  =  2m J. 
In  like  manner  the  earth's  magnetism  will  act  upon  the  magnetic  needle 

Y  Y  a 
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with  a  couple,  the  moment  of  which  is  expressed  by  H;«^  2/  sin  a « HM' 

sin  a.     Now  when  the  needle  is  in  equilibrium  these  forces  are  equal ;  that 

is — 

2MM, 


r' 


cos  a  =  HM,  sin  o, 


from  which  =  r'  tan  a (2). 

£1 

Combining  (i)  and  (2)  we  get  the  expression 


t\l  r 


'  tan  a 


an  expression  which  involves  no  other  physical  units  than  those  of  length 
(involved  in  X?  and  r),  mass  (involved  in  k),  and  time  (involved  in  /),  so  that 
the  value  of  H  can  be  expressed  in  absolute  measure. 

The  value  for  H  in  this  expression  only  gives  the  horizontal  compo- 
nent of  the  earth's  magnetism  ;  the  total  force  is  obtained  by  dividing  the 
value  of  H  by  the  cosine  of  the  angle  of  dip  for  the  place  and  time  of  ob- 
servation (701).     This  varies  on  the  earth's  surface  from  0*3  to  07. 

The  numerical  value  of  H  will  depend,  moreover,  on  the  units  taken. 
On  the  C.G.S.  system  the  unit  of  force  is  called  a  dyne.  It  is  (as  we  have 
seen,  61  a)  the  force  which  acting  upon  a  gramme  for  a  second  generates  a 
velocity  of  a  centimetre  per  second.  The  value  of  H  at  Greenwich  for  the 
year  1877,  expressed  in  this  unit,  is  0*18079  of  a  dyne ;  that  is,  the  horizontal 
component  of  the  earth's  magnetism  at  this  place  acting  on  the  unit  of 
magnetism,  associated  with  one  gramme  of  matter,  would  produce  a  velocity 
of  0-18079  centimetre  at  the  end  of  a  second.  The  angle  of  dip  at  this 
time  and  place  being  67°  37',  we  get  the  total  force  =0*4745  ^^^^  ^^ 
British  units — namely,  the  foot,  grain,  second — be  employed,  the  unit  of 
force  is  that  which  by  acting  for  a  second  on  a  grain  gives  to  it  a  velocity 
of  a  foot  per  second,  and  the  unit  magnetic  pole  is  such  that  if  placed  one 
foot  from  a  second  equal  pole  it  will  repel  it  with  a  force  equal  to  the  unit 
just  defined.  To  convert  the  value  of  H,  when  expressed  in  centimetres, 
grammes,  and  seconds,  into  the  equivalent  value  referred  to  British  units,  we 
must  multiply  by  21*69.  In  like  manner,  to  convert  magnetic  forces  referred 
to  British  units  into  the  corresponding  values  expressed  in   centimetres, 

grammes,  and  seconds  we  must  multiply  by  0*0461  =  — ^,-  . 

21*69 

If  once  the  value  of  H  in  any  locality  has  been  determined  it  is  easy  to 

determine  the  value  of  M  for  any  magnet ;  it  is  by  experiments  of  this  kind 

that  the  magnetic  moment  of  minerals  is  arrived  at.     It  has  been  found,  for 

instance,  that  magnetite  can  acquire  twice  the  magnetisation  of  steel. 
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CHAPTER  IV 

METHODS  OF  MAGNETISATION 

71a  Maffnettsatioii. — The  various  methods  of  magnetisation  are  the 
influence  of  natural  or  artificial  magnets,  of  terrestrial  magnetism,  and  of 
electricity.  This  last  method  will  be  described  under  voltaic  electricity.  The 
three  principal  methods  of  magnetisation  by  magnets  are  known  by  the 
technical  names  of  single  touchy  separate  touchy  and  double  touch, 

711.  Metl&od  of  slnirle  tovcb. — This  consists  in  moving  the  pole  of  a 
powerful  magnet  from  one  end  to  the  other  of  the  bar  to  be  magnetised,  and 
repeating  this  operation  several  times  always  in  the  same  direction.  The 
neutral  magnetism  is  thus  gradually  decomposed  throughout  all  the  length 
of  the  bar,  and  that  end  of  the  bar  which  was  touched  last  by  the  magnet  is 
of  opposite  polarity  to  the  end  of  the  magnet  by  which  it  has  been  touched. 
This  method  only  produces  a  feeble  magnetic  power,  and  is,  accordingly, 
only  used  for  small  magnets.  It  has  further  the  disadvantage  of  frequently 
developing  consequent  poles. 

712.  Metliod  of  separate  touoli. — This  method,  which  was  first  used 
by  Dr.  Knight  in'  1745,  consists  in  placing  the  two  opposite  poles  of  two 
magnets  of  equal  force  in  the  middle  of  the  bar  to  be  magnetised,  and  in 
moving  each  of  them  simultaneously  towards  the  opposite  ends  of  the  bar. 
Each  magnet  is  then  placed  in  its  original  position  and  the  operation  re- 
peated.    After  several  rubbings  on  both  faces  of  the  bar  it  is  magnetised. 

In  Knight's  method  the  magnets  are  held  vertically.  Duhamel  improved 
the  method  by  inclining  the  magnets,  as  represented  in  fig.  667  ;  and  still 


Fig.  666. 

more  by  placing  the  bar  to  be  magnetised  on  the  opposite  poles  of  two  fixed 
magnets,  the  action  of  which  strengthens  that  of  the  movable  magnets.  The 
relative  position  of  the  poles  of  the  magnets  is  indicated  in  the  figure.  This 
method  produces  the  most  regular  magnets. 

713.  Metl&od  of  double  toncli. — In  this  method,  which  was  invented  by 
Mitchell,  the  two  magnets  are  placed  with  their  poles  opposite  each  other 
in  the  middle  of  the  bar  to  be  magnetised.  But,  instead  of  moving  them  in 
opposite  directions  towards  the  two  ends,  as  in  the  method  of  separate  touch. 
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they  are  kept  at  a  fixed  distance  by  means  of  a  piece  of  wood  placed  between 
them  (fig.  667),  and  are  simultaneously  moved  first  towards  one  end,  then 
from  this  to  the  other  end,  repeating  this  operation  several  times,  and  finish- 
ing in  the  middle,  taking  care  that  each  half  of  the  bar  receives  the  same 
number  of  frictions. 

Epinus,  in  1758,  improved  this  method  by  supporting  the  bar  to  be  mag- 
netised, as  in  the  method  of  separate  touch,  on  the  opposite  poles  of  two 
powerful  ntagnets,  and  by  inclining  the  bars  at  an  angle  of  1 5°  to  20^  In 
practice,  instead  of  two  bar  magnets,  it  is  usual  to  employ  a  horseshoe 
magnet  which  has  its  poles  conveniently  close  together. 

By  this  method  of  double  touch,  powerful  magnets  are  obtained,  but  they 
have  frequently  consequent  poles.  As  this  would  be  objectionable  in  com- 
pass needles,  these  are  best  magnetised  by  separate  touch. 

714.  MagrnetUatlon  by  tl&e  aotlon  of  tbe  eartb. — The  action  of  the 
earth  on  magnetic  substances  resembles  that  of  a  magnet,  and  hence  the 
terrestrial  magnetism  is  constantly  tending  to  separate  the  two  magnetisms 
in  soft  iron  and  in  steel.  But  as  the  coercive  force  is  very  considerable  in 
the  latter  substance,  the  action  of  the  earth  is  inadequate  to  produce  mag- 
netisation, except  when  continued  for  a  long  time.  This  is  not  the  case 
with  perfectly  soft  iron.  When  a  bar  of  this  metal  is  held  in  the  magnetic 
meridian  parallel  to  the  inclination,  the  bar  becomes  at  once  endowed  with 
feeble  magnetic  polarity.  The  lower  extremity  is  a  north  pole,  and  if  the 
north  pole  of  a  small  magnetic  needle  be  approached,  it  will  be  repelled. 
This  magnetism  is  of  course  unstable,  for  if  the  bar  be  turned  the  poles  are 
inverted,  as  pure  soft  iron  is  destitute  of  coercive  force. 

While  the  bar  is  in  this  position,  a  certain  amount  of  coercive  force  may 
be  imparted  to  it  by  giving  it  several  smart  blows  with  a  hammer,  and  the 
bar  retains  for  a  short  time  the  magnetism  which  it  has  thus  obtained.  But 
the  coercive  force  thus  developed  is  very  small,  and  after  a  time  the  mag- 
netism disappears. 

If  a  bar  of  soft  iron  be  twisted  while  held  vertically,  or,  better,  in  the 
plane  of  the  dip,  it  acquires  a  feeble  permanent  magnetism. 

It  is  this  magnetising  action  of  the  earth  which  develops  the  magnetism 
frequently  observed  in  steel  and  iron  instruments,  such  as  fireirons,  rifles, 
lamp-posts,  railings,  gates,  lightning  conductors,  &c.,  which  remain  for  some 
time  in  a  more  or  less  inclined  position.  They  become  magnetised  with  their 
north  pole  downwards,  just  as  if  placed  over  the  pole  of  a  powerful  magnet 
The  magnetism  of  native  black  oxide  of  iron  (680)  has  doubtless  been  pro- 
duced by  the  same  causes  ;  the  very  different  magnetic  power  of  different 
specimens  being  partly  attributable  to  the  different  positions  of  the  veins  of 
ore  with  regard  to  the  line  of  dip.  The  ordinary  irons  of  commerce  are  not 
quite  pure,  and  possess  a  feeble  coercive  force ;  hence  a  feeble  magnetic 
polarity  is  generally  found  to  be  possessed  by  the  tools  in  a  smith's  shop. 
Cast-iron,  too,  has  usually  a  great  coercive  force,  and  can  be  permanently 
magnetised.  The  turnings,  also,  of  wrought  iron  and  of  steel  produced  by 
the  powerful  lathes  of  our  ironworks  are  found  to  be  magnetised. 

715.  Maf  Dotlsm  of  iron  sliipi. — The  inductive  action  of  terrestrial  mag- 
netism upon  the  masses  of  iron  always  found  in  ships  exerts  a  disturbing 
action  upon  the  compass  needle.    The  local  attraction^  as  it  is  called,  may 
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iiderable  as  to  render  the  indications  of  the  needle  almost  useless 
t  guarded  against.  A  full  account  of  tKe  manner  in  which  local 
is  produced,  and  in  which  it  is  compensated,  is  inconsisteni  with 
of  this  book,  but  the  most  important  points  are  the  following  : — 
ertical  mass  of  soft  iron  in  the  vessel,  say  in  the  bows,  would 
agnetised  under  the  influence  of  the  earth  ;  in  the  northern  hemi- 
t  lower  end  would  be  a  north  pole,  and  the  upper  end  a  south 

as  the  latter  may  be  assumed  to  be  nearer  the  north  pole  of  the 
leedle,  its  action  would  preponderate.  So  long  as  the  vessel  was 
ihe  mag:netic  meridian  this  would  have  no  effect ;  but  in  any  other 
he  needle  would  be  drawn  out  of  the  magnetic  meridian,  and  a  liitle 
ion  will  show  that  when  the  ship  was  at  right  angles  to  the  magnetic 
he  effect  would  be  greatest.  This  vertical  induction  would  dis- 
ice  in  swinging  the  ship  round,  and  would  be  at  its  maximum  twice  ; 
deviation  due  to  this  cause  is  known  as  semicircular  dnnation. 
izontal  masses  again,  such  as  deck  beams,  are  also  acted  upon 
!  by  the  earth's  magnetism,  and  their  induced  magnetism  exerts 
ig  influence  upon  the  magnetic  needle.  The  effect  of  this  hori- 
iction  will  disappear  when  the  ship  is  in  the  magnetic  meridian 
'hen  it  is  at  right  angles  thereto.  In  positions  intermediate  to  the 
disturbing  influence  will  attain  its  maximum.  Hence  in  swinging 
>und  there  would  be  four  positions  of  the  ship's  head  in  which 
ice  would  be  at  a  maximum,  and  four  in  which  it  would  be  at  a 
The  effect  of  horizontal  induction  is  accordingly  spoken  of  as 
/  deviation. 

fluence  of  both  these  causes,  vertical  and  horizontal  induction, 
medied  in  the  process  of  'swinging  the  ship.'  This  consists  in 
;  the  indications  of  the  ship's  compass  with  those  of  a  standard 
laced  on  shore.  The  ship  is  then  swung  round  in  various  posi- 
by  arranging  small  vertical  and  horizontal  masses  of  soft  iron  in 
to  the  steering  compass,  positions  are  found  for  them  in  which  the 
iction  of  the  earth  upon  them  quite  neutralises  the  influence  of  the 
gnctism  upon  the  ship  ;  and  in  all  positions  of  the  ship,  the  com- 
s  in  the  same  direction  as  the  one  on  shore. 

e  extended  use  of  iron  in  ship-building,  more  especially  when  the 
:  entirely  of  iron,  has  increased  the  difficulty.     In  the  process  of 

ship,  the  hammering  and  other  mechanical  operations  to  which 
:t,  while  under  the  influence  of  the  earth's  magnetism,  will  cause 
ne  to  a  certain  extent  permanently  magnetised.  The  distribution 
gnetism,  the  direction  of  its  magnetic  axis,  will  depend  on  the 
I  which  it  has  been  built ;  it  may  or  may  not  coincide  with  the 
of  the  keel.  The  vessel  becomes,  in  short,  a  huge  magnet,  and 
an  influence  of  its  own  upon  the  compass  quite  independently  of 

horizontal  induction.  The  influence  is  semicircular  ;  that  is,  it 
>  when  the  magnetic  axis  of  the  ship  is  in  the  magnetic  meridian, 
atest  at  right  angles  to  it.  It  may  be  compensated  by  two  permanent 
ilaced  near  the  compass  in  suitable  positions  found  by  trial  during 
;s  of  swinging  the  ship.  Supposing  the  inherent  magnetism  of  the 
ve  the  ptower  of  drawing  the  compass  a  point  to  the  east,  the  com- 
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pensating  magnets  may  be  so  arranged  as  to  tend  to  draw  it  a  point  to  the 
west,  and  thus  keep  it  in  the  magnetic  meridian.  If,  however,  the  inherent 
magnetism  be  destroyed,  from  whatever  cause,  it  is  clear  that  the  magnets 
will  now  draw  it  aside  a  point  too  much  to  the  west.  This  is  the  source  of  a 
new  difficulty.  It  has  been  found  that  a  ship  which  at  the  time  of  sailing 
was  properly  compensated,  would,  on  returning  from  a  long  voyage,  have  its 
compasses  over-compensated.  The  buffeting  which  the  ship  had  experienced 
had  destroyed  its  inherent  magnetism,  and  numerous  instances  are  known 
where  the  loss  of  a  vessel  can  be  directly  traced  to  this  cause.  Fortunately, 
it  has  been  found  that  after  some  time  a  ship's  magnetic  condition  is  virtu- 
ally permanent,  and  is  unaltered  by  any  further  wear  and  tear.  The  mag- 
netism which  it  then  retains  is  called  its  permanent  magnetism,  in  opposition 
to  the  sub-permanent  which  it  loses. 

The  difficulty  of  adequately  compensating  compasses,  which  is  greatly 
increased  by  the  armour-plated  and  turret  ships  now  in  use,  has  induced  one 
school  to  throw  over  any  attempt  at  correction  ;  but  by  careful  observation 
of  the  magnetic  condition  of  a  ship,  and  tabulating  the  errors  to  construct  a 
table,  and  comparing  this  with  the  indications  of  the  compass  at  any  one 
time,  the  true  course  can  be  made  out. 

In  the  Royal  Navy,  the  plan  now  adopted  is  to  combine  both  methods : 
compensate  the  errors  to  a  considerable  extent,  and  then  construct  a  table 
of  the  residual  errors. 

716.  Mafnetio  sataratioii. — Experiment  has  shown  that  with  feeble 
magnetising  power  the  magnetic  force  which  can  be  imparted  to  a  steel  bar 
increases  with  the  magnetising  force  used.  It  depends  also  on  the  number  of 
strokes  or  movements  of  the  magnetising  magnets  or  coils :  on  the  form  and 
dimensions  of  the  bar,  on  its  density,  on  the  quantity  of  carbon  it  contains,  on 
its  hardness,  and  on  the  manner  in  which  it  is  tempered.  Yet  there  is  a  limit 
to  the  magnetic  force  which  can  be  imparted  to  iron  or  steel,  and  when  this 
is  attained,  the  bar  is  said  to  be  saturated  or  7nagnetised  to  saturation.  A 
bar  may  indeed  be  magnetised  beyond  this  point,  but  this  excess  is  tem- 
porary ;  it  gradually  diminishes  until  the  magnet  has  sunk  to  its  point  of 
saturation. 

This  is  intelligible,  for  the  magnetisms  once  separated  tend  to  reunite, 
and  when  their  attractive  force  is  equal  to  that  which  opposes  their  separa- 
tion— that  is,  the  coercive  force  of  the  metal — a  higher  degree  of  equilibrium 
is  attained,  and  the  magnet  is  saturated.  Hence  more  magnetisation  ought 
to  be  developed  in  bars  than  they  can  retain,  in  order  that  they  may  decline 
to  their  permanent  state  of  saturation.  To  increase  the  magnetisation  of  an 
unsaturated  bar,  a  more  feeble  magnet  must  not  be  used  than  that  by  which 
it  was  originally  magnetised. 

In  order  to  attain  a  stationary  condition,  the  magnet  should  be  heated  to 
boiling  for  some  time  after  being  magnetised  ;  it  should  then  be  remagnetiscd 
and  again  heated  to  boiling,  and  so  forth  ;  and  after  the  last  magnetisation 
it  should  be  boiled  for  six  hours  or  more.  Such  magnets  are  far  more  durable 
than  ordinary  ones. 

717.  Mag-netlo  battery. — A  magnetic  battery  or  magasine  consists  oi 
a  number  of  magnets  joined  together  by  their  similar  poles.  Sometimes 
they  have  the  form  of  a  horseshoe,  and  sometimes  a  rectilinear  form.    The 
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battery  represented  in  tig.  668  consists  of  five  superposed  steel-plates.  That 
in  fig.  669  consists  of  twelve  plates,  arranged  in  three  layers  of  four  each. 
The  horseshoe  form  is  best  adapted  for  supporting  a  weight,  for  then  both 
poles  are  used  at  once.  In  both  the  bars  are  magnetised  separately,  and 
then  fixed  by  screws. 

The  force  of  a  magnetic  battery  consisting  of  n  similar  plates  equally 
magnetised  is  not  n  times  as  great  as  that  of  a  single  one,  but  is  somewhat 
smaller.  These  magnets  mutually  en- 
feeble each  other  ;  manifestly  because, 
each  north  pole  evokes  south  mag- 
netism in  the  adjacent  north  pole,  and 
thereby  diminishes  some  of  its  north 
polarity.  At  the  same  time  the  strength 
is  greater  than  if  the  steel  is  in  one  co- 
herent mass  ;  the  reason  doubtless  is  that 
thin  plates  of  steel  are  more  easily  mag- 
netised to  saturation  than  thick  ones,  as 
the  inducing  action  does  not  extend  deep. 
The  separate  plates  should  not  be  in 
contact,  as  the  enfeeblement  of  the  mag- 
netism is  thereby  less.  It  is  also  advisable 
10  connect  the  pieces  by  a  mass  of  soft 
iron  as  shown  in  fig.  66g.  The  magnetism 
of  a  plate  which  has  formed  part  of 
such  a  battery  will  be  found  to  be 
materially  less  than  it  was  originally. 
Thus  Jamin  found  that  six  equal  plates, 
which  separately  had  each  the  portative  Pi,  5^. 

force  18  kilos,  only  lifted  64  kilos  when 

arranged  as  a  battery,  instead  of  108  ;  and  when  removed  from  the  battery, 
each  of  them  had  only  the  portative  force  9  to  10  kilos.  The  force  is  in- 
creased by  making  the  lateral  plates  i  or  2  centimetres  shorter  than  the  one 
in  the  middle  (fig.  668). 

718.  ATTDatnrm— When  even  a  steel  bar  is  at  its  limit  of  saturation,  it 
gradually  loses  its  magnetism.  To  prevent  this,  armatures  or  keepers  are 
used  ;  these  are  pieces  of  soft  iron,  A  and  B  (fig.  668),  which  are  placed 
in  contact  with  the  poles. 
Acted  on  inductively,  they 
become  powerful  temporary 
magnets,  possessing  oppo- 
site polarity  to  that  of  the 
inducing  pole ;  they  thus 
react  in  turn  on  the  perma- 
nent magnetism  of  the  bars, 

preserving  and  even  increas-  ^.^  ^ 

ing  It 

When  the  magnets  are  in  the  form  of  bars,  ihey  are  arranged  in  pairs, 
as  shown  in  fig.  669,  with  opposite  poles  in  juxtaposition,  and  the  circuit  is 
c<Hnpleted  by  two  small  bars  of  soft  iron,  AB.     Movable  magnetic  needles. 
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if  not  clamped  down,  set  spontaneously  towards  the  magnetic  poles  of  the 
earth,  the  influence  of  which  acts  as  a  keeper. 

A  horseshoe  magnet  has  a  keeper  attached  to  it,  which  is  usually 
arranged  so  as  to  support  a  weight  The  keeper  becomes  magnetised  under 
the  influence  of  the  two  poles,  and  adheres  with  great  force :  the  weight 
which  it  can  support  being  more  than  double  that  which  a  single  pole  would 
hold. 

In  respect  to  this  weight,  a  singular  and  hitherto  inexplicable  pheno- 
menon has  been  observed.  When  contact  is  once  made,  and  ihe  keeper  is 
charged  with  its  maximum  weight,  any  fiirther  addition 
would  detach  it :  but  if  lef^  in  contact  for  a  day,  an 
additional  weight  may  be  added  without  detaching 
it,  and  by  slightly  increasing  the  weight  every  day  it 
may  ultimately  be  brought  to  support  a  far  greater 
load  than  it  would  originally.  But  if  contact  be  ODCe 
,  broken,  Ihe  weight  it  can  now  support  does  not  much 
exceed  its  original  charge. 

It  is  advantageous  that  the  surface  of  the  magnet 
and  armatures  which  are  in  contact  should  not  be 
plane  but  sHghtly  cylindrical,  so  that  they  touch  along 

In  providing  a  natural  magnet  with  a  keeper,  the 
line  joining  the  two  poles  may  first  be  approximately 
determined  by  means  of  iron  filings  ;  it  may  also  be 
determined  by  bringing  it  near  a  magnetic  needle,  and 
Fig.  6jo.  ascertaining  the  positions  in  which  its  action  is  greatest 

(708).  Two  poles  of  soft  iron  {fig.  670),  each  tenninating  in  a  massive  shoe, 
are  then  applied  to  the  faces  corresponding  to  the  poles.  Under  the  in- 
fluence of  the  natural  magnet,  these  plates  become  magnetised,  and  if  the 
letters  A  and  B  represent  the  position  of  the  poles  of  the  natural  magnet, 
the  poles  of  the  armature  are  a  and  b. 

719.  VorMttre  n>r«e.  Vower  of  ■waatva.K%*.—'Y\i(^  porlaHve  force  is  the 
greatest  weight  which  a  magnet  can  support.  It  can  be  determined  by  sus- 
pending to  the  keeper  a  vessel  to  which  shot  or  sand  is  gradually  added, 
until  the  keeper  is  detached  (fig.  668).  Hacker  found  that  the  portative 
force  of  a  saturated  horseshoe  magnet,  which,  by  repeatedly  detaching  the 
keeper,  had  become  constant,  may  be  represented  by  the  forrnula 

in  which  P  is  the  portative  force  of  the  magnet,^  its  own  weight,  and  a  a 
coefficient  which  varies  with  the  nature  of  the  steel  and  the  mode  of  mag- 
netising. Hence  a  magnet  which  weighs  1000  ounces  only  supports  25 
times  as  much  as  one  weighing  8'ounces  or  lij  as  heavy,  and  25  such  bare 
would  support  as  much  as  a  single  one  which  is  as  heavy  as  125  of  them. 
It  appears  immaterial  whether  the  section  of  the  bar  is  quadratic  or  circular, 
and  the  distance  of  the  legs  is  of  inconsiderable  moment ;  it  is  important, 
however,  that  the  magnet  be  suspended  vertically,  and  that  the  load  be 
exactly  in  the  middle.  In  Hacker's  magnets  the  value  of  o  was  io'35,  while 
in  Logemann's  it  was  23.     By  arranging  together  several  thin  monetised 
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Ed  bar  magnets  which  support  15  times  their  own 

)  bar  magnets  may  be  compared  by  the  following 
I  known  as  Kiilp's  compensation  method: — A  small 
lie  is  placed  in  the  magnetic  meridian.  One  pole 
to  be  tested  is  then  placed  at  right  angles  to  the 
e  same  plane  as  the  needle,  and  so  that  its  axis  pro- 
needle.  The  compass  needle  is  thereby  deflected 
•..  The  similar  pole  of  the  other  magnet  is  then 
other  side  of  the  needle,  and  a  position  found  for 
leulralises  the  action  of  the  first  magnet ;  that  is, 
a  in  the  magnetic  meridian.  If  the  magnets  are  not 
.  their  distance  from  the  needle,  their  strengths  are 
Libes  of  the  distance  of  the  acting  poles  from  the 

I  wbiob  InSiienoe  Ui«  power  of  in*vneia. — All  bars 
state  of  saturation,  for  their  coercive  force  varies, 
imparts  to  iron  or  steel  a  considerable  coercive  force. 
f  these  influences  is  the  operation  of  tempering  (94). 
teel  bar  tempered  at  dull  redness,  and  magnetised 
oscillations  in  93  seconds.  The  same  bar  tempered 
nd  similarly  magnetised  to  saturation,  only  took 
oscillations. 

I  that  the  harder  the  steel  the  greater  is  its  coercive 
:netisation  with  much  greater  difficulty,  but  retains 
ippears,  however,  from  Jamin's  experiments  thai  no 
id  can  be  laid  down  ;  for  each  specimen  of  s[eel 
o  the  proportion  of  carbon  which  it  contains,  to  be 
wring  which  is  most  favourable  for  the  development 

have  the  disadvantage  of  being  very  brittle,  and  in 
rs  a  hard  tempering  is  apt  to  produce  consequent 
\%  are  usually  tempered  at  the  blue  heat — that  is, 
h  a  high  coercive  force  is  obtained  without  great 
netised  with  difficulty  even  when  placed  for  some 
hich  a  powerful  current  is  passing  ;  soft  iron  under 
lagnetised  at  once.  If  a  short  coil  covering  only  a 
:  be  moved  backwards  and  forwards  the  magnetisa- 

el,  and  the  proportion  of  carbon  which  it  contains, 
:nce  on  the  degree  to  which  it  can  be  magnetised, 
hardness,  the  magnetisation  increases  with  the  pro- 
steel,  and  more  markedly  the  smaller  this  propor- 
iportion  of  carbon  it  increases  with  the  hardness  of 
robable  that  the  compound  of  iron  and  carbon  in 
the  permanent  magnetisation,  and  the  interjacent 
iers  of  the  temporary  magnetisation.  Holts  mag- 
sh  corset  steel  to  saturation  and  determined  their 
i  were  then  placed  in  dilute  hydrochloric  acid,  by 
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which  the  iron  was  eaten  away,  and  the  magnetic  moment  determined  when 
the  plate  had  been  magnetised  to  saturation  after  each  such  treatment.  It 
was  thus  found  that,  with  a  diminution  in  the  proportion  of  iron,  there  was 
an  increase  in  the  magnetic  moment  for  the  unit  of  weight.  Holtz  found, 
however,  that  perfectly  pure  iron  prepared  by  electrolysis  can  acquire  per- 
manent magnetism.  Ferro-manganese,  or  iron  alloyed  with  about  12  per 
cent  of  manganese,  is  quite  destitute  of  magnetic  properties. 

In  ordinary  bar  magnets  the  intensity  of  magnetisation  (707)  varies  from 
200  to  400  C.G.S.  units,  and  in  very  thin  long  ones  may  attain  8cx3,  or  about 
half  the  maximum  of  soft  iron.  Taking  the  specific  gravity  of  steel  at  7-8, 
the  specific  magnetism  is  25  to  50  for  ordinary  magnets.  It  is  here  assumed 
that  the  magnetisation  is  uniform,  which  is  not  the  case.  The  magnetisation 
of  nickel  is  about  one-third  that  of  soft  iron. 

Jamin  investigated  the  distribution  of  force  in  magnets  by  suspending 
from  one  arm  of  a  delicate  balance  a  small  iron  ball,  and  then  ascertain- 
ing what  force,  applied  at  the  other  arm,  was  required  to  detach  the 
ball  when  placed  in  contact  with  various  parts  of  the  magnet  to  be  in- 
vestigated. 

Taking  thus  a  thin  plate  magnetised  to  saturation,  it  was  found  that  the 
magnetisation  increased  with  the  thickness,  but  did  not  materially  vary 
with  the  breadth  of  the  plate.  The  magnetic  force  was  developed  almost 
exclusively  at  the  ends.  The  curve  representing  the  magnetic  force  (721) 
was  convex  towards  the  poles  at  the  ends.  If  now  several  similar  plates  are 
superposed,  the  corresponding  curves  become  steeper  and  prolonged  towards 
the  middle  ;  the  magnetic  force  thus  becomes  increased.  When  the  curves 
run  into  each  other  in  the  middle  the  maximum  of  the  combination  is  reached  ; 
any,  additional  plates  produce  no  increase  in  the  strength.  Steel  bars  may 
also  be  magnetised  so  as  to  show  the  same  curves,  and  such  bars  and  com- 
binations of  plates  are  called  by  Jamin  normal  magnets. 

Jamin  found  that  magnetisation  extends  deeper  in  a  bar  than  has  been 
usually  supposed ;  in  soft  and  annealed  steel  it  penetrates  deeply.  The 
depth  diminishes  with  the  hardness  of  the  steel  and  the  proportion  of  carbon 
it  contains.  If  plates  of  varying  thickness  are  so  thin  that  the  magnetisation 
can  entirely  penetrate  them,  the  thicker  of  these  plates  are  more  strongly  mag- 
netised by  the  same  force,  for  the  magnetisation  extends  through  a  thicker 
layer  than  the  thinner  ones  ;  if,  however,  the  plates  are  very  thick,  they  are 
magnetised  to  the  same  extent  by  one  and  the  same  force.  With  equal  bars 
the  thickness  of  the  magnetic  layer  varies  with  the  strength  of  the  magnetising 
force.  Jamin  proved  this  by  placing  the  plates  in  dilute  sulphuric  acid  ;  he 
found  magnetisation  in  bars  which  had  been  exposed  to  the  stronger  force, 
while  those  which  had  been  more  feebly  magnetised  exhibited  none  when 
they  had  been  eaten  away  by  the  acid  to  the  same  extent.  He  also  showed 
that  the  magnetisation  which  had  penetrated  was  as  strong  as  that  on  the 
surface. 

Holtz  made  some  experiments  on  the  influence  of  solid  bars  as  against 
hollow  tubes  in  the  construction  of  permanent  steel  magnets.  The  latter  are 
to  be  preferred  ;  they  are  decidedly  cheaper,  as  they  need  not  be  bored,  but 
maybe  bent  from  steel  plates.  A  bar  and  a  tube  of  the  same  steel,  125  mm. 
in  length  by  1 3  mm.  diameter,  the  tube  being  1 75  mm.  thick,  were  magnetised 
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to  saturation,  and  their  magnetic  moments  determined  by  the  method  of 
oscillations  (705),  the  tube  being  loaded  with  copper.  The  magnetism  of  the 
tube  was  to  that  of  the  bar  as  i'6  :  i.  The  tubes  also  retained  their  mag- 
netisation better.  After  the  lapse  of  six  months  the  ratio  of  the  magnetisation 
of  the  tube  was  to  that  of  the  bar  as  27  :  i.  A  magnetised  steel  tube  filled 
with  a  soft  iron  core  has  scarcely  any  directive  force.  Holtz  considers  that 
it  acts  as  a  keeper. 

Temperature. — Increase  of  temperature  always  produces  a  diminution  of 
magnetisation.  If  the  changes  of  temperature  are  small — those  of  the  at- 
mosphere, for  instance — the  magnet  is  not  permanently  altered.  Kuppfer 
allowed  a  magnet  to  oscillate  at  different  temperatures,  and  found  a  definite 
decrease  in  its  power  with  increased  temperature,  as  indicated  by  its  slower 
oscillations.  In  the  case  of  a  magnet  2^  inches  in  length,  he  observed  that 
with  an  increase  of  each  degree  of  temperature  the  duration  of  800  oscillations 
was  0-4'^  longer.  If  »  be  the  number  of  oscillations  at  zero,  and  n^  the 
number  at  /,  then 

n-n^  (i  -^/), 
where  ^  is  a  constant  depending  in  each  case  on  the  magnet  used.  This 
formula  has  an  important  application  in  the  correction  of  the  observations 
of  magnetic  force  which  are  made  at  different  places  and  at  different 
temperatures,  and  which,  in  order  to  be  comparable,  must  first  be  reduced 
to  a  uniform  temperature. 

When  a  magnet  has  been  more  strongly  heated,  it  does  not  regain  its 
original  force  on  cooling  to  its  original  temperature  ;  and  when  it  has  been 
heated  to  redness,  it  is  demagnetised.  This  was  first  shown  by  Coulomb, 
who  took  a  saturated  magnet,  heated  it  to  progressively  higher  temperatures, 
and  noted  the  number  of  oscillations  after  each  heating.  The  higher  the 
temperature  to  which  it  had  been  heated  the  slower  its  oscillations. 

A  magnet  heated  to  bright  redness,  or  about  785°,  suddenly  loses  its 
magnetism,  and  so  completely  that  it  is  quite  indifferent  not  only  towards 
iron,  but  also  towards  another  magnet,  and  this  holds  so  long  as  this  high 
temperature  continues.  Incandescent  iron  also  does  not  possess  the  pro- 
perty of  being  attracted  by  the  magnet.  Hence  there  is  in  the  case  of  iron 
a  magnetic  limits  beyond  which  it  is  unaffected  by  magnetism.  Such  a 
magnetic  limit  exists  in  the  case  of  other  magnetic  metals.  With  cobalt^ 
for  instance,  it  is  far  beyond  a  white  heat,  for  at  the  highest  temperatures 
hitherto  examined  it  is  still  magnetic ;  the  magnetic  limit  of  chromium  is 
somewhat  below  red  heat ;  that  of  nickel  at  about  350°  C,  and  of  manganese 
at  about  is"*  to  20®  C. 

A  change  of  temperature,  whether  from  16°  to  100°,  or  from  100°  to  16° 
increases  the  strength  of  temporary  or  induced  magnetisation  both  in  the 
case  of  iron  and  of  steel. 

Percussion  and  torsion. — When  a  steel  bar  is  hammered  while  being 
magnetised  it  acquires  a  much  higher  degree  of  magnetisation  than  it  would 
without  this  treatment.  Conversely  when  a  magnet  is  let  fall,  or  is  otherwise 
violently  disturbed,  it  loses  much  of  its  magnetisation.  Wiedemann  has  inves- 
tigated in  a  very  complete  manner  the  relations  of  torsion  and  magnetisation. 
Torsion  exerts  a  great  influence  on  the  magnetisation  of  a  bar,  and  the  inter- 
esting phenomenon  has  been  observed  that  torsion  influences  magnetism  in 
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the  same  manner  as  magnetism  does  torsion.  Thus  the  permanent  mag- 
netisation of  a  steel  bar  is  diminished  by  torsion,  but  not  proportionately  to 
the  increase  of  torsion.  In  like  manner  the  torsion  of  twisted  iron  wires  is 
diminished  by  their  being  magnetised,  though  less  so  than  in  proportion  to 
their  magnetisation.  Repeated  torsions  in  the  same  direction  scarcely 
diminish  magnetisation,  but  a  torsion  in  the  opposite  direction  produces  a 
new  diminution  of  the  magnetism.  In  a  perfectly  analogous  manner,  re- 
peated magnetisations  in  the  same  direction  scarcely  diminish  torsion,  but  a 
renewed  magnetisation  in  the  opposite  direction  does  so. 

721.  SUtrlbutioii  of  fk'oe  magnetism. — Coulomb  investigated  the  dis- 
tribution of  magnetic  force  by  placing  a  large  magnet  in  a  vertical  position 

in  the  magnetic  meridian ;  he  then  took  a  small  magnetic 
needle  suspended  by  a  cocoon  thread,  and  fixed  at  right 
angles  to  a  stout  copper  wire  so  as  to  retard  the  oscillations 
(fig.  654) ;  and  having  ascertained  the  number  of  its  oscilla- 
tions under  the  influence  of  the  earth's  magnetism  alone,  he 
3  presented  it  to  different  parts  of  the  magnet.  The  oscilla- 
tions were  fewer  as  the  needle  was  nearer  the  middle  of  the 
bar,  and  when  they  had  reached  that  position  their  number 
was  the  same  as  under  the  influence  of  the  earth's  magnetism 
alone.  For  saturated  bars  of  more  than  7  inches  in  length 
Fig.  671.  ^^^  distribution  could  always  be  expressed  by  a  curve  whose 
abscissae  were  the  distances  from  the  ends  of  the  magnet, 
and  whose  ordinates  were  the  force  of  magnetism  at  these  points.  With 
magnets  of  the  above  dimensions  the  poles  are  at  the  same  distance  from 
the  end  ;  Coulomb  found  the  distance  to  be  1*6  inch  in  a  bar  8  inches  long. 
He  also  found  that,  with  shorter  bars,  the  distance  of  the  poles  from  the 
end  is  J  of  the  length  ;  thus  with  a  bar  of  three  inches  it  would  be  half  an 
inch.  These  results  presuppose  that  the  other  dimensions  of  the  bar  are 
very  small  as  compared  with  its  length,  that  it  has  a  regular  shape,  and  is 
uniformly  magnetised.  When  these  conditions  are  not  fulfilled,  the  positions 
of  the  poles  can  only  be  determined  by  direct  trials  with  a  magnetic 
needle.  With  lozenge-shaped  magnets  the  poles  are  nearer  the  middle. 
Coulomb  found  that  these  lozenge-shaped  bars  have  a  greater  directive  force 
than  rectangular  bars  of  the  same  weight,  thickness,  and  hardness. 

A  short  magnet  is  defined  by  Coulomb  as  one  whose  length  is  less  than 
50  times  its  diameter. 

Kohlrausch  found  that  the  pole  of  a  magnet,  as  far  as  its  action  at  a 
distance  is  concerned,  is  ^  of  its  length  from  the  end. 

722.  Mayer's  lloatiiiir  magnets. — The  reciprocal  action  of  magnetic 
poles  may  be  conveniently  illustrated  by  an  elegant  method  devised  by 
Prof.  A.  M.  Mayer.  Steel  sewing-needles  are  magnetised  so  that  their 
points  are  north  poles,  and  their  eyes,  which  are  thus  south  poles,  just  pro- 
ject through  minute  cork  discs,  so  that  when  placed  in  water  the  magnets 
float  in  a  vertical  position.  If  the  north  pole  of  a  strong  magnet  is  brought 
near  a  number  of  these  floating  magnets,  they  are  attracted  by  it,  and  take  up 
definite  positions,  forming  figures  which  depend  on  the  reciprocal  repulsion 
of  the  floating  magnets,  and  on  their  number.  Some  of  them  are  repre- 
sented in  fig.  672.    The  more  complex  produce  more  than  one  arrangement 
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)le,  the  letters  a,  j,and  c  indicating  the  decreasing 
It  shock  often  causes  one  fonn  to  pass  into  another 

y  illustrate  magnetic  actions,  but  they  suggest  an 


/hich  alteration  of  molecular  groupings  may  give 

la,  such  as  those  of  superiijsion  (345), 

:  as  are  here  described  are  delicate  tests  of  mag- 

lient  for  investigating  the  distribution  of  the  poles 

pe. 

nf*  ezperlmentB. — We  may  here  give  an  account 

riments  in  illustration  of  magnetic  properties,  which 

liring  any  other  assumption  than  thai  magnetism 

ach  molecule  being  a  perfect  magnet  with  a  north 

of  small  magnetic  needles  near  each  other,  he  found 
res  they  set  in  various  configurations  each  of  which 
10  external  action.  If  one  part  of  such  a  system 
^ement  is  established.  Each  separate  magnet  takes 
[uilibrium,  after  oscillations  of  greater  or  less  am- 

tiguration  is  submitted  to  the  action  of  a  gradually 
I,  by  placing  a  series  of  parallel  wires  conveying 
^ets  are  at  first  deflected  progressively,  but  if  the 

magnets  revert  to  their  original  arrangement,  and 
ect  on  the  system. 
rength  of  the  field  is  gradually  increased,  a  certain 

equiUbrium  is  broken,  and  a  fresh  configuration  is 
-nentary  magnets  are  in  the  direction  of  the  field. 
rease  in  the  strength  of  the  field  only  makes  the 
1. 
ng  the  field,  the  system  does  not  return  through 
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the  same  stages  ;  it  tends  towards  that  configuration  in  which  the  magnets 
are  parallel  to  the  field.  This  illustrates  the  case  of  permanent  magneti- 
sation. 

If  the  system  is  quite  homogeneous — that  is,  if  the  molecular  magnets  are 
uniformly  arranged — the  passage  to  parallelism  is  established  at  once  ;  this 
represents  the  case  of  soft  iron.  If  the  system  is  not  homogeneous  and  the 
magnets  form  unequal  groups,  they  do  not  follow  the  action  equally  and  at 
the  same  time  ;  the  magnetisation  is  prolonged,  and  the  remanent  magnetism 
is  also  more  stable.     This  represents  the  case  of  steel. 

The  action  of  heat  on  magnetisation  may  also  be  explained  by  the 
supposition  that  it  acts  in  two  ways,  by  increasing  the  distance  of  the  mole- 
cular magnets  from  each  other,  and  by  setting  them  in  oscillation.  The  first 
cause  facilitates  the  action  of  the  field,  the  second  diminishes  the  magnetic 
moment ;  one  or  the  other  predominates,  according  to  the  strength  of  the 
field. 

To  account  for  the  disappearance  of  magnetic  properties  at  the  critical 
temperature,  it  may  be  assumed  that  the  oscillations  gradually  increase  until 
they  change  into  a  rotatory  motion  of  the  molecules. 
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BOOK    IX 

FRICTIONAL  ELECTRICITY 


CHAPTER   I 

FUNDAMENTAL  PRINCIPLES 


753.  aieetrioltj.  Zts  nature. — Electricity  is  a  powerful  physical  agent 
which  manifests  itself  mainly  by  attraction  and  repulsion,  but  also  by 
luminous  and  heating  effects,  by  violent  shocks,  by  chemical  decomposition, 
and  many  other  phenomena.  It  is  evoked  in  bodies  by  a  variety  of  causes, 
among  which  are  friction,  pressure,  chemical  action,  heat,  and  magnetism. 

Thales,  600  B.C.,  knew  that  when  amber  was  rubbed  with  silk  it  acquired 
the  property  of  attracting  light  bodies ;  and  from  the  Greek  form  of  this 
word  {ffktKTpov)  the  term  electricity  has  been  derived.  This  is  nearly  all 
the  knowledge  left  by  the  ancients  ;  it  was  not  until  towards  the  end  of  the 
sixteenth  century  that  Dr.  Gilbert,  physician  to  Queen  Elizabeth,  showed 
that  this  property  was  not  limited  to  amber,  but  that  other  bodies,  such  as 
sulphur,  wax,  glass,  &c,  also  possessed  it  in  a  greater  or  less  degree. 

724.  AeTelopment  of  eleotriolty  by  flrlotlon. — When  a  glass  rod,  or  a 
stick  of  sealing-wax,  or  shellac,  is  held  in  the  hand,  and  is  rubbed  with  a 
piece  of  flannel,  or  with  the  skin  of  a  cat,  the  parts  rubbed  will  be  found  to 
have  the  property  of  attracting  light  bodies,  such  as  pieces  of  silk,  wool, 
feathers,  paper,  bran,  gold  leaf,  &c.,  which,  after  remaining  a  short  time  in 
contact,  are  again  repelled.  They  are  then  said  to  have  become  electrified. 
In  order  to  ascertain  whether  bodies  are  electrified  or  not,  instruments  called 
electroscopes  are  used.  The  simplest  of  these,  the  electric  pendulum  (fig. 
673),  consists  of  a  pith  ball  attached  by  means  of  a  silk  thread  to  a  glass 
support.  When  an  electrified  body  is  brought  near  the  pith  ball,  the  latter 
is  instantly  attracted,  but  after  momentary  contact  is  again  repelled  (fig. 

674). 

A  solid  body  may  also  be  electrified  by  friction  with  a  liquid  or  with  a 

gas.  In  the  Torricellian  vacuum  a  movement  of  the  mercury  against  the 
sides  of  the  glass  produces  a  disengagement  of  electric  light  visible  in 
the  dark ;  a  tube  exhausted  of  air,  but  containing  a  few  drops  of  mercury, 
becomes  also  luminous  when  agitated  in  the  dark. 

If  a  quantity  of  mercury  in  a  dry  glass  vessel  be  connected  with  a  gold- 
leaf  electroscope  by  a  wire,  and  a  dry  glass  rod  be  immersed  in  it,  no  indica- 
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tions  are  observed  during  the  immersion,  but  on  smartly  withdrawing  the 
rod,  the  leaves  increasingly  diverge,  attaining  their  maximum  when  the  rod 
leaves  the  mercury. 

Some  substances,  particularly  metals,  do  not  seem  capable  of  receiving 
the  electric  excitement    When  a  rod  of  metal  is  held  in  the  hand,  and 


Fig.  674. 


Fig.  675. 


rubbed  with  silk  or  flannel,  no  electrical  effects  are  produced  in  it ;  and  bodies 
were  divided  by  Gilbert  into  ideoelectricSy  or  those  which  become  electrical 
by  friction  ;  and  aneiectrtcs,  or  those  which  do  not  possess  this  property. 
These  distinctions  no  longer  obtain  in  any  absolute  sense  ;  under  appropriate 
conditions,  all  bodies  may  be  electrified  by  friction  (726). 

725.  OoBdnetors  and  nonoondnotors. — When  a  dry  glass  rod,  rubbed 
at  one  end,  is  brought  near  an  electroscope,  that  part  only  will  be  electrified 
which  has  been  rubbed  ;  the  other  end  will  produce  neither  attraction  nor 
repulsion.  The  same  is  the  case  with  a  rod  of  shellac  or  of  sealing-wax. 
In  these  bodies  electricity  does  not  pass  from  one  part  to  another — they  do 
not  conduct  electricity.  Experiment  shows  that,  when  a  metal  has  received 
electricity  in  any  of  its  parts,  the  electricity  instantly  spreads  over  its  entire 
surface.    Metals  are  hence  said  to  be  good  conductors  of  electricity. 

Bodies  have,  accordingly,  been  divided  into  conductors  and  nonconductors 
or  insulators.  This  distinction  is  not  absolute,  and  we  may  advantageously 
consider  bodies  as  offering  a  resistance  to  the  passage  of  electricity  which 
varies  with  the  nature  of  the  substance.  Those  bodies  which  offer  little 
resistance  are  conductors,  and  those  which  offer  great  resistance  are  non- 
conductors or  insulators :  electrical  conductivity  is  accordingly  the  inverse 
of  electrical  resistance.  There  is  no  such  thing  as  an  absolute  nonconductor 
of  electricity,  any  more  than  there  is  an  absolute  nonconductor  of  heat 
We  are  to  consider  that  between  conductors  and  nonconductors  there  is  a- 
quctntitative  and  not  a  qucUitative  difference  ;  there  is  no  conductor  so  good 
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but  that  it  offers  some  resistance  to  the  passage  of  electricity,  nor  is  there  any 
substance  which  insulates  so  completely  but  that  it  allows  some  electricity 
to  pass.  The  transition  from  conductors  to  nonconductors  is  gradual,  and  no 
line  of  sharp  demarcation  can  be  drawn  between  them. 

In  this  sense  we  are  to  understand  the  following  table,  in  which  bodies 
are  conveniently  classed  as  conductors^  semiconductors^  and  nonconductors ; 
those  bodies  being  designated  as  conductors  which,  when  applied  to  a 
charged  electroscope,  discharge  it  almost  instantaneously  ;  semiconductors 
being  those  which  discharge  it  in  a  short  but  measurable  time — a  few  seconds, 
for  instance ;  while  nonconductors  effect  no  perceptible  discharge  in  the 
course  of  a  minute. 


Conductors 

Metals. 

Well-burnt  charcoal. 

Graphite. 

Acids. 

Aqueous  solutions. 

Water. 

Snow. 

Vegetables. 

Animals. 

Soluble  salts. 

Linen. 

Cotton. 


Semiconductors 

Alcohol  and  ether. 
Powdered  glass 
Flour  of  sulphur. 
Dry  wood. 
Paper. 
Ice  at  0°. 


Nonconductors 

Dry  oxides. 

Ice  at  -25''  C. 

Lime. 

Caoutchouc. 

Air  and  dry  gases. 

Dry  paper. 

Silk. 

Diamonds  and  precious 

stones. 
Glass. 
Wax. 
Sulphur. 
Resins. 
Amber. 
Shellac. 


This  list  is  arranged  in  the  order  of  decreasing  conductivity,  or,  what  is  the 
same  thing,  of  increasing  resistance.  The  arrangement,  however,  is  not  in- 
variable. Conductivity  depends  on  many  physical  conditions.  Glass,  for 
example,  which  does  not  conduct  at  ordinary  temperatures,  does  so  at  200° 
to  300°  C.  To  show  this,  platinum  wire  is  coiled  on  a  glass  rod  to  within  a 
couple  of  inches  from  the  end.  If  the  finger  touches  the  coiled  part,  and 
the  free  end  when  at  the  ordinary  temperature  is  applied  to  a  charged 
electroscope,  it  does  not  affect  it ;  but  if  the  free  end  be  heated  by  placing  it 
in  a  Bunsen's  flame,  it  will  now  be  found  to  discharge  the  electroscope. 
Shellac  and  resin  do  not  insulate  so  well  when  they  are  heated.  Water, 
which  is  a  good  conductor,  conducts  but  little  in  the  state  of  ice  at  0°,  and 
very  badly  at  —25®.  Powdered  glass  and  flour  of  sulphur  conduct  very 
well,  while  in  large  masses  they  are  nonconductors  ;  probably  because  in  a 
state  of  powder  each  particle  becomes  covered  with  a  film  of  moisture  that 
acts  as  a  conductor.  The  nonconducting  power  of  glass  is  also  greatly 
influenced  ^by  its  chemical  composition.  Some  specimens  have  an  appreci- 
able conductivity  even  if  dry  and  at  the  ordinary  temperature. 

Heat  acts  indirectly  by  drying,  by  which  many  bodies  lose  their  conduc- 
tivity either  partially  or  wholly. 

According  to  Said  Effendi,  if  the  conducting  power  of  water  be  taken  at 
1,000,  the  conducting  power  of  petroleum  is  72  ;  alcohol   49 ;  ether  40 ; 
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turpentine  23  ;  and  benzole  16.  Domalip  obtained  the  following  numbers 
for  the  respective  conductivities:  Water  1,000;  ether  44;  turpentine  13; 
and  benzole  7. 

726.  Znsulatliir  bodies.  Oommon  reservoir. — Bad  conductors  are 
called  insulators^  for  they  are  used  as  supports  for  bodies  in  which  electricity 
is  to  be  retained.  A  conductor  remains  electrified  only  so  long  as  it  is  sur- 
rounded by  insulators.  If  this  were  not  the  case,  as  soon  as  the  electrified 
body  came  in  contact  with  the  earth,  which  is  a  good  conductor,  the  electri- 
city would  pass  into  the  earth,  and  diffuse  itself  through  its  whole  extent 
On  this  account,  the  earth  has  been  named  the  common  reservoir.  A  body 
is  insulated,  by  being  placed  on  a  support  with  glass  feet,  or  on  a  cake  of 
resin,  or  by  being  suspended  by  silk  threads.  No  bodies,  however,  insulate 
perfectly ;  all  electrified  bodies  lose  their  electricity  more  or  less  rapidly 
by  means  of  the  supports  on  which  they  rest.  Glass  is  always  somewhat 
hygroscopic,  and  the  aqueous  vapour  which  condenses  on  it  affords  a 
passage  for  the  electricity  ;  the  insulating  power  of  glass  is  materially  im- 
proved by  coating  it  with  shellac  or  copal  varnish.  Dry  air  is  a  good  insu- 
lator ;  but  when  the  air  contains  moisture  it  conducts  electricity,  and  this  is 
the  principal  source  of  the  loss  of  electricity.  Hence  it  is  necessary,  in 
electrical  experiments,  to  rub  the  supports  with  cloths  dried  at  the  fire,  and 
to  surround  electrified  bodies  by  glass  vessels,  containing  substances  which 
absorb  moisture,  such  as  chloride  of  calcium,  or  pumice  soaked  with  sul- 
phuric acid. 

From  their  great  conductivity  metals  do  not  seem  to  become  electrified 
by  friction.    But  if  they  are  insulated,  by  being  held  in  the  hand  by  an  india- 
rubber  glove  or  a  silk  handkerchief  and  then  rubbed,  they  give  good  indi- 
cations.   This  may  also  be  seen  by  the 
following  experiment  (fig.  676).     A  brass 
tube  is  provided  with  a  glass  handle  by 
'*'  which  it  is  held,  and  then  rubbed  with 

silk  or  flannel.  On  approaching  the  metal  to  an  electrical  pendulum  (fig. 
674),  the  pith  ball  will  be  attracted.  If  the  metal  is  held  in  the  hand  electri- 
city is  indeed  produced  by  friction — but  it  immediately  passes  through  the 
body  into  the  ground. 

If,  too,  the  cap  of  a  gold-leaf  electroscope  be  briskly  flapped  with  a  dry 
silk  handkerchief,  the  gold  leaves  will  diverge, 

727.  iMstinotton  of  tbe  two  kinds  of  eleotrioity. — If  electricity  be 
developed  on  a  glass  rod  by  friction  with  silk,  and  the  rod  be  brought  near 
an  electrical  pendulum,  the  ball  will  be  attracted  to  the  glass,  and  after 
momentary  contact  will  be  again  repelled.     By  this  contact  the  ball  becomes 
electrified,  and  so  long  as  the  two  bodies  retain  their  electricity,  repulsion 
follows  whenever  they  are  brought  near  each  other.    If  a  stick  of  sealing-wax, 
electrified  by  friction  with  flannel  or  silk,  be  approached  to  another  electrical 
pendulum,  the  same  effects  will  be  produced — the  ball  will  fly  toi^'ards  the 
wax,  and  after  contact  will  be  repelled.     Two  bodies  which  have  been 
charged  with  electricity  repel  one  another.    But  the  electricities  respectively 
developed  in  the  preceding  cases  are  not  the  same.     If,  after  the  pith  ball 
had  been  touched  with  an  electrified  glass  rod,  an  electrified  stick  of  sealing- 
wax,  and  then  an  electrified  glass  rod,  be  alternately  approached  to  it,  the 
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i  by  the  fonner  and  repelled  by  the  latter.  Simi 
-.  charged  by  contact  with  the  electrified  sealing 
hen  this  is  approached  to  it,  but  attracted  by  thi 
lass  rod. 

lis  nature,  Dufay  first  made  the  observation  tba 
electricities  :  (he  one  developed  by  the  friction  o 
umstances,  the  other  by  the  friction  of  resin  o 

name  vitreous  electricity  is  given  1  to  the  seconi 
:ity. 

eotrleltr- — To  account  for  the  different  effects  o 
Qsed  that  there  exists  a  peculiar,  subtle,  imponder 

repulsion  on  its  own  particles,  and  pervades  al 
esent  in  every  substance  in  a  quantity  peculiar  ti 
his  quantity  h  is  in  the  natural  state,  or  in  a  StaU 
on  certain  bodies  acquire  an  additional  quantity  o 
D  be  positively  electrified  ;  others  by  friction  los< 

to  be  negatively  electrified.  The  former  stat( 
electricity,  and  the  latter  to  resinous  electricity 
iresented  by  the  sign  + ,  and  negative  electricitj 
ition  based  on  the  algebraical  principle,  thai  wher 

to  an  equal  minus  quantity  zero  is  produced.  St 
a.  quantity  of  positive  electricity  is  touched  with  a 
•alent  quantity  of  negative  electricity,  a  neutral  oi 

r  assumes  that  every  substance  contains  an  inde- 
I  imponderable  matter,  which  is  called  the  electric 
d  by  the  union  of  two  fluids  — the  ^Jf/fi/tf  and  the 
:  combined  they  neutralise  one  another,  and  the 
ral  or  neutral  state.  By  friction,  and  by  several 
,s  may  be  separated,  but  one  of  them  can  never  be 
tieous  production  of  the  other.  There  may,  how. 
excess  of  the  one  or  the  other  in  any  body,  and  it 
ified  positively  or  negatively.  As  in  Franklin's 
ids  to  positive  and  resinous  to  negative  electricity, 
conventional :  it  is  adopted  for  the  sake  of  conve- 
ner reason  why  resinous  electricity  should  not  be 

.me  name  repel  one  another,  and  electricities  ol 

ti  other.     The  electricities  can  circulate  freely  on 

ies,  which  are  called  conductors,  but  remain  con- 

hers,  which  are  called  nonconductors. 

this  theory  is  quite  hypothetical  j  but  for  purposes 

il   adoption   is   for   the   present  justified    by   the 

lich  it  gives  of  electrical  phenomena. 

ined  bodies  on  eaob  ottiar. — Admitting  the  two- 

omena  of  attraction  and  repulsion  may  be  enun- 
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These  attractions  and  repulsions  take  place  in  virtue  of  the  action  which 
the  two  electricities  exert  on  themselves,  and  not  in  virtue  of  their  action  on 
the  particles  of  matter. 

730.  &aw  of  the  development  of  eleotrtelty  bjr  fHetton. — Whenever 
two  bodies  are  rubbed  together,  the  neutral  electricity  is  decomposed.  Two 
electricities  are  developed  at  the  same  time  and  in  equal  quantities — one 
body  takes  positive  and  the  other  negative  electricity.    This  may  be  proved 

by  the  following  experiment  devised  by  Faraday : — 

/^^l^\      A  small  flannel  cap  provided  with  d  silk  thread  (fig. 
^9  \     677)  is  fitted  on  the  end  of  a  stout  rod  of  shellac,  and 
V       \     rubbed  round  a  few  times.    When  the  cap  is  removed 
\     by  means  of  the  silk  thread,  and  presented  to  a  pith 
(|     ball  pendulum  charged  with  positive  electricity,  the 
'     latter  will  be  repelled,  proving  that  the  flannel  is 
charged  with  positive  electricity  ;  while  if  the  shellac 
is  presented  to  the  pith  ball,  it  will  be  attracted, 
Fig.  677.  showing  that  the  shellac  is  charged  with  negative 

electricity.  Both  electricities  are  present  in  equal 
quantities  ;  for  if  the  rod  be  presented  to  the  electroscopes  before  removing 
the  cap,  no  action  is  observed. 

The  electricity  developed  on  a  body  by  friction  depends  on  the  rubber  as 
well  as  the  body  rubbed.  Thus  glass  becomes  negatively  electrified  when 
rubbed  with  catskin,  but  positively  when  rubbed  with  silk.  In  the  following  list, 
which  is  mainly  due  to  Faraday,  the  substances  are  arranged  in  such  an  order 
that  each  becomes  positively  electrified  when  rubbed  with  any  of  the  bodies 
following,  but  negatively  when  rubbed  with  any  of  those  which  precede  it : — 

1.  Catskin.  5.  Glass.  9.  Wood.  13.  Resin. 

2.  Flannel.  6.  Cotton.  10.  Metals.  14.  Sulphur. 

3.  Ivory.  7.  Silk.  11.  Caoutchouc.  15.  Guttapercha. 

4.  Rock  crystal.  8.  The  hand.  12.  Sealing-wax.  16.  Gun-cotton. 

The  nature  of  the  electricity  set  free  by  friction  depends  also  on  the 
degree  of  polish,  the  direction  of  the  friction,  and  the  temperature.  If  two 
glass  discs  of  different  degrees  of  polish  are  nibbed  against  each  other,  that 
which  is  most  polished  is  positively,  and  that  which  is  least  polished  is 
negatively,  electrified.  If  two  silk  ribbons  of  the  .same  kind  are  rubbed 
across  each  other,  that  which  is  transversely  tubbed  is  negatively  and  the 
other  positively  electrified.  If  two  bodies  of  the  same  substance,  of  the  same 
polish,  but  of  different  temperatures,  are  rubbed  together,  that  which  is  most 
heated  is  negatively  electrified.  Generally  speaking,  the  particles  which  are 
most  readily  displaced  are  negatively  electrified. 

Poggendorff  has  observed  that  many  substances  which  have  hitherto  been 
regarded  as  highly  negative,  such  as  gun-paper,  gun-cotton,  and  ebonite,  yield 
positive  electricity  when  rubbed  with  leather  coated  with  amalgam.  It 
must  be  added  that  the  results  of  experiments  on  the  kind  of  electricity  pro- 
duced by  rubbing  bodies  together  are  somewhat  uncertain,  as  slight  differences 
in  the  surfaces  of  the  bodies  rubbed  may  completely  alter  their  deportment 
A  valuable  source  of  negative  electricity  is  a  strip  of  pyroxyline  or  gun-paper 
drawn  through  the  fingers. 
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731.  Aevelopment    of   eleotrioity    by    pressure    and    oleavaffe. — 

Electrical  excitement  may  be  produced  by  other  causes  than  friction.  If  a 
disc  of  wood,  covered  with  silk,  on  which  some  amalgam  has  been  rubbed, 
and  a  metal  disc,  each  provided  with  an  insulating  handle,  be  placed  in  con- 
tact, and  then  suddenly  separated,  the  metal  disc  is  negatively  electrified. 
A  crystal  of  Iceland  spar  pressed  between  the  fingers  becomes  positively 
electrified,  and  retains  this  state  for  some  time.  The  same  property  is 
observed  in  several  other  minerals,  even  though  conductors,  provided  they 
be  insulated.  If  cork  and  caoutchouc  be  pressed  together,  the  first  becomes 
positively  and  the  latter  negatively  electrified.  A  disc  of  wood  pressed  on 
an  orange  and  separated  carries  away  a  good  charge  of  electricity  if  the 
contact  be  rapidly  interrupted.  But  if  the  disc  is  slowly  removed  the  quan- 
tity is  smaller,  for  the  two  fluids  recombine  at  the  moment  of  their  separation. 
For  this  reason  there  is  no  apparent  effect  when  the  two  bodies  pressed 
together  are  good  conductors. 

The  contact  of  heterogeneous  bodies  is  no  doubt  the  source  of  electricity. 
Pressure  and  friction  are  but  particular  cases  ;  in  the  former  case  the  contact 
is  closer,  and  in  the  latter  case  the  surfaces  are  being  continually  renewed  ;  the 
efifect  is  the  same  as  if  there  were  a  series  of  rapidly  succeeding  contacts. 

Cleavage  also  is  a  source  of  electricity.  If  a  plate  of  mica  be  rapidly 
split  in  the  dark,  a  slight  phosphorescent  light  is  perceived.  Becquerel 
fixed  glass  handles  to  each  side  of  a  plate  of  mica,  and  then  rapidly  separated 
them.  On  presenting  each  of  the  plates  thus  separated  to  an  electroscope, 
he  found  that  one  was  negatively  and  the  other  positively  electrified.  If  a 
stick  of  sealing-wax  be  broken,  the  ends  exhibit  different  electricities. 

All  badly  conducting  crystalline  substances  exhibit  electrical  indications 
by  cleavage.  The  separated  plates  are  always  in  opposite  electrical  condi- 
dons,  provided  they  are  not  good  conductors  :  for  if  they  were,  the  separa- 
tion would  not  be  sufficiently  rapid  to  prevent  the  recombination  of  the  two 
electricities.  To  the  phenomena  here  described  is  due  the  luminous  appear- 
ance seen  in  the  dark  when  sugar  is  broken.  If  sulphur  or  resin  be  melted 
in  glass  vessels  and  a  glass  rod  be  placed  in  the  melted  mass,  on  cooling 
the  solid  mass  can  be  lifted  out,  and  will  be  found  to  be  negatively  electrified. 

732.  Pyroeleotrlcttj. — Certain  minerals,  when  warmed,  acquire  electri- 
cal properties ;  a  phenomenon  to  which  the  name  pyroelectricity  is  given. 
It  is  best  studied  in  toumialiney  in  which  it  was  first  discovered  from  the 
fact  that  this  mineral  has  the  power  of  first  attracting  and  then  repelling 
hot  ashes  when  placed  among  them. 

To  observe  this  phenomenon,  a  crystal  of  tourmaline  (fig.  678)  is  sus- 
pended horizontally  by  a  silk  thread,  in  a  glass  cylinder  placed  on  a  heated 
metal  plate,  or  in  an  ordinary  hot-air  bath.  On  subsequently  investigating 
the  electric  condition  of  the  ends  by  approaching  to  them  successively  an 
electrified  glass  rod,  one  end  will  be  found  to  be  positively  electrified,  and 
the  other  end  negatively  electrified,  and  each  end  shows  this  polarity  as 
long  as  the  temperature  rises.  The  arrangement  of  the  electricity  is  thus 
like  that  of  the  magnetism  in  a  magnet  The  points  at  which  the  intensity 
of  free  electricity  is  greatest  are  called  the  poles^  and  the  line  connecting 
them  is  the  electric  axis.  When  a  tourmaline,  while  thus  electrified,  is  broken 
in  the  middle,  each  of  the  pieces  has  its  two  poles,  and  the  polarity  of  the 
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broken  ends  is  opposite,  resembliDg  thus  the  experiment  of  the  broken 
magnets  (685).  The  quantities  of  electricity  produced  when  tourmaline 
is  heated  are  equal  as  well  as  opposite,  for  if  a  beaud 
crystal  be  suspended  by  an  insulating  support  inside  an  into- 
laied  metal  cylinder,  the  outside  of  which  is  connected  with  an 
electroscope  (745),  no  divergence  in  its  leaves  is  produced. 

These  polar  properties  depend  on  the  change  of  tempera- 
ture.    When  a  tourmaline,  which  has  become  electrical  by  being 
warmed,  is  allowed  to  cool  slowly,  it  first  loses  electricity,  and 
then  its  polarity  becomes  reversed  ;  that  is,  the  end  which  was 
positive  now  becomes  negative,  and  that  which  was  negaiive 
becomes  positive,  and  the  position  of  the  poles  now  remains 
unchanged  so  long  as  the  temperature  sinks.    Tourmaline  only 
becomes  pyroclectric  within  certain  limits  of  temperature ;  these 
vary  somewhat  with  the  length,  but  are  usually  between  10°  and 
1^0°  C     Below  and  above  these  temperatures  it  behaves  like 
Fig.  676.         gjjy  Other  body,  and  shows  no  polarity. 
Tourmaline  belongs  to  the  hexagonal  system,  and  usually  crystallises  in 
hemihedral  forms ;  those,  that  is  to  say,  which  are  differently  modilied  at  the 
ends  of  their  cry  stall  ographical  principal  axis.    The  name  analogotu  pole  is 
given  to  that  end  A  of  the  crystal  which  shows  positive  electricity  when  the 
temperature  is  rising,  and  negative  electricity  when  it  is  sinking  ;  antilagotis 
pole  to  the  end  B  which  becomes  negative  by  being  heated,  and  positive  by 
being  cooled. 

Besides  tourmaline  the  following  minerals  are  found  to  be  pyroelectric, 
though  not  so  markedly— boracite,  topaz,  prehnite,  silicate  of  line,  scolnite, 
axenite.  And  the  following  organic  bodies  are  pyroelectric — cane-sugar, 
Pasteur's  salt  (racemate  of  sodium  and  ammonium),  tartrate  of  potassitmn,  &C. 
Lord  Kelvin  supposes  that  every  portion  of  tourmaline  and  other  hemi- 
hedral crystals  possesses  a  definite  electrical  polarity,  the  intensity  of  which 
depends  on  the  temperature.  When  the  surface  is  passed  through  a  flame 
every  part  becomes  electrified  to  such  an  extent  as  to  exactly  neutralise,  for 
all  external  points,  the  effect  of  the  interna!  polarity.  The  crystal  thus  has 
no  external  action,  nor  any  tendency  to  change  its  mode  of  electrification. 
But  if  it  be  heated  or  cooled  the  internal  polarisation  of  each  particle  of  the 
crystal  is  altered,  and  can  no  longer  be  balanced  by  the  superficial  electrifi- 
cation, so  that  there  is  a  resultant  external  action. 

A  very  convenient,  and  at  the  same  lime  seositive,  means  of  investigating 
the  action  of  heat  on  crystals  is  to  sift  on  these,  after  having  been  wanned,  a 
mixture  of  flour  of  sulphur  and  red  lead  through  a  small  cotton  sieve.  By 
the  friction  in  sifting  the  sulphur  acquires  negative  and  the  red  lead  positive 
electricity,  and  the  powders  thus  charged  attach  themselves  to  those  parts  of 
the  crystal  which  have  the  opposite  electricity,  and  thus  by  their  difierent 
colours  give  at  once  an  image  of  its  distribution. 

Crystals  of  fluor-spar  are  not  only  electrified  by  heat,  but  also  when 
they  are  exposed  to  radiation  from  the  sun  and  from  the  electric  light.  This 
phenomenon  is  known  as  photo-electricity. 
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CHAPTER  II 

J 

QUANTITATIVE  LAWS  OF  ELECTRICAL  ACTION 

733.  aiectrtoal  quantity. — In  the  experiment  with  the  flannel  cap, 
described  above  (730),  each  time  the  experiment  is  made,  the  quantity  of 
positive  electricity  produced,  which  remains  on  the  flannel,  is  equal  to  that 
of  the  negative  electricity,  which  remains  on  the  sealing-wax.  The  flannel, 
with  its  charge  of  positive  electricity,  may  be  detached,  and  if  we  work 
under  precisely  uniform  conditions,  equal  quantities  of  electricity  can  thus 
be  separated. 

If  we  fill  a  cask  with  water  by  means  of  a  measure,  the  quantity  added 
would  be  directly  proportional  to  the  number  of  such  measures.  Now, 
although  in  the  above  experiment  the  quantities  of  electricity  produced  each 
time  are  equal,  yet  when  the  flannel  cap  is  applied  each  time  to  an  insulated 
conductor  it  does  not  necessarily  follow  that  the  quantity  of  electricity  imparted 
is  directly  proportional  to  the  number  of 
such  applications. 

On  the  C.G.S.  system  the  unit  quantity 
of  electricity  is  that  amount  which,  acting, 
at  a  distance  of  one  centimetre  across  air, 
on  a  quantity  of  electricity  of  the  same 
kind  equal  to  itself,  would  repel  it  with  a 
force  equal  to  one  dyne  (709),  and  is  called 
a  Coulomb, 

734.  Xaws  of  eleotrioal  attraotlon 
ana  repnlBion. — The  laws  which  regu- 
late the  attraction  and  repulsion  of  elec- 
trified bodies  may  be  thus  stated  : — 

I.  The  repulsions  or  attractions  be- 
tween two  electrified  bodies  are  in  the 
inverse  ratio  of  the  squares  of  their  dis- 
tance. 

II.  The  distance  remaining  the  same^ 
the  force  of  attraction  or  repulsion  between 
two  electrified  bodies  is  directly  as  the  pro- 
duct of  the  quantities  of  electricity  with 
which  they  are  charged. 

These  laws  were  established  by  Cou- 
lomb, by  means  of  the  torsion  balance,  used  in  determining  the  laws  of 
magnetic  attractions  and  repulsions  (704),  modified  in  accordance  with  the 
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requirements  of  the  case.  The  wire,  on  the  torsion  of  which  the  method 
depends,  is  so  fine  that  a  foot  weighs  only  ^  of  a  grain.  At  its  lower  ex- 
tremity there  is  a  fine  shellac  rod,  np  (fig.  679),  at  one  end  of  which  is  a 
small  disc  of  copper-foil,  n.  Instead  of  the  vertical  magnetic  needle,  there 
is  a  glass  rod,  /,  terminated  by  a  gilt  pith  ball,  m^  which  passes  through  the 
aperture  r.  The  scale  oc  is  fixed  round  the  sides  of  the  vessel,  and  during 
the  experiment  the  ball,  m^  is  opposite  the  zero  point  o.  The  micrometer 
consists  of  a  small  graduated  disc,  ^,  movable  independently  of  the  tube  d^ 
and  of  a  fixed  index,  a^  which  shows  by  how  many  degrees  the  disc  is  turned. 
In  the  centre  of  the  disc  there  is  a  small  button,  /,  to  which  is  fixed  the  wire 
which  supports  np, 

i.  The  micrometer  is  turned  until  the  zero  point  is  opposite  the  index, 
and  the  tube  d  is  turned  until  the  knob  n  is  opposite  zero  of  the  graduated 
circle ;  the  knob  m  is  in  the  same  position,  and  thus  presses  against  fL    The 
knob  m  is  then  removed  and  electrified,  and  replaced  in  the  apparatus, 
through  the  aperture  r.     As  soon  as  the  electrified  knob  tn  touches  «,  the 
latter  becomes  electrified,  and  is  repelled,  and  after  a  few^  oscillations  re- 
mains constant  at  a  distance  at  which  the  force  of  repulsion  is  equal  to  the 
force  of  torsion.     In  a  special  experiment  Coulomb  found  the  angle  of  tor- 
sion between  the  two  to  be  36° ;  and  as  the  force  of  torsion  is  proportional 
to  the  angle  of  torsion,  this  angle  represents  the  repulsive  force  between  m 
and  n.     In  order  to  reduce  the  angle  to  18^  it  was  necessary  to  turn  the  disc 
through  126°.    The  wire  was  twisted  126®  in  the  direction  of  the  arrow  at 
its  upper  extremity,  and  18**  in  the  opposite  direction  at  its  lower  extremity, 
and  hence  there  was  a  total  torsion  of  144**.     On  turning  the  micrometer  in 
the  same  direction,  until  the  angle  of  deviation  was  8J°,  567**  of  torsion  was 
necessary.      Hence  the  whole  torsion  was  57 Si**.     Without  sensible  enor 
these  angles  of  deviation  may  be  taken  at  36^,  18°,  and  9^ ;  and  on  comparing 
them  with  the  corresponding  angles  of  torsion,  36'',  144**,  and  576°,  we  see 
that  while  the  first  are  as 

I  :  i  :  i, 

the  latter  are  as 

I  :  4  :  16; 

that  is,  that  for  a  distance  \  as  great  the  angle  of  torsion  is  4  times  as  great, 
and  that  for  a  distance  \  as  great  the  repulsive  force  is  16  times  as  great 

In  experimenting  with  this  apparatus  the  air  must  be  thoroughly  dry,  in 
order  to  diminish,  as  far  as  possible,  loss  of  electricity.  This  is  efTected  by 
placing  in  it  a  small  dish  containing  chloride  of  calcium. 

The  experiments  by  which  the  law  of  attraction  is  proved  are  made  ifl 
much  the  same  manner,  but  the  two  balls  are  charged  with  opposite  electri- 
cities. A  certain  quantity  of  electricity  is  imparted  to  the  movable  ball,  by 
means  of  an  insulated  pin,  and  the  micrometer  moved  until  there  is  a  certain 
angle  below.  A  charge  of  electricity  of  the  opposite  kind  is  then  imparted 
to  the  fixed  ball  The  two  balls  tend  to  move  towards  each  other,  but  are 
prevented  by  the  torsion  of  the  wire,  and  the  movable  ball  remains  at  a 
distance  at  which  there  is  equilibrium  between  the  force  of  attraction,  which 
draws  the  balls  together,  and  that  of  torsion,  which  tends  to  separate  them. 
The  micrometer  screw  is  then  turned  to  a  greater  extent,  by  which  more 
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tonion  and  a  greater  angle  between  the  two  balls  arc  produced.  And  it  is 
from  the  relation  which  exists  between  the  angle  of  deflection  on  the  one 
hand  and  the  angle  which  expresses  the  force  of  torsion  on  the  other,  that 
the  law  of  attraction  has  been  deduced. 

ii.  To  prove  the  second  law  let  a  charge  be  imparted  to  <«  ;  n  being  in 
contact  with  it  becomes  charged,  and  is  repelled  to  a  certain  distance.  The 
angle  of  deflection  being  noted,  let  the  ball  m  be  touched  by  an  insulated 
but  unelectrifled  ball  of  exactly  the  same  siie  and  kind.  If  in  this  way  half 
the  charge  on  one  of  the  balls  is  removed,  it  will  be  found  that  the  amount 
of  torsion  necessary  to  maintain  the  balls  at  their  original  angular  distance 
is  half  what  it  was  before. 

The  two  laws  are  included  in  the  formula  F-^^,  where  F  is  the  force, 
e  and  e"  the  quantities  of  electricity  on  any  two  surfaces,  and  d  the  distance 
between  them.  If  e  and  e'  are  of  opposite  electricities  the  action  is  one  of 
attraction,  while  if  they  are  the  same  it  is  a  repulsive  action. 

Coulomb  also  established  the  law  by  the  method  of  oscillations  which  is 
particularly  applicable  to  the  case  of  attraction,  as  there  are  difiiculties  in 
experimenting  with  the  torsion  balance.    An  apparatus  for  this  purpose 
consists    of   an 
instilated  metal 
sphere  (fig.  680), 
and    at    a  little 

thin  rod  of 
shellac  hung  by 
a  silk  thread  and 
with  a  disc  of 
metal  foil  at  one 
end,  the  whole 
being  enclosed 
in  a  glass 
CYlinder,   which 


is  charged  with 

the    opposite  ^ 

electricity  to  that 

of  the  sphere,  and  is  removed  from  its  position  of  equilibrium,  it  will  make  a 

series  of  oscillations  before  coming  to  rest.     It  can  be  proved  that  the  charge 

on  the  sphere  acts  as  if  it  were  concentrated  at  the  centre,  and  if  the  needle 

is  short,  the  distance  at  which  the  force  acts  will  be  that  from  the  centre  of 

the  sphere  to  the  thread  of  suspension.    As  in  the  case  of  magnetic  oscillations 

we  may  use  a  formula  for  the  time  of  a  single  oscillation  analogous  to  that  of  the 

pendulum  (55)  ;  that  is  /-ir  W'Jl'^,  in  which  M  is  the  moment  of  inertia 
of  the  needle,  L  its  length,  and  F  the  force  of  attraction.  Now,  all  other 
things  being  the  same,  it  is  found  that  when  the  sphere  is  placed  at  varying 
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distances,  d  and  d,,  the  times  of  oscillations,  /  and  /^,  vary,  amd  therefore 
the  force  varies,  and  the  relation  is  established  that  F  :  F,^£p,  :  d^. 

735.  BUtributloii  of  eleotrloity, — When  an  insulated  sphere  of  conduct- 
ing material  is  charged  with  electricity,  the  electricity  passes  to  the  sur^ce 
of  the  sphere,  and  forms  there  an  extremely  thin  layer.  If,  in  Coulomb's 
balance,  the  fixed  ball  be  replaced  by  another  electrified  sphere,  a  certain 
repulsion  will  be  observed.  When  this  sphere  is  touched  with  an  insulated 
sphere  identical  with  the  first,  but  in  the  neutral  state,  the  first  ball  will  be 
found  to  have  lost  half  its  electricity,  and  only  half  the  repulsion  will  be 
observed.  By  repeating  this  experiment  with  spheres  of  various  substances 
solid  and  hollow,  but  all  having  the  same  superficies,  the  result  will  be  the 
same,  excepting  that,  with  imperfectly  conducting  materials,  the  time  required 
for  the  distribution  will  be  greater.  From  this  it  is  concluded  that  the  dis- 
tribution of  electricity  depends  on  the  extent  of  the  surface,  and  not  on  the 
mass,  and,  therefore,  that  electricity  does  not  penetrate  into  the  interior,  bat 
is  confined  to  the  surface.  This  conclusion  is  further  established  by  the 
following  experiments : — 

i.  A  thin  hollow  copper  sphere  provided  with  an  aperture  of  about  an  inch 
in  diameter  (fig.  681),  and  placed  on  an  insulating  support,  is  charged  in  the 

interior  with  electricity.  When  the  carrier 
ox  proof  plane  (a  small  disc  of  copper-foil 
at  the  end  of  a  slender  glass  or  shellac 
rod)  is  applied  to  the  interior,  and  is  then 
brought  near  an  electroscope,  no  electrical 
indications  are  produced.  But  if  the  proof 
plane  is  applied  to  the  electroscope  after 
having  been  in  contact  with  the  exterior, 
a  considerable  divergence  ensues. 

The  action  of  the  proof  plane  as  a 
measure  of  the  quantity  of  electricity  is 
as  follows  : — ^When  it  touches  any  surface 
the  proof  plane  becomes  confounded  with 
the  element  touched;  it  takes  in  some 
sense  its  place  relatively  to  the  electricity, 
or  rather,  it  becomes  itself  the  element 
on  which  the  electricity  is  diffused.  Thus 
when  the  proof  plane  is  removed  from 
contact  we  have  in  effect  cut  away  from 
the  surface  an  element  of  the  same 
thickness  and  the  same  extent  as  its  own,  and  have  transferred  it  to  the 
balance  without  its  losing  any  of  the  electricity  which  covered  it. 

ii.  A  hollow  globe,  fixed  on  an  insulating  support,  is  provided  with  two 
hemispherical  envelopes  which  fit  closely  and  can  be  separated  by  glass 
handles.  The  interior  is  now  electrified  and  the  two  hemispheres  brought 
in  contact  On  then  rapidly  removing  them  (fig.  682),  the  coverings  will 
be  found  to  be  electrified,  while  the  sphere  is  in  its  natural  condition. 

This  may  also  be  illustrated  by  the  experiment  represented  in  fig.  682,  in 
which  A  is  a  hollow  brass  hemisphere  resting  on  a  support  of  ebonite,  and  is 
electrified  by  striking  it  with 'silk  ;  a  similar  hemisphere  B  provided  with  a 
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A  meta]  spring  on  the  inside  of  B  is  brought 
[  the  ebonite  button  E,  ajid  on  afterwards 
all  the  electricity  is  found  on  ihe  outer  one  B. 


ricity  on  the  sutface  may  also  be  shown  by 
us  : — It  consists  of  a  'metal  cylinder  on  in- 
Ked  a  long  strip 


itted  to  it  (tig.  685). 
,  the  bag  can  be  drawn  inside  out.  After 
p-  means  of  a  proof  plane  that  the  electricity 
positions  are  reversed  by  drawing  the  bag 
las  now  become  the  exterior,  the  electricity 

ther  illustrated  by  an  experiment  due  to  Prof. 
Illy  of  metal  wire,  is  suspended  by  insulators, 
ectroscope  or  pieces  of  Dutch  metal,  feathers. 
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pith  balls,  ic.  When  the  cage  is  connected  with  an  electrical  machine,  the 
articles  in  the  interior  are  quite  unaffected,  although  strong  sparks  may  be 
taken  from  the  outside.  Bands  of  paper  may  be  fixed  to  the  inside ;  while 
those  fixed  to  the  outside  divei^e  widely,  A  bird  in  the  inside  is  quite  un- 
affected by  the  charge  or  discharge  of  the  electricity  of  the  cage. 

The  property  of  electricity,  of  accumulating  on  the  outside  of  bodies, 
is  ascribed  to  the  repulsion  which  the  particles  exert  on  each  other.  Elec- 
tricity tends  constantly  to  pass  to  the  surface  of  bodies,  whence  it  continually 
tends  to  escape,  but  is 
prevented  by  the  re- 
sistance of  the  feeMy 
conducting    atmo- 

To  the  statement 
that  electricity  resides 
on  the  surface  of  bodies, 


Fig.  684.  Fig.  68s. 

two  exceptions  may  be  noted.  When  two  opposite  electricities  are  discharged 
through  a  wire—a  phenomenon  which,  when  continuous,  forms  an  electrical 
current— the  discharge  is  effected  throughout  the  whole  mass  of  the  con- 
ductor. Also  a  body  placed  inside  another  may,  if  insulated  from  it,  recNve 
charges  of  electricity.  On  this  depends  the  possibility  of  electrical  experi- 
ments in  ordinary  rooms. 

736.  Bisotrio  dBDBlty. — On  a  metal  sphere  the  distribution  of  the 
electricity  is  everywhere  the  same,  simply  bam  its  symmetry.  This  can  be 
demonstrated  by  means  of  the  proof  plane  and  the  torsion  balance.  Ametal 
sphere  placed  on  an  insulating  support  is  electrified,  and  touched  at  dififerent 
parts  of  its  surface  with  the  proof  plane,  which  each  time  is  applied  to  the 
movable  needle  of  the  torsion  balance.  As  in  all  cases  the  torsion  observed 
is  sensibly  the  same,  it  is  concluded  that  the  proof  plane  each  time  receives 
the  same  quantity  of  electricity.  In  the  case  of  an  elongated  ellipsmd  (fig. 
686)  it  is  found  that  the  distribution  of  electricity  is  different  at  different 
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points  of  the  surface.  The  electricity  accumulates  at  the  most  acute  points. 
This  is  demonstrated  by  successively  touching  the  ellipsoid  at  different  parts 
with  the  proof  plane,  and  then  bringing  this  into  the  torsion  balance.  By 
this  means  Coulomb  found  that  the  greatest  deflection  was  produced  when 
the  proof  plane  had  been  in  contact  with  the  point  a,  and  the  least  by  con- 
tact with  the  middle  space  e. 

The  electric  density  or  electric  thickness  is  the  term  used  to  express 
the  quantity  of  electricity  found  at  any  moment  on  a  given  surface.  If 
S  represents  the 
surface  and  Q  the 
quantity  of  elec- 
tricity on  that  sur- 
face, then,  assuming 
that  the  electricity 
is  equally  distri- 
buted, its  electrical 
density    is     equal 

»?■ 

Coulomb  found 
by  quantitative  ex- 
periments,  that  in    . 
an     ellipsoid     the    "' 
density  of  the  elec-  Fig.  686. 

tricity,  at  the  equa- 
tor of  the  ellipsoid,  is  to  that  at  the  ends  in  the  same  ratio  as  the  length  of 
the  minor  to  the  major  axis.  On  an  insulated  cylinder,  terminated  by  two 
hemispheres,  the  density  of  the  electrical  layer  at  the  ends  is  greater  than 
in  the  middle.  In  one  case,  the  ratio  of  the  two  densities  was  found  to  be 
as  2-3:1.     On  a  circular  disc  the  density  is  greatest  at  the  edges. 

737.  Voroe  outside  an  electrified  body. — The  force  F  which  a  sphere, 
charged  with  a  quantity  of  electricity  Q,  exerts  on  a  point  at  a  distance  d 

from  its  centre,  is  ^  :  this  is  equal  to  ^  if  S  is  the  area  of  the  sphere,  and 

dr  a*         • 

p  the  density  of  electricity  on  the  unit  of  surface. 
Now  the  area  of  the  sphere  is  47r^R  ;  and  if  the  dis- 
tance d  is  equal  to  the  radius  R,  then  the  force  at  the 

surface  S  =  4^' =  4Tp. 

This  holds  also  if  the  point  considered  is  at  a  very 
small  distance  just  outside  the  sphere.  Let  a  small 
segment  ad  be  cut  in  a  sphere  (fig.  687).  Then  its 
action  on  a  point  ^  just  inside  the  sphere  will  be  exactly  pjg  53^ 

neutralised  by  the  action  of  the  rest  of  the  sphere  acd 
on  this  point,  since  there  is  no  electrical  force  inside  a  sphere  (735) ;  that 
is,  the  action  of  the  two  portions  is  equal,  but  in  opposite  directions.  Now 
for  a  point  p\  just  outside  the  sphere,  the  actions  will  also  be  equal,  but  in 
the  same  directions.  But  the  total  action  of  the  whole  sphere  is  4trp  :  hence 
the  action  of  each  portion  is  half  of  this  ;  that  is,  2irp. 
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It  may  be  shown  in  like  manner  that  the  whole  force  of  any  closed  con- 
ductor is  4n-p  per  unit  area. 

On  an  insulated  conductor,  where  the  electricity  is  in  equilibrium,  a 
particle  of  electricity  will  have  no  tendency  to  move  along  the  surface,  for 
otherwise  there  would  be  no  equilibrium.  But  the  electricity  does  exert  a 
pressure  on  the  external  non-conducting  medium,  which  is  always  directed 
outwards,  and  is  called  the  electrostatic  tension  or  pressure.  The  amount 
of  this  pressure  is  2ir/o'  for  unit  area,  p  being  the  electrical  density  at  the 
point  considered.  It  is  therefore  proportional  to  the  square  of  the  density. 
The  effect  of  this  on  a  soap-bubble,  for  instance,  if  electrified  with  either 
kind  of  electricity,  is  to  enlarge  it  In  any  case  the  electrification  constitutes 
a  deduction  from  the  amount  of  atmospheric  pressure  which  the  body  ex- 
periences when  unelectrified. 

The  term  electric  density  and  electrical  tension  are  often  confounded. 
The  latter  ought  rather  to  be  restricted,  as  Maxwell  proposed,  to  express  the 
state  of  strain  or  pressure  exerted  upon  a  dielectric  in  the  neighbourhood  of 
an  electrified  body  ;  a  strain  which,  if  continually  increased,  tends  to  disrup- 
tive discharge.  Electric  tension  may  thus  be  compared  to  the  strain  on  a 
rope  which  supports  a  weight ;  and  the  dielectric  medium  which  can  support 
a  certain  tension  and  no  more  is  said  to  have  a  certain  electrical  strength  in 
the  same  sense  as  a  rope  which  bears  a  certain  weight  without  breaking  is 
said  to  have  a  certain  strength. 

738.  Votentlal. — In  the  experiment  (736),  instead  of  applying  the  test 
sphere  directly  to  the  large  sphere,  let  the  two  be  placed  at  a  considerable 
distance  from  each  other,  and  let  them  be  connected  by  a  long  thin  wire 
and  then,  detaching  the  small  sphere,  let  the  quantity  upon  it  be  measured 
by  the  torsion  balance  :  the  angle  of  deflection  will  show  that  this  quantity 
is  the  same  whatever  part  of  the  large  sphere  be  touched,  as  must  indeed  be 
the  case,  owing  to  symmetry  ;  but  the  amount  of  this  charge  will  be  mate- 
rially different  from  the  amount  when  the  small  sphere  is  placed  in  direct 
contact  with  the  larger  one.  Hence  the  quantity  of  electricity  removed 
differs  according  to  the  mode  in  which  connection  is  made. 

If  now  this  experiment  be  repeated  with  the  ellipsoid,  it  will  be  found 
that  whatever  point  of  this  is  put  in  distant  connection  with  the  proof  sphere 
by  the  long  wire,  the  charge  which  the  small  sphere  acquires  is  always  the 
same  ;  although,  as  we  have  seen,  the  proof  sphere  would  remove  very  dif- 
ferent quantities  of  electricity  according  to  the  part  where  it  touches. 

Here,  then,  we  are  dealing  with  experimental  facts  which  our  previous 
notions  are  insufficient  to  explain.  It  is  manifest  that  the  difference  in  the 
results  depends  neither  on  the  total  charge  nor  on  the  density.  We  require 
the  introduction  of  a  new  conception,  which  is  that  of  electriccd  potential. 
Introduced  originally  into  electrical  science  by  Green,  out  of  considerations 
arising  from  the  mathematical  treatment  of  the  subject,  the  use  of  the  term 
potential  is  justified  and  recommended  by  the  clearness  with  which  it  brings 
out  the  relations  of  electricity  to  work. 

We  have  already  seen,  that  in  order  to  lift  a  certain  mass  against  the 
attraction  of  gravitation  (59-62)  there  must  be  a  definite  expenditure  of  work, 
and  the  equivalent  of  this  work  is  met  with  in  the  energy  which  the  lifted 
mass  retains,  or  what  is  called  the  potential  energy  of  position. 
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Let  us  now  suppose  that  we  have  a  large  insulated  metal  sphere  charged 
with  positive  electricity,  and  that,  at  a  distance  which  is  very  great  in  com- 
parison with  the  size  of  the  sphere,  there  is  a  small  insulated  sphere  charged 
with  the  same  kind  of  electricity.  If  now  we  move  the  small  sphere  to  any 
given  point  nearer  the  larger  one,  we  must  do  a  certain  amount  of  work  upon 
it  to  overcome  the  repulsion  of  the  two  electricities. 

The  work  required  to  be  done  against  electrical  forces,  in  order  to  move 
the  unit  of  positive  electricity  from  an  infinite  distance  to  a  given  point  in 
the  neighbourhood  of  an  electrified  conductor,  is  called  ih^  potential  ?X  this 
point.  If,  in  the  above  case,  the  larger  sphere  were  charged  with  negative 
electricity,  then  instead  of  its  being  needful  to  do  work  in  order  to  bring  a 
unit  of  positive  electricity  towards  it,  work  would  be  done  by  electrical 
attraction,  and  the  potential  of  the  point  near  the  charged  sphere  would  thus 
be  negative.  The  potential  at  any  point  may  also  be  said  to  be  the  work 
done  against  electrical  force,  in  moving  unit  charge  of  negative  electricity 
from  that  point  to  an  infinite  distance. 

The  amount  of  work  required  to  move  the  unit  of  positive  electricity 
against  electrical  force,  from  any  one  position  to  any  other,  is  equal  to  the 
excess  of  the  electrical  potential  of  the  second  position  over  the  electrical 
potential  of  the  first.  This  is,  in  effect,  the  same  as  has  been  said  above, 
for  at  an  infinite  distance  the  potential  is  zero. 

We  cannot  speak  of  potential  in  the  abstract,  any  more  than  we  can 
speak  of  any  particular  height,  without  at  least  some  tacit  reference  to  a 
standard  of  level.  Thus,  if  we  say  that  such  and  such  a  place  is  300  feet 
high,  we  usually  imply  that  this  height  is  measured  in  reference  to  the  level 
of  the  sea.  So,  too,  we  refer  the  longitude  of  a  place  to  some  definite 
meridian,  such  as  that  of  Greenwich,  either  expressly  or  by  implication. 

In  like  manner  we  cannot  speak  of  the  potential  of  a  mass  of  electricity 
without,  at  least,  an  implied  reference  to  a  standard  of  potential.  This 
standard  is  usually  the  earth,  which  is  ta^en  as  being  at  zero  potential.  If  we 
speak  of  the  potential  at  a  given  point,  the  difference  between  the  potential 
at  this  point  and  the  earth  is  referred  to. 

If,  in  the  imaginary  experiment  described  above,  we  move  the  small 
sphere  round  the  large  electrified  one  always  at  the  same  distance,  no  work 
is  done  by  or  against  it  for  the  purpose  of  overcoming  or  of  yielding  to 
electrical  attraction  or  repulsion,  just  as  if  we  move  a  body  at  a  certain 
constant  level  above  the  earth's  surface,  no  work  is  done  upon  it  as  respects 
gravitation.  An  imaginary  surface  drawn  in  the  neighbourhood  of  an  elec- 
trified body,  such  that  a  given  charge  of  electricity  can  be  moved  from  any 
one  point  of  it  to  any  other  without  any  work  being  done  either  by  or  against 
electrical  force,  is  said  to  be  an  equipotential  surface.  Such  a  surface  may 
be  described  as  having  everywhere  the  same  electrical  level ;  and  the  notion 
of  bodies  at  different  electrical  levels,  in  reference  to  a  particular  standard, 
is  analogous  to  that  of  bodies  at  different  potentials.  In  the  case  of  an 
insulated  electrified  sphere  the  successive  equipotential  surfaces  would  be 
successive  shells  of  gradually  increasing  radii,  like  the  coats  of  an  onion. 
The  space  about  an  electrified  body  or  electrified  system  is  called  the  elec- 
trical field.  The  fall  of  potential  from  one  equipotential  surface  to  another 
is  most  rapid  in  the  direction  of  the  perpendiculars  to  the  two  surfaces. 

3A 
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These  perpendiculars  represent  the  lines  of  electrical  force,  the  Mines  of 
force '  of  Faraday,  or  the  *  lines  of  induction '  of  Maxwell.  On  the  surface 
of  an  insulated  electrified  sphere  at  a  distance  from  other  conductors,  these 
lines  of  force  are  perpendicular  to  the  surface  of  the  sphere. 

The  lines  of  electrical  force  may  be  made  visible  in  the  dark  by  placing 
two  small  balls  at  a  distance  from  each  other  in  conducting  communication 
with  an  electrical  machine  at  work,  and  then  sifting  lycopodium  powder 
through  a  fine  sieve  while  the  space  is  at  the  same  time  illuminated  by  the 
lime  or  the  electric  light 

As  water  only  flows  from  places  at  a  higher  level  to  places  at  a  lower 
level,  so  also  electricity  only  passes  from  places  at  a  higher  to  places  at  a 
lower  potential.  If  an  electrified  body  is  placed  in  conducting  communica- 
tion with  the  earth,  electricity  will  flow  from  the  body  to  the  earth,  if  the 
body  is  at  a  higher  potential  than  the  earth  ;  and  from  the  earth  to  the 
body,  if  the  body  is  at  a  lower  potential,  and  its  flow  will  be  proportional  to 
the  difference  of  potential.  If  the  potential  of  a  body  is  higher  than  that 
of  the  earth,  it  is  said  to  have  a  positive  potential ;  and  if  at  a  lower  poten- 
tial, a  negative  potential.  A  body  charged  with  free  negative  electricity  is 
one  at  a  lower  potential  than  the  earth  ;  one  charged  y/'iih  free  positive  elec- 
tricity is  at  a  higher  potential. 

739.  meetrlcal  oapaoitj. — The  capacity  of  any  conductor  may  be 
measured  by  the  quantity  of  electricity  which  it  can  acquire  when  placed 
in  contact  with  a  body  which  charges  it  to  unit  electrical  potential. 

We  may  illustrate  the  relation  between  capacity  and  potential  by  refer- 
ence to  the  analogous  phenomenon  of  heat  In  the  interchange  of  heat 
between  bodies  of  different  temperatures  the  final  result  is  that  heat  only 
passes  from  bodies  of  higher  to  bodies  of  lower  temperature.  So  also  elec- 
tricity only  passes  from  bodies  of  higher  to  bodies  of  lower  potential 
Potential  is  as  regards  electricity  what  temperature  is  as  regards  heat,  and 
might  indeed  be  called  electrical  ^temperature.  We  may  have  a  small 
quantity  of  heat  at  a  very  high  temperature.  Thus  a  short  thin  wire  heated 
to  incandescence  has  a  far  higher  heat  potential,  or  temperature,  than  a 
bucket  of  warm  water.  But  the  latter  will  have  a  far  larger  quantity.  A 
flash  of  lightning  represents  electricity  at  a  very  high  potential,  but  the 
quantity  is  small. 

The  relation  between  electrical  potential  and  density  may  be  further 
illustrated  by  reference  to  the  head  of  water  in  a  reservoir.  The  pressure 
is  proportional  to  the  depth  ;  the  potential  is  everywhere  the  same.  For 
suppose  we  want  to  introduce  an  additional  pound  of  water  into  the  resci- 
voir,  the  same  amount  of  work  is  required  whether  the  water  be  forced  in 
at  the  bottom  or  be  poured  in  at  the  top. 

If  a  hole  be  made  very  near  the  top  of  the  reservoir,  a  quantity  of  water 
in  falling  to  the  ground  would  generate  an  amount  of  heat  proportional  10 
the  fall.  If  the  same  quantity  escaped  through  a  hole  near  the  bottom,  it 
would  not  produce  so  much  heat  by  direct  fall ;  but  it  will  possess  a  certain 
velocity,  the  destruction  of  which  will  produce  a  quantity  of  heat  which, 
added  to  that  produced  by  the  fall,  will  give  exactly  as  much  as  the  other. 

When  the  charge  or  quantity  of  electricity  imparted  to  a  body  increases, 
the  potential  increases  in  the  same  ratio  ;  so  that,  calling  Q  the  quantity  of 
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and  V  the  potential,  we  have  Q  =  CV  ;  that  is  t 
ity  of  electricity,  that  any  body  possesses,  is  th 
to  the  capacity, 
ie  radius  is  R  ihe  potential  V.-^,   from  whid 

capacity  of  a  sphere  is  equal  to  its  radius. 
analogy  between  heat  and  electricity,  as  regard 
ant  differences  ;  thus  the  capacity  of  a  body  fa 
temperature  (457),  being  greater  at  higher  teir 
ily  of  a  body  for  electricity  does  not  depend  o 
calorific  capacity  depends  solely  on  the  mass  c 
the  same  material  and  shape  is  proportional  t 
imensions  ;  the  capacity  for  electricity  is  directl 
isions,  and  not  to  the  weight  or  volume.  Calorifi 
a  specific  coefficient,  which  varies  with  the  mate 

its  shape  ;  while  electrical  capacity  varies  will 
lOi  with  its  material,  provided  the  electricity  ea: 
orific  capacity  is  unaffected  by  the  proximity  t 
ctrical  capacity  depends  on  the  position  and  shap 
ors. 

bodies  at  a  considerable  distance  from  each  othe: 
nlials  are  respectively  c,  c\  c",  &c.,  and  v,  v',  v' 
connected  by  fine  wires  of  no  capacity,  they  a 
potential  V,  which  is  deiermined  by  the  equatio 

^__€v^c'v-*c"v-' 
c-^c"  *c" 
the  equalisation  of  temperature  which  takes  plac 
t    temperatures   are   mixed    together   is   directl 
be  further   illustrated   by  supposing   a   series   ( 
;rs,   and  connected  by  very  narrow  tubes,  but  i 

off  communication.  If,  while  in  this  state,  watt 
to  different  heights,  it  will  be  manifest  that  the 
intities  of  water.  If,  however,  the  stopcocks  ai 
contain  quantities  of  water  proportional  to  thei 
potential  in  all  will  be  the  same. 
i»pMilt7  MiA  potenttal.— We  may  use  Coulomb' 
f  measuring  the  capacity  C,  or  the  potential  V,  c 
■icity.  For  this  purpose  the  body  in  question  i 
J  fine  wire  of  no  capacity,  in  distant  contact  wit 
sphere  of  known  radius  r.  This  small  sphere  i 
balance,  and  its  charge  q  =  rv\^  measured.  No' 
on  the  sphere  is  Q  =  CV,  after  contact  with  th 
iutral,  the  system  will  have  a  new  potential  c 
t  CV  =  (C  +  r)  V.  Restoring  now  the  small  sphet 
repeating  the  experiment  and  the  measuremen 
id  value  rv',  from  which  we  have  the  equalio 
ig  and  reducing,  we  get  the  ratio  V-^,  whicl 
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seeing  that  rv  and  rv'  are  numerical  values,  leads  directly  to  the  desired 
result.  In  like  manner  it  is  easy  to  determine  the  capacity  by  obvious  trans- 
formations of  these  equations. 

It  will  thus  be  seen  that  this  process  of  determining  potential  is  analo- 
gous to  that  of  determining  temperature  by  means  of  a  thermometer ;  and 
the  proof  sphere  plays  the  part,  as  it  were,  of  an  electrical  thermometer.  It 
may  be  observed  that  in  the  case  of  heat  we  pass  from  the  conception  of 
temperature  to  that  of  quantity  of  heat,  while  with  electricity,  starting  with 
the  fact  of  quantity,  or  charge  of  electricity,  we  arrive  at  the  conception  of 
potential  of  electricity. 

741.  Votentlal  of  a  spbere. — If  ^,  q\  and  q*'  are  any  masses  of  electri- 
city on  the  surface  of  an  insulated  conducting  sphere,  and  d^  dy  and  d^'  their 

respective  distances  from  any  point  of  the  interior  of  the  sphere,  then  "~^  ^ 

d    a 

and  i  ^-  are  the  values  of  the  potentials  v,  v\  and  v"  which  they  would 

severally  produce  at  this  point.     Let  the  point  in  question  be  the  centre, 

and  let  Q  be  the  sum  of  all  the  quantities  ;  then  V,  the  potential  of  the 

O 
sphere,  equals  ^,  R  being  the  radius. 

R. 
If  there  be  a  sphere,  or  uniform  spheroidal  shell  of  matter,  which  acts 
according  to  the  inverse  square  of  the  distance,  the  total  action  of  this 
sphere  is  the  same  as  if  the  whole  matter  were  concentrated  at  the  centre. 
This  was  first  proved  by  Newton  in  the  case  of  gravitation  ;  but  it  also 
applies  to  electricity,  and  hence,  in  calculating  the  potential  at  any  point 
outside  a  sphere  possessing  a  uniform  charge,  we  need  only  consider  its 
distance  from  the  centre,  and  for  such  a  case  we  may  write  the  value  of  the 

potential  V  =  ^. 
d 

If  a  charge  of  electricity,  Q,  be  imparted  to  two  insulated  conducting 
spheres  whose  radii  are  respectively  r  and  r',  and  which  are  connected  by 
a  long  fine  wire,  the  capacity  of  which  may  be  neglected,  the  electricity 
will  distribute  itself  over  the  two  spheres,  which  will  possess  the  charges 
q  and  q'  \  that  is,  ^-h^'  =  Q.     (i)  The  whole  system  will  be  at  the  same 

potential  V,  such  that  V  =  ?^  =?"  .     (2)  Combining  these  two  equations  and 

r     r 

Or 

reducing,  we  get  for  the  quantities  q  and  q'  on  each  sphere  q^~>^       and 

7'  =  —>    ^       Now,  since  the  diameter  of  any  sphere  with  which  we  can  ex- 

r-j-r 

periment  is  infinitely  small  compared  with  that  of  the  earth,  it  follows  that 
when  a  sphere  is  connected  with  the  earth  by  a  fine  wire  the  quantity  of 
electricity  which  it  retains  is  infinitely  small 

The  densities  on  the  two  spheres  are  d^    f*  and  ct  -  -  ^    ,  from  which 

by  equation  (2)  it  is  readily  deduced  that  d\  d^^r^  \  r\  that  is,  the  elec- 
trical densities  on  two  spheres  in  distant  connection  are  inversely  as  the 
radii.  If,  for  instance,  a  fine  wire  be  connected  with  a  charged  insulated 
sphere,  the  distant  pointed  end  of  the  wire  may  be  regarded  as  a  sphere 
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with  an  infinitely  small  radius,  and  thus  the  density  upon  it  would  be  in- 
finitely great 

742.  Aetloii  of  points. — We  have  just  seen  that  the  density  on  a  point  in 
connection  with  a  conductor  charged  with  electricity  may  be  considered  to 
he  infinitely  great,  but  the  greater  the  density  the  greater  uiill  be  the  tendency 
of  electricity  to  overcome  the  resistance  of  the  air,  and  escape,  for  the  electro- 
static pressure  is  proportional  to  the  square  of  the  density  (737).  If  the  hand 
be  brought  near  a  point  on  an  electrified  conductor  a  slight  wind  is  felt ;  and 
if  the  disengagement  of  electricity  takes  place  in  the  dark  a  luminous  brush 
is  seen.  If  an  electrified  conductor  is  to  retain  its  electricity  all  sharp  points 
and  edges  must  be  avoided  ;  on  the  other  hand,  to  facilitate  the  outflow  of 
electricity  in  apparatus  and  experiments  (764),  frequent  use  is  made  of  this 
action  of  points.    A  flame  acts  like  a  very  fine  point  in  difiusing  electricity. 

743.  &OOS  of  eleotrioitj. — Experience  shows  that  electrified  bodies 
gradually  lose  their  electricity,  even  when  placed  on  insulating  supports. 
This  loss  is  mainly  due  to  the  insulating  supports.  The  charge  is  gradually 
dissipated  in  consequence  of  the  electricity  either 

passing  through  the  supports  or  creeping  over  the 
surface.  All  substances  conduct  electricity  in  some 
degree ;  those  which  are  termed  insulators  are 
simply  very  bad  conductors.  An  electrified  con- 
ductor resting  on  supports  must  therefore  lose  a 
certain  quantity  of  electricity — either  by  penetra- 
tion into  its  mass  or  along  the  surface.  This  loss 
of  electricity  is  a  main  cause  of  difficulty  in  ex- 
periments on  the  quantitative  laws  of  electricity  ;  it 
varies  with  the  electric  density,  and  increases  with 
the  hygrometric  state  of  the  air,  though  it  does  not 
seem  that  the  loss  from  this  cause  is  due  to  a  direct 
conductivity  by  moist  air.  Lord  Kelvin  ascribes 
the  greater  part  of  the  loss  to  the  conducting  layer  of  moisture  which  covers  the 
supports  ;  and  he  finds  that,  in  comparison  with  this,  the  direct  loss  by  even 
moist  air  is  inconsiderable. 

Brown  shellac  or  ebonite  is  the  best  insulator ;  glass  is  a  hygroscopic 
substance,  and  must  be  dried  with  great  care.  It  is  best  covered  with  a  thin 
layer  of  shellac  varnish,  as  has  already  been  stated. 

Mascarfs  insulator  (fig.  688)  is  admirably  adapted  for  supporting  bodies 
charged  with  electricity.  It  consists  of  a  glass  vessel  of  special  shape  (fig. 
688),  to  the  glass  vase  of  which  is  fused  the  stem.  This  passes  through  the 
neck  and  supports  the  plate,  P  ;  the  neck  is  closed  by  an  ebonite  stopper, 
and  inside  the  vessel  is  sulphuric  acid,  so  that  the  stem  A  is  always  dry. 


Fig.  688. 
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by  friction  with  silk,  and  therefore  charged  with  positive  electricity,  be  ap- 
proached to  the  end  nearest  the  conductor,  the  pendulum  will  be  attracted  ; 
while  if  brought  near  the  other  end,  the  corresponding  pendulum  will  be  re- 
pelled. If  the  influence  of  the  chai^ged  conductor  be  suppressed,  either  by 
removing  it  or  placing  it  in  communication  with  the  ground,  the  separated 
electricities  will  recombine,  and  the  pendulums  exhibit  no  divergence. 

The  cause  of  this  phenomenon  is  obviously  a  decomposition  of  the  neutral 
electricity  of  the  cylinder,  by  the  free  positive  electricity  of  the  conductor  ; 
the  opposite  or  negative  electricity  being  attracted  to  that  end  of  the  cylinder 
nearest  the  conductor,  while  the  similar  electricity  is  repelled  to  the  other 
end.  Between  these  two  extremities  there  is  a  space  destitute  of  free 
electricity.  This  is  seen  by  arranging  on  the  cylinders  a  series  of  pairs  of 
pith  balls  suspended  by  threads.  The  divergence  is  greatest  at  each 
extremity,  and  there  is  a  line  at  which  there  is  no  divergence  at  all,  which  is 
called  the  neutral  line.  The  two  electricities,  although  equal  in  quantity,  are 
not  distributed  over  the  cylinder  in  a  symmetrical  manner ;  the  attraction 
which  accumulates  the  negative  electricity  at  one  end  is,  in  consequence  of 
the  greater  nearness,  greater  than  the  repulsion  which  drives  the  positive 
electricity  to  the  other  end,  and  hence  the  neutral  line  is  nearer  one  end  than 
the  other.  Nor  is  the  electricity  induced  at  the  two  ends  of  the  cylinder 
under  the  same  conditions.  That  which  is  repelled  to  the  distant  extremity 
is  free  to  escape  if  a  communication  be  made  with  the  ground  ;  whilst,  on 
the  other  hand,  the  unlike  electricity  which  is  attracted  is  held  bound  or 
captive  by  the  inducing  action  of  the  electrified  body.  Even  if  contact  be 
made  with  the  ground  on  the  face  of  the  cylinder  adjacent  to  the  inducing 
body,  the  electricity  induced  on  that  face  will  not  escape.  The  repelled 
electricity,  however,  on  the  distant  surface  is  not  thus  bound ;  it  is  free  to 
escape  by  any  conducting  channel,  and  hence  will  immediately  disappear 
wherever  contact  be  made  between  the  ground  and  the  cylinder.  Both  the 
pith  balls  will  collapse,  and  all  signs  of  electricity  on  the  cylinder  depart  with 
the  escape  of  the  repelled  or  free  electricity.  But  now,  if  communication  with 
the  ground  be  broken,  and  the  inducing  body  be  discharged  or  removed  to  a 
considerable  distance,  the  attracted  or  bound  electricity  is  itself  set  free,  and 
diffusing  over  the  whole  cylinder  causes  the  pith  balls  again  to  diverge,  but 
now  with  the  opposite  electricity  to  that  of  the  original  inducing  body.  The 
reason  for  the  escape  of  the  repelled  electricity  is  as  follows : — If  the 
cylinder  be  placed  in  connection  with  the  ground,  by  metallic  contact  with 
the  posterior  extremity,  and  the  charged  conductor  be  still  placed  near 
the  anterior  extremity,  the  conductor  will  exert  its  inductive  action  as  before. 
But  it  is  now  no  longer  the  cylinder  alone  which  is  influenced.  It  is  a 
conductor  consisting  of  the  cylinder  itself,  the  wire,  and  the  whole  tfarth. 
The  neutral  line  will  recede  indefinitely,  and,  since  the  conductor  has 
become  infinite,  the  quantity  of  neutral  fluid  decomposed  will  be  increased. 
Hence,  when  the  posterior  extremity  is  placed  in  contact  with  the  ground, 
the  pendulum  at  the  anterior  extremity  diverges  more  widely.  If  the  con- 
necting-rod be  now  removed,  neither  the  quantity  nor  the  distribution  will 
be  altered  ;  and  if  the  conductor  be  removed  or  be  discharged,  a  charge 
of  negative  electricity  will  be  left  on  the  cylinder.  It  will,  in  fact,  remain 
charged  with  electricity,  the  opposite  of  that  of  the  charged  conductor.     Even 
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i£  instead  of  conneciir.?  the  pc'Ster.or  extreniiiv  of  the  cylinder  ii-ith  the 
gyou::d,  any  other  pan  had  beeti  so  corLaected,  the  general  result  wxild 
have  been  the  same.  AI!  the  parts  of  the  olinder  would  be  charged iri 
negative  electricity,  and,  on  breaking  the  connection  m-ith  the  earth,  woci 
remain  so  charged. 

Thus  a  body  can  be  charged  with  electricity-  by  induction  as  well  as  by 
conduction.  But,  in  the  latter  case,  the  charging  body  loses  part  rfitsj 
electricity,  which  remains  unchanged  in  the  former  case.  The  dectrctyi 
imparted  by  conduction  is  of  the  same  kind  as  that  of  the  cleaiiMI 
body,  whLle  that  excited  b\-  induction  is  erf  the  opposite  kind    To  impatj 

electricity  by  conduction,  the  Iw^ 
must  be  quite  insulated ;  while  intkt 
case  of  induction  it  must  be  in  aa-j 
nection  with  the  earth — at  all  citSlj 
momentarilv.  ! 

A  body  electrified  by  inducraj 
acts  in  turn  on  bodies  placed  neil 
it,  separating  the  two  fluids  is  f 
manner  shown  by  the  signs  on  m 
sphere.  | 

What  has  here  been  said  Idl 
reference  to  the  inductive  actia^ 
exerted  on  good  conductors.  Bai( 
conductors  are  not  so  easily  add 
upon  by  induction,  owing  tothegrq 
resistance  they  present  to  the  crci 
lation  of  electricity  ;  but,  when  ood 
charged,  the  electric  state  is  \sm 
permanent.  J 

This  is  analogous  to  what  is  n^ 
with  in  magnetism  ;  a  magiiet  i^ 
stantaneously  magnetises  a  piece  ^ 
soft  iron,  but  this  is  only  temporar>',  and  depends  on  the  continuance  of  tb| 
action  of  the  magnet ;  a  magnet  magnetises  steel  with  far  greater  difficJrj 
but  this  magnetisation  is  permanent.  J 

The  fundamental  phenomena  of  induction  may  be  conveniently  invesB 
gated  and  demonstrated  by  means  of  the  apparatus  represented  in  figj 
690,  which  consists  of  a  narrow  cylindrical  brass  tube  BA,  supported  by  i| 
insulating  glass  handle,  and  held  over  the  excited  cake  of  an  electrophoi^ 

(752). 

745.  Varaday'B  expeiiments. — The  following  '"experiments  of  Faradaj( 
which  are  often  known  as  *  the  ice-pail  experiments,'  from  the  vessels  wifl 
which  they  were  originally  made,  are  excellent  illustrations  of  the  opcratioi 
of  induction,  and  are  of  great  theoretical  importance  : — 

A  carefully  insulated  metal  cylinder,  A,  fig.  691,  is  connected  bya«Trt 
with  an  electroscope  E,  at  some  distance.  On  slowly  placing  inside  ^ 
cylinder  an  insulated  brass  ball  C,  charged  with  positive  electricit>s  whia 
is  small  in  comparison  with  the  size  of  the  cylinder,  the  leaves  of  theelcctt* 
scope   diverge,  and,  as   can  be   shown,  with  positive  electricity,  and  tbi 


Fig.  690. 
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s  attained,  when  there  is  no 
divergence  now  remains  constant,  whatever  be  the 
id  when  the  inside  and  outside  are  tested  with  the 
Dd  to  be  charged  with  negative  and  positive  respcc- 
Ihdrawn  the  leaves  of  the  electroscope  collapse,  and 
1  on  the  cylinder ; 
:ivc  and  positive 

the  two  surfaces 

each  other, 
lile  still  charged 
r,  be  brought  as 
,  and  be  allowed 
£  is  no  alteration, 
Dne,  in  the  diver- 
ge electroscope ; 
iwn  it  will  now  be 
IS  also  the  inside 
jutside  is  chained 
When  the  ball 
le  system  forms 

and  all  the  elec-  _^ 

tside  i  but  since  "^ 

by  the  electro-  Fig.  691. 

follows  that  the 
the  negative  of  the  inside  of  the  cylinder  a 


irged  with  positive  electricity  is  inside  the  cylinder, 
?pui  10  earth,  the  gold  leaves  collapse,  and  the  proof 
mtside,  removes  no  trace  of  electricity  ;  the  cylinder 
terrial  bodies  as  if  it  were  neutral.  The  internal 
Ted  with  a  layer  of  negative  electricity,  and  this  is 
e  charge  of  the  ball,  for  all  trace  of  eleciricity  dis- 
de  to  touch  the  side. 

cylinder  has  been  momentarily  connected  to  earth, 
ving  touched  the  sides,  the  negative  passes  to  the 
!  a  layer  which  is  distributed  as  was  the  layer  of 
e  being  connected  with  the  ground.  The  cylinder 
vith  a  quantity  of  electricity  equal  and  of  opposite 

y- 

[fig.  692)  are  placed  concentrically  within  each  other, 
ach  other  by  discs  of  shellac,  and  the  outer  one  is 
roscope.  On  introducing  the  charged  ball  into  the 
s  diverge  just  as  if  the  intermediate  ones  did  not 
harged  with  equal  quantities  of  opposite  electricities, 

of  the  sphere.  The  internal  charge  of  the  cylinder 
e  intermediate  cylinders  were  suppressed,  and  the 
!n  when  the  intermediate  ones  are  connected  with 
d  by  the  electrified  ball  C. 

original  condition,  the  internal  cylinder,  4,  is  con- 
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nected  with  the  ground,  the  leaves  collapse,  and  the  other  cyhnders  are  in 
the  neutral  state  ;  the  two  layers  which  remain,  positive  on  C,  and  negative 
on  the  adjacent  cylinder,  are  without  action  on  an  external  point.  If  any 
other  cylinder  be  thus  treated,  the  external  ones  are  reduced  to  the  neuital 

With  the  aid  of  the  cylinder  (tig.  692)  it  is  easy  to  demonstrate  that  by 
friction  both  electricities  are  produced  at  the  same  time,  and  in  equal  quan- 
I  tities.      For   if   the    flannel    and 

sealing-wax  in  fig.  67?  after  being 
rubbed  are  placed  simultaneously 
in  the  cylinder  no  divergence  is 
produced,  while  if  each  is  intro- 
duced separately,  they  produce 
equal  divergence  but  of  opposite 
sign. 

Whenever  a  charge  of  elec- 
tricity exists  there  is  somewhere 
an  equivalent  and  corresponding 
charge  of  electriciiy  of  the  opposite  kind.  This  may  seem  inconsisteni  with 
the  fact  that  an  insulated  sphere  may  have  a  charge  of  one  kind  of  electricity. 
But  it  is  to  be  remembered  that  this  is  in  effect  the  case  of  a  Lcyden 
jar  (770)  in  which  the  dielectric  is  the  layer  of  air  between  the  sphere  and 
the  sides  of  the  room  which  form  the  outer  coating. 

746.  Umlt  to  ttae  BoUon  of  ladaotlan. — The  inductive  action  which  an 
electrified  body  exerts  on  an  adjacent  body  in  decomposing  its  neutral  elec- 
tricity is  limited.  On  the  surface  of  the  insulated  cylinder,  which  we  have  con- 
sidered in  the  preceding  paragraph,  let  there  be  at  n  any  small  quantity  of 
neutral  electricity  (fig.  693).  The  positive  electricity  of  the  source  m  first 
decompioses  by  induction  (he  neutral  electricity  in  n,  attracting  its  negative 
towards  A,  and  repelling  its  positive  Cowards  B  ;  but  in  the  degree  in  which 
the  extremity  A  be- 
charged    with 


Jj"                      ^^  ^  _     negative       electricity, 

Ai;^ 4J/'"     and    the   extremity  B 


Fig.  693. 


with      positive 
tricity,    there   are   de 
'eloped   at   A   and  I 


two  forces, /and/",  which  act  in  the  opposite  direction  to  the  original  force. 
For  the  forces  /  and  J"  concur  in  driving  towards  B  the  negative  of  n,  and 
towards  A  its  positive.  But  as  the  inducing  force  F  which  is  exerted  at  wiis 
constant,  while  the  forcesy  andy  are  increasing,  a  lime  arrives  at  which  the 
fonc  F  is  balanced  by  the  force.";  f  and  J".  All  decomposition  of  the 
neutral  condition  then  ceases  ;  the  inducing  action  has  attained  its  limit. 

If  the  cylinder  be  removed  from  the  source  of  electricity,  as  the  inducing 
action  decreases,  a  portion  of  the  free  electricities  at  A  and  B  recombine  to 
form  the  neutral  fluid.  If,  on  the  other  hand,  they  are  brought  nearer,  as 
the  force  F  now  exceeds  the  forces  /  and  /,  a  new  decomposition  of  the 
neutral  fluid  takes  place,  and  fresh  quantities  of  positive  and  negative  elec- 
tricities are  respectively  accumulated  at  A  and  B. 
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747.  Varaday'B  theory  of  Inductloa. — Hitherto  any  possible  influence 
of  the  medium  which  separates  the  electrified  from  the  unelectrified  body  in 
the  case  of  induction  has  been  disregarded.  It  has  been  tacitly  assumed 
that  electrical  actions  are  exerted  at  a  distance,  and  the  medium  has  been 
looked  upon  as  an  inert  mass  through  which  the  forces  can  act,  but  which 
itself  is  destitute  of  any  active  properties.  The  researches  of  Faraday, 
however,  prove  that  this  is  not  the  case  ;  that  the  medium  is  of  funda- 
mental importance,  and  that  the  action  is  not  an  action  at  a  distance, 
or  at  any  rate  at  no  greater  distance  than  that  between  any  two  mole- 
cules. 

According  to  Faraday's  views  conductors  are  in  a  certain  sense  qualita- 
tively different  from  non-conductors.  He  looked  upon  a  non-conductor  as 
consisting  of  a  number  of  molecules  which  may  be  assumed  to  be  spherical, 
and  which  are  perfect  conductors,  and  are  disseminated  in  a  non-conducting 
medium.  The  action  of  an  electrified  body  is  either  to  separate  the  elec- 
tricities within  the  molecule  and  arrange  them  in  a  polar  chain,  or  to  impart 
to  the  molecules  which  are  themselves  polarised  at  the  outset  a  definite 
polar  arrangement  ;  those  ends  of  the  molecule  which  face  the  inducing 
body  having  electricity  of  the  opposite  kind,  and  those  which  are  turned 
away  from  it  having  electricity  of  the  same  kind.  In  the  interior  of  the 
medium,  where  successively  the  positive  end  of  one  molecule  faces  the  nega- 
tive end  of  the  next,  the  two  electricities  neutralise  each  other  as  regards 
electric  action  ;  but  where  the  non-conductor  is  bounded  by  a  conductor 
the  free  electrification  is  no  longer  neutralised,  but  constitutes  the  charge 
which  is  perceived.  The  action  is  therefore  analogous  to  that  of  the  pole  of 
a  magnet  on  a  piece  of  soft  iron  ;  and  Faraday  called  it  dieletric  polarisation. 
Electrification  is  accordingly  rather  to  be  regarded  as  a  property  of  the 
dielectric  medium  itself  than  as  a  property  of  the  conductors  by  which  that 
mediimi  is  bounded. 

The  following  experiment  was  devised  by  Faraday  to  illustrate  this 
polarisation  of  the  medium^  as  he  called  it.  He  placed  small  filaments  of 
silk   in  a  vessel  of   turpentine 

(fig.   694),  and,  having    placed  r^^^^^^^^>|  +^ 

two  conductors  in  the  liquid  on       /^      a.>^^S^^^^^^^^V^  f^k 

opposite  sides,  he  charged  one 
by  connecting  it  with  an  electri- 
cal machine  at  work,  and  placed 
the  other  in  connection  with  the 

ground.     The  particles  of  silk  p.    ^ 

immediately  arranged  them- 
selves end  to  end,  and  adhered  closely  together,  forming  a  continuous  chain 
between  the  two  sides.  If  the  chain  is  broken  it  again  forms,  while  when 
the  electrical  action  ceases  the  particles  disperse.  An  experiment  by  Mat- 
teucci  also  supports  Faraday's  theor>^  He  placed  several  thin  plates  of 
mica  closely  together,  and  provided  the  outside  ones  with  metallic  coatings, 
like  a  fulminating  pane  (769).  Having  electrified  the  system,  the  coatings 
were  removed  by  insulating  handles,  and  on  examining  the  plates  of  mica 
successively,  each  was  found  charged  with  positive  electricity  on  one  side 
and  negative  electricity  on  the  other. 
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748.  Sp«alflo  InADotlTA  oapaolty. — Faraday  named  the  properly  which 
bodies  have  of  transmitting  cXt'XAcsXKTid.-aaXaTi,^^  sptdjic  inductive  capacity, 
or,  as  it  is  often  called,  the  inductive  power.  If  the  dielectric  does  play  the 
essential  part  in  the  phenomena  of  induction  it  is  not  likely  that  all  insu- 
lating bodies  possess  it  in  the  same  degree.  This  seems  to  have  been  known 
to  Cavendish.  To  examine  and  compare  the  inductive  power  Faraday 
used  the  apparatus  represented  in  fig.  695,  and  of  which  fig.  696  represents 
a  vertical  section.  It  consists  of  a  brass  sphere  made  up  of  two  halves, 
P  and  Q,  which  fit  accurately  into  each  other,  like  the  Magdeburg  hemi- 
spheres. In  the  interior  of  this  spherical  envelope  there  is  a  smaller  brass 
sphere  C,  connected  with  a  melal  rod,  terminating  in  a  ball  B.  The  rod  is 
insulated  from  the  envelope  PQ  by  a  thick  layer  of  shellac  A.  The  space 
>  the  substance  whose  inductive  power  is  to  be  determined. 


Fig.  69;.  Fig.  (^. 

The  foot  of  the  apparatus  is  provided  with  a  screw  and  stopcock,  so  thai 
it  can  be  screwed  on  the  air-pump,  and  the  air  in  am  either  rarefied  or 
exhausted. 

Two  such  apparatus  perfectly  identical  are  used,  and  at  first  they  only 
contain  air.  The  envelopes  PQ  are  connected  with  the  ground,  and  the 
knob  B  of  one  of  them  receiies  a  charge  of  electricity.  The  sphere  C  thus 
becomes  charged  hke  the  inner  coating  of  a  Leyden  jar  (?7o).  The  layei 
tun  represents  the  insulator  which  separates  the  two  coatings.  By  touching 
B  with  the  proof  plane,  which  is  then  applied  to  the  torsion  balance,  the 
quantity  of  free  electricity  is  measured.  In  one  experiment  Faraday  ob- 
served a  torsion  of  250",  which  represented  the  free  electricity  on  B.  The 
knob  B  was  then  placed  in  metallic  connection  with  the  knob  B'  of  the 
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other  apparatus,  and  the  torsion  was  now  found  to  be  125^,  showing  that 
the  electricity  had  become  equally  distributed  on  the  two  spheres,  as  might 
have  been  anticipated,  since  the  pieces  of  apparatus  were  quite  equal,  and 
each  contained  air  in  the  space  mn. 

This  experiment  having  been  made,  the  space  mn  in  the  second  appa- 
ratus was  filled  with  the  substance  whose  inductive  power  was  to  be  deter- 
mined :  for  example,  shellac.  The  other  apparatus,  in  which  mn  is  filled 
with  air,  having  been  charged,  the  density  of  the  free  electricity  on  C  was 
measured.  Let  it  be  taken  at  290°,  the  number  observed  by  Faraday  in  a 
special  case.  When  the  knob  B  of  the  first  apparatus  was  connected  with 
the  knob  B'  of  the  second,  the  density  was  not  found  to  be  145°,  as  would 
be  expected.  The  apparatus  containing  air  exhibited  a  density  of  114^,  and 
that  with  shellac  of  113®.  Hence  the  former  had  lost  176°,  and  had  retained 
1 14®,  while  the  latter  ought  to  have  exhibited  a  density  of  176°  instead  of 
113°.  The  second  apparatus  had  taken  more  than  half  the  charge,  and 
hence  a  larger  quantity  of  electricity  had  been  condensed  by  the  shellac. 
Of  the  total  quantity  of  electricity,  the  shellac  had  taken  176®  and  the  air 
114® ;  hence  the  specific  inductive  capacity  of  air  is  to  that  of  shellac  as 
114  :  176;  or  as  i  :  1*55.  That  is,  the  inductive  power  of  shellac  is  more 
than  half  as  great  again  as  air. 

By  the  following  simple  experiment  the  influence  of  the  dielectric  may 
be  shown  : — At  a  fixed  distance  above  a  gold-leaf  electroscope  let  an  elec- 
trified sphere  be  placed,  by  which  a  certain  divergence  of  the  leaves  is 
produced.  If,  now,  the  charges  remaining  the  same,  a  disc  of  sulphur  or 
of  shellac  be  interposed,  the  divergence  increases,  showing  that  inductive 
action  takes  place  through  the  sulphur  to  a  greater  extent  than  through  a 
layer  of  air  of  the  same  thickness. 

The  following  are  the  mean  values  which  have  been  obtained  by  various 
improved  methods  for  the  specific  inductive  capacity  of  dielectrics,  as  they 
are  called,  in  opposition  to  anelectrics,  or  conductors  : — 

Air I'oo  Shellac  ....     3*04 

Paraffine                               2*02  Ebonite  ....     3*42 

India-rubber  .                 .2-22  Sulphur  .                 •        •     3*97 

Gutta-percha  .                 .2*46  Glass  .        .  5  to  6 

These  values  are  known  as  the  dielectric  constants  ;  and  their  determi- 
nation presents  considerable  difficulty,  owing  to  the  occurrence  of  a  pheno- 
menon to  which  Faraday  gave  the  name  of  electrical  absorption,  and  which 
is  due  to  the  same  cause  as  the  residual  charge  of  condensers  (773). 

A  condenser  with  a  glass  plate  would  thus  have  five  or  six  times  the 
capacity  of  an  air  condenser  of  the  same  dimensions,  or  the  same  capacity 
as  an  air  condenser  of  the  same  surface,  but  five  or  six  times  as  thin. 

Boltzmann  divides  dielectrics  into  two  classes :  to  one  of  which 
belong  shellac,  paraffine,  sulphur  and  resin,  which  act  like  perfect  in- 
sulators ;  that  is,  in  using  them  the  maximum  charge  is  attained,  if  not 
instantaneously,  at  all  events  after  a  very  short  time :  in  others,  such 
as  gutta-percha,  stearine,  and  glass,  the  charge  increases  appreciably  with 
the  time. 

A  very  interesting  relation  exists  between  the  dielectric  constant,  k,  and 
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the  refractive  index,  «,  of  certain  substances.     Thus  the  following  numbers 

have  been  found  : — 

k  ^/k  n 

Sulphur    .  .        .3*84  1*96  2*04 

Resin        ....     2*55  1*59  1*54 

Paraffine  .        .        .        .2-32  i'52  1*53 

Oil  of  Turpentine     .  2*23  r49  1-47 

where  n  is  the  refractive  index  (550),  and  ^k  the  square  root  of  the  di- 
electric constant. 

In  crystallised  bodies  the  dielectric  constant  varies  ■  with  the  direction 
of  the  axes.  Thus  with  a  native  crystal  of  sulphur  Boltzmann  found  the 
values  477, 3-97,  and  3*81  for  the  direction  of  the  longest,  mean,  and  shortest 
axes  respectively. 

Hopkinson  found  the  following  numbers  for  the  dielectric  constants  of 
certain  liquids.  Petroleum  2-10,  oil  of  turpentine  2*23,  olive  oil  3*16,  and 
castor  oil  478. 

Faraday  was  not  able  to  detect  any  difference  in  the  dielectric  constants 
of  various  gases.  Boltzmann  has  shown,  however,  that  there  are  diflferences 
among  them,  and  that  there  is  a  very  close  agreement  between  the  square 
root  of  their  dielectric  constants  and  their  refractive  indices,  thus  : — 


k 

■jk 

n 

Vacuum 

1 -00000 

i-ooooo 

I'OOOO 

Air 

I  -00059 

I  -000295 

I  -000294 

Carbonic  acid 

1-00095 

I  000473 

I  -000449 

Hydrogen    . 

.     I  -00026 

1-000132 

I'oooi -13 

Olefiant  gas 

rooi3i 

1-000656 

1-000678 

The  accurate  determination  of  the  dielectric  constant  is  attended  with 
great  experimental  difficulties  ;  it  is  a  matter  of  great  theoretical  importance, 
especially  from  its  bearing  on  Maxwell's  electro-magnetic  theory  of  light. 
According  to  this  theory,  the  medium  in  which  both  electrical  and  luminous 
actions  are  transmitted  is  the  same,  and  is  in  fact  the  luminiferous 
ether  (637),  and  it  is  a  necessary  consequence  of  this  theory  that  the  above 
relation  must  exist  between  the  refractive  index  of  a  substance  and  its 
dielectric  constant. 

749.  Communication  of  eleetrlelty  at  a  distance. — In  the  experiment 
represented  in  fig.  689  the  opposite  electricities  of  the  conductor  and  the 
separated  cylinder  tend  to  unite,  but  are  prevented  by  the  resistance  of  the 
air.  If  the  density  is  increased,  or  if  the  distance  of  the  bodies  be  diminished, 
the  opposed  electricities  at  length  overcome  this  obstacle  ;  they  rush  toge- 
ther and  combine,  producing  a  spark,  accompanied  by  a  sharp  sound.  The 
negative  electricity  separated  on  the  cylinder  being  thus  neutralised  by  the 
positive  electricity  of  the  charged  body,  a  charge  of  positive  electricity 
remains  on  the  cylinder.  The  same  phenomenon  is  obser\ed  when  a  finger 
is  presented  to  a  strongly  electrified  conductor.  The  latter  decomposes  by 
induction  the  neutral  electricity  of  the  body,  the  opposite  electricities  com- 
bine with  the  production  of  a  spark,  while  the  electricity  of  the  same  kind  as 
the  electrified  conductor,  which  is  left  on  the  body,  passes  off  into  the  ground. 


o 
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striking  distance  varies  with  the  density,  the  shape  of  the  bodie: 
nduciing  power,  and  with  the  resistance  and  pressure  of  the  intet 
ledium. 

Motian  of  eleetrlfled  bodies. — The  various  phenomena  of  attra< 
i  repulsion,  which  are  among  the  most  frequent  manifestations  < 
il  action,  may  all  be  explained  by  reference 
aws  of  induction.  If  M  (fig.  697)  be  a  fixed 
d  conductor  charged  with  positive  electricity, 
be  a  movable  insulated  body — for  instance, 
rical  pendulum — there  are  three  cases  to  be 
■ed:^ 

\e  inovMe  body  it  uneUctrified  and  is  a  con- 
-In  this   case    M,  acting  inductively  on   N, 
the  negative  and  repels  the  positive  electricity,  si 
are  respectively  at  the  points  a  and  b.     Now  a  is  nearer  c  than 
,  since  attractions  and  repulsions  are  inversely  as  the  square  of  th 
,  the  attraction  between  a  and  c  is  greater  than  the  repulsion  bt 

and  c :  and,  therefore,  N  will  be  attracted  to  M  by  a  force  equ; 
(cess  of  the  attractive  over  the  repulsive  force. 

'he  movable  body  is  a  conductor  and  is  electrified.  —  If  the  electricil 
lovable  body  is  different  from  that  of  the  fixed  body,  there  is  ahva) 
in  ;  but  if  they  are  of  the  same  kind,  there  is  at  first  repulsio 
■rwards  attraction.  This  anomaly  may  be  thus  explained  :  Besidt 
■ge  of  electricity,  the  neutral  electricity  is  decomposed  by  the  i[ 

of  the  positive  electricity  on  M  ;  and  consequently  the  hemisphere 
an  additional  supply  of  positive  electricity,  while  a  becomes  charge 
gative  electricity.  There  is  thus  attraction  and  repulsion,  as  I 
going  case.  The  force  of  repulsion  is  at  first  greater,  because  tl 
I  of  positive  electricity  on  N  is  greater  than  that  of  negative 
he  distance  ac  diminishes,  the  attractive  force  increases  more  rapid! 
;  repulsive  force,  and  finally  exceeds  it. 

The  movable  body  is  a  bad  conductor. — If  N  is  charged,  repulsio 
iction  takes  place,  according  as  the  electricity  is  of  the  same  ( 
;  kind  to  that  of  the  fixed  body.  If  it  is  in  the  natural  state,  th 
[  will  decompose  the  neutral  electricity  of  N,  and  attraction  wi 
ice  as  in  the  first  case,  since  a  powerful  and  permanent  source  1 
ty  can  more  or  less  decompose  the  neutral  electricity  even  of  ba 

Ch>ld-l«>r  elootroaoope. — The  name  electroscope  is  given  to  instr 
or  detecting  the  presence  and  determining  the  kind  of  electricity, 
iy.  The  original  pith-ball  pendulum  is  an  electroscope  ;  but,  thouf 
nes  convenient,  it  is  not  sufficiently  delicate.  Many  successive  in 
ents  have  been  made  in  it,  and  have  resuhed  in  the  form  used,  whii 
o  Bennett. 

netfsjor  the  gold-leaf  electroscope.-  ■'Y\i\%c&D%\%X%  of  a  tubulated  gla 
J  (fig.  698),  standing  on  a  metal  foot,  which  thus  communicates  wi 
lund.  A  metal  rod  terminating  at  its  upper  extremity  in  a  knob 
Iding  at  its  lower  end  two  narrow  strips  of  gold-leaf,  «  «,  fits  in  t 
e  of  the  shade,  the   neck  of  which   is    coated  with  an   insulatii 
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vamish.  The  air  in  the  interior  is  dried  by  quicklime,  or  by  chloride  of 
calcium,  and  on  the  insides  of  the  shade  there  are  two  strips  of  gold-leaf 
a,  communicating  with  the  ground.  These,  being  charged  by  induction  with 
the  opposite  electricity  to  that  of  the  gold  leaves,  increase  the  divergence,  and 
therefore  the  delicacy  of  the  apparatus.  They  also  prevent  the  leaves  when 
diverging  too  suddenly  from  adhering  to  the  sides,  from  which  it  is  difficult 
to  detach  them. 

When  the  knob  is  touched  with  a  body  charged  with  either  kind  of 
electricity,  the  leaves  diverge ;  usually,  however,  the  apparatus  is  charged 
by  induction  thus  : — 

If  an  electrified  body — a  slick  of  rubbed  sealing-wax,  for  example— be 
brought  near  the  knob,  it  will  decompose  the  neutral  electricity  of  the 
system,  attracting  to  the  knob  the  electricity  of  the  opposite  kind,  and 
retaining  it  there,  and  repelling  the  electricity  of  the  same  kind  to  the  gold 
leaves,  which  consequently  diverge.  In  this  way  the  presence  of  an  elec- 
trical charge  is  ascertained,  but  not  its  quality. 

To  ascertain  the  kind  of  electricity  the  following  method  is  pursued  : — If, 
while  the  instrument  is  under  the   influence  of  the  body  A,  which  we  will 
suppose  has  a  negative  charge,  the  knob  be  touched  by  the  finger,  the  negative 
electricity  produced  by  induction  passes  off  into  the  ground,  and   the  pre- 
viously divergent  leaves  will  collapse ;  lliere  only  remains  positive  electricity, 
retained    in   the   knob   by  induction  from  A.      If  now  the   finger  be  first 
removed,  and  then  the  electrified  body 
the  positive  electricity  previously  re- 
tained by  A  will  spread  over  the  sys- 
tem, and  cause  the  leaves  to  diverge. 
If  now,  while  the  system  is  charged 
with  positive  electricity,  a  poatively 
electrified  body — as,  for  example,  an 
excited  glass  rod — be  approached,  the 
leaves  will  diverge  more  widely  ;  for 
the  electricity  of  the  same   kind  will 
be  repelled  to  the  ends.     If,  on  the 
contrary,  an   excited  shellac   rod  be 
presented,   the    leaves    will    tend    to 
collapse,  the    electricity  with   which 
they  are  charged  being  attracted  by 
the  opposite  electricity.      Hence  we 
'*■      ■  may  ascertain  the  kind  of  electricity, 

either  by  imparting  to  the  electroscope  electricity  from  the  body  under 
examination,  and  then  bringing  near  it  a  rod  charged  with  positive  or 
negative  electricity ;  or  the  electroscope  may  be  charged  with  a  known 
kind  of  electricity,  and  the  electrified  body  in  question  brought  near  the 
electroscope. 

The  gold-leaf  electroscope  is  sometimes  used  as  an  eliclromeUr,  or 
measurer  of  electricity,  by  measuring  the  angle  of  divergence  of  the  leaves  ; 
this  is  done  by  placing  behind  them  a  graduated  scale  ;  for  small  angles  the 
quantity  of  electricity  is  nearly  proportional  to  the  sine  of  half  the  angle  of 
divergence. 
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7$3.  Bleotrapiioni*. — It  will  now  b«  convenient  to  describe  the  various 
electrical  machines,  or  appiaratus  for  generating  and  collecting  large  quantities 
of  statical  electricity.  One  of  the  most  simple  and  inexpensive  of  these  is 
the  electrophorus,  which  was  invented  by  Volta.  It  consists  of  a  cake  of 
resin,  B  (fig,  700),  say  about  i3  inches  in  diameter,  and  an  inch  thick,  which 
is  placed  on  a  metal  surface,  or  frequently  fits  into  a  wooden  mould  lined 
with  tinfoil,  which  is  called  the/nrw.  Besides  this  there  is  a  metal  disc  A 
(fig.  700),  of  a  diameter  somewhat  less  than  that  of  the  cake,  and  provided 
with  an  insulating  glass  handle  ;  this  is  the  cover.  The  mode  of  working  is 
as  follows :  All  the  parts  of  the  apparatus  having  been  well  dried,  the 
cake,  which  is  placed  in  the  form,  or  rests  on  a  metal  surface,  is  briskly 
flapped  with  silk,  or,  better,  with  catskin,  by  which  it  becomes  charged  with 
negative  electricity.    The  cover  is  then  placed  on  the  cake.     Owing,  how- 


Fig,  (xft-  Fig.  TOO. 

ever,  to  the  minute  rugosities  of  the  surfece  of  the  resin,  the  cover  only 
comes  in  contact  with  a  few  points,  and,  from  the  n  on -conductivity  of  the 
resin,  the  negative  electricity  of  the  cake  does  not  pass  off  to  the  cover.  On 
the  contrary,  it  acts  by  induction  on  the  neutral  electricity  of  the  cover,  and 
decomposes  it,  attracting  the  positive  electricity  to  the  under  surface,  and 
repelling  the  negative  electricity  to  the  uppter.  If  the  upper  surface  be  now 
touched  with  the  finger,  the  negative  electricity  passes  off,  and  the  cover 
remains  charged  with  positive  electricity,  held,  however,  by  the  negative  , 
electricity  of  the  cake  ;  the  two  electricities  do  not  unite,  in  consequence  of 
the  non-conductivity  of  the  cake  (fig.  699).  If  now  the  cover  be  raised  by  its 
insulating  handle,  the  chai^  diffuses  itself  over  the  surface  ;  and  if  a  con- 
ductor be  brought  near  it  (lig.700),  a  smart  spark  passes. 

The  metal  fbnn  on  which  the  cake  rests  plays  an  important  part  in 
the  action  of  the  electrophorus,  as  it  increases  the  quantity  of  electricity,  and 

3B 
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makes  it  more  permanent.  For  the  negative  electricity  of  the  upper  surface 
of  the  resin,  acting  inductively  on  the  neutral  electricity  of  the  lower,  decom- 
poses it,  retaining  on  the  under  surface  the  positive  electricity,  while  the 
negative  electricity  passes  off  into  the  ground*.  The  positive  electricity  thus 
developed  on  the  under  surface  reacts  on  the  negative  electricity  of  the  upper 
surface,  binding  it,  and  causing  it  to  penetrate  into  the  badly  conducting 
mass,  on  the  surface  o*f  which  fresh  quantities  of  electricity  can  be  excited 
far  beyond  the  limits  possible  without  the  action  of  the  form.  For  this 
reason  the'electrophorus,  once  charged,  retains  its  state  for  a  consider- 
able time,  and  sparks  can  be  taken  even  afler  a  long  interval.  If  the  form 
be  insulated,  the  charge  obtained  from  it  is  far  less  than  if  it  is  on  a  con- 
ducting support.  For  the  negative  electricity  developed  by  induction  on  the 
lower  surface  being  now  unable  to  escape,  the  condensing  action  referred  to 
cannot  take  place,  and  only  a  feeble  charge  can  be  given  to  the  resin.  The 
retention  of  electricity  is  greatly  promoted  by  keeping  the  cake  on  the  form, 
and  placing  the  cover  upon  it,  by  which  the  access  of  air  is  hindered. 
Instead  of  a  cake  of  resin,  a  disc  of  gutta-percha,  or  vulcanised  cloth,  or  vul- 
canite, may  be  substituted ;  and,  of  course,  if  glass,  or  any  material  which  is 
positively  electrified  by  friction,  be  used,  the  cover  acquires  a  negative  charge. 

The  electrophorus  is  a  good  instance  of  the  conversion  of  work  into 
electropotential  energy  (63).  When  the  cover  is  lifted  from  the  excited  cake 
work  must  be  expended  in  order  to  overcome  the  attraction  of  the  electricity 
in  the  cake  for  the  opposite  electricity  developed  by  induction  on  the  cover ; 
and  the  equivalent  of  this  work  appears  in  the  form  of  the  electricity  thus 
detached.  Accordingly,  when  a  Leyden  jar  is  charged  either  by  the  machine 
or  by  the  electrophorus,  the  energ)'  of  the  charge  is  a  transformation  of  the 
work  of  the  operator. 

753.  Plate  eleotrioal  macblne. — The  first  electrical  machine  was  in- 
vented by  Otto  von  Guericke,  the  inventor  also  of  the  air-pump.  It  con- 
sisted of  a  sphere  of  sulphur,  which  was  turned  on  an  axis  by  means  of  the 
hand,  while  the  other,  pressing  against  it,  served  as  a  rubber.  Resin  was 
afterwards  substituted  for  the  sulphur,  which,  in  turn,  Hawksbee  replaced 
by  a  glass  cylinder.  In  all  these  cases  the  hand  served  as  rubber ;  and 
Winckler,  in  1740,  first  introduced  cushions  of  horsehair,  covered  with  silk, 
as  rubbers.  At  the  same  time  Bose  collected  electricity,  disengaged  by 
friction,  on  an  insulated  cylinder  of  tin  plate.  Lastly,  Ramsden,  in  1760, 
replaced  the  glass  cylinder  by  a  circular  glass  plate,  which  was  rubbed  by 
cushions.  The  form  which  the  machine  has  now  is  but  a  modification  of 
Ramsden' s  original  machine. 

Between  two  wooden  supports  (fig.  701)  a  circular  glass  plate  P  is  sus- 
pended by  an  axis  passing  through  the  centre,  and  which  is  turned  by  means 
of  a  handle  M.  The  plate  revolves  between  two  sets  of  cushions  or  rubbers^ 
F,  of  leather  or  of  silk,  one  set  above  the  axis  and  one  below,  which,  by 
means  of  screws,  can  be  pressed  as  tightly  against  the  glass  as  may  be  desired. 
The  plate  also  passes  between  two  brass  rods,  shaped  like  a  horseshoe,  and 
provided  with  a  series  of  points  on  the  sides  opposite  the  glass  ;  these  rods 
are  fixed  to  larger  metallic  cylinders  C  C,  which  arc  called  the  prime  conduc- 
tors. The  latter  are  insulated  by  being  supported  on  glass  feet,  and  arc 
connected  with  each  other  by  a  smaller  rod  r. 
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le  is  thus  explained.  By  friction  with  the  nib- 
Itively  and  the  rubbers  negatively  electrified. 
lulated,  they  would  receive  a  certain  charge  of 
would  be  impossible  to  exceed,  for  the  tendency 
to  reunite  would  be  equal  to  the  power  of  the 
utrai  state.  But  the  rubbers  communicate  with 
lain  J  and,  consequently,  as  fast  as  the  negative 
s  continually  reduced  to  zero  by  contact  with 
lectricity  of  the  glass  acts  then  by  induction  on 
;  negative  electricity.  This  negative  electricity 
te  to  the  glass.  Here  its  tendency  to  discharge 
sses  across  the  intervening  space  of  air,  and 
;tricity  on  the  glass.  The  conductors  thus  lose 
1  remain  charged  with  piosittve  electricity.  The 
othing  to  the  prime  conductors  ;  in  fact,  it  only 
igative  electricity. 

It  near  the  conductor  when  charged,  a  spark 
i  the  machine  is  turned.  In  this  case  the  posi- 
he  neutral  electricity  of  the  body,  attracting  its 
nbining  with  it  when  the  two  have  a  sufficient 
aark,  the  conductor  reverts  to  the  neutral  state, 
d  as  the  plate  is  turned. 

:erenoe  to  tbe  mKoblne.  -The  glass,  of  which 
s  little  hygroscopic  as  possible.  Of  late  ebonite 
uted  for  glass  ;  it  has  the  advantage  of  being 
lie,  and  of  readily  becoming  electrified  by  friction, 
1  on,  as  its  surface  in  time  undergoes  a  change, 
ight,  whereby  it  becomes  a  conductor.  The  plate 
an  inch  in  thickness,  and  from  ao  to  30  inches 
imensions  are  not  unfrequently  exceeded. 
St  care,  both  in  their  construction  and  their  pre- 
monly  made  of  leather,  slutifed  with  horsehair, 
lither  with  powdered  aurum  inusivuin  (sulphurel 
m.  The  action  of  these  substances  is  not  verj 
;  consider  that  it  merely  consists  in  promoting 
elieve  that  a  chemical  action  is  produced,  ant! 
:w  the  peculiar  smell  noticed  near  the  rubber< 
ed.  Amalgams,  perhaps,  promote  most  power- 
electricity,  Kienmayer's  amalgam  is  the  besi 
follows  :  One  part  of  ilnc  and  one  part  of  lit 
;moved  from  the  fire,  and  two  parts  of  mercury 
nsferred  to  a  wooden  box  containing  some  chalk 
le  amalgam,  before  it  is  cold,  is  powdered  in  at 
in  a  stoppered  glass  vessel.  For  use  a  little  cacac 
er  the  cushion,  some  of  the  powdered  amalgan 
iriace  smoothed  by  a  ball  of  flattened  leather. 
ss  of  electricity,  two  quadrant -shaped  pieces  o 
ibbers,  so  as  to  cover  the  plate  on  both  sides 
a  to  F,  and  the  other  in  the  corresponding  par 
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of  the  lower  robbers.  These  flaps  are  not  represented  in  i 
oiled  silk  is  the  best,  and  there  must  be  perfect  contaci 
and  the  cloth, 

Ramsden's  machine,  as  represented  in  fig.  701,  only  ; 
tricity.  But  it  may  be  arranged  so  as  to  give  negative  ele 
it  on  a  table  with  insulating  supports.  The  conductor 
the  ground  by  a  chain,  and  the  machine  worked  as  before, 
tricity  passes  off  by  the  chain  into  the  ground,  while  the  1 


n  the  supports  and  on  the  insulated  table.  On  ! 
near  the  uprights,  a  sharper  spark  than  the  ordinary  one  i; 

Winter  compared  the  working  of  an  electrical  machine 
indications  of  a  hygrometer,  and  found  that  the  length  of 
able  is  inversely  as  the  hygrometric  state. 

755.  Hulmnmof  obftrce. — It  is  impossible  to  excei 
of  electrical  charge  with  the  machine,  whatever  precauti 
however  rapidly  the  plate  is  turned.  This  limit  is  attains 
electricity  equals  its  production.  The  loss  depends  on  thr 
loss  by  the  atmosphere,  and  the  moisture  it  contains,  ii.  T 
ports,   iii.  The  recombination  of  the  electricities  of  the  rubl 
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charged  with  negative  and  B  with  positive  electricity  1 
negative  from  the  points  P.  The  two  opposite  electrici 
by,a  succession  of  sparks  across  D  and  E.  If  use  is  t 
electricity,  either  the  rubber  or  the  prime  conduclor  m 
with  the  ground.  In  the  foimer  case  positive  electricity  i 
latter,  negative. 

758.  ArmatronK'*  bydrc-olcctii*  tucibln*. — In  this  1 
is  produced  by  the  disengagement  of  aqueous  vapour  Ihrou 


insulated  loiomotive,  he  found  thai  the  boiler  was  ni 
Armstrong  believed  that  the  electricity  was  due  to  a  SU' 
the  steam  ;  Faraday,  who  afterwards  examined  the  quest 
true  cause,  which  will  be  best  understood  after  describing 
Armstrong:  devised  for  reproducing  the  phenomenon. 

It  consists  of  a  wrought-iron  boiler  (fig.  704),  with 
insulated  on  four  letis.  It  is  about  5  feet  long  by  2  feet  i 
provided  at  the  side  uith  a  gauge  O,  to  show  the  heig 
the  boiler.  C  is  the  stopcock,  which  is  opened  when  the 
pressure.  Above  this  is  the  box  B,  in  which  arc  the  tr 
the  steam  is  disengaged.  On  these  are  fitted  jeis  of  a  fie 
«hich  will  be  understood  from  the  section  of  one  of  thi 
on  a  larger  scale.     They  are  lined  with  hard  wood  in  a  ir 
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by  ihe  diagram.  The  box  B  contains  cold  water.  Thus  the  steam,  before 
escaping,  undergoes  partial  condensation,  and  becomes  charged  with  vesicles 
of  water — a  necessary  condition,  for  Faraday  found  that  no  electricity  is 
produced  when  the  sleam  is  perfectly  dry. 

The  development  of  electricity  in  the  machine  was  at  first  attributed  to 
the  condensation  of  the  steam  ;  but  Faraday  found  that  it  is  solely  due  to 
the  friction  of  the  globules  of  water  against  the  jet.  For  if  the  little  cylinders 
which  line  the  jets  arc  changed,  the  kind  of  electricity  is  changed  ;  and  if 
ivory  is  substituted,  little  or  no  electricity  is  produced.  The  same  effect  is 
produced  if  any  fatty  matter  is  introduced  into  the  boiler.  In  this  case  the 
linings  are  of  no  use.  It  is  only  in  case  the  water'is  pure  that  electricity  is 
disengaged,  and  the  addition  of  acid  or  saline  solutions,  even  in  minute 
quantity,  prevents  any  disengagement  of  electricity.  If  turpentine  is  added 
to  the  boiler,  the  effect  is  reversed— the  steam  becomes  negatively,  and  the 
boiler  positively,  electrified. 

With  a  current  of  moist  air  Faraday  obtained  effects  similar  to  those  of 
this  apparatus,  but  with  dry  air  no  effect  is  produced. 

759.  Holts'!  eiaotrioai  iiweblne. — Before  the  end  of  last  century  elec- 
trical machines  were  known  in  this  country  in  which  the  electricity  was  no 


developed  by  friction,  but  by  ihc  continuous  inductive  action  of  a  body 
already  electrified,  as  the  electrophorus  ;  within  the  last  few  years  such 
machines^have  been  re-invented  and  come  into  use.  The  form  represented 
in  fig.  705  was  invented  by  Holti,  of  Berlin. 
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It  consists  of  two  circular  plates  of  thin  glass  at  a  distance  of  3  mm.  from 
each  other ;  the  larger  one,  AA,  which  is  2  feet  in  diameter,  is  fixed  by  means 
of  4  wooden  rollers  a,  resting  on  glass  axes  and  glass  feet  The  diameter  of 
the  second  plate,  BB,  is  2  inches  less  ;  it  turns  on  a  horizontal  glass  axis, 
which  passes  through  a  hole  in  the  centre  of  the  large  fixed  plate  without 
touching  it.  In  the  plate  A,  on  the  same  diameter,  are  two  large  apertures 
or  windows^  FF'.  Along  the  lower  edge  of  the  window  F,  on  the  posterior 
face  of  the  plate,  a  band  of  paper,  /,  is  glued,  and  on  the  anterior  face  a  sort 
of  tongue  of  thin  cardboard,  »,  joined  to/  by  a  thin  strip  of  paper,  and  pro- 
jecting into  the  window.  At  the  upper  edge  of  the  window,  F',  there  are 
corresponding  parts,/'  arid  n'.  The  papers/  and  /'  constitute  the  armatures. 
The  two  plates,  the  armatures,  and  their  tongues  are  covered  with  shellac 
varnish,  but  more  especially  the  edges  of  the  tongues. 

In  front  of  the  plate  B,  at  the  height  of  the  armatures,  are  two  brass 
combSy  OO',  supported  by  two  conductors  of  the  same  metal,  CC.  In  the 
front  end  of  these  conductors  are  two  moderately  large  brass  knobs,  through 
which  pass  two  brass  rods  terminated  by  smaller  knobs,  rr^^  and  provided 
with  ebonite  handles,  K  K'.  These  rods,  besides  moving  with  gentle  friction 
in  the  knobs,  can  also  be  turned  so  as  to  be  more  or  less  near  and  inclined 
towards  each  other.  The  plate  B  B  is  turned  by  means  of  a  winch  M,  and  a 
series  of  pulleys  which  transmit  its  motion  to  the  axis ;  the  velocity  which 
it  thus  receives  is  12  to  15  turns  in  a  second,  and  the  rotation  -  should  take 
place  in  the  direction  indicated  by  the  arrows — that  is,  towards  the  points  of 
the  cardboard  tongues  n  n\ 

To  work  the  machine,  the  armatures  pp'  must  be  first /fi/«^^— that  is, 
one  of  the  armatures  is  positively  and  the  other  negatively  electrified.    This 
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Fig.  706. 

is  effected  by  means  of  a  plate  of  ebonite,  which  is  excited  by  striking  it 
with  catskin ;  the  two  knobs  r  r'  having  been  connected  so  that  the  two 
conductors  C  C  only  form  one,  as  seen  in  fig.  706,  which  shows  by  a  hori- 
zontal section,  through  the  axis  of  rotation,  the  relative  arrangement  of  the 
plates  and  of  the  conductors.  The  electrified  ebonite  is  then  brought  near 
one  of  them—/,  for  instance — and  the  plate  B  is  turned.  The  ebonite  is 
charged  with  negative  electricity,  and  this  withdraws  the  positive  electricity 
of  the  armature  and  charges  it  negatively.  This  latter  acting  by  induction 
through  the  plate  BB,  as  it  turns  on  the  conductors  OCC'O'  (fig.  706),  attracts 
through  the  comb  O  the  positive  electricity  which  collects  on  the  front  face  of 
the  movable  plate  ;  while  at  the  same  time  negative  electricity,  repelled  on 
the  comb  O',  collects,  like  the  former,  on  the  front  face  of  the  plate  B. 
Hence,  the  two  electricities  being  carried  along  by  the  rotation,  at  the  end 
of  half  a  turn  all  the  lower  half  of  the  plate  B,  from  /  to  F'  (fig.  707),  is  posi- 
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tively  electrified,  and  its  upper  surface  from  p*  to  F  negatively.  But  the  two 
opposite  electricities  above  and  below  the  window  F'  concur  in  decomposing 
the  electricity  of  the  armature /'«' ;  the  part  /'  is  positively  electrified,  while 
negative  electricity  is  liberated  by  the  tongue  «',  and  is  deposited  on  the 
inner  face  of  the  plate  B  fi,  which  from  its  thinness  almost  completely  neu- 
tralises the  positive  electricity  on  the  anterior  face. 

The  two  armatures  are  then  primed,  and  the  same  effect  as  at  F'  is 
produced  at  F  on  the  armature  p  n — that  is,  that  the  opposite  electricities 
above  and  below  ptiy  decomposing  a  new  quantity  of  neutral  electricity, 
the  negative  charge  of  the  part^  increases,  while  the  positive  electricity  which 
is  liberated  by  the  tongue  n  neutralises  the  negative  electricity  which  comes 
from  F'  towards  F ;  and  so  forth,  until,  the  machine  having  attained  its 
maximum  charge, 
there  is  equili- 
brium in  all  its 
parts.  From  that 
point  it  only  keeps 
itself  up,  and  in 
perfectly  dry  air 
it  may  work  for  a 
long  time  without 
its  being  neces- 
sary to  employ 
the  ebonite  plate. 
If  this  be  removed, 
and  the  knobs  r 
and  r*  are  moved 
apart  (fig.  707)  to 
a  distance  de- 
pendent on  the  power  of  the  machine,  on  continuing  to  turn,  a  torrent  of 
sparks  strikes  across  from  one  knob  to  the  other. 

With  plates  of  equal  dimensions  Holtz^s  machine  is  far  more  powerful 
than  the  ordinary  electrical  machine  (753).  The  power  is  still  further  increased 
by  suspending  to  the  conductors  C  C  two  condensers^  H  H'  (765),  or  small 
Leyden  jars,  which  consist  of  two  glass  tubes  coated  with  tinfoil,  inside  and 
out,  to  a  fifth  of  their  height.  Each  of  them  is  closed  by  a  cork  through 
which  passes  a  rod^  communicating  at  one  end  with  the  inner  coating,  and 
suspended  to  one  of  the  conductors  by  a  crook  at  the  other  end.  The  two 
external  coatings  are  connected  by  a  conductor,  G.  They  are,  in  fact,  only 
two  small  Leyden  jars  (770),  one  of  them,  H,  becoming  charged  with  positive 
electricity  on  the  inside  and  negative  on  the  outside ;  the  other,  H',  with 
negative  electricity  on  the  inside  and  positive  on  the  outside.  Becoming 
charg^ed  by  the  play  of  the  machine,  and  being  discharged  at  the  same  rate 
by  the  knobs  rr',  they  strengthen  the  spark,  which  may  attain  a  length  of 
6  or  7  inches. 

The  current  of  the  machine  is  utilised  by  placing  in  front  of  the  frame 
two  brass  uprights,  Q  Q',  with  binding  screws  in  which  are  copper  wires ;  then, 
by  means  of  the  handles  K  K',  the  rods  which  support  the  knobs  r  r'  are  in- 
clined, so  that  they  are  in  contact  with  the  uprights.    The  current  being 
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then  directed  by  the  wires,  a  battery  of  six  jars  can  be  charged  in  a  few 
minutes,  water  can  be  decomposed,  a  galvanometer  deflected,  and  Geisslei's 
tubes  illuminated  as  with  the  voltaic  battery. 

Kohlrausch  found  that  a  Holtz  machine  with  a  plate  16  inches  in  dia- 
meter, and  making  5  turns  in  three  seconds,  produced  a  constant  current 
capable  of  decomposing  water  at  the  rate  of  3^  millionths  of  a  milligramme 
in  a  second.  This  is  equal  to  the  effect  produced  by  a  single  Grove's  cell 
in  a  circuit  of  45,000  ohms  resistance. 

Rossetti,  who  made  a  series  of  measurements  with  a  Holtz  machine, 
found  that  the  strength  of  the  current  is  nearly  proportional  to  the  velocity 
of  the  rotation  ;  it  increases  a  little  more  rapidly  than  the  rotation.  The  ratio 
of  the  velocity  of  rotation  to  the  strength  of  the  current  is  greater  when  the 
hygrometric  state  increases.  The  current  produced  by  a  Holtz  machine  is 
quite  comparable  to  that  of  a  voltaic  couple.  Its  electromotive  force  and 
resistance  are  constant,  provided  the  velocity  of  rotation  and  the  hygrometric 
state  are  constant. 

The  electromotive  force  is  independent  of  the  velocity  of  rotation,  but 
diminishes  as  the  moisture  increases  ;  it  is  nearly  52,000  times  as  great  as 
that  of  a  Daniell's  cell. 

The  internal  resistance  is  independent  of  the  moisture,  but  diminishes 
rapidly  with  increased  velocity  of  rotation.  Thus  with  a  velocity  of  120  turns 
in  a  minute  it  is  represented  by  2,810  million  ohms  (964),  and  with  a  velocity 
of  450  turns  it  is  646  million  ohms. 

Holtz's  machine  is  very  much  affected  by  the  moisture  of  the  air ;  bat 
Ruhmkorff  found  that  by  spreading  on  the  table  a  few  drops  of  petroleum, 
the  vapours  which  condense  on  the  machine  protect  it  against  the  moisture 
of  the  atmosphere. 

Holtz's  machine  affords  a  means  of  making  a  curious  experiment  on 
reifersibility.  If  the  two  combs  of  a  machine  in  the  ordinary  state  are  con- 
nected with  the  poles  of  a  second  similar  one,  which  is  then  set  in  action, 
the  combs  of  the  first  become  luminous,  and  the  plate  begins  to  rotate,  but 
in  the  opposite  direction  to  its  ordinary  course ;  the  electricity  thus  transmits 
the  motion  of  the  second  machine  to  the  first ;  the  one  expends  what  the 
other  produces.  It  may  also  be  observed  that  the  two  machines  are  con- 
nected by  opposite  poles,  and  the  system  constitutes  a  circuit  which  is  tra- 
versed in  a  definite  direction  by  a  continuous  electrical  current 

A  very  simple  and  efficient  machine  of  this  kind  is  made  by  Voss  of  Berlin. 
One  with  a  plate  of  10  inches  diameter  produces  a  spark  of  4  to  5  inches. 

760.  'vrimstaant'B  macblne. — ^This  is  the  simplest  and  most  efficient  of 
all  induction' machines. 

It  consists  (fig.  708)  of  two  circular  glass  discs  mounted  on  a  fixed 
horizontal  spindle  in  such  a  way  as  to  be  rotated  in  opposite  directions  at  a 
distance  of  not  more  than  a  quarter  of  an  inch  apart.  Both  discs  are  well 
varnished,  and  attached  to  the  outer  surface  of  each  are  narrow  radial 
sections  of  tinfoil  arranged  at  equal  angular  distances  apart. 

Attached  to  the  fixed  spindle  on  which  the  discs  rotate  is  a  bent  conduct- 
ing rod,  at  the  ends  of  which  are  two  fine  wire  brushes  ;  twice  during  each 
revolution  two  diametrically  opposite  conductors  are  put  in  connection  with 
each  other  by  means  of  this  conductor,  as  they  just  graze  the  tips  of  the 
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biushes.  At  the  back  is  a  similar  one  at  right  angles  to  that  in  front,  and 
there  is  a  position  of  maximum  efficiency,  which  is  when  they  make  an  angle 
of  45°  with  the  fixed  collectors.  There  are  two  forks  provided  with  combs 
directed  towards  one  another,  and  towards  the  two  discs  which  rotate 
between  them  ;  they  are  supported  horizontally  on  glass  Leydcn  jars,  to 
which  are  also  attached  the  lerminal  electrodes  or  dischargers,  the  distance 
apart  of  which  can  be  varied  by  turning  Che  Leyden  jar  from  which  they 

The  machine  is  quite  self- exciting,  and  requires  neither  friction,  nor  the 
spark  from  any  ouiside  exciter,  to  start  it.     This  is  one  of  the  most  remark- 


able features  of  this  machine,  that  under  ordinary  conditions  it  attains  its 
full  power  after  the  second  or  third  turn.  The  initial  charge  is  probably 
obtained  from  the  electricity  of  the  air,  or  from  the  frictional  resistance 
against  it. 

With  a  machine  having  plates  17  inches  in  diameter,  a  powerful  spark 
discharge  passes  between  the  two  electrodes  when  they  are  4  to  5  inches 
apart,  in  regular  succession,  at  the  rate  of  2  or  3  for  every  turn  of  the  handle. 
A  machine  with  12  plates,  30  inches  in  diameter,  when  driven  at  a  speed  of 
200  turns  per  minute,  produces  sparks  between  the  terminals  of  13,^  inches 
in  length  j  and  when  the  terminals  are   closed  by  a  wire  of  3,000  ohms 
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resistance  (964)  a  current  of  two-thirds  of  a  millampere  is  produced  With 
these  machines  the  increase  of  electricity  has  been  found  proportional  to  the 
speed  of  rotation  up  to  5,000  turns  in  a  minute. 

It  is  not  easy  to  give  a  satisfactory  account  of  the  theory  of  the  machine. 
Its  inventor  considers  that  its  remarkable  efficiency  may  be  partly  due 
to  the  duplex  action  of  the  apparatus,  both  plates  being  active  and  con- 
tributing electricity  to  the  collecting  combs,  the  sector-shaped  plates  of  tin- 
foil acting  as  inductors  when  in  their  position  of  lowest  efficiency  as  carriers^ 
and  as  carriers  when  in  the  positions  at  which  their  inductive  effect  is  at  a 
minimiun,  and  vice  versd ;  and  as  it  follows  from  the  construction  of  the 
instrument  that  the  inductors  of  the  one  disc  are  at  a  position  of  highes^ 
efficiency  when  those  of  the  other  are  at  their  lowest,  and  znce  versd^  and  as 
this  applies  with  equal  force  to  the  sectors  when  considered  as  carriers,  it 
also  follows  that  the  charging  of  the  electrodes,  and  therefore  the  discharge 
between  them,  is  by  mutual  compensation  maintained  constant. 

761.  ll7ork  required  for  tbe  prodactlon  of  eleotrleltj'. — In  all  electrical 
machines  electricity  is  only  produced  by  the  expenditure  of  a  definite  amount 
of  force,  as  will  at  once  be  seen  by  a  perusal  of  the  preceding  descriptions. 
The  action  of  those  machines,  however,  which  work  continuously  is  some- 
what complex.  Not  only  is  electricity  produced,  but  heat  also  ;  and  it  has 
been  hitherto  impossible  to  estimate  separately  the  work  required  for  the 
heat  from  that  required  for  the  electricity.  This  is  easily  done  in  theory,  but 
not  in  practice  :  it  would  be,  for  instance,  difficult  to  determine  the  tem- 
perature of  the  cushion,  or  of  the  plate  of  a  Ramsden  machine. 

By  means  of  a  Lane  electrometer  (J77)  it  was  found  that,  taking  as  unity 
the  quantity  of  electricity  produced  by  one  turn  of  a  Ramsden  machine  with 
a  plate  39  inches  in  diameter,  that  produced  by  a  Holtz  machine  wth  a 
plate  of  2 1  inches  was  o*86  ;  but  as  for  the  same  work  the  former  made  i 
and  the  latter  10  turns  in  a  second,  it,  follows  that  the  quantities  produced 
were  as  i  :  8*6.  Comparing  the  quantities  per  unit  of  surfece,  the  yield  of 
the  Holtz  machine  is  more  than  12  times  that  of  the  Ramsden. 

In  lifting  the  plate  off  a  charged  electrophorus  a  certain  expenditure  of 
force  is  needed,  though  it  be  too  slight  to  be  directly  estimated  (752).  With 
a  Holtz  machine  it  may  be  readily  shown  by  experiment  that  there  is  a 
definite  expenditure  of  force  in  working  it.  If  such  a  machine  be  turned 
without  having  been  charged,  the  work  required  is  only  that  necessar>'  to 
overcome  the  passive  resistances  due  to  friction.  If,  however,  a  charged 
ebonite  plate  is  approached  to  one  of  the  sectors,  as  soon  as  the  peculiar 
sound  indicates  that  the  machine  is  at  work,  it  will  be  observed  that  there 
must  be  a  distinct  increase  in  the  mechanical  effort  necessary  to  work  the 
machine. 

The  work  required  to  charge  an  unelectrified  conductor  to  a  given  poten- 
tial may  be  deduced  from  the  following  considerations : — To  impart  to  a  body 
which  is  at  potential  V  a  quantity  of  electricity  Q  would  require  an  amount 
of  work  represented  by  QV  (739).  But  in  the  case  of  an  unelectrified  body  it 
is  neutral  at  the  outset — that  is,  at  zero  potential  ;  and  we  may  conceive  the 
electricity  imparted  to  it  in  a  series  of  n  very  small  charges  of  q  each,  such 
that  ng~Q\  and  as  the  potential  rises  proportionally  to  the  number  oi 
charges,  it  may  be  assumed  that  the  work  done  is  equal  to  that  required  to 
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charge  the  body 
W  =  iQV. 

From  the  relation  between  the  quantity  of  heat  produced  by  the 
of  a  Holtz  machine  working  under  definite  conditions,  and  the 
work  expended  in  producing  the  rotation  of  the  plaie,  Rossetci  made  a 
determination  of  the  mechanical  equivalent  of  heat,  which  gave  the  number 
It397>  agreeing  therefore  very  well  with  the  numbers  obtained  by  other 
methods  (497). 

76111.  Tbonuan'*  wftMr-aroppiDK  ooiieotor. — This  may  be  given  as  an 
illustration  of  an  arrangement  by  which  a  known  charge  may  be  almost  in- 
definitely multiplied.  In  fig.  709  I  is  an  insulated  metal  cylinder  called  the 
indactor,  and  water  falls  in  drops  from  an  uninsulated 
metal  tap  the  nozzle  of  which  is  in  the  centre  of  the 
cylinder.  Directly  below  the  inductor  is  a  second 
similar  insulated  metal  cylinder  R,  with  a  funnel  the 
nozzle  of  which  is  also  in  the  centre.  This  second 
cylinder  is  called  the  receiver.  If  now  a  very  feeble 
positive  charge  be  given  to  the  inductor  I,  the  drops  of 
water  as  they  issue  will  be  charged  with  positive  elec 
[ricity,  and  will  repel  each  other  as  they  issue  Fall 
ingon  the  fiinnel  of  the  receiver,  they  will  gi\e  up  to 
[his  the  whole  of  their  charge,  and  the  water 
will  be  neutral.  The  charge  thus  imparted  to  R  mil 
go  on  increasing  until  the  loss  equals  the  production, 
or  until  the  drops  issuing  from  the  inductor  are  re- 
pelled by  the  receiver,  so  that  they  do  not  fall  mto  the 

Suppose   two  such  apparatus   I  I'  and   R  R    be 
arranged  near  each  other,  and  in  such  a  manner  that 
the  inductor  I  of  the  one  is  in  metallic  connection  with 
[he  receiver  R'  of  the  other,  and  conversely  the  in- 
ductor r  in  connection  with  the  receiver  R  of  the  oihi 
they  will  act  on  each  other  and  reciprocally  increase  their  charges, 
feeble  charge  be  given  to  one  of  the  inductors,  the  charges  will  go  on  in- 
creasing until  sparks  pass  between.     It  isnot  even  necessary  to  give  a  charge 
at  the  outset,  the  ordinary  electricity  of  the  atmosphere  is  sufficient. 

The  enei^  in  this  apparatus  is  derived  from  that  of  the  falling  body,  and 
would  be  exactly  equivalent  to  it  if  there  were  no  loss,  and  if  the  dmps 
reached  the  fiinnel  without  any  velocity. 


By   ( 


EXPERIMENTS  WITH   THE  ELECTRICAL   MACHINE 

762.  ■I««rto«i«p«rk.— One  of  the  most  curious  phenomena  observed  with 
the  electrical  machine  is  the  spark  drawn  from  the  conductor  when  a  finger  is 
presented  to  it.  The  positive  electricity  of  the  conductor,  acting  inductively 
on  the  neutral  electricity  of  the  body,  decomposes  it,  repelling  the  positive 
and  attracting  the  negative.  When  the  attraction  of  the  opposite  electricities 
is  sufficiently  great  to  overcome  the  resistance  of  the  air,  they  recombine 
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with  a  smart  crack  and  a  spark.  The  spark  is  instantaneous,  and  is  accom- 
panied by  a  sharp  prickly  sensation,  more  especially  with  a  powerful  machine 
Its  shape  varies.  When  it  strikes  at  a  short  distance  it  is  rectilinear,  as  seen 
in  fig.  710.  Beyond  two  or  three  inches  in  length  the  spwrk  becomes  irre- 
gular, and  has  the  form  of  a  sinuous  curve  with  branches  (fig.  71 1).  If  ibe 
discharge  is  very  powerful,  the  spark  takes  a  zigiag  shape  (fig.  713).  These 
two  latter  appearances  are  seen  in  the  discharge  of  lightning. 

A  spark  may  be  taken  from  the  human  body  by  aid  of  the  insulating 
stool,  which  is  simply  a  low  stool  with  stout  glass  legs.  The  person  standing 
on  this  stool  touches  the  prime  conductor,  and,  as  the  human  body  is  a  con- 
ductor, the  electricity  is  distributed  over  its  surface  as  over  an  ordinary' 
insulated  metallic  conductor.    The  hair  diverges  in  consequence  of  repulsion, 


a  peculiar  sensation  is  felt  on  the  face,  and  if  another  person,  standing  on 
the  ground,  presents  his  hand  to  any  part  of  the  body,  a  smart  crack  with  a 
pricking  sensation  is  produced. 

A  person  standing  on  an  insulated  siool  may  be  positively  electrified  by 
being  struck  with  a  catskin.  If  the  person  holding  the  catskin  stands  on  an 
insulated  stool,  the  striker  becoines  positively  and  the  person  struck  negatively 
electrified. 

763.  Stootrloal  obtmea. — The  electrical  chimes  is  a  piece  of  apparatus 
consisting  of  three  bells  suspended  to  a  horiionlal  metal  rod  (fig.  7 13).  Two 
of  them,  A  and  B,  are  in  metallic  connection  with  the  conductor ;  the  middle 
bell  hangs  by  a  silk  thread,  and  is  thus  insulated  from  the  conductor,  but  is 
connected  with  the  ground  by  means  of  a  chain.     Between  the  bells  are 
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small  copper  balls  suspended  by  silk  threads.  When  the  machine  is  worked, 
the  bells  A  and  B,  being  positively  electrified,  attract  the  copper  balls,  and 
after  contact  repel  them.     Being  now  _ 

positively  electrified,  they  are  in  turn 
attracted  by  the  middle  bell,  C,  which 
is  charged  with  negative  electricity  by 
induction  from  A  and  B.  After  con- 
tact they  are  again  repelled,  and  this 
process  is  repealed  as  long  as  the 

Fig.  714  represents  an  apparatus      j 
originally  devised  by  Volta  for  the 
purpose  of  illuslrating  what  he  sup- 
posed to  be  the  motion  of  hail  between 

two  clouds  oppositely  electrified.     Ii  '«■  7'3-^ 

consists  of  a  tubulated  glass  shade,  with  a  metaUbase,  on  which  are  some 
pith  balls.  The  lubulure  has  a  metal  cap,  through  which  passes  a  brass 
rod,  provided  with  a  metal  disc  or  sphere  at  the  lower  end,  and  at  the  upper 
with  a  ring,  which  touches  the  prime  conductor. 

When  the  machine  is  worked,  the  sphere  becoming  positively  electrified 
attracts  the  light  pith  balls,  which  are  then  immediately  repelled,  and,  having 


lost  their  chaise  of  positive  electricity,  are  again  attracted,  again  repelled, 
and  so  on,  as  long  as  the  machine  continues  to  be  worked.  An  amusing 
modification  of  this  experiment  is  frequently  made  by  placing  between  the 
two  plates  small  pith  figures,  somewhat  loaded  at  the  base.  When  the 
machine  is  worked,  the  figures  execute  a  regular  dance. 

764-  Bleotrloml  wblrl  or  T«ae.— The  electrical  whirl  or  -vane  consists 
of  S  or  6  wires,  terminating  in  points,  all  bent  in  the  same  direction,  and 
fixed  in  a  central  cap,  which  rotates  on  a  pivot  (fig.  715).  When  the  appa- 
ratus is  placed  on  the  conductor,  and  the  machine  worked,  the  whirl  begins 
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to  revolve  in  a  direction  opposite  that  of  the  points.  This  motion  is  not 
analogous  to  that  of  the  hydraulic  tourniquet  (149).  It  is  not  caused  by  a 
flow  of  material  fluid,  but  is  owing  to  a  repulsion  between  the  electricity  of 
the  points  and  that  which  they  impart  to  the  adjacent  air  by  conduction.  The 
electricity,  being  accumulated  on  the  points  in  a  high  state  of  density,  passes 
into  the  air,  and,  imparting  thus  a  charge  of  electricity,  repels  this  electricity, 
while  it  is  itself  repelled.  That  this  is  the  case  is  evident  from  the  fact  that 
on  approaching  the  hand  to  the  whirl  while  in  motion,  a  slight  draught  is 
felt,  due  to  the  movement  of  the  electrified  air,  while  in  vacuo  the  apparatus 
does  not  act  at  all.  This  draught  or  wind  is  known  as  the  electrical 
aura. 

If  the  experiment  be  made  in  water,  the  fly  remains  stationary,  for  water 
is  a  good  conductor  ;  but  in  olive  oil,  which  is  a  bad  conductor,  the  whirl 
rotates. 

When  the  electricity  thus  escapes  by  a  point,  the  electrified  air  is  repelled 
so  strongly  as  not  only  to  be  perceptible  to  the  hand,  but  also  to  engender 
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Fig.  717. 


a  current  strong  enough  to  blow  out  a  candle.  Fig.  716  shows  this  experi- 
ment. The  same  effect  is  produced  by  placing  a  taper  on  the  conductor 
and  bringing  near  it  a  pointed  wire  held  in  the  hand  (fig.  717).  The  current 
arises  in  this  case  from  the  flow  of  air  electrified  with  the  contrary  electricity 
which  escapes  by  the  point  under  the  influence  of  the  machine.  The  loss 
of  electricity  in  this  way  by  contact  with  easily-moving  bodies  is  analogous 
to  the  transmission  of  heat  by  convection. 

The  electrical  orrery  and  the  electrical  inclined  plane  are  analogous  in 
their  action  to  these  pieces  of  apparatus. 

The  velocity  of  the  electrical  aura  has  been  determined  by  placing  a 
wire  gauze  connected  with  earth  at  a  fixed  distance  from  the  point,  and  an 
anemometer  at  varying  distances  behind  the  gauze.  The  velocity  of  the 
wind  was  found  to  diminish  with  the  distance,  but  not  in  direct  proportion  ; 
at  a  distance  of  22  inches  it  was  5^  feet  per  second,  while  at  60  inches  its 
velocity  was  2  feet  per  second. 

The  production  of  the  electrical  aura  is  accompanied  by  luminous 
phenomena  which  can  be  seen  in  the  dark.  If  positive  electricity  escapes 
from  the  point  a  violet  aigrette  is  formed  ;  while  when  the  electricity  is 
negative  a  small  brilliant  star  forms  on  the  point. 
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It  is  pretty  certain  that  in  these  experiments  it  is  not  the  air  itself,  but 
the  particles  in  it,  whether  of  dust  or  of  moisture,  which  become  electrified. 
This  may  be  illustrated  by 
the  following  simple  ex- 
periment. A  glass  globe 
is  filled  with  dense  smoke 
of  turpentine  or  pwtro- 
leum  or  of  sal<ammoniac 
(fig.  718),  and  the  bared 
end  of  a  guttapercha- 
covered  wire  is  held  in 
ii  while  the  other  end  is 
connected  with  an  elec- 
trical machine.  On  giv- 
ing two  or  three  turns  to 
the  machine  the  smoke 
is  rapidly  deposited,  and 

the  inside  becomes  quite  Fi^,  ,,g, 

clear.      Here  the  smoke 

consists  of  solid  particles,  which  become  polarised  by  induction  and  attract 
each  other  like  the  particles  of  silk  in  fig.  694.  They  thereby  become 
^glomerated,  and  fall  to  the  bottom  of  the  globe.  Nahrwold  proves  that 
if  air  is  freed  from  dust  by  filtration,  it  takes  little  if  any  charge  from  an 
electrified  point. 

This  phenomenon  is  employed  industrially  in  the  deposition  of  finely 
suspended  powders,  as  in  lead  works.  Twoconductors  provided  with  points 
are  connected  respectively  with  a  positive  and  negative  source  of  electricity  ; 
the  powder  electrified  by  the  one  point  is  repelled  and  is  precipitated  on  the 
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CHAPTER   IV 

CONDENSATION  OR  ACCUMULATION  OF  ELECTRICITV 

765.  Oondanaera  or  *«oanaiil<Moi«. — A  condenser  is  an  apparatus  fet 
condensing  a  large  quantity  of  electricity  on  a  comparatively  small  sur&ce. 
The  form  may  vary  considerably,  but  in  all  cases  consists  essentially  of  two 
insulated  conductors,  separated  by  a  non-conductor,  and  the  working  depends 
on  the  action  of  induction.  When  an  insulated  conductor  is  near  other 
conductors,  and  particularly  when  these  latter  are  connected  with  the  earth, 
the  capacity  of  the  conductor  is  increased ;  that  is  to  say,  it  requires  a 
greater  quantity  of  electricity  to  raise  it  to  a  given  potential  than  when  Ihe 
other  conductors  are  away.  An  arrangement  of  this  kind  is  called  a  con- 
denser or  accumulator,  the  latter  term,  though  less  usual,  being  preferable, 
as  the  former  tacitly  implies  some  hypothesis  of  the  nature  of  electricity. 

Epinus's  condenser  consists  of  two  circular  brass  plates,  A  and  B  (fig- 
719),  with  a  sheet  of  glass,  C,  between  them.    The  plates,  each  provided 

with  a  piih- 
ball  pendu- 

mounied  on 
tDsulated 
glass  legs, 
and  can  be 

support  and 
fixed  in  any 
position. 
When  elec- 
tricity is  10 
be  accumu- 
lated, the 
plates  are 
placed  in 
contact  with 
Fig,  jij.  the      glass, 

and  then 
one  of  them,  B  for  instance,  is  connected  with  the  electrical  machine, 
and  the  other  placed  in  connection  with  the  ground,  as  shown  in  fig.  720- 

In  explaining  the  action  of  the  condenser,  it  will  be  convenient  in  each 
case  to  call  that  side  of  the  metal  plate  nearest  the  glass  the  anterior  and 
the  other  the  posterior  side.    And  first  let  A  be  at  such  distance  from  B 
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:  the  sphere  of  iis  action.  The  plate  B,  which  is  then  con- 
:  conductor  of  the  electrical  machine,  takes  its  maximum 
s  distribuied  equally  on  its  two  faces,  and  the  pendulum 
If  the  connection  with  the  machine  be  interrupted,  nothing 
•ed  ;  but  if  the  plate  A  be  slowly  approached,  its  neutral 
imposed  by  the  influence  of  B,  negative  electricity  is  accumu- 
:rior  face,  n  (fig.  721),  and  positive  passes  into  the  ground, 
tive  electricity  of  the  plate  A  reacts  in  its  turn  on  the  positive 


he  latter  ceases  to  be  equally  distributed  on  both  faces,  and 
an  its  anterior  face,  m.     The  posterior  face,  p,  having  thus 

its  electricity,  its  density  has  diminished,  and  is  no  longer 
if  the  machine,  and  the  pendulum  b  diverges  less  widely. 
[:eive  a  fresh  quantity  from  the  machine,  which,  acting  as  just 
iposes  by  induction  a  second  quantity  of  neutral  electricity 
There  is  then  a  new  accumulation  of  negative  electricity 
id  consequently  of  posi-  j 

n  m.  But  each  time  that 
'es  off  electricity  to  the 
.rt  of  this  passes  to  the 
r  remaining  on  the  face 
lere,  therefore,  continues 
1  it  equals  that  of  the 
this  moment  equilibrium 
id  a  limit  to  the  charge 
:h  cannot  be  exceeded.  pig.  ,,,_ 

electricity  accumulated 
aces  m  and  n  is  very  considerable,  and  yet  the  pendulum 
much  as  il  did  when  A  was  absent,  and  no  more  ;  in  &cl, 
s  just  what  it  was  then— namely,  that  of  the  machine. 
idenser  is  charged— that  is,  when  the  opposite  electricities 
on  the  anterior  faces— connection  with  the  ground  is  broken 
res.    The  plate  A  is  charged  with  negative  electricity,  but 
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768.  Umlt  of  tbe  obftTEe  of  oondenaera. — The  quantity  of  electricity 
which  can  be  accumulated  on  each  plate  is,  cateris  paribus,  proportional  to 
the  potential  of  the  electricity  on  the  conductor,  and  to  the  surface  of  the 
plates  ;  it  decreases  as  the  insulating  plate  is  thicker,  and  it  diflers  with  the 
specific  inductive  capacity  of  the  substance.  There  is,  however,  a  limit  in 
the  case  of  each  condenser  beyond  which  it  cannot  be  charged.  TTie  eflecl 
of  dielectric  polarisation  (747)  is  to  put  the  medium  into  a  state  of  strain 
from  which  it  is  always  trying  to  release  itself,  and  which  is  the  equivalent 
of  the  work  done  in  charging  a  condenser.  This  is,  indeed,  the  seat  of  the 
electrical  energy.  It  is  as  if  two  surfaces  were  pulled  together  by  elastic 
threads  which  repelled  each  other  laterally.  When  the  strain  exceeds  a 
certain  limit,  a  discharge  takes  place  through  the  mass  of  the  dielectric, 
generally  accompanied  by  light  and  sound,  and  with  a  temp>orary  or  perma- 
nent rupture  of  the  dielectric  according  as  it  is  fluid  or  solid.  This  is  what 
occurs  when  a  substance — glass,  for  instance — is  exposed  to  a  continually 
increasing  weight  ;  a  point  is  ultimately  reached  at  which  the  glass  gives 
way,  and  the  weight  at  that  point  is  a  measure  of  the  resistance  to  fracture 
of  the  glass.  In  like  manner,  the  point  at  which  the  electrical  discharge 
takes  place  is  a  measure  of  the  electrical  strength  of  the  dielectric.  This 
electrical  strength  is  greater  in  glass  than  in  air,  and  in  dense  than   in 

Thus  to  produce  a  spark  of  0-5  cm.  in  air  at  the  pressures  20,  180,  and 
685  mm.  respectively,  the  potentials  required  were  3'33,  12-2,  and  36. 

We  may,  following  Maxwell,  further  illustrate  this  point  by  the  twisting 
of  a  wire  :  a  wire  in  which  a  small  force  produces  a  permanent  twist  corre- 
sponds to  the  case 
of  the  conduction  of 
electricity  inagood 
conductor ;  one 
which  having  been 
twisted,  reverts  to 
its  former  shape 
when  the  twisting 
force  is  removed,  is 
completely  elastic, 
and  corresponds  to 
a  perfect  instUator 
with  respect  to  the 
charge  employed. 
If  no  permanent 
twist  can  be  given 
tothewirebyaforce 
which     does      not 

break  it,  the  wire  is  •'«■  '*'• 

brittle.    A  dielectric  such  as  air,  which  docs  not  transmit  electricity  except 
by  disruptive  discharge,  may  be  said  to  be  electrically  brittle. 

769.  rmmlDBtlac  pan*.  TrMkkUn'a  plaM— This  is  a  simple  form  of 
the  condenser,  and  consists  of  a  glass  plate  fixed  in  a  wooden  frame  {fig.  723)  i 
on  each  side  of  the  glass,  pieces  of  linfoil  are  fastened  opposite  each  other. 
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Ihe  outside  coating  (fig.  725),  and  the  two  coalings  are  then  connected  by 
means  of  the  simple  discharger.  Care  must  be  taken  to  touch  first  the 
external  coating  with  the  discharger,  otherwise  a  smart  shock  will  be  feh. 
To  discharge  it  slowly  the  jar  is  placed  on  an  insulated  plate,  and  first  the 
inner  and  then  the  outer  coating  touched,  either  with  the  hand  or  with  a 
metallic  conductor.    A  slight  spark  is  seen  at  each  discharge. 


Fig.  71S.  Fig.  716. 

Fig.  736  represents  a  very  pretty  experiment  for  illustrating  the  slow 
disch^ge.  The  rod  terminates  in  a  small  bell,  d,  and  the  outside  coating 
is  connected  with  an  upright  metal  support,  on  which  is  a  similar  bell,  e. 
Between  the  two  bells  a  light  brass  ball  is  suspended  by  a  silk  thread.  TKe 
Jar  is  then  charged  in  the  usual  manner  and  placed  on  the  support  m.  The 
internal  coating  contains  a  quantity  of  free  electricity  ;  the  pendulum  is 
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aiiracied  and  immediately  repelled,  striking  against  the  second  bell,  to 
which  it  imparts  its  free  electricity.  Being  now  neutralised,  it  is  again 
attracted  by  the  first  bell,  and  so  on  for  some  time,  especially  if  the  air  be 
dry,  and  the  jar  somewhat  large, 

771.  £«7dan  Jar  wltli  iaoT«bl«  eokUBBB.— This  apparatus  (fig.  727)  j< 
used  to  demonstrate  that  in  the  Leyden  jar  the  opposite  electricities  are  n( 
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accumulated  on  ibe  coatings  merely,  but  are  stored  up  in  a  state  of  strain 
into  which  the  glass  is  put,  and  this  state  of  strain  is  the  mechanical  equiva- 
lent of  the  work  done  in  charg'ing  the  jar.  It  consists  of  a  somewhat 
conical  glass  vessel,  B,  with  movable  coatings  of  zinc  or  tin,  Cand  D.  These 
separate  pieces  placed  one  in  the  other,  as  shown  in  figure  A,  fonn  a 
complete  Leyden  jar.  After  having  charged  the  jar,  it  is  placed  on  an  insu- 
lating cake  ;  the  inner  coating  is  first  removed  by  the  hand,  or  better  by  a 
glass  rod,  and  then  the  glass  vessel  The  coatings  are  found  to  contain 
little  or  no  electricity,  and  if  they  are  placed  on  the  table  they  are  restored 
to  the  neutral  slate.  Nevertheless,  when  the  jar  is  put  together  again,  as 
represented  in  the  figure  at  A,  a  shock  may  be  taken  from  it  ahnost  as  strong 
as  if  the  coatings  had  not  been  removed.  It  is  therefore  concluded  that  the 
coatings  principally  play  the  part  of  conductors,  distributing  the  electricity 
over  the  surface  of  the  glass,  which  thus  becomes  polarised,  and  retains  this 
state  even  when  placed  on  the  table,  owing  to  its  imperfect  conductivity. 

The  experiment  inay  be  conveniently  made  without  any  special  fbnn  of 
apparatus  by  forming  a  Leyden  jar,  of  which  the  inside  and  outside  coatings 
are  ofmercury,  charging  it ;  then,havingmixedthc  two  coatings,  the  apparatus 
is  put  together  again,  upon  which  a  discharge  may  be  once  more  taken. 

771.  Uetatanberc'a  arnre*. — This  experiment  well  illustrates  the  appo- 
site electrical  conditions  of  the  two  coatings  of  a  Leyden  jar.     Holding  a 
jar  charged  with  positive  elec- 
tricity by  the  hand,  a  series  of 
lines  are  drawn  with  the  knob 
on  a  cake  of  resin  or  vulcanite  ; 
then  having  placed  the  jar  on 
an  insulator,  it  is  held  by  the 
knob,  and  another  series  traced 
I  by  means  of  the  outer  coating. 
If  now  amixtureof  red-leadand 
fiour  of  sulphur  be  projected  on 
'  the  cake,  the  sulphur  will  attach 
itself  to  the  positive  lines,  and 
the   red    lead   to   the    negative 
lines  ;  the  reason  being  that  in 
mixing  the  pnwders  the  sulphur 
has  become  negatively  electri- 
fied, and  the  red  lead  positively. 
p.      ^^  The  sulphur  will  arrange  itself 

in  tufts  with  numerous  divei^ng 
branches,  while  the  red  lead  will  take  the  form  of  small  circular  sfiots,  in- 
dicating a  difference  in  the  two  electricities  on  the  surface  of  the  resin  (787)- 
These  figures  form,  in  short,  a  very  sensitive  electroscope  for  investigating 
the  distribution  of  electricity  on  an  insulating  surface  (73a). 

Fig.  738  represents  the  appearance  of  a  plate  of  resin,  which  has  been 
touched  by  the  knob  of  a  Leyden  jar  charged  with  positive  electricity,  and 
has  then  been  dusted  with  lycopodium  powder. 

773.  S«Bliln>I  ebKTte. — Not  only  do  the  electricities  adhere  to  the  two 
surfaces  of  the  insulating  medium  which  separates  them,  but  they  penetrate 
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to  a  certain  extent  into  the  interior,  as  is  shown  by  the  following  experi- 
ment : — A  condenser  is  formed  of  a  plate  of  shellac  and  movable  metal  plates. 
It  is  then  charged,  retained  in  that  state  for  some  time,  and  afterwards  com- 
pletely discharged.  On  removing  the  metal  coatings  and  examining  both 
surfaces  of  the  insulator,  they  show  no  signs  of  electricity.  After  some  time, 
however,  each  face  exhibits  the  presence  of  some  electricity  of  the  same 
kind  as  that  of  the  plate  with  which  it  was  in  contact  while  the  apparatus  was 
charged.     This  is  explained,  by  some,  as  a  kind  of  electrical  absorption. 

A  phenomenon  frequently  observed  in  Leyden  jars  is  of  the  same  nature. 
When  a  jar  has  been  completely  discharged  by  bringing  the  inner  and 
outer  coatings  in  metallic  contact,  and  allowed  to  stand  a  short  time,  it 
exhibits  a  second  charge,  which  is  called  the  electric  residue.  The  jar  may 
be  again  discharged,  and  a  second  residue  will  be  left,  feebler  than  the  first, 
and  so  on,  for  three  or  four  times.  Indeed,  with  a  delicate  electroscope  a 
long  succession  of  such  residues  may  be  demonstrated.  The  residue  is 
greater  the  longer  the  jar  has  remained  charged.  The  magnitude  of  the 
residue  further  depends  on  the  amount  of  the  charge,  and  also  on  the 
degree  in  which  the  metal  plates  are  in  contact  with  the  insulator.  It 
varies  with  the  nature  of  the  substance,  but  there  is  no  residue  with 
either  liquids  or  gaseous  insulators.  Faraday  found  that  with  paraffine 
the  residue  was  greatest,  then  with  shellac,  while  with  glass  and  sulphur  it 
was  least  of  all.  Kohlrausch  has  found  that  the  residue  is  nearly  proportional 
to  the  thickness  of  the  insulator.  If  successive  small  charges,  alternately 
positive  and  negative,  be  imparted  to  the  jar,  it  is  found  that  the  residual 
charges  come  out  in  the  reverse  order  to  that  in  which  the  original  charges  go 
in.  This  residue  is  not  to  be  confounded  with  that  observed  when  a  Leyden 
jar  is  discharged  at  the  greatest  striking  distance  (788),  and  which  residue 
Reiss  found  to  be  always  in  a  constant  proportion,  ^,  of  the  entire  charge. 

Maxwell  proved  that  a  dielectric  composed  of  strata  of  different  materials 
may  exhibit  the  phenomena  of  the  residual  charge,  even  though  none  of  the 
substances  composing  it  exhibit  it  when  alone. 

From  what  has  been  said  as  to  the  state  of  mechanical  strain  in  which 
the  dielectric  of  a  condenser  is  thrown  when  charged  with  electricity  (771),  it 
is  not  difficult  to  account  for  the  phenomenon  of  the  residual  charge.  An 
elastic  body,  such  as  a  steel  plate,  which  has  been 
tw^isted  or  bent,  reverts  to  its  original  state  when  the 
force  which  brought  about  the  deformation  ceases  to 
act,  but  not  at  once  quite  completely.  A  certain  length 
of  time  is  required  for  this  alteration  to  take  place,  but 
the  change  is  promoted  by  any  gentle  mechanical 
action,  such  as  tapping,  which  gives  the  molecules  a 
certain  freedom  of  motion.  Dr.  Hopkinson  has  made 
an  experiment  with  a  Leyden  jar  which  is  quite  ana- 
logous to  this.  A  glass  vessel  (fig.  729)  contains  sul- 
phuric acid,  and  in  it  is  placed  a  thinner  one,  about  half  *^'  ^*'* 
full  of  the  same  liquid.  Platinum  wires  dip  in  the  two  liquids,  one  of  which 
is  in  connection  with  the  prime  conductor  of  an  electrical  machine,  while  the 
other  is  connected  with  the  earth.  The  arrangement  forms,  in  short,  a  con- 
denser, the  coatings  of  which  are  sulphuric  acid.     When  after  being  thus 
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charged,  ihe  jar  is  discharged,  a  residual  discharge  may  be  taken  afier  some 
time  by  again  connecting  the  wires  ;  if,  however,  the  inner  jar  be  gently 
Struck  with  a  piece  of  wood,  the  residue  makes  its  appearance  much  more 
rapidly.  The  same  obser\-er  draws  a  parallel  between  the  phenomena  of  the 
residual  charge  and  those  of  residual  magnetism  (715). 

774-  Waotrie  battorieB.^The  charge  which  a  Leyden  jar  can  take 
depends  on  the  extent  of  the  coated  surface,  and  for  small  thicknesses  is 
inversely  proportional  to  the  thickness  of  the  insulator.  Hence,  the  larger 
and  thinner  the  jar  the  more  powerful  the  charge.  But  very  large  Jars 
are  expensive,  and  liable  to  break  ;  and  when  too  thin,  the  accumulated 
electricities  discharge  themselves  through  the  glass,  especially  jf  it  is 
not  quite  homogeneous.  Leyden  jars  have  usually  from  j  to  3  square 
feet  of  coated  surface.     For  more  powerful  charges  electric  batteries  are 

An  tUctric  battery  consists  of  a  series  of  Leyden  jars,  whose  internal 
and  external  coatings  are  respectively  connected  with  each  other  (fig.  73'')- 
They  are  usually  placed  in  a  wooden  box  lined  on  the  bottom  with  tinfoiL 

This  lining  is  con- 
nected with  two 
metal  bandies  in 
the  sides  of  the  box. 
The  inner  coatings 
are  connected  with 
each  other  by  metal 
rods,  and  the  bat- 
tery is  charged  by 
placing  the  inner 
coatings  in  connec- 
tion with  the  prime 
conductor,  while 
the  outer  coatings 
are  connected  with 
the  ground  by 
means  of  a  chain 
fixed  to  the  handles. 
*■  "°"  A  quadrant  electro- 

meter (tig.  703)  fixed  to  one  jar  indicates  the  charge  of  the  battery.  Although 
there  is  a  large  quantity  of  electricity  accumulated  in  the  apparatus,  the 
divergence  is  not  great,  for  it  is  simply  due  to  the  free  electricity  on  the 
inner  coating.  The  larger  and  more  numerous  they  are,  the  longer  is  the 
time  required  to  charge  the  battery,  but  the  effects  are  so  much  the  more 
powerful  (784). 

When  a  battery  is  to  be  discharged,  the  coatings  are  connected  by  means 
of  the  discharging  rod,  the  outside  coating  being  touched  first.  Great  care 
is  required,  for  with  large  batteries  serious  and  even  fatal  accidents  may 

775.  Tbe  tmlveiBal  aUoli«rK«r. — This  is  an  almost  indispensable  appa- 
ratus in  experiments  with  the  electric  battery.  On  a  wooden  stand  (fig.  731) 
are  two  glass  legs,  each  provided  with  universal  joints,  in  which  movable 
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brass  rods  are  fitted.  Between  these  legs  is  a  small  ivory  table,  on  which  is 
placed  the  object  under  experiment.  The  two  metal  knobs  being  directed 
towards  the  objects,  one  of  them  is  connected  with  the  outer  coating  of  the 
battery,  and  the 


mtinication  is 
made  between 
theouterand  the 
inner  coating  by 
means  of  Che 
glass  discharg- 
ing rod,  a  violent 
shock  passes 
through  the  ob- 
ject on  the  table. 
776. 

— A  scries  of 
Uyden  jars  are 
placed  each  se- 
parately on  in- 
sulating sup- 
ports. The  knob 
of  the  first  is  in 
connection  with 
the  prime  con- 
ductor of  the 
machine,  and  its 

outer       coating  ^.^  ^^, 

joined     to     the 

knob  of  the  second,  the  outer  coating  of  the  second  to  the  knob  of  the  third, 
and  so  on,  the  outer  coating  of  the  last  communicating  with  the  ground. 
The  inner  coating  of  the  first  receives  a  charge  of  positive  electricity  from 
the  machine,  and  the  corresponding  positive  electricity  set  free  by  induction 
on  its  outer  coating,  instead  of  passing  to  the  ground,  gives  a  positive  charge 
to  the  inner  coating  of  the  second,  which,  acting  in  like  manner,  develops  a 
charge  in  the  third  jar,  and  so  on  to  the  last,  where  the  positive  electricity 
developed  by  induction  on  the  outer  coating  passes  to  the  ground.  The  jars 
may  be  dischat^ed  either  singly,  by  connecting  the  inner  and  outer  coatings 
of  each  jar,  or  simultaneously  by  connecting  (he  inner  coating  of  the  first 
with  the  outer  of  the  last.  In  this  way  the  qtiantity  of  electricity  necessary  to 
charge  one  jar  is  available  for  charging  a  series  of  jars.  Fig.  732  represents 
the  arrangement  applied  to  two  jars. 

777.  lKe»anrMDeut  of  the  otutrKe  or  >  itaMmrj,  Ksne'm  atMitro- 
■^•t«r.^When  the  outer  and  inner  coatings  of  a  charged  Leyden  jar  are 
gradually  brought  nearer  each  other,  at  a  certain  distance  a  spontaneous 
discharge  ensues.  The  distance  is  called  the  striking  or  sparking  distance. 
For  the  same  charge  it  is  inversely  proportional  to  the  pressure  of  the  air 
(768),  and,  with  the  same  jar,  but  different  charges,  directly  proportional  to  the 
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electric  density  of  that  point  of  the  inner  coating  at  which  the  discharge 
takes  place.  As  the  density  of  any  point  of  the  inner  coating,  other  things 
remaining  the  same,  is  proportional  to  the  entire  charge,  the  striking  distance 
is  proportional  to  the  quantity  of  electricity  in  a  jar.  The  measurement  of 
the  charge  of  a  battery,  however,  by  means  of  the  striking  distance,  can  only 
take  place  when  the  charge  disappears. 

By  means  of  Lane's  electrometer,  which  depends  on  an  application  of 
this  principle,  the  charge  of  a  jar  or  battery  may  be  measured.  This  appa- 
ratus, c  (fig.  732),  consists  of  an  ordinary  Leyden  jar,  near  which  there  is  a 
vertical  metallic  support  At  the  upper  end  is  a  brass  rod,  with  a  knob  at 
one  end,  which  can  be  placed  in  metallic  connection  with  the  outside  of  the 
jar :  the  rod  being  movable,  the  knob  can  be  kept  at  a  measured  distance 
from  the  knob  of  the  inner  coating.     Fig.  732  represents  the  operation  of 

measuring  the  charge  of  a  jar 
by  means  of  this  apparatus. 
The  jar  by  whose  charge  is  to  be 
measured,  is  placed  on  an  insu- 
lated stool  with  its  outer  coating 
in  metallic  connection  with  the 
inner  coating  of  Lane's  jar  ^, 
the  outer  coating  of  w^hich  is  in 
connection  with  the  ground,  or 
still  better  with  a  system  of  gas 
or  water  pipes  ;  a  is  the  con- 
ductor of  the  machine.  When 
the  machine  is  worked,  positive  electricity  passes  into  the  jar  b  ;  a  propor- 
tionate quantity  of  positive  electricity  is  repelled  from  its  outer  coaling, 
passes  into  the  inner  coating  of  the  electrometer,  and  there  produces  a 
charge.  When  this  has  reached  a  certain  limit,  it  discharges  itself  between 
the  two  knobs,  and  as  often  as  such  a  discharge  takes  place,  the  same 
quantity  of  positive  electricity  will  have  passed  from  the  machine  into  the 
battery  ;  hence  its  charge  is  proportional  to  the  number  of  discharges  of  the 
electrometer. 

^^Z,  Harris's  nnlt  Jar. — Harris's  unit  jar  (fig.  T^ii)  *s  an  application 
of  the  same  principle,  and  is  often  convenient  for  measuring  quantities 

of  electricity.  It  consists  of  a  small 
Leyden  phial,  4  inches  in  length  and 
\  inch  in  diameter,  coated  to  about 
an  inch  from  the  end,  so  as  to  expose 
about  6  inches  of  coated  sur&ce.  It  is 
fixed  horizontally  on  a  long  insulator, 
and  the  charging  rod  connected  at  P 
with  the  conductor  of  the  machine, 
while  the  outer  coating  is  connected 
with  the  jar  or  battery  by  the  rod  /  /. 
When  the  accumulation  of  electricity  in  the  interior  has  reached  a  certain 
height  depending  on  the  distance  of  the  two  balls  m  and  «,  a  discharge  ensues, 
and  marks  a  certain  quantity  of  electricity  received  as  a  charge  by  the 
battery,  in  terms  of  the  small  jar. 


Fig.  732. 


Fig-  733. 
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;  eleotroaeope.— The  condensing  electroscope 
invented  by  Volta  is  a  moditication  of  the  ordin[iry  gold-leaf  electroscope 
(751).  The  rod  to  which  the  gold-leaves  are  affixed  certninates  in  a  disc 
instead  of  in  a  knob,  and  there  is  aijoiher  disc  of  the  same  size  provided  with 
an  insulating  glass  handle.  The  discs  are  covered  with  a  layer  of  insulating 
shellac  varnish  (lig.  734). 

To  render  very  small  quantities  of  electricity  perceptible  by  this  apparatus, 
one  of  the  plates,  which  thus  becomes  the  collecting  plate,  is  touched  with 
the  body  under  examination.  The  other  plate,  the  condensing  plate,  is  con- 
nected with  the  ground  by  touching  it  with  the  finger.  The  electricity  of 
the  body,  being  diffused  over  the  collecting  plate,  acts  inductively  through 
the  varnish  on  the  other  plate,  attracting  the  opposite  electricity,  but 


Fig.  734.  Fig.  7Ji. 

repelling  that  of  like  kind.  The  two  electricities  thus  become  accumulated 
on  the  two  plates  just  as  in  a  condenser,  but  there  is  no  divergence  of  the 
leaves,  for  the  opposite  electricities  counteract  each  other.  The  finger  is 
now  removed,  and  then  the  source  of  electricity,  and  still  there  is  no  diver- 
gence ;  but  if  the  upper  plate  be  raised  (fig.  735)  the  neutralisation  ceases, 
and  the  electricity  being  free  to  move  diflTuses  itself  over  the  rod  and  the 
leaves,  which  then  diverge  widely.  The  delicacy  of  this  electroscope  is  in- 
creased by  adapting  lo  the  foot  of  the  apparatus  two  metal  rods,  terminating 
in  knobs  ;  for  these  knobs,  being  excited  by  induction  from  the  gold-leaves, 
react  upion  them. 

A  still  further  degree  of  delicacy  is  attained  if  the  rods  be  replaced  by  two 
Bohnenberger's  dry  piles  (818),  one  of  which  presents  its  positive  and  the 
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distance  from  each  other,  which  is  small  in  proportion  to  their  diameters, 
but  which  can  be  very  accurately  measured.  Out  of  the  centre  of  the  upper 
one  is  cut  a  disc  c ;  this  is  suspended  by  insulating  threads  from  one  end  of 
the  arm  a  b  o(  a  balance,  at  the  other  end  of  which  is  a  counterpoise,  or  a 
scalepan/.  At  the  end  of  the  arm  is  a  fork,  across  which  is  stretched  a 
tine  wire  ;  when  the  disc  is  exactly  in  the  plane  of  the  circular  band  or  ring 
which  surrounds  it,  and  which  is  called  the  guard  ring,  this  fine  wire  is 
exactly  across  the  interval  between  two  marks  in  the  upright,  and  the  posi- 
tion of  which  can  be  accurately  determined  by  means  of  the  lens  C.  The 
disc  and  the  guard  ring  are  kept  at  a  constant  potential,  being  connected 
by  a  wire  with  a  constant 
source  of  electricity,  while 
the  other  can  be  kept  at  any 
ftotential. 

Suppose  now  that  the 
whole  system  is  at  the  same 
potential,  and  that  the  disc 
is  exactly  balanced  so  as  to 
be  in  the  plane  of  the  guard 
ring.  If  now  A  be  electrified 
to  a  given  potential,  while 
the  plate  B  is  connected  with 
the  earth,  then  the  body 
charged  with  electricity  of 
higher  potential — that  is,  the 

disc — will  be  ui^d  towards  "^^  '^'' 

the  body  of  lower  potential,  the  fixed  plate  ;  and  in  order  to  retain  it  exactly 
in  the  plane  of  the  guard  ring  the  force  applied  at  the  other  end  of  the 
lever  must  be  increased.  This  may  be  done  by  altering  the  distance  of  the 
counterpoise,  or  by  adding  weights  to  a  scalepan,  and  the  additional  weight 
thus  applied  is  a  measure  of  the  attractive  force. 

Now,  it  can  be  shown  that  the  attractive  force  between  any  two  plates 
electrified  to  different  potentials  is  proportional  to  the  square  of  the  differ- 
ence of  potentials,  provided  the  distance  between  them  is  small  in  comparison 
with  their  area,  and  that  the  portions  of  the  plates  opposite  each  other  are 
at  some  distance  from  the  edge.  These  conditions  are  fulfilled  in  the  above 
case.  If  S  is  the  area  of  the  disc,  rf  the  distance  of  the  plates,  V-V,  the 
difference  of  potentials,  and  F  the  force  required  to  balance  a  certain  attrac- 
tion, then 

F-(V-V|)'S 

for  V-O,  this  is  Jj^,  and  V-d^^.  Now  as  F  is  expressed  by  a 
weight,  and  S  and  d  depend  on  measures  of  length,  we  have  a  means  of  ex- 
pressing difference  of  potentials  in  absolute  measure  (?og).  It  is  also  dear 
that  the  experiments  may  be  modified  by  making  the  weight  constant,  and 
the  distance  variable.  By  means  of  micrometric  arrangements  the  distance 
of  the  plates  may  be  varied  and  measured  with  very  great  accuracy.  This 
principle  is  applied  in  a  portable  form  of  this  electrometer. 
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Fig.  738. 


782.  Potential  and  capacity  of  a  Acydon  Jar. — These  may  be  most 
conveniently  investigated  by  considering  the  case  of  a  spherical  jar.  Let  us 
suppose  A  {fig.  738)  to  represent  an  insulated  metal  sphere,  and  let  us  con- 
sider it  placed  in  conducting  communication  with  a  source  of,  say,  positive 
electricity,  which  is  supposed  to  be  at  a  constant  potential  V.    Then  its 

potential  V  is  ^ ,  and  its  charge  g  =  VR,  R  being  the  radius  of  the  sphere  A. 

R 

Suppose  now  it  be  possible  to  surround  this  sphere  by  an  external  conduct- 
ing shell  or  envelope  B,  which  is  in  connection  with  the  ground ;  movements  of 
electricity  will  take  place  ;  a  new  equilibrium  will  be  established,  and  there 
will  now  be  two  electrical  layers — one  on  the  sphere  A,  and  the  other  on  the 

sphere  B.  These  will  have  no  action  on 
any  external  point,  which  is  only  possible 
provided  the  charges  are  equal  and  contrary. 
If  +Q  is  the  charge  on  the  inner,  then  -Q 
is  that  on  the  outer  sphere  (745). 

The  charge  of  the  original  sphere  is  at 
first  not  altered  by  this  operation,  but  its 
potential  is  less,  its  capacity  being  now 
greater ;  but,  as  it  is  in  contact  with  the 
source,  which  is  constant,  it  receives  fresh 
charges  of  electricity  until  it  is  again  at  the 
potential  of  the  source  V. 

Now  let  us  suppose  that  the  insulating 
layer  which  separates  the  inner  from  the 
outer  coating  is  air,  and  that  its  thickness  is  /;  then  the  potential  V 
of  the  whole  system  is  made  up  of  two  parts,  the  first  due  to  the  elec- 
trical charge  of  the  inner  sphere  V  =  +  ^,  and  the  second  due  to  the  charge 

R 

of  the  outer  sphere  =  -  Q- ;  that  is,  V  -  g  -  ^  =  ^^'^~!^\  or  Q  -  ™^ 

a     R'  — R 

The  charge  of  the  insulated  sphere  ^  =  VR ;  hence  ^-  =  —^^  - .  But 

R'  -  R  is  the  thickness  of  the  dielectric,  which,  for  the  sake  of  simplicity,  we 

O     R' 

will  suppose  is  air,  and  calling  this  /,  we  have  ^  «  -  ;  that  is,  the  charge 

is  inversely  as  the  thickness  of  the  dielectric. 

It  is  to  be  observed  that  the  results  here  obtained  apply  strictly  only  to 
the  supposed  case  in  which  the  inner  conductor  is  completely  surrounded  by 
the  outer  one  (745),  which  is  not  the  case  with  the  ordinary  form  of  a  Leyden 
jar.     It  may,  however,  be  applied  to  them  if  we  compare  homologous  iars ; 

in  the  above  formula  Q  =  ^^^,  now  if  R  and  R'  are  nearly  equal,  then 

R  —  K. 

Q  *  ^^*  - '*'^^^',  which  may  be  written  y%  where  4n-R^-S  is  the  coated 
surface  of  one  side  and  /  the  thickness  of  the  dielectnc     In  this  formula 

^   is  a  constant  for  a  Leyden  jar  of  given  dimensions,  and  represents  the 

47r/ 

capacity  of  the  jar. 
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If  instead  of  air  there  be  a  solid  or  liquid  dielectric,  whose  specific  induc- 

VS    VS< 

tive  capacity  is  «,  the  formula  becomes  Q  -  — « .     If  the  dielectric  be 

4irt     \irt 

K 

partly  air  and  partly  some  other  material,  such  as  glass,  then  if  the  thick- 

VS 
ness  of  this  latter  is  d,  Q  -  - —        _  _  .   The  expression  B  is  sometimes 


4^/-^.y 


written  f,  and  represents  the  thickness  of  the  layer  of  air  equivalent  to  it  in 

specific  inductive  capacity.     It  is  also  called  the  reduced  thickness, 

VRR'  RR' 

From  the  expression  Q  -  w^  -„-  we  get  the  capacity  C  =  -  , — -  ;  or  as 

R  —  R  R  —  R 

RR' 
above   =  -- — ,  so  that  the  presence  of  the  envelope  multiplies  the  capacity 

R' 
of  the  sphere  by  -  . 

If  R'  is  so  great  that  the  value  of  R  in  the  denominator  may  be  disre- 
gardedy  we  get  C  «  R,  which  is  the  expression  for  the  capacity  of  an  insulated 
sphere  (739) ;  such  a  sphere  may  indeed  be  regarded  as  a  condenser,  in 
which  the  layer  of  air,  between  it  and  the  sides  of  the  room,  represents  the 
dielectric.     This  represents  in  effect  the  condensing  force  (767). 

When  n  identical  jars  are  joined  in  surface,  we  have  a  condenser  whose 
capacity  is  equal  to  the  «-fold  capacity  of  a  single  jar.  If  these  n  jars  are 
joined  in  cascade,  the  capacity  of  the  system  is  that  of  a  single  jar,  the 
dielectric  of  which  is  n  times  as  thick. 

A  cylindrical  Leyden  jar  with  the  diameter  10  cm.  and  coated  to  a  height 
of  20  cm.  will  have  a  total  coated  surface  of  706*5  ;  if  the  glass  has  the  di- 
electric constant  5,  and  its  thickness  is  3  mm.,  the  capacity  of  the  jar  will  be 
937*5  ;  and  as  the  capacity  of  a  sphere  is  equal  to  its  radius  (739),  it  will  be 
equal  to  the  capacity  of  a  freely  suspended  sphere  1875  metres  in  diameter 
(748). 


THE  ELECTRIC  DISCHARGE 

783.  Bffeots  Of  tlie  eleotrio  dlsoliarire. — The  recombination  of  the  two 
electricities  which  constitutes  the  electrical  discharge  may  be  either  con- 
tinuous or  sudden  :  continuous^  or  of  the  nature  of  a  current,  as  when  the 
two  conductors  of  a  Holtz's  machine  are  joined  by  a  chain  or  a  wire  ;  and 
sudden  or  disruptive^  as  when  the  opposite  electricities  accumulate  on  the 
surface  of  two  adjacent  conductors,  till  their  mutual  attraction  is  strong 
enough  to  overcome  the  intervening  resistances,  whatever  they  may  be.  But 
the  difference  between  a  sudden  and  a  continuous  discharge  is  one  of  degree, 
and  not  of  kind,  for  there  is  no  such  thing  as  an  absolute  non-conductor,  and 
the  very  best  conductors,  the  metals,  offer  an  appreciable  resistance  to  the 
passage  of  electricity.  Still  the  difference  at  the  two  extremes  of  the  scale 
is  sufficiently  great  to  give  rise  to  a  wide  range  of  phenomena. 

Riess  showed  that  the  discharge  of  a  battery  does  not  consist  in  a 
simple  union  of  the  positive  with  the  negative  electricity,  but  that  it  consists 

3D 
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of  a  series  of  successive  partial  discharges.    The  direction  of  the  discharge 
depends  mainly  on  the  length  and  nature  of  the  circuit 

Feddersen  examined  the  discharge  of  a  Leyden  jar  by  the  arrangement 
represented  in  ^%,  739,  in  which  the  spark  of  the  Leyden  jar  passes  between 
the  knobs  a  and  b.  On  the  axis  xx^  which  by  means  of  clockwork  is  rotated 
at  a  known  and  uniform  rate,  are  two  long  focus  concave  mirrors,  d  and  c  \  to 


Fig.  739. 

the  axis  is  also  attached  a  brass  strip,  the  ends  of  which  just  touch  the  bare 
ends  of  the  insulated  wires/and^at  the  moment  the  spark  passes  between 
a  and  b ;  at  this  instant  the  spark  is  in  the  vertical  plane  of  the  mirror. 
The  image  of  the  spark  is  reflected  on  the  ground-glass  plate  h. 

Observed  in  this  manner  the  spark  is  seen  as  a  narrow  band  of  light  the 
ength  of  which  varies  with  the  duration  of  the  discharge.     The  duration 
increases  with  the  striking  distance,  and  with  the  number  of  jars. 

When  the  resistance  of  the  circuit  through  which  the  discharge  takes 
place  is  small,  it  is  found  that  the  discharge  is  an  oscillatory  one,  consisting 
of  a  series  of  separate  discharges  in  alternating  directions ;  the  image  is 
traversed  by  a  number  of  dark  lines. 

When  the  resistance  is  greater  the  discharge  is  a  single  continuous  one, 
and  its  image  is  that  of  a  continuous  band  of  light  With  very  great  resist- 
ance the  discharge  is  an  intermittent  one,  and  consists  of  sparks  following 
each  other  at  irregular  intervals. 

These  oscillatory  discharges  may  be  illustrated  by  means  of  a  simple 
hydrostatical  experiment     Suppose  that  in  the  U-tube  (fig.  740}  is  a  valve,  J, 

by  which  the  two  tubes  are  separated,  and  that  water  is 
poured  in  one  so  that  it  is  at  the  height  L  above  the 
level  ooy  and  in  the  other  in  the  corresponding  distance 
\J  below  the  level.  When  the  valve  is  suddenly  opened, 
the  water  passes  through,  and  only  comes  to  rest  in  the 
position  00  after  several  oscillations  about  this  level.  Sup- 
pose the  valve  to  be  suddenly  closed  during  the  oscillation, 
it  may  easily  happen  that  the  water  is  higher  in  that  limb 
in  which  it  was  previously  lower.  This  would  represent 
the  case  observed  by  Oettingen  with  the  electrical  residues,  who  found  them 
to  be  sometimes  negative  and  sometimes  positive. 

Again,  if  the  valve  be  only  slightly  opened,  so  that  great  resistance  is 
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offered,  the  water  slowly  sinks  to  its  level,  the  discharge  is  continuous,  and 
there  are  no  oscillations ;  this  corresponds  to  the  case  in  which  the  elec- 
trical resistance  is  very  great. 

We  may  further  compare  the  dielectric  in  a  state  of  strain,  like  the  glass 
of  a  charged  Leyden  jar,  to  a  narrow  steel  plate,  clamped  at  one  end  ;  if  the 
free  end  is  pulled  aside,  the  plate  is  in  a  state  of  strain,  and  when  this  strain 
is  removed  the  plate  comes  to  rest  after  making  a  series  of  oscillations.  To 
prevent  these  oscillations  the  plate  must  be  exposed  to  a  great  resistance,  by 
being  placed,  for  instance,  in  a  viscous  liquid ;  in  like  manner,  as  we  have 
seen,  by  offering  a  great  resistance  to  the  electrical  discharge,  it  becomes 
continuous.  The  rate  at  which  a  vibrating  steel  plate  or  a  stretched  string 
comes  to  rest  will  depend  on  its  mass  and  on  its  inertia.  In  like  manner 
the  period  of  oscillation  of  an  electrical  discharge  depends  on  a  certain 
coefficient  of  self-induction  (907),  which  represents  the  electro-magnetic 
inertia  of  the  medium  about  the  circuit. 

The  oscillatory  nature  of  the  discharge  has  been  confirmed  by  the  observa- 
tions of  Paalzow  on  the  luminous  phenomena  seen  in  highly  rarefied  gases 
when  it  takes  place  in  them,  as  well  as  by  the  manner  in  which  a  magnet  affects 
the  phenomena.  Von  Helmholtz  had  already  deduced  the  necessity  of 
such  an  oscillating  motion  from  the  laws  of  the  conservation  of  energy,  and 
Lord  Kelvin  and  Kirchhoff  deduced  the  conditions  under  which  it  occurs. 

784.  'W^ork  effected  by  tbe  Oiecliarffe  of  a  Aeyden  jar. — The  work 

1  CV    O'     I    s 

required  to  charge  a  Leyden  jar  is  W  =  -  QV  =  ._    -  >  -  V*  ;  that  is, 

2  2       2C     2  47r/ 

is  proportional  to  the  surface  and  to  the  square  of  the  potential,  and  is 
inversely  as  the  thickness  of  the  insulator.  From  the  principle  of  the  con- 
servation of  energy,  this  stored-up  energy  reappears  when  the  jar  is  dis- 
charged. This  occurs  partly  in  the  form  of  a  spark,  partly  in  the  healing 
effect  of  the  whole  system  of  conductors  through  which  the  discharge  takes 
place.  When  the  armatures  are  connected  by  a  thick  short  wire,  the  spark 
is  strong  and  the  heating  effect  small  ;  if,  on  the  contrary,  the  jar  is  dis- 
charged through  a  long  fine  wire,  this  becomes  more  heated,  but  the  spark 
is  weaker. 

If  a  series  of  identical  jars  are  each  separately  charged  from  the  same 
source,  they  will  each  acquire  the  same  potential,  which  will  not  be  altered 
if  all  the  jars  are  connected  by  their  inner  and  outer  coatings  respectively. 
The  total  charge  will  be  the  same  as  if  the  battery  had  been  charged  directly 
from  the  source,  and  its  energy  will  be  W  =  iV«^  =  JVQ  ;  that  is,  the  energy 
of  a  battery  of  n  equal  jars  is  the  same  as  that  of  a  sinjg^le  jar  of  the  same 
thickness  but  of  n  times  the  surface. 

Let  us  consider  two  similar  Leyden  jars  having  respectively  the  capaci- 
ties c  and  c  ;  let  one  of  them  be  charged  to  potential  V,  and  let  the  other 
remain  uncharged.  Suppose  now  that  the  inner  and  outer  coatings  of 
the  jars  are  respectively  connected  with  each  other.    Then  the  energy  of  the 

charged  jar  alone  is  W « J^ ,  and  when  it  is  connected  with  the  other, 

the  original  charge  will  spread  itself  over  the  two,  so  that  the  energy  of  the 

charge  in  the  two  jars  is  W' -   ,  ^   ,,.    Hence  W :  W' ^c^c'  :c  \  and  there* 

3  i>2 
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fore,  since  c  +  c^  is  always  greater  than  c,  there  must  be  a  loss  of  energy.  In 
point  of  fact,  when  a  charged  jar  is  connected  with  an  uncharged  one,  a 
spark  passes  which  is  the  equivalent  of  this  loss  of  energy. 

It  follows,' further,  that  when  two  jars  at  different  potentials  are  united 
there  is  always  a  loss  of  energy. 

If  a  series  of  n  similar  jars  are  joined  in  surface,  and  a  given  charge 
of  electricity  is  imparted  to  them,  the  energy  is  inversely  as  the  number 
of  jars ;  but,  when  they  are  charged  from  a  source  of  constant  potential, 
the  energy  is  proportional  to  the  number  of  jars.  If,  however,  the  jars 
are  arranged  in  cascade,  then  for  a  given  charge  the  energy  is  n  times  that 
of  a  single  jar,  while  for  a  given  potential  it  is  n  times  smaller.  It  is  some> 
times  convenient  to  arrange  the  jars  in  a  combination  of  the  two  systems. 

785.  PliysloloiTioal  effects. — The  shock  from  the  electrical  machine 
has  been  already  noticed  (770).  The  shock  taken  from  a  charged  Leydcn 
jar  by  grasping  the  outer  coating  with  one  hand  and  touching  the  inner 
with  the  other  is  much  more  violent,  and  has  a  peculiar  character.  With  a 
small  jar  the  shock  is  felt  in  the  elbow  ;  with  a  jar  of  about  a  quart  capacity 
it  is  felt  across  the  chest,  and  with  jars  of  still  larger  dimensions  in  the 
stomach. 

A  shock  may  be  given  to  a  large  number  of  persons  simultaneously  by 
means  of  the  Leyden  Jar.  For  this  purpose  they  must  form  a  chain  by  join- 
ing hands.  If,  then,  the  first  touches  the  outside  coating  of  a  charged  jar, 
while  the  last  at  the  same  time  touches  the  knob,  all  receive  a  simultaneous 
shock,  the  intensity  of  which  depends  on  the  charge,  and  on  the  number  of 
persons  receiving  it.  Those  in  the  centre  of  the  chain  are  found  to  receive 
a  less  violent  shock  than  those  near  the  extremities.  The  Abb^  Nollet  dis- 
charged a  Leyden  jar  through  an  entire  regiment  of  1,500  men,  who  all 
received  a  violent  shock  in  the  arms  and  shoulders. 

With  large  Leyden  jars  and  batteries  the  shock  is  sometimes  very  dan- 
gerous. Priestley  killed  rats  with  batteries  of  7  square  feet  coated  sur&ce, 
and  cats  with  a  battery  of  about  4^  square  yards  coating. 

Experience  shows  that  the  physiological  effect  varies  with  the  electrical 
energy  ;  thus  a  discharge  from  an  ordinary  electrical  machine  which  gives 
a  spark  of  nearly  a  foot  may  be  taken  without  danger,  while  one  from  a 
battery  of  large  capacity  of  a  few  millimetres  could  not  be  borne.  The 
duration  of  the  discharge  has  also  an  influence ;  a  battery  which  gives  a 
violent  shock  when  discharged  in  ordinary  conditions,  only  gives  a  feeble 
one  when  discharged  through  a  moist  cord,  which  only  delays  the  rapidity 
of  the  discharge. 

786.  &umlnoiui  effects. — The  recombination  of  two  electricities  of  high 
potential  (738)  is  always  accompanied  by  a  disengagement  of  light,  as  is  sees 
when  sparks  are  taken  from  a  machine,  or  when  a  Leyden  jar  is  discharged. 
The  better  the  conductors  on  which  the  electricities  are  accumulated,  the 
more  brilliant  is  the  spark  ;  its  colour  varies  not  only  with  the  nature  of  the 
bodies,  but  also  with  the  nature  of  the  surrounding  medium  and  with  the 
pressure.  The  spark  between  two  charcoal  points  is  yellow,  between  two 
balls  of  silvered  copper  it  is  green,  between  knobs  of  wood  or  ivory  it  is 
crimson.  In  air  at  the  ordinary  pressure  the  electric  spark  is  white 
and  brilliant ;   in  rarefied  air  it  is  reddish ;  and  in  vacuo  it  is  violet 
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In  oxygen,  as  in  air,  the  spark  is  white;  it  is  reddish  in  hydrogen,  and 
green  in  the  vapour  of  mercury  ;  in  carbonic  acid  it  is  also  green,  while 
in  nitrogen  it  is  blue  or  purple,  and  accompanied  by  a  peculiar  sound. 
Generally  speaking,  the  higher  the  potential,  the  greater  is  the  lustre  of  the 
spark. 

When  these  sparks  are  examined  by  the  spectroscope  (576)  they  show  the 
lines  characteristic  of  the  metals  between  which  the  spark  passes,  and  also 
of  the  gas  in  which  it  takes  place.  If  the  knobs  are  of  different  metals 
the  lines  of  both  are  seen.  Part  of  the  energy  is  accordingly  consumed  in 
detaching  and  volatilising  the  metal  particles  on  the  two  electrodes  ;  when 
a  powerful  discharge  takes  place  between  a  knob  of  gold  and  one  of  silver, 
the  latter  metal  is  found  on  the  gold  knob,  while  some  gold  is  found  on  the 
silver. 

^Z^,  Spark  and  bnisli  dlsoliarffe. — The  shapes  which  luminous  electric 
phenomena  assume  may  be  classed  under  two  heads — the  spark  and  the 
brush.  The  brush  forms  when  the  electricity  leaves  the  conductor  in  a 
continuous  flow ;  the  spark,  when  the  discharge  is  discontinuous.  The 
formation  of  one  or  the  other  of  these  depends  on  the  nature  of  the  con- 
ductor and  on  the  nature  of  the  conductors  in  its  vicinity ;  and  small  altera- 
tions in  the  position  of  the  surrounding  conductors  transform  the  one  into 
the  other. 

The  spark  which  at  short  distances  appears  straight,  at  longer  distances 
has  a  zigzag  shape  with  diverging  branches.  Its  length  depends  on  the 
density  at  the  part  of  the  conductor  from  which  it  is  taken  ;  and  to  obtain 
the  longest  sparks  the  electricity  must  be  of  as  high  a  density  as  possible,  but 
not  so  high  as  to  discharge  spontaneously.  With  long  sparks  the  luminosity 
is  different  in  different  parts  of  the  spark. 

The  brush  derives  its  name  from  the  radiating  divergent  arrange- 
ment of  the  light,  and  presents  the  appearance  of  a  luminous  cone,  whose 
apex  touches  the 
conductor.  Its  size 
and  colour  differ  with 
the  nature  and  form 
of  the  conductor  ;  it 
is  accompanied  by 
a  peculiar  hissing 
noise,  very  different 
from  the  sharp  crack 
of  the  spark.  Its 
luminosity  is  far  less 
than  that  of  the 
spark ;  for  while  the 
latter  can  easily  be  '"^ 
seen  by  daylight,  the 
former  is  only  visible 
in  a  darkened  room.  The  brush  discharge  may  be  obtained  by  placing  on 
the  conductor  a  wire  filed  round  at  the  end,  or,  with  a  powerful  machine, 
by  placing  a  small  bullet*  on  the  conductor.  The  brush  from  a  negative 
conductor  is  less  than  from  a  positive  conductor  \  the  cause  of  this  differ- 


Fig.  741. 
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ence  has  not  been  satisfactorily  made  out,  but  may  originate  in  the  bet, 
which  Faraday  has  observed,  that  negative  electricity  discharges  into  the 
air  at  a  somewhat  lower  density  than  positive  electricity  ;  so  that  a  nega- 
tively charged  Iroob  sooner  attains  that  density  ai 
which  spontaneous  discharge  takes  place,  than  does  a 
positively  charged  one,  and  therefore  discharges  the 
electricity  at  smaller  intervals  and  in  less  quantities. 

When  electricity,  in  virtue  of  its  high  density, 
issues  from  a  conductor,  no  other  conductor  being 
near,  the  discbarge  takes  place  without  noise,  and  at 
the  places  at  which  it  appears  there  is  a  pale  blue 
luminosity  called  the  electrical  glo-a^,  or  on  paints  a 
star-like  centre  of  light.  It  is  seen  in  the  dark  by 
placing  a  point  on  the  conductor  of  the  machine.  It 
may  be  regarded  as  a  very  short  brush. 

788.  StrlUnK  Olitanee. — Sir  W.  Harris  by  means 
of  experiments  with  his  unit  jar  suitably  modified,  and 
Riess  by  independent  researches,  found  that  for  small 
distances  the  striking  distance  is  directly  proportional 
tothequantityof  electricity,  and  inversely  propordonal 
to  the  coated  surface  ;  in  other  words,  it  is  proportional 
to  the  piotential.  For  his  experiments  Riess  used  the 
spark  micrometer,  which  consists  of  two  metal  knobs, 
A  and  B  (fig.  741),  provided  with  binding  screws,  a  and 
b,  and  on  insulating  supports,  the  distance  of  which 
Fig.  741.  from  each  other  could  be  varied  by  a  micrtnnetric 

The  striking  distance  varies  slightly  with  the  shape  of  the  electrodes ; 
thus  for  the  same  distance  the  difference  of  potential  required  is  slightly 
greater  for  two  spheres  than  for  two  plates. 

For  greater  distances  the  difference  of  potential  increases  less  rapidly 
than  thedistance,  and  the  greater  thedistance  thelessis  the  rate  of  increase ; 
this  is  seen  in  the  following  experiments,  where  the  discharge  took  place 
between  two  knobs  2'2  cm.  in  diameter. 


cm. 

cm. 

S-490 

5-0 

o-s 

J6,730    ] 

7-0 

48,600    1 

64,800 

3-0 

76,800 

15-0 

94,800 

107,700 
119,100 

I24,«» 

117,800 

The  striking  distance  in  air  is  virtually  the  same  for  the  spark  proper  as 
for  the  brush. 

The  influence  of  pressure  on  the  electric  discharge  may  be  studied  bj' 
means  of  the  electric  egg.  This  consists  of  an  ellipsoidal  glass  vessel  (fig. 
742)  with  metal  caps  at  each  end.  The  lower  cap  is  provided  with  a  stop- 
cock,  so  that  ii  can  be  screwed  into  an  air-pump,  and  also  into  a  heavj- 
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metallic  fboL  The  upper  metal  rod  moves  up  and  down  in  a  leather  stuffing- 
bos  ;  the  lower  one  is  fixed  to  the  cap.  A  vacuum  having  been  made,  the 
stopicoclc  is  turned,  and  the  vessel  screwed  into  its  foot  ;  the  upper  part  is 
then  connected  with  a  powerful  electrical  machine,  and  the  lower  one  with 
the  ground.  On  working  the  machine,  the  globe  becomes  filled  with  a  feeble 
violet  light  continuous  from  one  end  to  the  other,  and  resulting  from  the 
recomposiiion  of  the  positive  electricity  of  the  upper  cap  with  the  negative 
of  the  lower.  If  the  air  be  gradually  allowed  to  enter  by  opening  the  stop- 
cock, the  light  now  appears  while  and  brilliant,  and  is  only  seen  as  an  ordinary 

Some  beautiful  effects  of  the  electric  dischai^e  are  obtained  by  means  of 
Geissler's  tubes  (318),  which  will  be  noticed  under  Dynamical  Electricity. 
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789,  XnmlnowB  tnbe  «ad  •qaare. — The  luminous  tube  (fig.  743)  is  a 
glass  tube  about  a  yard  long,  round  which   are  arranged  in  a  spiral  torm  a 
series  of  lozenge-shaped  pieces  of  tinfoil,  between  which  are  very  short 
intervals.    There  is  a  brass  cap 
with  hooks  at  each  end,  in  which 
the  spiral  terminates.    If  one  end 
be   presented   to    a   machine    in 
aaion,  while  the  other  is  held  in 
the  hand,  sparks  appear  simul- 
taneously at  each   interval,  and 
produce  a  brilliant  luminous  ap- 
pearance, especially  in  the  dark. 

The  luminous  pane  (fig.  744) 
is  constructed  on  the  same  prin- 
ciple, and  consists  of  a  square  of 
ordinary  glass,  on  which  is  fas- 
tened a  narrow  strip  of  tinfoil 
folded  parallel  to  itself  for  a  great 
number  of  times.  Spaces  are  cut 
out  of  this  strip  so  as  to  represent 
any  figure,  3  portico  for  example. 
The  fiane  being  fixed  between  two 

insulating  supports,  the  upper  ex-  Fig  ^^^ 

tremity  of  the  strip  is  connected 

with  ihe  electrical  machine,  and  the  lower  part  with  the  ground.  When  the 
machine  is  in  operation,  a  spark  appears  at  each  interval,  and  reproduces  in 
luminous  flashes  the  object  represented  on  the  glass 
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as  great,  the  keat  produced  would  be  respedively  J  and  J  as  great  as  in  a 
wire  of  unit  thickness. 

If  a  jar  charged  to  a  given  potential  be  discharged  through  the  electrical 
thermometer,     the 
discharge  will  lake 

striking  distance, 
and  a  certiun  de- 
pression will  be 
produced  which  is 
a  measure  of  the 
heating  effect  in  the 
thermometer.       If 

posed  in  the  path 

of  the  discharge,  a 

certain    propiortion 

of  its  energy  will  be 

expended     in    the 

mechanical  perfor-  Fig.  746. 

ation  of  the  card, 

and  the  proportion  in  the  thermometer  will  be  less.    Thus  Riess  found  that 

that  charge  which  when  passed  through  air  produced  a  depression  of  I  ^"9, 

when  passed  in  addition  through  one  card,  two  cards,  and  a  plate  of  mica, 

produced  depressions  of  117,  80,  and  6'8  respectively;  showing  that  the 

heating  effect  was  less  according  as  more  of  the  enei^  of  the  discharge  was 

used  for  other  purposes. 

When  an  electric  discharge  is  sent  through  gunpowder  placed  on  the 
table  of  a  Henley's  discharger,  it  is  not  ignited,  but  is  projected  in  all 
directions.  But  if  a  wet  siring  be  interposed  in  the  circuit,  a  spark  passes 
which  ignites  the  powder.  This  arises  from  the  retardation  which  electricity 
experiences  in  traversing  a  semi- conductor,  such  as  a  wet  string  ;  for  the 
beating  effect  is  proportional  to  the  duration  of  the  discharge. 

When  a  charge  is  passed  through  sugar,  heavy  spar,  fluor-spar,  and  other 
substances,  they  afterwards  become  phosphorescent  in  the  dark.  Eggs, 
fiuit,  &c,  may  be  made  luminous  in  the  dark  in  this  way. 

When  a  battery  is  dischaiged  through  a  gold  leaf  pressed  between  two 
glass  plates  or  between  two  silk  ribbons,  the  gold  is  volatilised  in  a  violet 
powder  which  is  finely  divided  gold.  In  this  way  what  are  called  electric 
portraits  are  obtained. 

Siemens  showed  that  when  a  jar  is  charged  and  discharged  several 
times  in  succession  the  glass  becomes  heated.  Hence  during  the  discharge 
there  must  be  movements  of  the  molecules  of  the  glass,  as  Faraday  sup- 
posed (747) ;  we  have  here,  probably,  something  analogous  to  the  heating 
produced  in  iron  when  it  is  rapidly  magnetised  and  demagnetised. 

791.  XarnBtio  «ffsou. — By  the  discharge  of  a  large  Leyden  jar  or 
battery,  a  steel  >vire  may  be  magnetised  if  it  is  laid  at  right  angles  to  a  con- 
ducting wire  through  which  the  discharge  is  effected,  either  in  contact  with 
the  wire  or  at  some  distance.     And  even  a  steel  rod  or  needle  may  be 
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m^netised  by  placing  it  inside  a  spiral  of  insulated  copper  wire,  A  (fig.  747), 
and  passing  one  or  more  discharges  through  it.    The  polarity  depends  on  the 
^  .  direction  in  which  the  electricity  enters  the  cchI 

and  the  way  in  which  the  wire  is  coiled.  Thus 
if  the  jar  is  charged  in  the  inside  with  positive 
electricity,  and  the  direction  in  which  the  wire 
is  coiled  is  that  in  which  the  hands  of  a  watch 
move,  that  end  at  which  the  positive  electricity 
enters  will  be  a  south  pole. 

It  is,  however,  frequently  observed  that  the 
magnerism  is  abnormal,  and  that  for  the  same 
charge  of  the  jar  the  north  pole  is  first  at  one 
^'*'  '^^-  end  and  then  at  the  other.    This  is  to  be  re- 

ferred (783)  to  the  residue  in  the  jar,  which  changes  the  sign  in  an  irregular 


To  effect  a  deflection  of  the  magnetic  needle  by  the  electric  current  pro- 
duced by  frictional  electricity  is  more  diflScult.  It  may  be  accomplished 
by  making  use  of  a  galvanometer  consisting  of  400  or  500  turns  of  fine  silk- 
covered  wire,  which  is  fiirther  insulated  by  being  coated  with  shellac  varnish, 
and  by  separating  the  layers  by  means  of  oiled  silk.  When  the  prime  con- 
ductor ofamachinein  act  ion 
^■-_  is  connected  with  one  end 

of  the  galvanometer  wire, 
and  the  other  with  the 
ground,  a  deflection  of  the 
needle  is  produced. 

792.     BSeehmntoMl    af- 

reeta.^The       mechanical 

eflects  are  the  violent  laceia- 

tions,  fractures,  and  sudden 

expansions     which     ensue 

when  a  powerful  discharge 

is  passed  through  a  badly 

conducting  substance.  Glass 

is    perforated,    wood    and 

stones  are    fractured,    and 

gases      and      liquids      are 

violently    disturbed.      The 

mechanical    effects   of   the 

electric  spark  may  be  de- 

p.    _  J  monstrated  by  a  variety j>f 

experiments. 

Fig.  748  represents  an  arrangement  for  perforating  a  piece  of  glass  or 

card.      It  consists  of  two  glass  columns,  with  a  horizontal  cross-piece,  in 

which  is  a  pointed  conductor,  B.      The  piece  of  glass,  A,  is  placed  on  an 

insulating  glass  support,  in  which  is  placed  a  second  conductor,  terminating 

also  in  a  point,  which  is  connected  with  the  outside  of  the  battery,  while  the 

knob  of  the  inner  coating  is  brought  near  the  knob  of  B.    When  the  discharge 

passes  between  the  two  conductors  the  glass  is  perforated.    The  experiment 
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tudy  succeeds  with  a  single  jar  wfa< 
batteiy  must  be  used. 

When  the  discbarge  takes  place 
rwo  points  exactly  opposite  each  othe 
but  if  not  exactly  opposite  a  slight 
hole  is  seen  near  the  negative 
point.  This  phenomenon,  which 
is  known  as  Luilin's  experiment, 
is  probably  connected  with  the 
fact  that  negative  electricity  dis- 
chaises  into  air  more  readily 
than  positive  (787)!;  in  other 
words,  that  f>ositive  electricity 
mnst  be  raised  to  a  higher  poten- 
tial in  order  to  discbarge. 

The  perturbation  and  sudden 
expansion   which  the  discbarge 
produces  may  be  illustrated  by 
Dieans  of  what  is  known  as  Kin- 
KtrsU/s  thermometer.    This  con- 
lists  of  two  glass  tubes  (fig.  749), 
which  fit  into  metallic  caps  and 
cmtmunicate   with    each    other. 
Ac  the  top  of  the  lat^  tube  is  a 
nxl  terminating  in  a  knob,  and 
iDoving  in  a  stuffing-box.  and  at 
dte  bottom   there  is  a  similar  rod 
water  up  to  the  level  of  the  lowei 
passes  between  the  two  knobs,  the  w 
tises  to  a  slight  extent  in  the  smal 
is  immediately  re-established,  and  t 
itomenon  is  not  due  lo  a.  rise  of  tem| 

If  the  upper  knob  inside  a  Kinners 
be  replaced  by  a  point,  and  the  out: 
Hcted  with. the  prime  conductor  of ; 
■he  electricity  discharges  itself  in  th< 
and  a  piermanent  displacement  of  thf 
ibows  that  this  is  due  to  the  heating 
i&cbarge. 

For  the  production  of  mechanic: 
versal  discharger  {fig.  73t)isotgreai 
of  wood,  for  instance,  placed  on  the 
two  conductors,  is  split  when  the  dii 

When  a  Leyden  jar  is  charged  it 
expansion  which  is  not  that  due  to 
diown  by  Quincke,  one  of  whose  exp 
lented  in  fig.  750-  It  consists  of  a  g 
1  inches  in  diameter  at  the  end  of  a 
mentin  which  a  platinum  wire,  B,  is  f 
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contains  a  conducting  liquid,  such  as  water  or  sulphuric  acid,  and  it  is  placed 
in  a  vessel  of  ice-cold  water,  K,  which  can  be  connected  with  the  earth  by  a 
conducting  wire,  G.  If  now  this  condenser  is  charged  by  connecting  the  win 
B  with  an  electrical  machine,  while  G  is  in  connection  with  the  earth,  therei* 
a  distinct  depression  of  the  liquid  in  the  tube.  When  the  jar  is  discharged 
the  liquid  resiunes  its  original  level.  Hence  this  cannot  have  been  due  to 
heat,  apart  from  the  fact  that  the  temperature  was  kept  constant  ;  nor  is  it 
due  to  a  contraction  of  the  thickness  of  the  glass.  The  same  results  are  ob- 
tained if  the  outer  coating  is  insulated  by  resting  it  on  shellac,  T,  which  in 
t  um  is  insulated  by  resting  on  a  slab  of  india-rubber,  the  inner  coating  being 
put  to  earth.  Similar  effects  are  observed  with  sirfid  condensers  of  other 
materials,  and  also  with  liquids. 

793.  CbemlcBl  affeeu.— When  two  gases  which  act  on  each  other  an 
mixed  in  the  proportions  in  which  they  combine,  a  single  spark  is  afcen 
sufficient  to  determine  their  combination ;  but  when  either  of  them  is  in 
great  excess,  a  succession  of  sparks  is  necessary.  Priestley  found  thai 
when  a  series  of  electric  sparks  was  passed  through  moist  air,  ils  volume 
diminished,  and  blue  litmus  introduced  into  the  vessel  was  reddened 
TTiis,  Cavendish  discovered,  was  due  to  the  formation  of  nitric  acid. 

Several  compound  gases  are  decomposed  by  the  continued  action  of  the 
electric  spark.  With  olefiant  gas,  sulphuretted  hydrogen,  and  ammonia,  the 
decomposition  is  complete  ;  while  carbonic  acid  is  partially  decomposed 
into  oxygen  and  carbonic  oxide.  The  electric  discharge  also  by  suitable 
means  can  feebly  decompose  water,  oxides,  and  salts  ;  but,  though  the  same 
in  kind,  the  chemicalefTects  of  statical  electricity  are  by  no  means  so  powerfal 
and  varied  as  those  of  dynamical  electricity.  The  chemical  action  of  the 
spark  is  easily  demonstrated  by  means  of  a  solution  of  iodide  of  potassium 
A  small  lozenge- shaped  piece  of  filtering  paper,  impregnated  with  iodide  of 
potassium,  is  placed  on  a  glass  plate,  and  one  comer  connected  with  the 
ground.  When  a  few  sparks  from  a  conductor  charged  with  positive  elec- 
tricity are  taken  at  the  other  comer,  brown  spots  are  produced,  due  to  the 
separation  of  iodine. 


Fig., 


The  duirii  pistol  is  a  small  apparatus  which  serves  to  demonstrate  (he 
chemical  effects  of  the  spark.  It  consists  of  a  brass  vessel  (fig.  7S')i"' 
which  is  introduced  a  detonating  mixture  of  two  volumes  of  hydrogen  and 
one  of  oxygen,  and  which  is  then  closed  with  a  cork.     In  a  tubulure  in  il" 
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ide  there  is  a  glass  tube,  in  which  fits  a  metal  rod,  termitiated  by  the  knobs 
t  and  B.  The  vessel  is  held  as  represented  in  fig.  752,  and  brought  near 
he  machine.  The  knob  A  becomes  negatively,  and  B  positively,  electrified 
ly  induction  from  the  machine,  and  a  spark  passes  between  the  conductor 
ind  A.  Another  spark  passes  at  the  same  time  between  the  knob  B  and  the 
ide  ;  this  determines  the  combination  of  the  gases,  which  is  accompanieij 
>y  a.  great  disengagement  of  heat,  and  the  vapour  of  water  formed  acquires 
iuch  an  expansive  force  that  the  cork  is  projected  with  a  report  like  that  of 

Among  the  chemical  effects  must  be  enumerated  the  formation  of  ozone, 
rhich  is  recognised  by  its  peculiar  odour,  and  by  certain  chemical  properties. 
rhe  odour  is  perceived  when  electricity 
ssaes  from  a  conductor  into  the  air 
lin>ugb  a  series  of  points.  It  has  been 
established  that  ozone  is  an  allotropic 
nodification  of  oxygen. 

With  these  effects  may  be  associated 
1  certain  class  of  phenomena  observed 
vhen  gases  arc  made  to  act  as  the  dielec- 
tric in  a  charged  Leyden  jar.  An  appa- 
ratus by  which  this  is  effected  is  repre- 
iented  in  fig.  753  \  it  is  a  modification  of 
one  invented  by  Siemens.  It  consists 
af  a  glass  cylinder,  E,  containing  dilute 
Bilphuric  acid  ;  11  is  a  glass  tube  closed 
at  the  bottom,  and  also  containing  sul- 
phuric acid,  in  an  enlargement  of  which 
■t  the  top  the  inner  lube  ec  fits.  There  is 
a  tube,  t,  by  which  gas  enters,  and  one,  a!f, 
by  which  it  emerges.  When  the  acids  in 
E  and  e  are  respectively  connected  with 
the  two  combs  of  a  Holtz  machine,  or 
with  the  two  terminals  of  a  Ruhmkorff  s 
ccnl,  a  certain  condition  or  strain  (747)  is 
produced  in  the  dielectric,  which  is  known 
as   the    silent  discharge  or  the  electric  * ''' '"' 

tffltttrium.  What  that  condition  is  cannot  be  definitely  staled  ;  but  it  gives 
rise  to  powerful  and  characteristic  chemical  actions,  often  differing  from 
those  produced  by  the  spark. 

By  this  apparatus  large  quantities  of  ozone  may  be  produced. 
794-  AppUimUon  of  tllB  eleotrloal  diBobarr*  to  flrlBK  mlnsB.— By  the 
labours  of  Sir  F.  Abel  in  this  country,  and  of  Baron  von  Ebner  in  Austria, 
the  electrical  discharge  h^s  been  applied  to  firing  mines  for  military  purposes, 
and  the  methods  have  acquired  a  high  degree  of  perfection.  The  prin- 
djrie  on  which  they  are  based  may  be  understood  from  the  following  state- 
One  end  of  an  insulated  wire  in  which  is  a  small  break  is  placed  in  con- 
tact with  the  outside  of  a  charged  Leyden  jar,  the  other  end  being  placed 
near  the  inner  coating.     If  now  this  end  be  brought  in  contact  with  the  inner 


782  FrictioncU  Electricity  [7M- 

coaling  the  jar  is  discharged,  and  a  spark  strikes  across  the  break ;  and 
if  there  be  here  some  explosive  compound  it  is  ignited,  and  this  ignitioD 
may  of  course  be  communicated  to  any  gunpowder  in  which  it  is  placed. 
If  on  one  side  of  the   break,  instead  of  having  an   insulated  wire  direct 
back  to   the   outer  coating  of  the   Leyden   jar,  an  uncovered  wire  be  led 
into  the  ground,  the  out- 
side   of    the    jar     being 
also  connected    with  the 
ground,  the  result  is  un- 
changed, the  earth  acting 
as  a  return  wire.     More- 
over, if  there  be  several 
breaks,  the  explosion  will 
stilt  ensue  at  each  of  them, 
provided    the    charge   be 
sufficiently  powerfiiL 

In  the  actual  applica- 
tion it  is  of  course  neces- 
sary to  have  an  arrange- 
ment      for       generating 
frictional  electricity  which 
shall  be  simple,  portable, 
powerful,  and  capable  of 
working  in  any  weather. 
Fig.  754  represents  a  view 
ofVonEbner'sinstnuuent 
as  constructed  by  Messrs. 
Elliott,  part  of   the  case 
being   removed   to  show 
the  internal  construction. 
It  consists  of  two  cir- 
cular plates  of  ebonite,  a, 
mounted  on  an  axis  so  that  they  are  turned  by  a  handle,  *,  between  rubber, 
which  are  so  arranged  as  to  be  easily  removed  for  the  purposes  of  amalga- 
mation, &c.    Fastened  to  a  knob  on  the  base  of  the  apparatus  and  projecting 
between  the  plates  is  a  pointed  brass  rod,  which  acts  as  a  collector  of  the 
electricity.     The  condenser  or  Leyden  jar  arrangement  is  inside  the  case, 
part  of  which  has  been  removed  to  show  the  arrangement.     It  consists  of 
india-rubber  cloth  coated  on  each  side  with  tinfoil,  and  formed  into  a  roll 
for  the  purpose  of  greater  compactness.     By  means  of  a  metal  button  tbe 
knob  is  in  contact  with  one  tinfoil  coating,  which  thus  receives  the  electricity 
of  the  machine,  and  corresponds  to  the  inner  coating  of  the  Leyden  jar. 
Another  button,  connected  with  the  other  tinfoil  coating,  rests  on  a  brass 
band  at  the  base  of  the  apparatus  which  is  in  metallic   contact  with  the 
cushions,  the  knob  d,  and  the  perforated  knob  in  which  slides  a  rod  at  the 
front  of  the  appaiatus.     These  are  all  in  connection  with  the  earth.     TTie 
knob  e  is  in  metallic  connection  with  a  disc,  ^,  provided  with  a  light  arm. 
By  means  of  a  flexible  chain  this  is  so  connected  with  a  trigger  on  the  side 
of  the  apparatus  not  represented  in  the  figure,  that  when  the  trigger  is 
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depressed,  the  arm,  and  therewith  the  knob  e,  is  brought  into  contact  with 
the  inner  coating  of  the  condenser. 

On  depressing  the  trigger,  after  a  certain  number  of  turns,  a  spark  passes 
between  the  knob  e  and  the  sliding  rod,  and  the  striking  distance  is  a  measure 
of  the  working  condition  of  the  instrument 

The  fuse  used  is  known  as  Abel's  electrical  fuse,  and  has  the  following 
construction : — The  ends  of  two  fine  copper  wires 
(fig.  755)  are  imbedded  in  a  thin  solid  gutta-percha  rod, 
jiarallel  to  each  other,  but  at  a  distance  of  about  1 ';  nim. 
At  one  end  of  the  gutta-percha  a  small  cap  of  paper,  c  c, 
is  fastened,  in  which  is  placed  a  small  quantity  of  the 
priming  composition,  which  consists  of  an  intimate  mix- 
turc  of  subsulphide  of  copper,  subphosphide  of  copper, 
and  chlorate  of  potassium.  The  paper  is  fastened  down 
so  that  the  exposed  ends  of  the  wires  are  in  close  contact 
with  the  powder. 

This  is  the  actual  fuse  ;  for  service  the  capped  end 
of  the  fuse  is  placed  in  a  perforation  in  the  rounded  head 

of  a  wooden  cylinder  so  as  to  project  shghtly  into  the 

cavity  g  of  the  cylinder.    This  cavity  is  filled  with  meal 

powder,  which  is  well  rammed  down,  so  that  the  fuse  is 

firmly  imbedded.     It  is  afterwards  closed  by  a  plug  of 

gutta-percha,  and  the  whole  is  finally  coated  with  black 

varnish. 

The  free  ends  of  the  wire  a  a  are  pressed  into  small 

grooves  in  the  head  of  the  cylinder  (fig.  756),  and  each 

end  is  bent  into  one  of  the  small  channels  with  which  the 

cylinder  is  provided,  and  which  are  at  right  angles  to 

the  central  perforation.     They  are  wedged  in  here  by 

driving  in  small  copper  tubes,  the  ends  of  which  are  then  filed  flush  with  the 

surface  of  the  cylinder.     The  bared  ends  of  two  insulated  conducting  wires 

are  then  pressed  into  one  of  the  small  copper  tubes  or 

eyes,  and  fixed  there  by  bending  the  wire  round  on  to 

the  wood,  as  shown  at  e. 

The  conducting  wire  used  in  firing  may  be  thin,  but 

It  must  be  well  insulated.     One  end   which  is  bared, 

having  been  pressed  into  the  hole  rfof  the  fuse  (fig.  755), 

the  other  is  placed  near  the  exploder.     In   the  other 

hold  tP  of  the  fuse  a  wire  is  placed  which  serves  as 

earth  wire,  care  being  taken  that  there  is  no  connection 

between   the  two  wires.     The  fuse  having  been  intro- 
duced into  the  charge,  the  earth  wire  is  placed  in  good 

connection  with  the  ground.    The  knob/ of  the  exploder  '^'  "*" 

is  also^connected  with  the  earth  by  leading  the  bare  wire  into  water  or  moist 

earth,  and  the  condition  of  the  machine  tested.    The  end  of  the  insulated 

wire  is  then  connected  with  the  knob  e  and  the  rod  drawn  down  ;  at  the 

proper  signal  the  handle  is  turned  the  requisite  number  of  times,  and  when 

the  signal  is  given  the  trigger  is  depressed,  and  the  explosion  ensues. 
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When  a  number  of  charges  are  to  be  fired  they  are  best  placed  in  a  single 
circuit,  care  being  taken  that  the  insulation  is  good. 

795.  Bmtlom  of  tHe  eleetrio  spark. — Wheatstone  measured  the  dara- 
tion  of  the  electric  spark  by  means  of  the  rotating  mirror  which  he  invented 
for  this  purpose.  At  some  distance  from  this  instrument,  which  can  be  made 
to  rotate  with  a  measured  velocity,  a  Leyden  jar  is  so  arranged  that  the  spark 
of  its  discharge  is  reflected  from  the  mirror.  Now,  from  the  laws  of  reflec- 
tion (520)  the  image  of  the  luminous  point  describes  an  arc  of  double  the 
number  of  degrees  which  the  mirror  describes,  in  the  time  in  which  the 
mirror  passes  from  the  position  in  which  the  image  is  visible  to  that  in  which 
it  ceases  to  be  so.  If  the  duration  of  the  image  were  absolutely  instanta- 
neous, the  arc  would  be  reduced  to  a  mere  point.  Knowing  the  number  of 
turns  whic)i  the  mirror  makes  in  a  second,  and  measuring,  by  means  of  a 
divided  circle,  the  number  of  degrees  occupied  by  the  image,  the  duration  of 
the  Spark  would  be  determined.  In  one  experiment  Wheatstone  found  that 
this  arc  was  24°.  Now,  in  the  time  in  which  the  mirror  traverses  360°  the 
image  traverses  720^  ;  but  in  the  experiment  the  mirror  made  800  turns  in  a 
second,  and  therefore  the  image  traversed  576,000°  in  this  time  ;  and  as  the 
arc  was  24**,  the  image  must  have  lasted  the  time  expressed  by  ^7  Jt^nr*  or  lihvv 
of  a  second.  Thus  the  discharge  is  not  instantaneous,  but  has  a  certain 
duration,  which,  however,  is  excessively  short. 

Feddersen  found  that  when  greater  resistances  were  interposed  in  the 
circuit  through  which  the  discharge  was  effected,  the  duration  of  the  spaHc 
was  increased.  With  a  tube  of  water  9  mm.  in  length,  the  spark  lasted  0-0014 
second;  and  with  one  of  180  mm.  its  duration  was  0*0183  second.  The 
duration  increased  also  with  the  striking  distance,  and  with  the  dimensions 
of  the  battery. 

To  determine  the  duration  of  the  electric  spark  Lucas  and  Cazin  used  a 
method  by  which  it  may  be  measured  in  millionths  of  a  second.  The  method 
is  an  application  of  the  vernier  (10).  A  disc  of  mica  15  centimetres  in  dia- 
meter is  blackened  on  one  face,  and  at  the  edge  are  traced  180  equal  divi- 
sions in  very  fine  transparent  lines.  The  disc  is  mounted  on  a  horizontal 
axis,  and  by  means  of  a  gas  engine  it  may  be  made  to  turn  with  a  velocity 
of  100  to  300  turns  in  a  second.  A  second  disc  of  silvered  glass  of  the  same 
radius  is  mounted  on  the  same  axis  as  the  other  and  very  close  to  it ;  at  its 
upper  edge  six  equidistant  transparent  lines  are  traced,  forming  a  vernier 
with  the  lines  on  the  mica.  For  this,  the  distance  between  two  consecutive 
lines  on  the  two  discs  is  such  that  five  divisions  of  the  mica  disc  D  C  corre- 
spond to  six  divisions  of  the  glass  disc 
AB,  as  seen  in  fig.  757.  Thus  the  vernier 
gives  the  sixths  of  a  division  of  the  mica 
disc  (10).  In  the  apparatus  the  lines  AB 
are  not  above  the  lines  CD,  but  are  at  the 
Fig.  757.  same  distance  from  the  axis,  so  that  the 

latter  coincide  successively  with  the  former. 

The  mica  disc  is  contained  in  a  brass  box,  D  (fig.  758),  on  the  hinder  face 

of  which  is  fixed  the  vernier.    In  the  front  face  is  a  glass  window,  O,  through 

which  the  coincidence  of  the  two  sets  of  lines  can  be  observed  by  means  of 

a  magnifying  lens,  L. 
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The  source  ot  electriciiy  is  a  battery  of  z  to  8  jars,  each  having  a  coated 
sur&ce  of  1,243  square  centimetres,  and  charged  continuously  by  a  Holtz 
machine.  The  spark  strikes  between  two  metal  balls  a  and  b,  1 1  milhmetres 
in  diameter.  Their  distance  can  be  varied,  and  at  the  same  time  measured, 
by  means  of  a  micrometric  screw,  r.  The  two  opposile  electricities  arrive 
by  wires  wiand  «,  and  the  sparks  strike  at  the  principal  focus  of  a  condensing 
IcDs  placed  in  the  collimator  C,  so  that  the  rays  which  fell  on  the  vernier  are 

The  motion  is  transmitted  to  the  toothed  wheels  and  to  the  mica  disc  by 
means  of  an  endless  band,  which  can  be  placed  on  any  one  of  three  pulleys 


Fig.  jsS. 

P,  so  that  the  velocity  may  be  varied.  At  the  end  of  the  axis  of  the  pulleys 
is  a  bent  wire  which  moves  a  counter,  V,  that  marks  on  three  dials  the 
number  of  turns  of  the  disc. 

These  details  being  premised,  suppose  the  velocity  of  the  disc  is  400 
turns  in  a  second.  In  each  second  400+  iSo,  or  72,000  lines  pass  before  the 
observer's  eye  in  each  second  ;  hence  an  interval  of  yaiinj  of  a  second  elapses 
between  two  consecutive  lines.  But  as  the  spark  is  only  seen  when 
one  of  the  lines  of  the  disc  coincides  with  one  of  the  six  lines  of  the  ver- 
nier, and  as  this  gives  sixths  of  a  division  of  the  movable  disc,  when  the 

3E 
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latter  has  turned  through  a  sixth  of  a   division,  a  second  coincidence  is 
produced ;  so  that  the   interval   between   two  successive  coincidences  is 

-  =0*0000023  of  a  second. 

72000x6 

That  being  the  case,  let  the  duration  of  a  spark  be  something  between 
23  and  46  ten-millionths  of  a  second  ;  if  it  strikes  exactly  at  the  moment  of 
a  toincidence,  it  will  last  until  the  next  coincidence  ;  and  owing  to  the  per- 
sistence of  impressions  on  the  retina  (625)  the  observer  will  see  two  luminous 
lines.  But  if  the  spark  strikes  between  two  coincidences  and  has  ceased 
when  the  third  is  produced,  only  one  brilliant  line  is  seen.  Thus,  if  with  the 
above  velocity  sometimes  i  and  sometimes  2  bright  lines  are  seen,  the  dura- 
tion of  the  spark  is  comprised  between  23  and  46  ten-millionths  of  a  second 

By  experiments  of  this  kind,  with  a  striking  distance  of  5  millimetres 
between  the  balls  a  and  ^,  and  varying  the  number  of  the  jars,  Lucas  and 
Cazin  obtained  the  following  results  : — 

Duratioa  in  millionths 
Number  of  jars  of  a  second 

^  m  •  •  •  ■  •  •  ^O 

4 41 

6 45 

o     .  .         .     47 

It  will  thus  be  seen  that  the  duration  of  the  spark  increases  with  the 
number  of  jars.     It  also  increases  with  the  striking  distance  ;  but  it  is  inde- 
pendent of  the  diameter  of  the  balls  between  which 
the  spark  strikes. 

The  spark  of  electrical  machines  has  so  short  a 
duration  that  it  could  not  be  measured  with  the 
chronoscope. 

796.  Velocity  of  eleotrloitj. — To  determine  the 

velocity   of  electricity  Wheatstonc    constructed   an 

apparatus  the  principle  of  which  will  be  understood 

from  fig.  759.      Six  insulated  metal  knobs  were  ar- 

^<JTj^_  ranged  in  a  horizontal  line  on  a  piece  of  wood  called 

Fig.  759.  ^  spark  board  j   of  these  the  knob  i  was  connected 

with  the  outer,  while  6  could  be  connected  with  the 
inner  coating  of  a  charged  Leyden  jar  ;  the  knob  i  was  a  tenth  of  an  inch 
distant  from  the  knob  2  ;  while  between  2  and  3  a  quarter  of  a  mile  of 
insulated  wire  was  interposed  ;  3  was  likewise  a  tenth  of  an  inch  from  4,  and 
there  was  a  quarter  of  a  mile  of  wire  between  4  and  5  ;  lastly,  5  was  a  tenth 
of  an  inch  from  6,  from  which  a  wire  led  directly  to  the  inner  coating  of  the 
Leyden  jar.  Hence,  when  the  jar  was*  discharged  by  connecting  the  wire 
from  6  with  the  inner  coating  of  the  jar,  sparks  would  pass  between  i  and  2, 
between  3  and  4,  and  between  5  and  6.  Thus  the  discharge,  supposing  it  to 
proceed  from  the  inner  coating,  has  to  pass  in  its  course  through  a  quarter 
of  a  mile  of  wire  between  the  first  and  second  spark,  and  through  the  same 
distance  between  the  second  and  third. 

The  spark  board  was  arranged  at  a  distance  of  10  feet  from  the  rotating 
mirror,  and  at  the  same  height,  both  being  horizontal ;  and  the  obser\*er 
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looked  down  on  the  mirror.  Thus  the  sparks  were  visible  when  the  mirror 
made  an  angle  of  45°  with  the  horizon. 

Now,  if  the  mirror  were  at  rest,  or  had  only  a  small  velocity,  the  images 
of  die  three  spots  would  be  seen  as  three  dots  \ ,  but  when  the  mirror  had 
a  certain  velocity  these  dots  appeared  as  lines,  which  were  longer  as  the 
rotation  was  more  rapid.  The  greatest  length  observed  was  24°,  which, 
widi  800  revolutions  in  a  second,  can  be  shown  to  correspond  to  a  duration 
of  niiny  o^  ^  second.  With  a  slow  rotation  the  lines  present  the  appearance 
«— — ;  they  are  quite  parallel,  and  the  ends  in  the  same  line.  But  with 
greater  velocity,  and  when  the  rotation  took  place  from  left  to  right,  they 
presented  the  appearance  "^.  and  when  it  turned  from  right  to  left 

the  appearance  — ^^  ,  because  the  image  of  the  centre  spark  was  formed 
after  the  lateral  ones.  Wheatstone  found  that  this  displacement  amounted 
to  half  a  degree  before  or  behind  the  others  ;  accordingly  this  arc  corre- 
sponds to  a  duration  of  about  the  tt5}tttti;  ^^  ^  second  ;  the  space  traversed 
in  this  time  being  a  quarter  of  a  mile,  gives  for  the  velocity  of  electricity 
288,000  miles  in  a  second,  which  is  greater  than  that  of  light  The  velocity 
obtained  from  experiments  with  dynamical  electricity  is  far  less  ;  and,  owing 
to  induction,  the  transmission  of  a  current  through  submarine  wires  is  com- 
paratively slow. 

In  the  above  experiment  the  images  of  the  two  outer  sparks  appear 
simultaneously  in  the  mirror,  from  which  it  follows  that  the  electric  current 
issues  simultaneously  from  the  two  coatings  of  the  Leyden  jar. 

From  theoretical  considerations  based  upon  measurements  of  constant 
electrical  currents  Kirchhoff  concluded  that  the  motion  of  electricity  in  a  wire 
in  which  it  meets  with  no  resistance  is  like  that  of  a  wave  in  a  stretched 
string,  and  has  the  velocity  of  192,924  miles  in  a  second,  which  is  about  that 
flight  in  vacuo  (507). 

According  to  Fizeauand  Gounelle  it  is  62,100  miles  in  iron,  and  1 1 1,780  in 
copper  wire.  These  measurements,  however,  were  made  with  telegraph  wires, 
^ch  induce  opposite  electricities  in  the  surrounding  media  ;  there  is  thus 
produced  a  resistance  which  diminishes  the  velocity.  The  velocity  is  less 
in  insulated  wires  in  water  than  in  air.  The  nature  of  the  conductor  appears 
to  have  some  influence  on  the  velocity  ;  but  not  the  thickness  of  the  wire 
nor  the  potential  of  the  electricity. 

For  atmospheric  electricity,  reference  must  be  made  to  the  chapter  on 
Meteorology. 
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BOOK   X 
DYNAMICAL    ELECTRICITY 


CHAPTER   I 

VOLTAIC  PILE.      ITS   MODIFICATIONS 

797.  OAlvftnl'B  experimeat  uid  tb««rr. — The  fundamentaJ  experiment 
which  led  to  the  discovery  of  dynamical  electricity  is  due  to  Galvani,  Pro- 
fessor of  Anatomy   in   Bologna,     Occupied  with  investigations  on  the  iti- 
tluence  of  electricity  on  the  nervous  excitability  of  animals,  and  especially  of 
the  frog,  he  obser\'ed 
that  when  the  lum- 
bar nerves  of  a  dead 
frog  were  connected 
with  the  crural  mus- 
cles   by    a    metallic 
circuit,  the  latter  be- 
came    briskly    con- 
tracted. 

To  repeat  this 
celebrated  experi- 
ment, the  legs  of  a 
recently  lulled  frog 
are  prepared,  and 
the  lumbar  ner^'es 
on  eat:h  side  of  the 
vertebral  column  are 
exposed  iti  the  form 
of  white  threads. 
A  metal  conductor, 
Fic.  7«o.  composed     of     linc 

and  copper,  is  then 
taken  (fig.  760),  and  one  end  introduced  between  the  nen-es  and  the  vertebral 
column,  while  the  other  touches  one  of  the  muscles  of  the  thighs  or  legs  ; 
at  each  contact  a  smart  contraction  of  the  muscles  enaies. 

Calvanl  bad  some  time  before  observed  that  the  electricity  of  machines 
produced  in  dead  frogs  analogous  contractions,  and  he  attributed  the  pheno- 
mena first  described  to  an  electricity  inherent  in  the  animal     He  assumed 
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that  this  electricity,  which  he  called  vital  fluid^  passed  from  the  nerves  to 
the  muscles  by  the  metallic  arc,  and  was  thus  the  cause  of  contraction. 
This  theory  met  with  great  support,  especially  among  physiologists,  but  it 
was  not  without  opponents.  The  most  considerable  of  these  was  Alexander 
Volta,  Professor  of  Physics  in  Pavia. 

798.  Volta's  famdamental  experiment. — Galvani's  attention  had  been 
exclusively  devoted  to  the  nerves  and  muscles  of  the  frog;  Volta's  was 
directed  upon  the  connecting  metal.  Resting  on  the  observation,  which 
Galvani  had  also  made,  that  the  contraction  is  more  energetic  when  the  con- 
necting arc  is  composed  of  two  metals  than'when  there  is  only  one,  Volta 
attributed  to  the  metals  the  active  part  in  the  phenomenon  of  contraction. 
He  assumed  that  the  disengagement  of  electricity  was  due  to  their  contact, 
and  that  the  animal  parts  only  officiated  as  conductors,  and  at  the  same  time 
as  a  very  sensitive  electroscope. 

By  means  of  the  condensing  electroscope,  which  he  had  then  recently 
invented,  Volta  devised  several  modes  of  showing  the  disengagement  of 
electricity  on  the  contact  of  metals,  of  which  the  following  is  the  easiest  to 
perform : — 

The  moistened  finger  being  placed  on  the  upper  plate  of  a  condensing 
electroscope  (fig.  734),  the  lower  plate  is  touched  with  a  plate  of  copper,  r, 
soldered  to  a  plate  of  zinc,  r,  which  is  held  in  the  other  hand.  On  breaking 
the  connection  and  lifting  the  upper  plate  (fig.  735),  the  gold  leaves  diverge, 
and,  as  may  be  proved,  with  negative  electricity.  Hence,  when  soldered 
together,  the  copper  is  charged  with  negative  electricity,  and  the  zinc  with 
positive  electricity.  The  electricity  could  not  be  due  either  to  friction  or 
pressure  ;  for  if  the  condensing  plate,  which  is  of  copper,  is  touched  with 
the  zinc  plate  z^  the  copper  plate  to  which  it  is  soldered  being  held  in  the 
hand,  no  trace  of  electricity  is  observed. 

A  memorable  controversy  arose  between  Galvani  and  Volta.  The  latter 
was  led  to  give  greater  extension  to  his  contact  theory,  and  propounded  the 
principle  that  when  two  heterogeneous  substances  are  placed  in  contact^  one 
of  them  always  assumes  the  positive  and  the  other  the  negative  electrical 
condition.  In  this  form  Volta's  theory  obtained  the  assent  of  the  principal 
philosophers  of  his  time.  Galvani,  however,  made  a  number  of  highly 
interesting  experiments  with  animal  tissues.  In  some  of  these  he  obtained 
indications  of  contraction,  even  though  the  substances  in  contact  were  quite 
homogeneous. 

799.  OleeiMraffeiiiemt  of  eleetrloitj  in  obemioal  aotiont. — The  contact 
theory  which  Volta  had  propounded,  and  by  which  he  explained  the  action  of 
the  pile,  soon  encountered  objectors.  Fabroni,  a  countryman  of  Volta,  having 
observed  that,  in  the  pile,  the  discs  of  zinc  became  oxidised  in  contact  with 
the  acidulated  water,  thought  that  this  oxidation  was  the  principal  cause  of 
the  disengagement  of  electricity.  In  England  WoUaston  soon  advanced  the 
same  opinion,  and  Davy  supported  it  by  many  ingenious  experiments. 

It  is  true  that  in  the  fundamental  experiment  of  the  contact  theory  (798) 
Volta  obtained  signs  of  electricity.  But  De  la  Rive  showed  that  if  the  zinc 
be  held  in  a  wooden  clamp,  all  signs  of  electricity  disappear,  and  that  the 
same  is  the  case  if  the  zinc  be  placed  in  gases,  such  as  hydrogen  or  nitrogen^ 
which  exert  upon  it  no  chemical  action.     De  la  Rive  accordingly  concluded 
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that  in  Volta's  original  experiment  the  disengagement  of  electricity  is  due  to 
the  chemical  actions  which'  result  from  the  perspiration  and  from  the  oxygen 
of  the  atmosphere. 

The  development  of  electricity  in  chemical  actions  may  be  demonstrated 
in  the  following  manner  by  means  of  the  condensing  electroscope  (779) :— A 
disc  of  moistened  paper  is  placed  on  the  upper  plate  of  the  condenser,  and 
on  this  a  zinc  capsule,  in  which  some  very  dilute  sulphuric  acid  is  poured.  A 
platinum  wire,  communicating  with  the  ground,  but  insulated  from  the  sides 
of  the  vessel,  is  immersed  in  the  liquid,  and  at  the  same  time  the  lower  plate 
of  the  condenser  is  also  connected  with  the  ground  by  touching  it  with  the 
moistened  finger.  On  breaking  contact  and  removing  the  upper  plate,  the 
gold  leaves  are  found  to  be  positively  electrified,  proving  that  the  upper  plate 
has  received  a  charge  of  negative  electricity. 

By  a  variety  of  analogous  experiments  it  may  be  shown  that  various 
chemical  actions  are  accompanied  by  a  disturbance  of  the  electrical  equili- 
brium ;  though  of  all  chemical  actions  those  between  metals  and  liquids  are 
the  most  productive  of  electricity.  All  the  various  resultant  effects  are  in 
accordance  with  the  general  rule,  that  when  a  liquid  acts  chemically  on  a 
metal  the  liquid  assumes  the  positive,  and  the  metal  the  negative,  condition- 
In  the  above  experiment  the  sulphuric  acid,  by  its  action  on  zinc,  becomes 
positively  electrified,  and  its  electricity  passes  off  through  the  platinum  wire 
into  the  ground,  while  the  negative  electricity  excited  on  the  zinc  acts  on  the 
condenser  just  as  an  excited  rod  of  sealing-wax  would  do. 

In  many  cases  the  electrical  indications  accompanying  chemical  actions 
are  but  feeble,  and  require  the  use  of  a  very  delicate  electroscope  to  render 
them  apparent.  Thus,  one  of  the  most  energetic  chemical  actions,  that  of 
sulphuric  acid  upon  zinc,  gives  no  more  free  electricity  than  water  alone  does 
with  zinc. 

Opinion — which  in  this  country,  at  least,  had,  mainly  by  the  influence  of 
Faraday's  experiments,  tended  in  favour  of  the  purely  chemical  origin  of 
the  electricity  produced  in  voltaic  action — ^has  of  late  inclined  more  and  more 
towards  the  contact  theory.  The  following  experiments,  due  to  Lord 
Kelvin,  afford  perhaps  the  most  conclusive  arguments  hitherto  adduced 
in  favour  of  the  latter  view  : — 

A  very  light  metal  bar  is  suspended  by  fine  wire,  so  as  to  be  movable 
about  an  axis  perpendicular  to  the  plane  of  a  disc  made  up  of  two  half  discs, 

one  of  zinc,  Z,  and  the  other  of  copper,  C  (fig. 
;;5n^  7^')-    The  light  bar  is  counterpoised  so  as  to 

be  exactly  over  one  half  of  the  line  of  separa- 
tion of  the  two  discs.  When  the  discs  arc 
placed  in  contact  and  the  bar  is  charged  posi- 
tively by  being  connected  with  a  Lcyden  jar, 
the  bar  moves  from  the  zinc  towards  the  copper ; 
*^" '  ^'  if  the  jar,  and  therefore  the  bar,  is  charged 

negatively,  its  motion  is  in  the  opposite  direction.  The  same  results  arc  ob- 
tained when  the  discs  are  connected  by  a  wire,  thus  showing  that  the  contact 
of  the  two  metals  causes  them  to  assume  different  electrical  conditions,  the 
zinc  taking  the  positive,  and  the  copper  the  negative  electricity. 

When,  however,  the  two  halves,  instead  of  being  in  metallic  contact,  are 
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connected  by  a  drop  of  water,  no  change  is  produced  in  the  position  of  the 
bar  by  altering  its  electrification,  provided  it  hangs  quite  symmetrically  rela- 
tive to  the  two  halves  of  the  ring.  This  result  shows  that,  under  the  circum- 
stances mentioned,  no  ditFerence  is  produced  in  the  electrical  condition  of 
the  two  metals.  Hence  the  conclusion  has  been  drawn  by  Sir  W.  Thomson 
and  others,  that  the  movement  of  electricity  in  the  galvanic  circuit  is  entirely 
due  to  the  electrical  difference  produced  at  the  surfaces  of  contact  of  the  dis- 
similar metals.  These  results  have  been  confirmed  by  some  recent  very 
careful  experiments  by  Professor  Clifton. 

TTiere  are,  however,  other  facts  which  are  not  easily  harmonised  with  this 
view  ;  and  indeed  the  last- mentioned  experiment  can  hardly  be  regarded  as 
proving  that  in  all  cases  two  different  metals,  connected  by  an  electrolytic 
liquid  (842),  assume  the  same  electrical  condition.  It  may,  therefore,  still  be 
regarded  as  possible,  or  even  probable,  that  the  contact  between  the  metals 
and  the  liquids  of  a  cell  contributes,  at  least  in  some  cases,  to  the  production 
of  the  current. 

A  most  complete  discussion  of  the  question  as  to  the  seat  of  electromotive 
forces  in  the  voltaic  cell  is  published  in  a  series  of  papers  by  Prof.  Lodge  in 
the  nineteenth  volume  of  the  '  Philosophical  Magazine.-' 

800.  Oorrent  electricity.— When  a  plate  of  zinc  and  a  plate  of  copperare 
partially  immersed  in  dilute  sulphuric  acid,  no  electrical  or  chemical  change 
is  apparent  beyond  perhaps  a  slight  disengagement  of  hydrogen  from  the 
stitface  of  the  zinc  plate.  If  now  the  plates  are 
placed  in  direct  contact,  or,  more  conveniently, 
are  connected  by  a  metal  wire,  the  chemical 
action  sets  in,  a  lai^e  quantity  of  hydrogen  is 
disengaged  ;  but  this  hydrogen  is  no  longer  dis- 
engaged at  the  surface  of  the  line,  but  at  the 
surface  of  the  copper  plate.  Here  then  we  have 
to  deal  with  something  more  than  mere  chemical 
action,  for  chemical  action  would  be  unable  to 
explain  either  the  increase  in  the  quantity  of 
hydrogen  disengaged  when  the  tnetals  touch,  or 
the  fact  that  this  hydrogen  is  now  given  off  at 
the  surface  of  the  copperplate.    At  tl\e  same 

time,  if  the  wire  is  examined  it  will  be  found  to  possess  many  remarkable 
thermal,  magnetic,  and  other  propierties  which  will  be  afterwards  described. 

In  order  to  understand  what  here  takes  place,  let  us  suppose  that  we  have 
two  insulated  metal  spheres,  and  that  one  is  charged  with  positive  and  the 
other  with  negative  electricity,  and  that  they  are  momentarily  connected  by 
means  of  a  wire.  Electricity  will  pass  from  a  place  of  higher  to  a  place  of 
lower  potential — that  is,  from  the  positive  along  the  wire  to  the  negative^ 
and  the  potentials  become  equal.  This  is,  indeed,  nothing  more  than  an 
electrical  discharge  taking  place  through  the  wire  ;  and  during  the  infinitely 
short  lime  in  which  this  is  accomplished,  it  can  be  shown  that  the  wire 
exhibits  certain  healing  and  magnetising  effects,  of  which  the  increase  of 
temperature  is  perhaps  the  easiest  to  observe.  If  now  we  can  imagine  some 
agency  by  which  the  different  electrical  conditions  of  the  two  spheres  are 
renewed  as  fast  as  they  are  discharged,  which  is  what  very  nearly  takes 
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place  when  the  two  spheres  are  respectively  connected  with  the  two  con- 
ductors r  and  r^  of  a  Holtz  machine  (figs.  705,  706),  this  equalisation  ot 
potentials,  thus  taking  place,  is  virtually  continuous,  and  the  phenomena 
above  mentioned  are  also  continuous. 

Now  this  is  what  takes  place  when  the  two  metals  are  in  contact  in  a 
liquid  which  acts  upon  them  unequally.  This  is  independent  of  hypothesis 
as  to  the  cause  of  the  phenomena — whether  the  electrical  difference  is  only 
produced  at  the  moment  of  contact  of  the  metals,  or  whether  it  is  due  to  the 
chemical  action,  or  tendency  to  chemical  action,  between  the  metal  and  the 
liquid.  The  rapidly  succeeding  series  of  equalisations  of  potential,  which 
takes  place  in  the  wire,  being  continuous,  so  long  as  the  chemical  action 
continues,  is  what  is  ordinarily  spoken  of  as  the  electrical  current. 

If  we  represent  by  +^  the  potential  of  the  copper  plate,  and  by  —e  the 
potential  of  the  zinc,  then  the  electrical  difference — that  is,  the  difference  of 
potentials — is  +  ^  —  ( -  ^)  =  2^.  And  this  is  general ;  the  essential  point  of  any 
such  combination  as  the  above  is,  that  it  maintains,  or  tends  to  maintain,  a 
difference  of  potentials,  which  difference  is  constant  If,  for  instance,  the 
zinc  plate  be  connected  with  the  earth  which  is  at  zero  potential,  its  potential 
also  becomes  zero  ;  and  since  the  electrical  difference  remains  constant,  we 
have  for  the  potential  of  the  copper  plate  +  2e.  Similarly,  if  the  copper  be 
connected  with  the  earth  the  potential  of  the  zinc  plate  is  negative  and  is  -  2e, 

The  conditions  under  which  a  current  of  electricity  is  formed  in  the  above 
experiment  may  be  further  illustrated  by  reference  to  the  conditions  which 
determine  the  flow  of  water  between  two  reservoirs  containing  water  at  dif- 
ferent levels.  If  they  are  connected  by  a  pipe,  water  will  flow  from  the 
one  at  a  higher  level  to  the  one  at  a  lower  level  until  the  water  in  the  two 
is  at  the  same  level,  when  of  course  the  flow  ceases.  If  we  imagine  the 
lower  reservoir  so  large  that  any  water  added  to  it  would  not  affect  its  level— 
if  it  were  the  sea,  for  example — ^that  would  represent  zero  level,  and  if  the 
higher  reservoir  could  be  kept  at  a  constant  level  there  would  be  a  constant 
flow  in  the  pipe. 

We  must  here  be  careful  not  to  dwell  too  much  on  this  analogy.  It  is  not 
to  be  supposed  that  in  speaking  of  current  of  electricity  we  mean  to  assert 
that  anything  actually  •  flows — that  there  is  any  actual  transfer  of  matter. 
We  say  'electricity  flows'  or  'a  current  is  produced,'  in  the  same  sense  as 
that  in  which  we  say  '  sound  or  ligAt  travels.' 

801.  Voltaic  oonple.  Bleetromotlve  series. — The  arrangement  just 
described,  consisting  of  two  metals  in  metallic  contact,  and  a  conducting 
liquid  in  which  they  are  placed,  constitutes  a  simple  voltaic  element  or  caupU. 
So  long  as  the  metals  are  not  in  contact,  the  couple  is  said  to  be  open,  and 
when  connected  it  is  closed. 

According  to  the  chemical  view,  to  which  we  shall  for  the  present  pro- 
visionally adhere,  it  is  not  necessary  for  the  production  of  a  current  that  one 
of  the  metals  be  unaffected  by  the  liquid,  but  merely  that  the  chemical  action 
upon  the  one  be  greater  than  upon  the  other.  For  then  we  may  asstune 
that  the  current  produced  would  be  due  to  the  difference  between  the  differ- 
ences of  potential  which  each  of  the  metals  separately  produces  by  its  con- 
tact with  the  liquid.  If  the  differences  of  potentials  were  absolutely  equal — 
a  condition,  however,  impossible  of  realisation  with  two  distinct  metals — we 
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must  assume  that  when  the  metals  are  joined  no  current  would  be  produced. 
The  metal  which  is  most  attacked  is  called  the  positive  or  generating  plate, 
and  that  which  is  least  attacked  the  negative  or  collecting  plate.  The  posi- 
tive metal  determines  the  direction  of  the  current,  which  proceeds  in  the 
liquid  from  the  positive  to  the  negative  plate,  and  out  of  the  liquid  through 
the  connecting  wire  from  the  negative  to  the  positive  plate. 

In  speaking  of  the  direction  of  the  current  the  direction  of  the  positive 
electricity  is  always  understood. 

In  the  fundamental  experiment,  not  only  the  connecting  wire,  but  also  the 
liquid  and  the  plates,  are  traversed  by  the  electrical  current — are  the  scene 
of  electrical  actions. 

The  mere  immersion  of  two  different  metals  in  a  liquid  is  not  alone 
sufficient  to  produce  a  current ;  there  must  be  chemical  action.  When  a 
platinum  and  a  gold  plate  are  connected  with  a  delicate  galvanometer,  and 
immersed  in  pure  nitric  acid,  no  current  is  produced  ;  but  on  adding  a  drop 
of  hydrochloric  acid  a  strong  current  is  excited,  which  proceeds  in  the  liquid 
from  the  gold  to  the  platinum,  because  the  gold  is  attacked  by  the  nitro- 
hydrochloric  acid,  while  the  platinum  is  less  so,  if  at  alL 

As  a  voltaic  current  is  produced  whenever  two  metals  are  placed  in 
metallic  contact  in  a  liquid  which  acts  more  powerfully  upon  one  than  upon 
the  other,  there  is  a  great  choice  in  the  mode  of  producing  such  currents. 
In  reference  to  their  electrical  deportment,  the  metals  have  been  arranged  in 
what  is  called  an  electromotive  series^  in  which  the  most  electropositive  are 
at  one  end,  and  the  most  electronegative  at  the  other.  Hence  when  any  two  of 
these  are  placed  in  contact  in  dilute  acid,  the  current  in  the  connecting  wire 
proceeds  from  the  one  lower  in  the  list  to  the  one  higher.  The  principal 
metals  are  as  follows  : — 


I.  Zinc 

5.  Iron 

10.  Silver 

2.  Cadmium 

6.  Nickel 

II.  Gold 

3.  Tin 

7.  Bismuth 

12.  Platinum 

4.  Lead 

5.  Antimony 
9.  Copper 

13.  Graphite 

It  will  be  seen  that  the  electrical  deportment  of  any  metal  depends  on  the 
metal  with  which  it  is  associated.  Iron,  for  example,  in  dilute  sulphuric  acid 
is  electronegative  towards  zinc,  but  is  electropositive  towards  copper ;  copper 
in  turn  is  electronegative  towards  iron  and  zinc,  but  is  electropositive  towards 
silver,  platinum,  or  graphite. 

802.  BleotromotiTe  force. — ^The  force  in  virtue  of  which  continuous 
electrical  effects  are  produced  throughout  a  circuit  consisting  of  two  metals 
in  metallic  contact  in  a  liquid  which  acts  unequally  upon  them,  is  usually 
called  the  electromotive  force.  Electromotive  force  and  difference  of  potentials 
'  are  commonly  used  in  the  same  sense.  It  is,  however,  more  correct  to  regard 
difference  of  potentials  as  a  particular  case  of  electromotive  force ;  for  as  we 
shall  aflerwards  see,  there  are  cases  in  which  electrical  currents  are  pro- 
duced without  the  occurrence  of  that  particular  condition  which  we  have  called 
difference  of  potentials.  The  electromotive  force  is  greater  in  proportion  to 
the  distance  of  the  two  metals  from  one  another  in  the  series.  That  is  to 
say,  it  is  greater  the  greater  the  difference  between  the  chemical  action  upon 
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the  two  metals  immersed.  Thus  the  electromotive  force  between  zi 
platinum  is  greater  than  that  between  zinc  and  iron,  or  between  linc  and 
copper.  The  law  established  by  experiment  is,  that  the  tlcctromotivt  font 
between  any  ttvo  metais  is  equal  to  the  sunt  of  the  electromotive  forcts  ieturwt 
alt  the  intervening  metals.  Thus  the  electromotive  force  between  line  and 
platinum  is  equal  to  the  sum  of  the  elect romoiive  forces  between  linc  and 
iron,  iron  and  copper,  and  copper  and  platinum. 

The  electromotive  force  is  influenced  by  the  condition  of  the  metal ; 
rolled  line,  for  instance,  is  negative  towards  cast  linc.  It  also  depends  on 
the  degree  of  concentration  of  the  liquid ;  in  dilute  nitric  acid  zinc  is  positive 
towards  tin,  and  mercury  positive  towards  lead  ;  while  in  concentrated  nitric 
acid  the  reverse  is  the  case,  mercury  and  linc  being  respectively  electro- 
negative towards  lead  and  tin. 

The  nature  of  the  liquid  also  influences  the  direction  of  the  current.  If 
two  plates,  one  of  copper  and  one  of  iron,  are  immersed  in  dilute  sulphuric 
acid,  a  current  is  set  up  proceeding  through  the  liquid  from  the  iron  to  the 
copper ;  but  if  the  plates,  after  being  washed,  are  placed  in  solution  of 
potassium  sulphide,  a  current  is  produced  in  the  opposite  direction— the 
copper  is  now  the  positive  metal  Other  examples  may  be  drawn  from  the 
following  table,  which  shows  the  electric  deportment  of  the  principal  metals 
with  three  diflierent  liquids.  It  is  arranged  like  the  preceding  one  ;  each 
metal  being  electropositive  towards  any  one  lower  in  the  list,  and  electro- 
negative towards  any  one  higher. 


Causlic  potau 

H)'dtochloric  acid 

Sulphide  Df 

Zinc 

Zinc 

Zinc 

Tin 

Cadmium 

Copper 

Cadmium 

Tin 

Cadmium 

Antimony 

Lead 

Tin 

Lead 

Iron 

Silver 

Bismuth 

Copper 

Antimony 

Iron 

Bismuth 

Lead 

Copper 

Nickel 

Bismuth 

Nickel 

Silver 

Nickel 

Silver 

Antimony 

Iron 

voltaic  current  i 

nay  also  be  produced  by  n 

eans  of  two  liqu 

one  metal.  This  may  be  shown  by  the  following 
experiment  :^In  a  beaker  containing  strong  nitric 
acid  is  placed  a  small  porous  pot  (fig.  763),  con- 
taining strong  solution  of  caustic  potass.  If  now 
t«'o  platinum  wires  connected  with  the  two  ends 
of  a  galvanometer  (S21)  are  immersed  respectively 
in  the  alkali  and  in  the  acid,  a  voltaic  current  is 
produced,  proceeding  in  the  wire  haia  the  nitric 
acid  to  the  potass,  which  thus  correspond  re- 
spectively to  the  negative  and  positive  plates  in 
ordinary  couples. 

A  metal  which  is  acted  upon  by  a  liquid  can  be  protected  from  solution 
by  placing  in  contact  with  it  a  more  electropositive  metal,  and  thus  forming 


Fig.  J6j, 
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a  simple  voltaic  circuit.  This  principle  is  the  basis  of  Davy's  proposal  to 
protect  the  copper  sheathings  of  ships,  which  are  rapidly  acted  upon  by  sea- 
water.  If  zinc  or  iron  be  connected  with  the  copper,  these  metals  are  dis- 
solved and  the  copper  protected.  Davy  found  that  a  piece  of  zinc  the  size 
of  a  nail  was  sufiicie^it  to  protect  a  surface  of  forty  or  fifty  square  inches  ; 
unfortunately  the  proposal  has  not  been  of  practical  value,  for  the  copper 
must  be  attacked  to  a  certain  extent  to  prevent  the  adherence  of  marine 
plants  and  shellfish. 

S03.  Poles  ana  eI«otraae*.-rlf  the  wire  connecting  the  two  terminal 
plates  of  a  voltaic  couple  be  cut,  it  is  clear,  from  what  has  been  said  about 
the  origin  and  direction  of  the  current,  that  positive 
electricity  will  lend  to  accumulate  at  the  end  of  the 
wire  attached  to  the  copper  or  negative  plate,  and 
negative  electricity  on  the  wire  attached  to  the  zinc 
or  positive  plate.  These  terminals  have  been  called 
HiKfoles  of  the  battery.  For  experimental  purposes, 
more  especially  in  the  decomposition  of  salts,  plates 
tS  platinum  are  attached  to  the  ends  of  the  wires. 
Instead  of  the  term  poles,  the  word  ehcirodei 
{fPi.trrpov,  and  iihot,  a  way)  is  now  commonly  used  ; 
for  these  are  the  ways  through  which  the  respective 
electricities  emerge.  It  is  important  not  toconfound 
the  positive //afe  with  the  positive  pole  or  electrode. 
The  positive  electrode  is  that  connected  with  the 
negative  plate,  while  the  negative  electrode  is  con- 
nected with  the  positive  plate. 

804.  VoltKlo  pile.  Voltaic  batterr. — When  a 
series  of  voltaic  elements  or  pairs  is  arranged  so 
that  the  zinc  of  one  element  is  connected  with  the 
copper  of  another,  the  zinc  of  this  with  the  copper 
of  another,  and  so  on,  the  arrangement  is  called  a 
voltaic  battery ;  and  by  its  means  the  effects  pro- 
duced by  a  single  element  are  capable  of  being  very 
greatly  increased. 

The  earliest  of  these  arrangements  was  devised  by 
Volta  himself  It  consists  (fig.  764)  of  a  series  of  discs 
piled  one  over  the  other  in  the  following  order :—  At  p-     ^ 

the  bottom,  on  a  frame  of  wood,  is  a  disc  of  copper, 

then  a  disc  of  cloth  moistened  by  acidulated  water,  or  by  brine,  then  a  disc 
of  zinc  ;  on  this  a  disc  of  copper,  and  another  disc  of  moistened  cloth,  to 
which  again  follow  as  many  sets  of  copper-doth- zinc,  always  in  the  same 
order,  as  may  be  convenient,  the  highest  disc  being  of  zinc.  The  discs  are 
kept  in  a  vertical  position  by  glass  rods. 

It  will  be  readily  seen  that  we  have  here  a  series  of  simple  voltaic  couples, 
the  moisture  in  the  cloth  acting  as  the  liquid  in  the  cases  already  mentioned, 
and  that  the  terminal  zinc  is  the  negative  and  the  terminal  copper  the 
positive  pole.  From  the  mode  of  its  arrangement,  and  from  its  discoverer, 
the  apparatus  is  known  as  the  voltaic  pile,  a  term  applied  to  all  apparatus  of 
this  kind  for  accumulating  the  effects  of  dynamical  electricity. 
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The  distribution  of  electricity  in  the  pile  varies  according  as  it  is  in  con- 
nection with  the  earth  by  one  of  its  extremities,  or  as  it  is  insulated  by  being 
placed  on  a  non-conducting  cake  of  resin  or  glass. 

In  the  former  case,  the  end  in  contact  with  the  ground  is  neutral,  and  the 
rest  of  the  apparatus  contains  only  one  kind  of  electricity ;  this  is  negative  if 
the  copper  disc,  and  positive  if  the  zinc  disc,  is  in  contact  with  the  ground. 

In  the  insulated  pile  the  electricity  is  not  uniformly  distributed.  By 
means  of  a  proof-plane  and  electroscope  it  may  be  demonstrated  that  the 
middle  part  is  in  a  neutral  state,  and  that  one-half  is  charged  with  positive 
and  the  other  with  negative  electricity,  the  potential  increasing  from  the 
middle  to  the  ends.  The  haJf  terminated  by  a  zinc  disc  is  charged  with  nega^ 
tive  electricity,  and  that  by  a  copper  with  positive  electricity.  The  pile  is 
thus  similar  to  a  charged  Leyden  jar ;  with  this  difference,  however,  that 
when  the  jar  has  been  discharged  by  connecting  its  two  coatings,  the  elec- 
trical effects  cease  i  while  In  the  case  of  the  pile,  the  cause  which  originally 
brought  about  the  distribution  of  electricity  restores  this  state  of  charge  after 
the  discharge  ;  and  the  continuous  succession  of  chaises  and  discharges 
forms  the  current.    The  effects  of  the  pile  will  be  discussed  in  other  places. 

805.  firoIlutan'B  bKtterT. — The  original  fonn  of  the  voltaic  pile  has  a 
great  many  inconveniences,  and  possesses  now  only  an  historical  inieresL 
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It  has  received  a  great  many  improveuients,  the  principal  object  of  which 
has  been  to  facilitate  manipulation,  and  to  produce  greater  electromotive 

One  of  the  earliest  of  these  modifications  was  the  crown  of  cups,  or 
couronnt  des  ^iw^j,  invented  by  Volta  himself.  An  improved  form  of  this  is 
known  as  WoUastoris  batttry  (fig.  765) ;  it  is  arranged  so  that  when  the 
current  is  not  wanted,  the  action  of  the  battery  can  be  stopped. 

The  plates  Z  are  of  thick  rolled  zinc,  and  usually  about  eight  inches  in 
length  by  six  in  breadth.    The  copper  plates,  C,  are  of  thin  sheet,  and  bent 
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so  as  to  surround  the  zincs  without  touching  them,  contact  being  prevented 
by  small  pieces  of  cork.  To  each  copper  plate  a  narrow  strip  of  copper,  o, 
is  soldered,  which  is  bent  twice  at  right  angles  and  is  soldered  to  the  next 
zinc  plate  ;  and  the  first  zinc,  Z,  is  surrounded  by  the  first  copper  C  ;  these 
two  constitute  a  couple,  and  each  couple  is  immersed  in  a  glass  vessel,  con- 
taining acidulated  water.  The  copper,  C,  is  soldered  to  the  second  zinc  by 
the  strip  o^  and  this  zinc  is  in  turn  surrounded  by  a  second  copper,  and  so  on. 

Fig.  765  represents  a  pile  of  sixteen  couples  united  in  two  parallel  series 
of  eight  each.  All  these  couples  are  fixed  to  a  cross  frame  of  wood,  by  which 
they  can  be  raised  or  lowered  at  pleasure.  When  the  battery  is  not  wanted, 
the  couples  are  lifted  out  of  the  liquid.  The  water  in  these  vessels  is  usually 
acidulated  with  ^^  sillphuric  and  ^  nitric  acid. 

Har^s  deflagrator. — This  is  a  simple  voltaic  arrangement,  consisting  of 
two  large  sheets  of  copper  and  zinc  rolled  together  in  a  spiral,  but  preserved 
from  direct  contact  by  bands  of  leather  or  horsehair.  The  whole  is  immersed 
in  a  vessel  containing  acidulated  water,  and  the  two  plates  are  connected 
outside  the  liquid  by  a  conducting  wire. 

S06.  ■nfeeblement  of  tli6  onrrent  In  batt6rl6s.  Secondary  currents. 
— ^The  various  batteries  already  described — Volta's,  Wollaston's,  and  Hare's, 
which  consist  essentially  of  two  metals  and  one  liquid — labour  under  the 
objection  that  the  currents  produced  rapidly  diminish  in  strength. 

This  is  due  principally  to  three  causes :  the  first  is  the  decrease  in  the 
chemical  action  owing  to  the  neutralisation  of  the  sulphuric  acid  by  its  com- 
bination with  the  zinc.  This  is  a  necessary  action,  for  upon  it  depends  the 
current ;  it  therefore  occurs  in  all  batteries,  and  is  without  remedy  except  by 
replacement  of  acid  and  zinc.  The  second  is  due  to  what  is  called  local 
action  ;  that  is,  the  production  of  small  closed  circuits  in  the  active  metal, 
owing  to  the  impurities  it  contains.  These  local  currents  rapidly  wear  away 
the  active  plate,  without  contributing  anything  to  the  continuance  of  the 
general  current  They  are  remedied  by  amalgamating  the  zinc  with  mercury, 
by  which  chemical  action  is  prevented  until  the  circuit  is  closed,  as  will  be 
more  fully  explained  (816).  The  third  arises  from  the  production  of  an 
inverse  electromotive  force,  which  tends  to  produce  a  current  in  a  contrar)' 
direction  to  the  principal  current,  and  therefore  to  destroy  it  either  totally 
or  partially.  In  the  fundamental  experiment  (fig.  762),  when  the  circuit  is 
closed,  zinc  sulphate  is  formed,  which  dissolves  in  the  liquid,  and  at  the 
same  time  a  layer  of  hydrogen  gas  is  gradually  formed  on  the  surface  of  the 
copper  plate.  This  diminishes  the  activity  of  the  combination  in  more  than 
one  way.  In  the  first  place,  it  interferes  with  the  contact  between  the  metal 
and  the  liquid ;  in  the  second  place,  in  proportion  as  the  copper  becomes 
coated  with  hydrogen,  we  have  virtually  a  plate  of  hydrogen  instead  of  a 
plate  of  copper  opposed  to  the  zinc,  and  in  addition,  the  hydrogen,  by  react- 
ing on  the  zinc  sulphate,  which  accumulates  in  the  liquid,  gradually  causes  a 
deposition  of  zinc  on  the  surface  of  the  copper ;  hence,  instead  of  having 
two  different  metals  unequally  attacked,  the  two  metals  become  gradually 
less  different,  and,  consequently,  the  total  effect  and  the  current  become 
weaker  and  weaker. 

The  polarisation  of  the  plate  (as  this  phenomenon  is  termed)  may  be 
destroyed  by  breaking  the  circuit  and  exposing  the  copper  plate  to  the  air ; 


^^♦-^ 
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the  deposited  hydrogen  is  thus  more  or  less  completely  got  rid  o^  aod  00 
again  closing  the  circuit  the  curreat  has  nearly  its  original  strength.  Tbe 
same  result  is  obtained  when  the  current  of  another  haneij-  is  transmitted 
through  the  battery  in  a  direction  opposite  to  that  of  the  firsL 

When  platinum  electrodes  are  used  10  decompose  water,  a  similar  pbeuo- 
menon  is  produced,  cMtd polarisation  of  l/u  tUcirciUt,  which  may  be  illas- 
tiated  by  an  arrangement  represented 
in  fig.  766,  in  which  B  is  a  c<msiaiil 
element,  V  a  voltameter  (B46],  G  a 
galvanometer  ,821;,  and  H  3  mercuiy 
cup.  The  wire  L  being  disconnected 
from  H,  a  current  is  produced  in  tbe 
voltameter,  the  direction  of  which  is 
from  P  to  P' ;  if  now  the  wire  F  be 
detached  from  H,  and  L  be  coimected 
therewith,  a  current  is  produced  throogl 
"        f-    ^  the    galvanometer    the    direction  of 

which  is  from  P'  to  P  ;  that  is,  the 
opposite  of  that  which  the  element  had  previously  produced.  Becquerel  and 
Faraday  have  shown  that  this  polarisation  of  the  metaJs  results  from  tbe 
deposits  caused  by  the  passage  of  the  current,  and  an  important  applicatiao 
of  this  phenomenon  will  be  foand  described  farther  on  (849). 

CONSTANT  CURRENTS 

807.  Conatant  enrrwitm. — With  few  exceptions,  batteries  composed  d 
elements  with  a  single  liquid  have  almost  gone  out  of  use,  in  consequence 
of  the  rapid  enfeeblement  of  the  current  produced.    They  have  been  replaced 
by  batteries  with  two  liquids,  which  are  called  constant  batteries  because 
their  action  continues  without  material  alteration   for  a  considerable  period 
of  time.     The  essential  point  to  be  attended 
to  in  securing  a  constant  current  is  to  prevent 
the  polarisation  of  the  inactive  metal  ;  in  other 
words,  to  hinder  any  pennanent  deposition  of 
hydrogen   on  its  surface.     This  is  effected  by 
placing  the  inactive  metal   in   a   liquid  apoo 
which  the  deposited  hydrogen  can   act  chemi- 
cally. 

808.  D*nlaU-s  b»n«rr.— This  was  the  first 
form  of  the  constant   battery,  and    was  in- 
vented by  Daniell  in  the  year  1836.    As  le- 
);ards  the  constancy  of  its  action,  it  i'  pertupt 
1  still  the  best  of  all  constant  batteries.    Fig.  767 

represents  a  single  element.    A  glass  or  porce- 
lain vessel,  V,  contains  a  saturated  solution  ol 
'"■ '  '■  copper  sulphate,  in  which  is  immersed  a  copper 

cylinder,  (',,  open  at  both  ends,  and  perforated  by  holes.  At  the  upper  part 
of  this  cylinder  there  is  an  annular  shelf,  G,  also  perforated  by  small  holes, 
and  below  the  level  of  the  solution  ;  this  is  intended  to  support  crystals  of 
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copper  sulphate  to  replace  that  decomposed  as  the  electrical  action  pro- 
ceeds. Inside  the  cylinder  is  a  thin  porous  vessel,  P,  of  unglazed  earthen- 
ware. This  contains  either  water,  or  solution  of  common  sail,  or  dilute 
sulphuric  acid,  in  which  is  placed  the  cylinder  of  amalgamated  zinc,  Z.  Two 
thin  strips  of  copper^  and  n,  fixed  by  binding  screws  to  the  copper  and  to 
the  zinc,  serve  for  connecting  the  elements  in  serie!:. 

When  a  Daniell's  element  is  closed,  the  hydrogen  resulting  from  the 
action  of  the  dilute  acid  on  the  zinc  is  liberated  on  the  surface  of  the  copper 
plate,  but  meets  there  the  copper  sulphate,  which  is  reduced,  forming  sul- 
phuric acid  and  metallic  copper,  which  is  deposited  on  the  surface  of  the 
copper  plate.  In  this  way  copper  sulphate  in  solution  is  taken  up  ;  and  if  it 
were  ^1  consumed,  hydrogen  would  be  deposited  on  the  copper,  and  the 
current  would  lose  its  constancy.  This  is  prevented  by  the  crystals  of  copper 
sulphate  which  keep  the  solution  saturated.  The  sulphuric  acid  produced 
by  the  decompt>sition  of  the  sulphate  permeates  the  porous  cylinder,  and 
tends  to  replace  the  acid  used  by  its  action  on  the  line  ;  and  as  the  quantity 
of  sulphuric  acid  formed  in  the  solution  of  copper  sulphate  is  regular,  and 
proportional  to  the  acid  used  in  dissolving  the  zinc,  the  action  of  this  acid 
on  the  zinc  is  regular  also,  and  thus  a  constant  current  is  produced. 

In  order  to  join  together  several  of  these  elements  to  form  a  battery,  the 
tine  of  one  is  connected  either  by  a  copper  wire  or  strip  with  the  copper  of 
the  next,  and  so  on  from  one  ele- 
ment to  another,  as  shown  in  fig. 
772,  for  a'nother  kind  of  battery. 

Fig.  768  represents  one  form 
of  a  standard  Daniell.  The 
vessel  A  contains  dilute  sul- 
phuric acid  of  specific  gravity 
ro75,  and  in  it  is  a  plate,  Z,  of 
amalgamated  zinc.  A,  contains 
saturated  solution  of  copper  sul- 
phate, and  in  It  is  a  plate  of 
copper,  K.  The  syphon  tube, 
C  C,,  which  connects  the  two 
vessels,  is  closed  at  both  ends 
by  bladder,  and  is  5tled  with 
dilute  sulphuric  acid.  •"*  '**■ 

The  current  produced  by  a  Daniell's  battery  is  constant  for  some  hours  ; 
its  action  is  stronger  when  it  is  placed  in  hot  water.  Its  electromotive  force 
is  about  1*08  volt.  1 

Taking  the  cost  of  the  materials  consumed  in  working  a  Daniell's  cell, 
but  allowing  for  the  copper  deposited,  and  assuming  that  70  per  cent,  of  the 
electrical  energy  is  obtained  in  mechanical  work,  it  appears  that  the  expense 
per  horse  power  per  hour  is  at  least  two  shillings  and  sixpence. 

Sog.  Orove'a  battarr. — In  this  battery  the  copper  sulphate  solution  is 
replaced  hy  nitric  acid,  and  the  copper  by  platinum,  by  which  greater  electro- 
motive force  is  obtained.  Fig.  769  represents  one  of  the  forms  of  a  couple 
of  this  battery.  It  consists  of  a  glass  vessel.  A,  partially  tilled  with  dilute 
sulphuric  acid  (1  :  8) ;  of  a  cylinder  of  zinc,  Z,  open  at  both  ends  ;  of  a 
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vessel,  V,  made  of  porous  earthenware,  and  containing  ordinary  nitric  acid ; 
of  a  plate  of  platinum,  P  (fig.  770),  bent  in  the  form  of  an  3,  and  fixed 
to  a  cover,  c,  which  rests  on  the  porous  vessel.      The  platinum  is  con- 
nected with  a  binding  screw,  b,  and  there  is  a  similar  binding  screw  on  the 
zinc.     In  this  battery  the  hydrogen, 
which  would  be  disengaged  on  the 
platinum,   meeting   the    nitric  acid, 
decomposes  it,  forming  hyponitrous 
acid,  which  dissolves,  or  is  disen- 
gaged  as   nitrous    fumes.      Grove's 
battery  is  the  most  convenient,  and 
p  one  of  the  most  powerfiil  of  the  two 

fluid  batteries.  It  is,  however,  ex- 
pensive, owing  to  the  high  price  of 
platinum  ;  besides  which  the  plati- 
num is  liable,  after  some  time,  10 
become  brittle  and  break  very  easily. 
But  as  the  platinum  is  not  consumed, 
ii  retains  most  of  its  value,  and  when 
*"«•  '^-  ^'8-  "-^       the  plates  which  have  been  used  in  a 

battery  are  heated  to  redness  they  regain  their  elasticity. 

810.  SunseM's  batterr. — Bunseris,  also  known  as  the  sine  carbon 
battery,  was  invented  in  :843  ;  "t  is  in  effect  a  Grove's  batterv,  where 
the  plate  of  platinum  is  replaced  by  a  cylinder  of  carbon-  This  is  made 
either  of  the  graphitoidal  carbon  deposited  in  gas  retorts,  or  by  calcining 
in  an  iron  mould  an  intimate  mixture  of  coke  and  bituminous  coal,  finely 
powdered  and  strongly  compressed.     Both  those  modifications  of  carbon 


are  good  conductors.  Each  element  consists  ot  the  following  parts  :  i,  a 
vessel,  F  (fig.  771),  either  of  stoneware  or  of  glass,  containing  dilute  sul- 
phuric acid  ;  2,  a  hollow  cylinder,  Z,  of  amalgamated  linc  ;  3,  a  porous 
vessel,  V,  in  which  is  ordinary  nitric  acid  j  4,  a  rod  of  carbon,  C,  prepared 
in  the  above  manner.  In  the  vessel  F  the  linc  is  first  placed,  and  in  it  the 
carbon  C  in  the  porous  vessel  V  as  seen  in  P.  To  the  carbon  is  fixed  a 
binding  screw,  m,  to  which  a  copper  wire  is  aftached,  forming  the  positive 
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pole.  The  zinc  is  provided  with  a  similar  binding  screw,  «,  and  wire,  which 
is  thus  a  negative  pole. 

A  single  cell  of  the  ordinary  dimensions,  20  cm.  in  height  and  g  cm.  in 
diameter,  has  a  resistance  of  about  0-14  ohm,  and  taking  its  E.M.F.  at  i-8z 
(814),  gives  a  current  of  12  to  13  amperes  when  on  short  circuit,  that  is, 
when  it  is  closed  without  measurable  external  resistance. 

The  elements  are  arranged  to  form  a  battery  (fig.  772)  by  connecting  each 
carbon  to  the  zinc  of  the  following  one  by  means  of  the  clamps  mn,  and  a 
strip  of  copper,  c,  represented  in  the  top  of  the  figure.  The  copper  is  pressed 
at  one  end  between  the  carbon  and  the  clatnp,  and  at  the  other  it  is  soldered 
to  the  clamp  n,  which  is  fitted  on  the  zinc  of  the  following  element,  and  so 
forth.  The  clamp  of  the  first  carbon  and  that  of  the  last  linc  are  alone 
provided  with  binding  screws,  to  which  are  attached  the  wires. 

The  chemical  action  of  Bunsen's  battery  is  the  same  as  that  of  Grove's, 
and  being  equally  powerful,  while  less  costly,  is  very  generally  used  on  the 
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Continent  But  though  its  first  cost  is  less  than  that  of  Grove's  battery,  it 
is  more  expensive  to  work,  and  is  not  so  convenient  to  manipulate. 

Callasis  battery  is  a  modified  form  of  Grove's.  Instead  of  zinc  and  plati- 
num, line  and  platinised  lead  are  used ;  and  instead  of  pure  nitric  acid  Callan 
used  a  mixture  of  sulphuric  acid,  nitric  acid,  and  saturated  solution  of  nitre. 
The  battery  is  said  to  be  equal  in  its  action  to  Grove's,  and  is  much  cheaper. 

Callan  also  constructed  a  battery  in  which  zinc  in  dilute  sulphuric 
acid  forms  the  positive  plate,  and  cast  iron  in  strong  nitric  acid  the  negative. 
Under  these  circumstances  the  iron  becomes  passive  ;  it  is  strongly  electro- 
negative, and  does  not  dissolve.  If,  however,  the  nitric  acid  becomes  loo 
weak,  the  iron  is  dissolved  with  simultaneous  disengagement  of  nitrous  fumes. 

After  being  in  use  some  time,  all  the  batteries  in  which  the  polarisation 
is  prevented  by  nitric  acid  disengage  nitrous  fumes  in  large  quantities,  and 
this  is  a  serious  objection  to  their  use,  especially  in  closed  rooms.  To 
prevent  this,  nitric  acid  is  frequently  replaced  by  chromic  acid,  or  by  a 
mixture  of  4  parts  potassium  bichromate,  4  parts  sulphuric  acid,  and  iS 
water.     The  liberated  hydrogen  reduces  the  chromic  acid  to  the  state  of 

If 
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oxide  of  chromium,  which  remains  dissolved  in  sulphuric  acid.  With  the 
same  view,  sesqui chloride  of  iron  is  sometimes  stibstitutcd  for  nitric  acid ; 
it  becomes  reduced  to  protochloride.  But  the  action  of  the  elements  thus 
moditied  is  considerably  less  than  when  nitric  acid  is  used,  owing  to  the 
increased  resistance. 

8[  I.  Smee'B  bktMrr-— In  this  battery  the  polarisation  of  the  negative 
plate  is  prevented  by  mechanical  means.  Each  element  consistsof  a  sheet  of 
platinum  placed  between  two  vertical  plates  of  zinc,  as  in  Grove's  battery; 
but  as  there  is  only  a  single  liquid,  dilute  sulphuric  acid,  the  elements  have 
much  the  form  of  those  in  WoUaston's  battery.  The  adherence  of  hydr<^eii 
to  the  negative  plate  is  prevented  by  covering  the  platinum  with  a  deposit  of 
finely  divided  platinum.  In  this  manner  the  surface  is  roughened,  which 
facilitates  the  disengagement  of  hydrogen  to  a  remarkable  extent,  and  coo. 
sequently  diminishes  the  resistance  of  a  couple.  Instead  of  platinum,  silver 
covered  with  a  deposit  of  linely  divided  platinum  is  frequently  substituted,  as 
being  cheaper. 

Walkers  battery. — This  resembles  Smee's  battery,  but  the  electronegatiTe 
plate  is  either  gas  graphite  or  platinised  graphite  ;  it  is  excited  by  dilate 
sulphuric  acid.  This  battery  has  considerable  electromotive  force,  is  con- 
venient and  economical  in  manipulation,  and  large-sized  elements  can  be 
constructed  at  a  cheap  rate. 

812.  Seoent  batMrtaa.— The  mercury  sulphate  battery  (fig.  773),  de. 
vised  by  Mari^  Davy,  is  essentially  a  zinc-carbon  element,  but  of  smaller 
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dimensions  than  those  elements  usually  are.  In  the  outer  vessel,  V,  ordi- 
nary water  or  brine  is  placed,  and  in  the  porous  vessel  mercury  sulphate. 
This  salt  is  agitated  with  about  three  times  its  volume  of  water,  in  which  it  is 
difficultly  soluble,and  the  liquid  pouted  off  from  the  pasty  mass.  Thecarbon 
being  placed  in  the  porous  vessel,  the  spaces  are  filled  with  the  residue,  and 
then  the  decanted  liquid  poured  into  it. 

Chemical  action  takes  place  when  the  cell  is  dosed.  Ths  zinc  theo 
decomposes  the  water,  liberating  hydrogen,  which,  traversing  the  porous 
vessel,  reduces  the  mercury  sulphate,  forming  metallic  mercury,  which  collects 
at  the  bottom  of  the  vessel,  while  the  sulphuric  acid  formed  at  the  same  time 
traverses  the  diaphragm  to  act  on  the  zinc,  and  thus  increases  the  action. 

The  mercury  which  is  deposited  may  be  used  to  prepare  a  quantity  of 
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sulphate  equal  to  that  which  has  been  consumed.  A  small  quantity  of  the 
solution  of  mercury  sulphate  may  also  pass  through  the  diaphragm  ;  but  this 
is  rather  advantageous,  as  its  effect  is  to  amalgamate  the  zinc 

The  electromotive  force  of  this  element  is  about  a  quarter  greater  than  that 
of  DanielPs  element,  but  it  has  greater  resistance ;  it  is  rapidly  exhausted 
when  continuously  worked,  though  it  appears  well  suited  for  discontinuous 
work,  as  with  the  telegraph,  and  with  alarums. 

Gravity  batteries, — The  use  of  porous  vessels  is  open  to  many  objections, 
more  especially  in  the  case  of  Daniell's  battery,  in  which  they  gradually 
become  encrusted  with  copper,  which  destroys  them.  A  kind  of  battery  has 
been  devised  in  which  the  porous  vessel  is  entirely  dispensed  with,  and  the 
separation  of  the  liquids  is  effected  by  the  difference  of  density.  Such 
batteries  are  called  gravity  batteries.  Fig.  774  represents  a  form  devised 
by  Callaud.  V  is  a  glass  or  earthenware  vessel  in  which  is  a  copper  plate 
soldered  to  a  wire  insulated  by  gutta-percha.  On  the  plate  is  a  layer  of 
crystals  of  copper  sulphate,  C ;  the  whole  is  then  filled  with  water,  and 
the  zinc  cylinder,  Z,  is  immersed  in  it.  The  lower  part  of  the  liquid  becomes 
saturated  with  copper  sulphate  ;  the  action  of  the  battery  is  that  of  a  Daniell, 
and  the  zinc  sulphate,  which  gradually  forms,  floats  on  the  solution  of  copper 
sulphate  owing  to  its  lower  density.  This  battery  is  easily  manipulated, 
the  consumption  of  copper  sulphate  is  economical,  and  when  not  agitated 
it  works  constantly  for  some  time,  provided  care  be  taken  to  replace  the 
water  lost  by  evaporation. 

Meidingefs  element,  which  is  much  used  in  Germany,  is  essentially  a 
gravity  battery  of  special  construction,  with  zinc  in  solution  of  magnesium 
sulphate,  and  copper  in  solution  of  copper  sulphate. 

Minottds  battery, — This  may  be  described  as  a  Daniell's  element,  in 
which  the  porous  vessel  is  replaced  by  a  layer  of  sawdust  or  of  sand.  At 
the  bottom  of  an  earthenware  vessel  (fig.  775)  is  placed  a  layer  of  coarsely- 
powdered  copper  sulphate  a^  and  on  this  a  copper  plate  provided  with  an 
insulated  copper  wire  i.  On  this  there  is  a  layer  of  sand  or  of  sawdust  bc^ 
and  then  the  whole  is  filled  with  water,  in  which  rests  a  zinc  cylinder  Z. 
The  action  is  just  that  of  a  Daniell ;  the  sawdust  prevents  the  mixture  of  the 
liquids,  but  it  also  offers  great  resistance,  which  increases  with  its  thickness. 
From  its  simplicity  and  economy,  and  the  facility  with  which  it  is  constructed, 
the  battery  merits  increased  attention. 

De  la  Rue  and  Mailer's  element  consists  of  a  glass  tube  about  6  inches 
long  by  075  inch  in  diameter,  closed  by  a  vulcanised  india-rubber  stopper 
through  which  passes  a  zinc  rod  0*18  inch  in  diameter  and  5  inches  long. 
A  flattened  silver  wire  also  passes  through  the  stopper  to  the  bottom  of  the 
tube,  in  which  is  placed  about  half  an  ounce  of  silver  chloride,  the  greater 
part  of  the  cell  being  filled  with  solution  of  sal-ammoniac.  The  hydrogen 
evolved  at  the  negative  plate  reduces  the  chloride  to  metallic  silver,  which 
is  thereby  recovered.  Since  there  is  only  one  liquid,  and  the  solid  electro- 
lyte is  not  acted  upon  when  the  circuit  is  open,  the  element  is  easily  worked 
and  requires  litde  attention.  It  is  very  compact,  1,000  elements  occupying 
a  space  of  less  than  a  cubic  yard  ;  De  la  Rue  and  Miiller  have  used  as  many 
as  14,400  such  cells  in  investigations  on  the  stratification  of  the  electric  light. 
A  battery  of  8,040  of  these  cells  gave  a  spark  ^  of  an  inch  in  length  in  air 
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under  the  ordinary  atmospheric  pressure;  while  under  a.  pressureof  a  quarter 
of  an  atmosphere  the  striking  distance  was  \\  inch. 

The  electromotive  force  of  a  silver  chloride  cell  is  i'03  of  a  volt,  and  ihai 
of  one  made  with  silver  bromide  is  0-908  ;  hence  a  series  of  three  of 
the  silver  chloride  cells  with  one  of  bromide  gives  an  average  electromotive 
force  of  I  volt  (814)- 

Latimer  Claries  element  consists  of  perfectly  pure  mercury  as  a  negative 
plate  covered  with  a  paste  obtained  by  boiling  sulphate  of  mercury  in  asalU' 
rated  solution  of  line  sulphate.  The  positive  metal  is  a  plate  of  zinc  resting  on 
this  paste  of  sulphate.  Insulated  wires,  leading  to  the  mercury  and  the  line 
respectively,  form  the  connections.  This  battery  is  not  well  adapted  for 
continuous  work,  but  it  furnishes  a  standard  of  electromotive  force,  which  is 
constant  and  can  be  relied  upon.  Its  electromotive  force  is  i'435Voltal 
15°,  and  it  diminishes  by  0-00078  for  an  increase  of  1°  C. 

A  convenient  form  of  element  for  many  purposes  is  Hk  potassium  bichv- 
mate,  or,  as  it  is  frequently  termed,  the  bichromate  of  potass  element  (fig.  776). 
It  consists  of  a  linc  plate  Z,  attached  to  a  brass 
rod,  which  slides  up  and  down  in  a  brass  tube  in  an 
ebonite  or  porcelain  cover,  so  that  it  can  be  wholly 
or  partially  immersed  in  the  liquid.  Two  graphite 
plates,  C  C,  are  similarly  Btted  in  the  cover,  and  by 
,  means  of  strips  of  brass  the  carbon  and  the  line 
plates  are  respectively  in  connection  with  the  binding 
screws,  which  thus  form  the  poles.  The  exciting 
liquid  is  a  mixture  of  i  part  of  potassium  bichromate, 
1  of  sulphuric  acid,  and  lo  of  water. 

The  electromotive  force  is  about  i-8  or  1-9  that 
of  a  Daniell  \  when  the  element  is  closed  by  a  "ire 
of  small  resistance  its  E.M.F.  increases  slightly  at 
first,  then  remains  constant  for  some  time,  afler  which 
it  rapidly  sinks  to  half  its  original  amount. 

Instead   of  potassium   bichromate,    chromic  add, 

Fig.  lit.  which  is  now  prepared  industrially  at  a  cheap  rale,  is 

often  used. 

In  Niaudefs  element  a  zinc  cylinder  dips  in  a  solution  of  common  salt 

and  surrounds  a  porous  cell,  in  which  is  a  carbon   plate  surrounded  by 

pieces  of  carbon  and  filled  with  chloride  of  lime,  which  does  not  act  on  the 

zinc  even  when  the  circuit  is  closed.     The  electromotive  force  is  1-6  that  <rf 

a  Daniell. 

The  element  of  Laiande  and  Chaperon  is  zinc  in  a  30  per  cenL  solution 
of  caustic  potass  and  copper  in  contact  with  oxide  of  copper  which  acts  ai 
depolariser.  The  E.M.F.  is  0-85  volt,  and  there  is  no  action  unless  the 
circuit  is  closed.  To  prevent  the  absorption  of  carbonic  acid  the  solution  is 
covered  with  paraffin e  oil. 

813.  X«QlKnali6'*  element. — This  consists  (fig.  777)  of  3  rod  of  carbon, 
C,  placed  in  a  porous  pot,  which  is  then  very  tightly  packed  with  a  mixture 
of  pyrolusite  (peroxide  of  manganese)  and  gas  graphite,  M.  This  is 
covered  over  with  a  layer  of  pitch.  At  the  top  of  the  carbon  is  soldered  a 
mass  of  lead,  L,  to  which  is  affixed  a  binding  screw.    The  positi\-e  (rfate 
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is  a  rod  of  zinc,  Z,  in  which  is  fixed  a  copper  wire.    The  exciting  liquid 
consists  of  a  strong  solution  of  sal-ammoniac,  contained  in  a  glass  vessel, 
G,  which  is  not  more  than  one-third  fulL    The  electromotive  force  of  the 
element  is  said  to  be  1  '48,  or  about  one-third  greater  than  that  of  a  Daniell's 
element ;  its  internal  resistance  varies  of  course  with  the  size,  from  4  to  8 
ohms.     The  battery  is  not  adapted  for  continuous  work  as  in  heavy  tele- 
graphic   circuits,   or    in    electro-plating, 
since  it  soon  becomes  polarised ;  it  has, 
however,  the  valuable  property  of  quickly 
regaining  its  original  strength  when  left 
at  rest,  and  is  extremely  well  adapted  for 
discontinuous  work,  such  as  that  of  elec- 
trical bells. 

A  modification  of  this  element  by  von 
Beetz  for  therapeutic  purposes  consists 
of  a  test  tube  in  the  bottom  of  which  is 
fused  a  platinum  wire  ;  this  is  then  covered 
to  one-third  the  beighl  wilh  a  layer  of  a 
mixture  of  bruised  gas  coke  and  pyrolusite. 
In  other  respects  the  element  is  con- 
structed like  that  of  De  la  Rue  and 
Miilier. 

A  rod  of  carbon  4j  "  ij  «  A  inches 
should  have  a  maximum  resistance  of 
I  ohm ;  but  good  plates  made  from  the 
carbon  of  gas  retorts  do  not  average 
more  than  05,  and  in  some  cases  o'l  ohm. 
If  the  resistance  equals  an  ohm,  the  con-  . 

ducting  power  of  carbon  is  about  0-003 
that  of  mercury. 

A  drawback  to  the  use  of  carbon  is  that,  from  its  porosity,  the  exciting 
liquid  rises,  and  forms  local  currents  at  the  junction  with  the  binding 
screw,  which  injure  or  destroy  contact.  This  may  be  remedied  to  a  very 
great  extent  by  soaking  the  plates  before  use  in  hot  melted  paraffine,  which 
penetrates  into  the  pores,  expelling  the  air.  On  cooling,  it  solidifies  and 
prevents  the  capillary  action  mentioned  above.  By  carefully  scraping  the 
paraffine  firom  the  outside,  a  surface  is  exposed  which  is  as  good  a  conductor 
as  if  the  pores  were  filled  with  air.  Measurements  have  shown  that  the 
resistance  of  a  rod  thus  prepared  is  not  altered. 

In  a  recent  modification  of  his  element  Lecianch^  dispensed  with  the 
porous  cell,  and  placed  the  carbon  plate  C  between  two  similar  flat  prisms, 
made  by  compressing  a  mixture  of  55  parts  of  graphite,  40  parts  of  pyrolu site, 
and  s  parts  of  shellac  in  steel. moulds  at  a  temperature  of  100°  under  a  pressure 
erf  300  atmospheres.    The  resistance  of  this  form  of  element  is  from  0-9  to 

''S14.  aiAotromotlTa  niroa  of  dlSarent  •lAinenta. — The  following  num- 
bers represent  the  electromotive  force  of  some  of  the  elements  most  frequently 
used,  compared  with  that  of  an  ordinary  Daniell's  cell  charged  as  above 
described  ;  they  are  the  means  of  many  careful  detennin. 
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set  up  with  water     .... 

.  pure  zinc  and  pure  water,  with  pure 
copper  and  pure  saturated  solution 
of  copper  sulphate 

.  zinc  in  saturated  solution  of  am- 
monium chloride  . 
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Latimer  Clark's  element 
Bunsen's 


Grove's 


» 


» 


» 


carbon  in  nitric  acid 
carbon  in  chromic  acid 
platinum  in  nitric  acid 


roo 


1-02 

1-436 
177 
1-87 
182 


The  greatest  electromotive  force  as  yet  observed  is  by  Beetz  in  a  couple 
consisting  of  potassium  amalgam  in  caustic  potash,  combined  with  pyrolusite 
in  a  solution  of  potassium  permanganate.  It  is  three  times  as  much  as  that 
of  a  Daniell's  element. 

The  standard  of  electromotive  force  on  the  C.  G.  S,  system  is  the  Volt 
This  is  equal  to  1,000,000,000  or  10®  absolute  electromagnetic  units  (709). 
The  volt  is  rather  less  than  the  electromotive  force  of  a  Daniell's  cell,  the 
mean  value  of  which  may  be  taken  at  i  -08  volt.  The  unit  of  current,  whicb 
is  called  an  Ampere^  is  the  current  due  to  an  electromotive  force  of  one  vok 
working  through  a  resistance  of  one  ohm. 

The  Coulomb  is  the  practical  unit  of  electrical  quantity  ;  it  is  that  quantity 
of  electricity  which  passes  in  a  second  through  the  section  of  a  conductor 
traversed  by  a  current  of  an  ampere. 

815.  Ooiiii»arlsoii  of  tlie  Toltaio  battery  wltli  a  fkioti<»ial  eleetrleal 
maoblne. — Except  in  the  case  of  batteries  consisting  of  a  very  large  number 
of  couples,  the  difference  of  potentials  between  the  terminals  is  far  weaker 
than  in  frictional  electrical  machines,  and  is  insufficient  to  give  any  visible 
spark.  With  De  la  Rue  and  Miiller's  great  battery  the  striking  distance 
between  two  terminals  was  found  to  increase  with  the  potential,  but  for  high 
potentials  rather  more  rapidly  than  in  direct  ratio.  Thus  while  the  striking 
distance  was  0*012  in.,  with  die  potential  due  to  1,200  of  their  cells,  it  was 
0049  in.  with  4,800  cells,  and  0*133  ii^-  with  11,000  cells. 

In  the  case  of  a  small  battery  or  of  a  single  cell,  very  delicate  tests  are 
required  to  detect  any  signs  of  free  electrification.  But  by  means  of  a  deli- 
cate condensing  electroscope,  and  by  carefid  insulation,  it  can  be  shown 
that  one  pole  possesses  a  positive  and  the  other  a  negative  charge.  For  this 
purpose  one  of  the  plates  of  the  electroscope  is  connected  with  one  pole, 
and  the  other  with  the  other  pole  or  with  the  ground.  The  electroscope 
thus  becomes  charged,  and  on  breaking  the  connection  electroscopic  indica- 
tions are  observed. 

On  the  other  hand,  the  strength  of  current  which  a  voltaic  element  can 
produce  in  a  good  conductor  is  much  greater  than  that  which  can  be  pro- 
duced by  a  machine.  Faraday  immersed  two  wires — one  of  zinc,  and  the 
other  of  platinum,  each  ^  of  an  inch  in  diameter — in  acidulated  water  for  A 
of  a  second.  The  effect  thus  produced  on  a  magnetic  needle  in  this  short 
time  was  greater  than  that  produced  by  23  turns  of  the  large  electrical 
machine  of  the  Royal  Institution. 

Nystrom  has  ascertained  by  quantitative  measurements  that  the  potential 
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Fig.  778. 


of  the  charge  of  the  cover  of  an  ordinary  electrophorus  is  not  less  than  50,000 
times  as  great  as  the  potential  of  a  Meidinger's  cell  (812) ;  that  is,  that  not 
less  than  50,000  of  those  elements  would  be  required  to  produce  the  same 
potential  as  the  electrophorus.  In  practice,  a  far  greater  number  would  be 
needed,  owing  to  the  difficulty  of  getting  good  insulation. 

816.  Amalramated  sine.  Kooal  onrrents. — Perfectly  pure  distilled 
zinc  is  not  attacked  by  dilute  sulphuric  acid,  but  becomes  so  when  immersed 
in  that  liquid  in  contact  with  a  plate  of  copper  or  of  platinum.  Ordinary 
commercial  zinc,  on  the  contrary,  is  rapidly  dissolved  by  dilute  acid. 

This  is  due  to  what  is  called  loccd  action  (806),  arising  from  impurities  which 
are  always  present  in  commercial  zinc.  To  understand  this  effect  consider 
as  two  portions  a  and  ^  of  a  plate  of  zinc  placed  in  dilute 
acid  (fig.  778),  a  representing  pure  zinc,  while  b  is  supposed 
to  represent  such  an  impurity  as  a  piece  of  lead  or  iron.  Here 
are  all  the  conditions  for  the  production  of  an  electrical  cur- 
rent, two  different  metals  in  metallic  connection  which  acts 
upon  them  unequally ;  the  effect  is  that  a  current  is  produced 
from  ato  b  through  the  liquid,  and  the  zinc  is  eaten  away. 

All  ordinary  zinc  contains  metallic  impurities,  such  as  lead 
and  iron,  which  realise  the  above  conditions,  forming  innumer- 
able local  electrical  currents,  which  rapidly  wear  away  the  active 
plate  without  contributing  anything  to  the  general  current. 

Zinc,  when  amalgamated,  acquires  the  properties  of  per- 
fectly pure  zinc,  and  is  unaltered  by  dilute  acid,  so  long  as  it  is 
not  in  contact  with  a  copper  or  platinum  plate  immersed  in  the  same  liquid. 
To  amalgamate  a  zinc  plate,  it  is  first  immersed  in  dilute  sulphuric  or 
hydrochloric  acid  so  as  to  obtain  a  clean  surface,  and  then  a  drop  of  mercury 
is  placed  on  the  plate  and  spread  over  it  with  a  brush.  The  amalgamation 
takes  place  immediately,  and  the  plate  has  the  brilliant  aspect  of  mercury. 
Zinc  as  well  as  other  metals  are  readily  amalgamated  by  dipping  them  in  an 
amalgam  of  one  part  sodium  and  200  parts  of  mercury.  Zinc  plates  may 
also  be  amalgamated  by  dipping  them  in  a  solution  of  mercury  prepared  by 
dissolving  one  pound  of  mercuiy  in  five  pounds  of  aqua  regia  (one  part  of 
nitric  to  three  of  hydrochloric  acid),  and  then  adding  fiwt  parts  more  of 
hydrochloric  acid. 

Zinc  may  also  be  amalgamated  in  the  mass  by  melting  it  in  a  closed 
vessel  with  4  per  cent,  of  mercury,  and  running  it  into  moulds. 

The  amalgamation  of  the  zinc  removes  from  its  surface  all  the  impurities, 
especially  the  iron.  The  mercury  effects  a  solution  of  pure  zinc,  which  covers 
the  surface  of  the  plate,  as  with  a  liquid  layer.  The  process  w^s  first  applied 
to  electrical  batteries  by  Kemp.  Amalgamated  zinc  is  not  attacked  so  long 
as  the  circuit  is  not  closed — that  is,  when  there  is  no  current ;  when  closed 
the  current  is  more  regular,  and  at  the  same  time  stronger,  for  the  same 
quantity  of  metal  dissolved. 

817.  Bry  pU6s. — In  dry  piles  t\iQ  liquid  is  replaced  by  a  solid  hygro- 
metric  substance,  such  as  paper.  They  are  of  various  kinds  ;  in  Zamboni's, 
which  is  most  extensively  used,  the  electromotors  are  tin  or  silver,  and  bin- 
oxide  of  manganese.  To  construct  one  of  these  a  piece  of  paper  silvered  or 
tinned  on  one  side  is  taken  ;  the  other  side  of  the  paper  is  coated  with  finely- 
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powdered  binoxide  of  manganese  by  slightly  moistening  it,  and  rubbing  the 
powder  on  with  a  cork.  Having  placed  together  seven  or  eight  of  these 
sheets,  they  are  cut  by  means  of  a  punch  into  discs  an  inch  in  diameter. 
These  discs  are  then  arranged  in  the  same  order,  so  that  the  tin  or  silver  of 
each  disc  is  in  contact  with  the  manganese  of  the  next.  Ha\'ing  piled  up  1,200 
or  1,800  couples,  they  are  placed  in  a  glass  tube,  which  is  provided  with  a 
brass  cap  at  each  end.  In  each  cap  there  is  a  rod  and  knob,  by  which  the 
leaves  can  be  pressed  together,  so  as  to  produce  better  contact  The  knob 
in  contact  with  the  manganese  corresponds  to  the  positive  pole,  while  that 
at  the  other  end,  which  is  in  contact  with  the  silver  or  tin,  is  the  negative 
pole. 

Dry  piles  are  remarkable  for  the  permanence  of  their  action,  which  may 
continue  for  several  years.  Their  action  depends  greatly  on  the  temperature 
and  on  the  hyg^'ometric  state  of  the  air.  It  is  stronger  in  summer  than  in 
winter,  and  the  action  of  a  strong  heat  revives  it  when  it  appears  extinct  A 
Zamboni's  pile  of  2,000  couples  gives  neither  shock  nor  spark,  but  can  be 
used  to  charge  a  Leyden  jar  and  other  condensers. 

818.  Bolin6Bb6rrer's  el6otrosoope. — Bohnenberger  constructed  a  dry- 
pile  electroscope  of  great  delicacy.  It  is  a  condensing  electroscope  (fig.  737)» 
from  the  rod  of  which  is  suspended  a  single  gold  lea£  This  is  at  an  equal 
distance  from  the  opposite  poles  of  two  dry  piles  placed  vertically,  inside 
the  bell  jar,  on  the  plate  of  the  apparatus.  When  the  gold  leaf  has 
any  free  electricity  it  is  attracted  by  one  of  the  poles  and  repelled  by  the 
other,  and  its  electricity  is  obviously  contrary  to  that  of  the  pole  towards 
which  it  moves. 
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CHAPTER   II 

DETECTION  AND  MEASUREMENT  OF  VOLTAIC  CURRENTS 

819.  Beteotlon  and  measuremeiit  of  voltaic  currents. — The  remark- 
able phenomena  of  the  voltaic  battery  may  be  classed  under  the  heads  phy- 
siological, chemical,  mechanical,  and  physical  effects  ;  and  these  latter  may 
be  again  subdivided  into  the  thermal,  luminous,  and  magnetic  effects.  For 
ascertaining  the  existence  and  measuring  the  strength  of  voltaic  currents, 
the  magnetic  effects  are  more  suitable  than  any  of  the  others,  and,  accord- 
ingly, the  fundamental  magnetic  phenomena  will  be  described  here,  and  the 
description  of  the  rest  postponed  to  a  special  chapter  on  Electro-magnetism. 

820.  Oersted's  experiment. — Oersted  published  in  1819  a  discovery 
which  connected  magnetism  and  electricity  in  a  most  intimate  manner,  and 
became,  in  the  hands  of  Ampere  and  of  Faraday,  the  source  of  a  new  branch 
of  physics.  The  fact  discovered  by  Oersted  is  the  directive  action  which  a 
fixed  current  exerts  at  a  distance  on  a  magnetic  needle. 

To  make  this  experiment  a  copper  wire  is  suspended  horizontally  in  the 
direction  of  the  magnetic  meridian  over  a  movable  magnetic  needle,  as  repre- 
sented in  fig.  779.  So  long  as  the  wire 
is  not  traversed  by  a  current,  the  needle 
remains  parallel  to  it ;  but  as  soon  as 
the  ends  of  the  wire  are  respectively 
connected  with  the  poles  of  a  battery 
or  of  a  single  element,  the  needle  is  de- 
flected^ and  tends  to  take  a  position 
which  is  the  more  nearly  at  right  angles 
to  the  magnetic  meridian  in  proportion 
as  the  current  is  stronger 

In  reference  to  the  direction  in 
which  the  poles  are  deflected,  there  are 
several  cases  which  may,  however,  be 
referred  to  a  single  principle.  Remembering  our  assumption  as  to  the 
direction  of  the  current  in  the  connecting  wire  {803),  the  preceding  experi- 
ment presents  the  following  four  cases  : — 

i.  If  the  current  passes  above  the  needle,  and  goes  from  south  to  north, 
the  north  pole  of  the  magnet  is  deflected  towards  the  west ;  this  arrangement 
is  represented  in  the  above  figure. 

ii.  If  the  current  passes  below  the  needle,  also  from  south  to  north,  the 
north  pole  is  deflected  towards  the  east. 

iii.  When  the  current  passes  above  the  needle,  but  from  north  to  south, 
the  north  pole  is  deflected  towards  the  east. 


Fig.  779. 
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iv.  Lastly,  the  deflection  is  towards  the  west  when  the  current  goes  from 
north  to  south  below  the  needle. 

Ampere  has  given  the  following  memoria  techmca  by  which  all  the  various 
directions  of  the  needle  under  the  influence  of  a  current  may  be  remembered. 
If  we  imagine  an  observer  placed  in  the  connecting  wire  in  such  a  manner 
that  the  current  entering  by  hi§  feet  issues  by  his  head,  and  that  his  face  is 
always  turned  towards  the  needle,  we  shall  see  that  in  the  above  four  posi- 
tions the  north  pole  is  always  deflected  towards  the  left  of  the  observer.  By 
thus  personifying  the  current,  the  different  cases  may  be  comprised  in  this 
general  principle  :  In  the  directive  action  of  currents  on  magnets^  ike  north 
pole  is  always  deflected  towards  the  left  of  the  current. 

821.  Oalvanometer  or  multiplier. — The  name  galvanometery  or  some- 
times multiplier  or  rheometer^  is  given  to  a  very  delicate  apparatus  by  which 
the  existence,  direction,  and  intensity  of  currents  may  be  determined.  It 
was  invented  by  Schweigger  a  short  time  after  Oersted's  discovery. 

In  order  to  understand  its  principle,  let  us  suppose  a  magnetic  needle 
suspended  by  a  filament  of  silk  (fig.  780),  and  surrounded  in  the  plane  of  the 


Fig.  780. 


Fig.  781. 


magnetic  meridian  by  a  copper  wire,  mnopq^  forming  a  complete  circuit 
round  the  needle  in  the  direction  of  its  length.  When  this  wire  is  traversed 
by  a  current,  it  follows,  from  what  has  been  said  in  the  previous  paragraph, 
that  in  every  part  of  the  circuit  an  observer  lying  in  the  wire  in  the  direction 
of  the  arrows,  and  looking  at  the  needle  ab^  would  have  his  left  always  turned 
towards  the  same  point  of  the  horizon,  and  consequently,  that  the  action  of 
the  current  in  every  part  would  tend  to  turn  the  north  pole  in  the  same 
direction  ;  that  is  to  say,  that  the  actions  of  the  four'branches  of  the  circuit 
concur  to  give  the  north  pole  the  same  direction.  By  coiling  the  copper 
wire  in  the  direction  of  the  needle,  as  represented  in  the  figure,  the  action 
of  the  current  has  been  multiplied.  If,  instead  of  a  single  one,  there  are 
several  circuits,  provided  they  are  insulated,  the  action  becomes  still  more 
multiplied,  and  the  deflection  of  the  needle  increases.  Nevertheless,  the 
action  of  the  current  cannot  be  multiplied  indefinitely  by  increasing  the 
number  of  windings,  for,  as  we  shall  presently  see,  the  streng^  of  a  current 
diminishes  as  the  length  of  the  circuit  is  increased 

As  the  directive  action  of  the  earth  continually  tends  to  keep  the  needle 
in  the  magnetic  meridian,  and  thus  opposes  the  action  of  the  current,  the 
effect  of  the  latter  is  increased  by  using  an  astatic  system  of  two  needles, 
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as  shown  in  fig.  781,  The  action  of  the  earth  on  the  needle  is  then  very 
feeble:,  and,  further,  the  actions  of  the  current  on  the  two  needles  become 
accumulated.  In  fact,  the  action  of  the  circuit,  from  the  direction  of  the 
current  indicated  by  the  arrows,  tends  to  deflect  the  north  pole  of  the  lower 
needle  towards  the  west  The  upper  needle,  a'b\  is  subjected  to  the  action 
of  two  contrary  currents,  no  and  qp,  but  as  the  first  is  nearer,  its  action  pre- 
ponderates. Now  this  current,  passing  below  the  needle,  evidently  lends  to 
turn  the  pole  a'  towards  the  east,  and,  consequently,  the  pole  b'  toivards  the 
west ;  that  is  to  say,  in  the  same  direction  as  the  pole  a  of  the  other  needle. 

From  these  principles  it  will  be  easy  to  understand  the  action  of  the 
multiplier.  The  apparatus  represented  in  fig.  782  consists  of  a  thick  copper 
plate,  D,  resting  on  levelling 
screws  ;  on  this  is  a  rotating 
plate,  P,  of  the  same  metal, 
to  which  is  fixed  a  copper 
frame,  the  breadth  of  which 
is  almost  equal  to  the  length 
of  the  needles.  On  this  is 
coiled  a  great  number  of 
turns  of  wire  covered  with 
silk.  The  two  ends  terminate 
in  binding  screws,  i  and  <?. 
Above  the  frame  is  a  gradu- 
ated circle,  C,  with  a  central 
slit  'parallel  to  the  direction 
in  which  the  wire  is  coiled. 
The  zero  corresponds  to  the 
positionof  this  slit,  and  there 
are  two  graduations  on  the 
scale,  the  one  on  the  right 
and  the  other  on  the  left  of 
zero,  but  they  only  extend  to 
90°.  By  means  of  a  very  fine 
filament  of  silk,  an  astatic 
system  is  suspended  ;  it  con- 
sists of  two  needles  ab  and 
a'b',   one   above    the    scale, 

and  the  other  within  the  cir-  PI-    g, 

cuit  itself.      These  needles, 

which  are  joined  together  by  copper  wire,  like  those  in  fig.  659  and  fig. 
781,  and  cannot  move  separately,  must  not  have  exactly  the  same  magnetic 
intensity  ;  for  if  they  are  exactly  equal,  every  current,  strong  or  weak,  would 
always  put  them  at  right  angles  with  itself. 

In  using  this  instrument  the  diameter,  to  which  corresponds  the  zero  ol 
the  graduation,  is  brought  into  the  magnetic  meridian  by  turning  the  plate 
P  until  the  end  of  the  needle  ab  corresponds  to  zero.  The  instrument  is 
fixed  in  this  position  by  means  of  the  screw- clamp  T. 

The  length  and  diameter  of  the  wire  vary  with  the  purpose  for  which  the 
galvanometer  ts  intended.     For  one  which  is  to  be  used  in  observing  the 
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currents  due  to  chemical  actions,  a  wire  about  }  millimetre  in  diameter,  and 
making  about  800  turns,  is  well  adapted.  Those  for  thermo-electric  currents, 
which  have  low  intensity,  require  a  thicker  and  shorter  wire  ;  for  example, 
thirty  turns  of  a  wire  f  millimetre  in  diameter.  For  very  delicate  experi- 
ments, as  in  physiological  investigations,  galvanometers  with  as  many  as 
30,000  turns  have  been  used. 

By  means  of  a  delicate  galvanometer  consisting  of  2,000  or  3,000  turns 
of  fine  wire,  the  coils  of  which  are  carefully  insulated  by  means  of  silk  and 
shellac,  currents  of  high  potential,  as  those  of  the  electrical  machine  (79 1), 
may  be  shown.  One  end  of  the  galvanometer  is  connected  with  the  con- 
ductor, and  the  other  with  the  ground,  and  on  working  the  machine  the 
needle  is  deflected,  affording  thus  an  illustration  of  the  identity  of  statical 
with  dynamical  electricity. 

The  deflection  of  the  needle  increases  with  the  strength  of  the  current ; 
the  relation  between  the  two  is,  however,  so  complex,  that  it  cannot  well 
be  deduced  from  theoretical  considerations,  but  requires  to  be  determined 
experimentally  for  each  instrument.  And  in  the  majority  of  cases  the  in- 
strument is  used  as  a  galvanoscope  or  rheoscope — ^that  is,  to  ascertain  the 
presence  and  direction  of  currents — rather  than  as  a  galvanometer  or  rheo- 
meter  in  the  strict  sense  ;  that  is,  as  a  measurer  of  their  intensity.  The 
term  galvanometer  is,  however,  conunonly  used. 

The  differential  galvanometer  consists  of  a  needle,  as  in  an  ordinary 
galvanometer,  but  round  the  frame  of  which  are  coiled  two  wires  of  the  same 
kind  and  dimensions,  carefully  insulated  from  each  other,  and  provided  with 
suitable  binding  screws,  so  that  separate  currents  can  be  passed  through 
each  of  them.  If  the  currents  are  of  the  same  strength  but  in  different 
directions,  no  deflection  is  produced ;  where  the  needle  is  deflected  one 
of  the  currents  differs  from  the  other.  Hence  the  apparatus  is  used  to 
ascertain  a  difference  in  strength  of  two  currents,  and  to  this  it  owes  its 
name. 

When  a  current  is  passed  through  a  galvanometer,  the  needle  does  not 
usually  at  once  attain  its  final  position  of  equilibrium,  but  oscillates  about 
this  position,  which  in  observations  causes  much  loss  of  time.  If  such  a 
needle  is  surrounded  by  a  mass  of  a  good  conductor  such  as  copper,  currents 
are  induced  in  the  mass  which,  as  will  afterwards  be  explained  (905),  impedei 
or  damp^  the  motion  of  the  magnetic  needle  and  tend  to  bring  it  to  rest. 
Such  an  arrangement  is  called  a  damper^  and  in  practice  is  frequently  used ; 
the  copper  frame  on  which  the  wires  of  the  galvanometer  are  coiled,  and 
the  wires  themselves,  act  in  this  way.  The  natural  logarithm  of  the  ratio  of 
the  amplitudes  of  two  successive  oscillations  of  the  needle  is  called  the 
logarithmic  decrement.  The  logarithmic  decrement  X  is  proportional  to 
the  product  of  the  damping  power  e  and  the  time  of  a  single  oscillation  /;  that 
is,  X  »  c/.  By  diminishing  the  directive  power  of  the  earth  on  the  magnet  by 
naaking  it  astatic,  the  logarithmic  decrement  becomes  infinite,  and  the 
needle  attains  its  position  of  equilibrium  without  oscillations.  Galvano- 
meters in  which  the  needle  acquires  at  once  this  final  deflection  are  known 
as  aperiodic y  or  dead-beat  galvanometers. 

To  this  class  belong  that  of  Deprez  and  D'Arsonval  represented  in 
%•  783,   which  is  a  development    of  Thomson's  syphon  recorder  (892). 
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Between  the  branches  of  a  strong  horse-shoe  magnet  is  a  light  iron  cylinder 
supported  independently    and  which  becomes  magnetised  by  induction. 
Between  this  and  the  magnet  is  a  light   rectangular  wire  coil,  supported  by 
wires  conveying  the  current  which  are   in   connection   with  binding  screws. 
When  the  current  passes,  the  coil  is  deflected  at  right  angles  to  the  field,  and 
equilibrium  is  established  when  the  electro- magnetic  action  is  equalled  by 
the  torsion  of  the  wire.    The  motion  of  ihe  coil  can  be  read  off  by  a  spot 
of  light  reflected  from  a  mirror 
(822}  attached    to  it,  and    for 
small    angles    the    current    is 
proportional   to  tangent  of  the 
angle   of  deflection    (823).     In- 
duction   currents    due    to    the 
motion  of  the  coil  in  the  field 
are  produced,  and  as  this  is  very 
powerful,  the   galvanometer   is 
virtually  dead-beat  when  closed 
by  a  small  resistance. 

When  a  current  of  very  small 
duration  is  passed  through    a 
galvanometer,  a  momentary  de- 
flection or  jwiAtf  or  throw  o/the 
needle  will  be  produced.     The 
product  of  a  constant  into  the 
sine  of  half  the  angle  of  the 
first  swing  is  then  a 
of  the  strength  of  the  ci 
that  if  momentary  c 
different  strengths  are  passed  through  one  and  the  same  galvanometer,  they 
will  be  measured  by  the  sines  of  the   corresponding  angles  of  deflection,  or 
by  the  angles  themselves  where  these  are  small.    This  is  known  as  the  ballistic 
method  of  measuring  currents,  and  the  galvanometers  adapted  for  the  pur- 
pose are  known  as  ballistic  galvanometers. 

£32.  TIioiiuoD'B  marlDe  imlvwioinater. — In  lapng  submarine  cables 
the  want  was  felt  of  a  galvanometer  sufficiently  sensitive  to  test  insulation, 
which  at  the  same  time  was  not  affected  by  the  pitching  and  rolling  of  the 
ship.  For  this  purpose.  Lord  Kelvin  invented  his  marine  galvanometer. 
B  (fig-  784)  represents  a  coil  of  many  thousand  turns  of  the  finest  copper  wire, 
carefiilly  insulated  throughout,  terminating  in  the  binding  screws,  EE.  In 
the  centre  of  this  coil  is  a  slide,  which  carries  the  magnet,  the  arrangement  of 
Which  is  represented  on  a  larger  scale  in  D.  The  magnet  itself  is  made  of  a 
piece  of  fine  watch-spring  about  J  of  an  inch  in  length,  and  does  not  weigh 
more  than  a  grain ;  it  is  attached  to  a  small  and  very  slightly  concave  mirror 
of  very  thin  silvered  glass.  A  single  fibre  of  silk  is  stretched  across  the  slide, 
and  the  mirror  and  magnet  are  attached  to  it  in  such  a  manner  that  the 
fibre  passes  exactly  through  the  centre  of  gravity  in  every  position.  As  the 
mirror  and  magnet  weigh  only  a  few  grains,  they  retain  their  position  rela- 
tively to  the  instrument,  however  the  ship  may  pitch  and  roll.  The  slide  tils  in 
a  groove  in  the  coil,  and  the  whole  is  enclosed  within  a  wrought-iron  case 
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with  an  aperture  in  front  and  a  wrought-iron  iid  on  the  top.  The  effect  of 
this  is  to  act  as  a  magnetic  screen  and  thereby  counteract  the  influence  of 
teirestrial  magnetism  when  the  ship  changes  its  course. 

Underneath  the  coil  is  a  large  bent  steel  magnet  N,  which  compensates 
the  earth's  directive  action  upon  the  magnet  D  {700)  ;  and  in  the  side  of  the 
case,  and  on  a  level  with  D,  a  pair  of  magnets,  C,  are  placed  with  opposite 
poles  together.  By  a  screw,  suitably  adjusted,  the  poles  of  the  magnets  may 
be  brought  together  ;  in  which  case  they  quite  neutralise  each  other,  and  thus 
exert  no  action  on  the  suspended  magnet,  or  they  may  be  slid  apart  from 
each  other  in  such  a  manner  that  the  action  of  either  pole  on  D  prepon- 
derates to  any  desired  extent.  This  small  magnet  is  thus  capable  of  rtty 
delicate  adjustment.  The  lat^e  magnet,  N,  and  the  pair  of  magnets,  C,  are 
analogous  to  the  coarse  and  fine  adjustment  of  a  microscopie. 

At  a  distance  of  about  three  feet,  there  is  a  scale  with  the  zero  in  the 
centre  and  the  graduation  extending  on  each  side.     Underneath  this  lero 
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point  is  a  narrow  slit,  through  which  passes  the  light  of  a  paraffine  lamp,  and 
which,  traversing  the  window,  is  reflected  from  the  bent  mirror  against  the 
graduated  scale.  By  means  of  the  adjusting  magnets  the  image  of  the  slit 
is  made  to  fall  on  the  centre  of  the  graduation. 

This  being  the  case,  if  any  arrangement  for  producing  a  current,  however 
weak,  be  connected  with  the  terminal,  the  spot  of  light  is  deflected  either  10 
one  side  or  the  other,  according  to  the  direction  of  the  current ;  the  stronger 
the  current  the  greater  the  deflection  of  the  spot  ;  and  if  the  current  remains 
of  constant  strength  for  any  length  of  time,  the  spot  is  stationary  in  a  cor- 
responding position. 

Themovement,  onascreen,of  a  spot  of  light  reflected  from  a  body,  is  the 
most  delicate  and  convenient  means  of  observing  motions  which  of  them- 
selves are  too  small  for  direct  measurement  or  observation.  Hence  this 
principle  is  frequently  applied  in  experimental  investigations  and  in  lecture 
illustrations  (522).     It  is  used  in  observing  the  motion  of  oscillating  bodies, 
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in  measuring  the  variations  of  magnetism,  in  determining  the  expansion  of 
solids,  &c. 

It  will  be  seen  from  the  article  on  the  Electric  Telegraph  how  alternate 
deflections  of  the  spot  of  light  may  be  utilised  in  forming  a  code  of  signals. 

823.  Taaffent  eompass,  or  tangr^nt  rAlvAaometer. — When  a  magnetic 
needle  is  suspended  in  the  centre  of  a  voltaic  current  in  the  plane  of  the 
magnetic  meridian,  it  can  be  proved  that  the  strength  of  a  current  is  directly 
proportional  to  the  tangent  of  the  angle  of  deflection,  provided  the  dimen- 
sions of  the  needle  are  sufficiently  small  as  compared  with  the  diameter  of 
the  circuit.  An  instrument  based 
on  this  principle  is  called  the  tan- 
gent gcdvanameter  or  tangent  com- 
pass. It  consists  of  a  copper  ring, 
12  inches  in  diameter  (flg.  785),  and 
about  an  inch  in  breadth,  mounted 
vertically  on  a  stand  ;  the  lower 
half  of  the  ring  is  generally  fitted 
in  a  semicircular  frame  of  wood  to 
keep  it  steady.  In  the  centre  of 
the  ring  is  suspended  a  delicate 
magnetic  needle,  whose  length  must 
not  exceed  A  or  ^  of  the  diameter 
of  the  circle.  Underneath  the 
needle  there  is  a  graduated  circle. 
The  ends  of  the  ring  are  prolonged 
in  copper  wires,  fitted  with  mercury 
cups,  ab^  by  which  it  can  be  con- 
nected with  a  battery  or  element.  ^*^*  7^^* 
The  circle  is  placed  in  the  plane  of  the  magnetic  meridian,  and  the  deflection 
of  the  needle  is  directly  read  off  on  the  circle,  and  its  corresponding  value 
obtained  from  a  table  of  tangents. 

On  account  of  its  small  resistance,  the  tangent  galvanometer  is  well 
adapted  for  currents  of  low  potential,  but  in  which  a  considerable  quantity 
of  electricity  is  set  in  motion. 

To  prove  that  the  intensities  of  various  currents  are  proportional  to  the 
tangents  of  the  corresponding  angles  of  deflection,  let  NS,  fig.  786,  represent 
the  wire  of  the  galvanometer  and  ns  the  needle,  and  let  <^  be  the  angle  of 
deflection  produced  when  a  current  C  is  passed.  Two  forces  now  act  upon 
the  needle— the  force  of  the  earth's  magnetism,  which  we  will  denote  by  H, 
which  tends  to  place  the  needle  in  the  magnetic  meridian,  and  the  strength 
of  the  current  C,  which  strives  to  place  it  at  right  angles  to  the  magnetic 
meridian.  Let  the  magnitudes  of  these  forces  be  represented  by  the  corre- 
sponding lines  an  and  bn.  Now  the  whole  intensities  of  these  forces  do  not 
act  so  as  to  turn  the  point  of  the  needle  round,  but  only  those  components 
which  are  at  right  angles  to  the  needle.  Resolving  them,  we  have  ng  and  nf 
as  the  forces  acting  in  opposite  directions  on  the  needle  ;  and  since  the 
needle  is  at  rest  these  forces  must  be  equal. 

The  angle  nag  is  equal  to  the  angle  <^,  and  therefore  ng^  an%\n^\  and 
in  like  manner  the  angle  bnf  is  equal  to  <^  and  nf^  bn  cos  <^  ;  and  therefore 
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since  «/"=  ngy  bn  cos  (b^an  sin  6,  or  ^«  =  a«  sin^  _  ^^  ^^^    .      ^^^  .^ 

cos  </) 
C «-  H  tan  <f>. 

If  any  other  current  be  passed  through  the  galvanometer  we  shall  have 
similarly  C  =  H  tan  </>' ;  and  since  the  earth's  magnetism  does  not  appreci- 
ably alter  in  one  and  the  same  place,  C  :  C  =  tan  </> :  tan  ^'. 

In  this  reasoning  it  has  been  assumed  that  the  action  of  the  current  on 
the  needle  is  the  same  whatever  be  the  angle  by  which  it  is  deflected.    This 

is  only  the  case  when  the  dimensions  of  the  needle  are 
small  compared  with  the  diameter  of  the  ring  :  it  should 
not  be  more  than  J  or  ^  the  diameter.  In  order  to  mea- 
sure with  accuracy  the  deflection  a  light  index  is  placed 
at  right  angles  to  the  needle. 

Wiedemanr^s  tangent  galvanometer  consists  of  a  short 
thick  copper  tube,  in  which  is  suspended,  instead  of  a 
needle,  a  thin  piece  of  soft  iron,  silvered  on  one  side  so  as 
to  act  as  a  mirror,  the  position  of  which  can  be  observed 
by  a  telescope  and  scale  (522).  On  each  side  of  the 
copper  tube,  and  sliding  in  grooves,  are  coils  of  wire  which 
can  be  pushed  over  the  tube.  By  this  lateral  arrangement 
of  the  current  in  reference  to  the  magnetic  needle,  the 
error  of  the  tangent  galvanometer  is  diminished ;  for 
when  the  needle  is  deflected,  though  one  end  moves  away 
from  the  current,  the  other  approaches  it 
In  the  tangent  galvanometer  of  Helmholtz  and  of  Gaugain  the  wires  are 
coiled  on  the  surface  of  a  cone  the  angle  of  which  is  120°,  and  the  point  on 
which  the  needle  works  is  placed  in  the  position  of  the  corresponding  apex 
of  the  cone  :  the  law  of  the  tangent  holds  then  even  with  longer  needles,  and 
especially  if  the  wire  is  divided  between  two  such  cones,  one  on  opposite 
sides  of  the  needle. 

If  the  ring  of  the  tangent  galvanometer  is  so  constructed  that  it  can  turn 
about  its  axis,  which  is  in  the  magnetic  meridian,  the  action  of  the  current 
on  the  needle  is  inversely  proportional  to  the  cosine  of  the  angle  ^,  through 
which  the  ring  is  turned.  Hence  by  increasing  By  the  action  of  any  current 
on  the  needle  may  be  made  as  small  as  we  please,  and  thus  even  very 
powerful  currents  may  be  measured  by  this  instrument 

824.  Sine  iralvanometer. — This  is  another  form  of  galvanometer  for 
measuring  powerful  currents.  Round  the  circular  frame  M  (fig.  787),  several 
turns  of  stout  insulated  copper  wire  are  coiled,  the  two  ends  of  which,  1, 
terminate  on  the  binding  screws  at  E.  On  a  table  in  the  centre  of  the  ring 
there  is  a  magnetic  needle,  m  ;  a  second  light  needle,  /i,  fixed  to  the  first, 
serves  as  pointer  along  the  graduated  circle  N.  Two  copper  wires,  a,  by 
from  the  source  of  electricity  to  be  measured,  are  connected  with  E.  The 
circles  M  and  N  are  supported  on  a  foot  O,  which  can  move  about  a  ver- 
tical axis  passing  through  the  centre  of  a  fixed  horizontal  circle  H. 

The  circle  M  being  then  placed  in  the  magnetic  meridian,  and  therefore 
in  the  same  plane  as  the  needle,  the  current  is  allowed  to  pass.  The  needle 
being  deflected,  the  circuit  M  is  turned  until  it  coincides  with  the  vertical 
plane  passing  through  the  magnetic  needle  m.    The  directive  action  of  the 
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current  is  now  exerted  perpendicularly  to  the  direction  of  the  magnetic 
needle,  and  it  may  be  shown  that  the  strength  ot  the  current  is  propor- 
tional to  the  sine  of  the  angle  of  deflection  ;  this  angle  is  measured  on  the 
circle  H  by  means  of  a  vernier  on  the  piece  C     This  piece  C,  fixed  to  the 
foot  O,  turns  it  by  means  of  a  knob  A.     This  angle  of  deflection,  and  hence 
its  sine,  being  known,  the  intensity  of  the  current  may  be  thus  deduced : 
let  mm  be  the  direction  of  the  magnetic  meridian,  rf  the  angle  of  deflection, 
C  the  strength  of  the  current,  and  H  the  directive  action  of  the  earth.     If 
the   direction  and  intensity  of 
this  latter  force  be  represented 
by  ak,  it  may  be  replaced   by 
two  components,  ah  and  ac  (fig. 
788).     Now,  as  the  first  has  no 
directive  action  on  the  needle, 
the    component   ac  must  alone 
counterpoise  the  force  C  ;  that 
is,  Q^ac.     But  in  the  triangle 
ack,  ac-akzos  cak,  from  which 


Fig-  788-  F^.  7B7, 

ac=  H  sin  d,  for  the  angle  cak  is  the  complement  of  the  angle  d,  and  ak  is 
equal  to  H  ;  hence,  lastly,  C  =  H  sin  d,  which  was  to  be  proved.  In  like 
manner  for  any  other  current  C,  which  produces  a  deflection  d,  we  shall 
have  C  =  H  sin  d",  whence  C  :  C  -  sin  rf :  sin  <f. 

825.  Obm'B  law. — For  a  knowledge  of  the  conditions  which  regulate 
the  action  of  the  voltaic  current,  science  is  indebted  to  the  late  G.  S.  Ohm. 
His  results  were  at  first  deduced  from  theoretical  considerations  ;  but  by 
his  own  researches  as  well  as  by  those  of  Fechner,  Pouillet,  Daniel!,  De  la 
Rive,  Wheatstone,  and  others,  they  received  the  fullest  confirmation,  and 
their  great  theoretical  and  practical  importance  has  been  liilly  established. 

i.  The  force  or  cause  by  which  electricity  is  set  in  motion  in  the  voltaic 
circuit  is  called  the  ehctromotive  force.  The  quantity  of  electricity  which  in 
any  unit  of  time  flows  through  a  section  of  the  circuit  is  called  the  intensity, 
or,  perhaps  ^U^v,  the  strength  of  the  current.  Ohm  found  that  this  strength 
is  the  same  in  all  parts  of  one  and  the  same  circuit,  however  heterogeneous 
they  were  ;    one  and  the  same  magnetic  needle  is  deflected  to  the  same 
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extent  over  whatever  part  of  the  circuit  it  is  suspended ;  and  the  same 
voltameter,  wherever  interposed  in  the  circuit,  indicates  the  same  disengage- 
ment of  gas  ;  he  also  found  that  the  strength  is  proportional  to  the  electro- 
motive force. 

It  has  further  been  found  that  when  the  current  from  the  same  element 
is  passed  respectively  through  a  short  and  through  a  long  wire  of  the  same 
material,  its  action  on  the  magnetic  needle  is  less  in  the  latter  case  than  in 
the  former.  Ohm  accordingly  supposed  that  in  the  latter  case  there  was  a 
greater  resistance  to  the  passage  of  the  current  than  in  the  former ;  and  he 
proved  that  *  the  resistance  is  inversely  proportional  to  the  strength  of  the 
currents 

On  these  principles  Ohm  founded  the  celebrated  law  which  bears  his 
name,  that  the  strength  of  the  current  is  equal  to  the  electromotive  font 
divided  by  the  resistance. 

This  is  expressed  by  the  simple  formula 

where  C  is  the  strength  of  the  current,  E  the  electromotive  force,  and  R  the 
resistance. 

ii.  The  resistance  of  a  conductor  depends  on  three  elements;  its  conduc- 
tivity y  which  is  a  constant  special  property,  determined  for  each  conductor; 
its  section  ;  and  its  length.  The  resistance  is  obviously  inversely  proportional 
to  the  conductivity  ;  that  is,  the  less  the  conducting  power,  the  greater  the 
resistance.  It  has  been  proved  that  the  resistance  is  inversely  as  the  section 
and  directly  as  the  length  of  a  conductor.  If  then  jc  is  the  conductivity,  •  the 
section,  and  X  the  length  of  a  conductor,  we  have 

R  =  ^andC-^-*^; 

that  is,  the  strength  of  a  current  is  inversely  proportional  to  the  length  of  the 
conductor^  and  directly  proportioned  to  its  section  and  conductivity. 

iii.  In  a  voltaic  battery  composed  of  different  elements,  the  strength  of 
the  current  is  equal  to  the  sum  of  the  electromotive  forces  of  all  the  elements 
divided  by  the  sum  of  the  resistances.  Usually,  however,  a  battery  is  com- 
posed of  elements  of  the  same  kind,  each  having,  in  intention  at  least,  the 
same  electromotive  force  and  the  same  resistance. 

In  an  ordinary  element  there  are  essentially  two  resistances  to  be  con- 
sidered :  I.  That  offered  by  the  liquid  conductor  between  the  two  plates, 
which  is  frequently  called  the  interned  or  essential  resistance ;  and  2.  That 
offered  by  the  interpolar  conductor  which  connects  the  two  plates  outside  the 
liquid  ;  this  conductor  may  consist  either  wholly  of  metal,  or  may  be  partly  of 
metal  and  partly  of  liquids  to  be  decomposed ;  it  is  the  external  ox  non-essential 
resistance.     Calling  the  former  R  and  the  latter  r.  Ohm's  formula  becomes 

c-  ^ 

iv.  If  any  number,  n,  of  similar  elements  are  joined  together,  there  is 
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n  times  the  electromotive  force,  but  at  the  same  time  n  times  the  internal 

resistance,  and  the  formula  becomes    ,^^ — .      If  the  resistance  in  the  inter- 

«R  +  r 

polar,  r,  is  very  small — which  is  the  case,  for  instance,  when  it  is  a  short, 

thick  copper  wire — it  may  be  neglected  in  comparison  with   the   internal 

resistance,  and  then  we  have 

that  is,  a  battery  consisting  of  several  elements  produces  in  this  case  no 
greater  effect  than  a  single  element. 

V.  If,  however,  the  external  resistance  is  very  great,  as  when  the  current 
has  to  produce  the  electric  light,  or  to  work  a  long  telegraphic  circuit,  ad- 
vantage is  gained  by  using  a  large  number  of  elements,  for  then  we  have 
the  formula  ^A^ 

c     "E  ^ 


»R  +  r 


If  r  is  very  great  as  compared  with  »R,  the  latter  may  be  neglected,  and  the 
expression  becomes 

1  r  -  ''^  • 

r 

that  is,  the  strength,  within  certain  limits,  is  proportional  to  the  number  of 
elements. 

In  a  thermo-electric  pile  (942),  which  consists  of  very  short  metallic  con- 
ductors, the  internal  resistance  R  is  so  small  that  it  may  be  neglected,  and 
the  strength  is  inversely  as  the  length  of  the  connecting  wire. 

vi.  If  the  plates  of  an  element  be  made  m  times  as  large,  there  is  no 
increase  in  the  electromotive  force,  for  this  depends  solely  on  the  nature 
of  the  metals  and  of  the  liquid  (S02) ;  but  the  resistance  is  m  times  as  small, 
for  the  section  is  tn  times  larger :  the  expression  becomes  then 


C  = 


E         mE  I 


R        R  +  wr 

Hence,  an  increase  in  the  size  of  the  plate — or,  what  is  the  same  thing,  a 
decrease  in  the  internal  resistance — does  not  increase  the  strength  to  an 
indefinite  extent ;  for  ultimately  the  resistance  of  the  element  R  vanishes  in 
comparison  with  the  resistance  r,  and  the  strength  continually  approximates 

to  the  value  C  «  — 

r 

vii.  Ohm's  law  enables  us  to  arrange  a  battery  so  as  to  obtain  the  greatest 
eflfect  in  any  given  case.  For  instance,  with  a  battery  of  six  elements  there 
are  the  following  four  ways  of  arranging  them  : — i.  In  a  single  series  (fig. 
789),  in  which  the  zinc  Z  of  one  element  is  united  with  the  copper  C  of  the 
second,  the  zinc  of  this  with  the  copper  of  the  third,  and  so  on.  2.  Arranged 
in  a  system  of  three  double  elements,  each  element  being  formed  by  joining 
two  of  the  former  (fig.  790).  3.  In  a  system  of  two  elements,  each  of  which 
consists  of  three  of  the  original  elements  joined,  so  as  to  form  one  of  triple 
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the  surface  (fig.  791).  Lastly,  of  one  large  element,  all  the  zincs  and  all  the 
coppers  being  joined,  so  as  to  form  a  pair  of  six  times  the  surface  (fig.  792). 

With  a  series  of  twelve  elements  there  may  be  six  different  combinations, 
and  so  on  for  a  larger  number. 

Now  let  us  suppose  that  in  the  particular  case  of  a  battery  of  six  elements 
the  internal  resistance  R  of  each  element  is  3,  and  the  external  resistance 
rai2.    Then  in  the  first  case  where  there  are  six  elements  arranged  in 

series  we  have  the  value 

6E  6E         6E 


C  = 


6R  +  r    6x3+12    30 


(0 


If  they  were  united  so  as  to  form  three  elements,  each  of  double  the 
surface  as  in  the  second  case  (fig.  790),  the  electromotive  force  would  then 


Fig.  789. 


Fig.  79a 


Fig.  792. 

be  three  times  the  electromotive  force  in  each  element :  there  would  also  be  a 
resistance  R  in  each  element,  but  this  would  be  only^balf  as  great,  for  the 
section  of  the  plate  is  now  double  ;  hence  the  strength  in  this  case  would  be 

C'«     3E       ^     3E^_6E 


3?  + 


?+  12 

2 


(2) 


33 


accordingly  this  change  would  lessen  the  strength. 
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If,  with  the  same  elements,  the  resistance  in  the  connecting  wire  were 
only  r-2,  we  should  have  the  values  in  the  two  cases  respectively — 

r  -    6  X  E .  __  6E 
6x3  +  2    20 ' 

3R+^       9  +  4      13 

2 

The  result  in  the  latter  case  is,  therefore,  more  favourable.  If  the  re- 
sistance r  were  9,  the  strength  would  be  the  same  in  both  cases.  Hence, 
then,  by  altering  the  size  of  the  plates  or  their  arrangement,  favourable 
or  unfavourable  results  are  obtained  according  to  the  relation  between  K 
and  r. 

826.  Arrangement  of  multiple  Imttery  for  maxlmnm  eorrent. — It  can 

be  shown  that  in  any  given  combination  the  maximum  effect  is  obtcdned  when 

the  toted  resistance  in  the  elements  is  equal  to  the  resistance  of  the  interpolar. 

For  let  N  be  the  total  number  of  cells  available  for  a  given  combination,  and 

let  n  be  the  number  of  cells  arranged  tandem^  or  in  series — that  is,  when 

the  zinc  of  one  is  connected  with  the  copper  of  the  next,  and  so  on ;  then 

N 
there  will  be      elements  arranged  abreast.    If  e  be  the  electromotive  force 
n 

and  r  the  resistance  of  one  cell,  while  /  is  the  external  resistance,  then  the 

strength  of  the  current  will  be 

J^  N  N     » 

n 

Therefore  C  is  a  maximum  when    —  +  _  is  a  minimum.     But  -rr  5< 

N     »  N    » 

«  —  is  a  constant,  therefore  the  sum  ^  +  —  is  a  minimum  when  -    «  -  ; 
N  N     »  N        « 

that  is,  when  ^'^s*/,  or  when  the  total  internal  resistance  is   equal  to  the 

external  resistance. 

For  if  X  and       are  any  two  quantities  whose  product  is  A'',  then 

XX  X 

This  is  greater  than  2 A  unless  jt- A  =  o,  in  which  case  it  is  equal  to  2 A, and 
is  a  minimum.     In  that  case  4r= A,  and  therefore 

A'^ 
x=  — . 

X 

It  follows  thus  from  the  above  formula  that  the  best  effect  is  obtained 

If  in  a  given  case  we  have  8  elements,  each  offering  a  resistance  15, 
and  an  interpolar  with  the  resistance  40,  we  get  n^^'t.    But  this  is  an 
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impossible  arrangement,  for  it  is  not  a  whole  number,  and  the  nearest 
whole  number  must  be  taken.  This  is  4  ;  and  it  will  be  found,  on  making 
a  calculation  analogous  to  that  above,  that  when  arranged  so  as  to  fonii 
4  elements,  each  of  double  surface,  the  greatest  effect  is  obtained. 

The  formula  for  the  strength  of  current  from  several  elements,  C=  -.. , 

may  also  be  applied  to  the  currents  produced  by  a  magneto-electrical 
machine  (920).  In  that  case  n  stands  for  the  number  of  coils  which  in  a 
given  time  cut  the  lines  of  force  of  a  magnetic  field. 

The  principle  that  the  best  effect  is  obtained  when  the  total  internal  is 
•qual  to  the  total  external  resistance,  holds  also  for  the  currents  produced  by 
these  machines. 
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CHAPTER   III 

EFFECTS  OF  THE  CURRENT 

827.  Vliyslolo^cal  actions. — Under  this  name  are  included  the  effects 
produced  by  a  battery  current  on  living  organisms  or  tissues. 

When  the  electrodes  of  a  battery  of  many  cells  are  held  in  the  two  hands  a 
violent  shock  is  felt,  especially  if  the  hands  are  moistened  with  acidulated 
water,  which  increases  the  conductivity.  The  violence  of  the  shock  increases 
with  the  number  of  elements  used,  and  with  a  large  number — as  200  Bunsen's 
cdls — is  evei>  dangerous. 

The  power  of  contracting  upon  the  application  of  a  voltaic  current  seems 
to  be  a  very  general  property  of  protoplasm — the  physical  basis  of  both 
animal  and  vegetable  life  ;  if,  for  example,  a  current  of  moderate  strength  be 
passed  through  such  a  simple  form  of  protoplasm  as  an  amoeba,  it  imme- 
diately withdraws  its  processes,  ceases  its  changes  of  form,  and  contracts  into 
a  rounded  ball — soon,  however,  resuming  its  activity  upon  the  cessation  of 
the  current  Essentially  similar  effects  of  the  current  have  been  observed  in 
the  protoplasm  of  yoimg  vegetable  cells. 

If  a  frog's  fresh  muscle  (which  will  retain  its  vitality  for  a  considerable 
time  after  removal  from  the  body  of  the  animal)  be  introduced  into  a  galvanic 
circuit,  no  apparent  effect  will  be  observed  during  the  steady  passage  of  the 
current,  but  every  opening  or  closure  of  the  circuit  will  cause  a  muscular 
contraction,  as  will  also  any  sudden  and  considerable  alteration  in  its  in- 
tensity. By  very  rapidly  interrupting  the  current,  the  muscle  can  be  thrown 
into  a  state  of  uninterrupted  contraction^  or  physiological  tetanus^  each  new 
contraction  occurring  before  the  previous  one  has  passed  off.  Other  things 
being  equal,  the  amount  of  shortening  exhibited  by  the  musdes  increases, 
up  to  a  certain  limit,  with  the  intensity  of  the  current.  These  phenomena 
entirely  disappear  with  the  life  of  the  muscle  ;  hence  the  experiments  are 
somewhat  more  difficult  with  warm-blooded  animals,  the  vitality  of  whose 
muscles,  after  exposure  or  removal  from  the  body,  is  maintained  with  more 
difficulty  ;  but  the  results  of  careful  experiment  are  exactly  the  same  here  as 
in  the  case  of  the  frog. 

The  influence  of  an  electric  current  upon  living  nerves  is  very  remaric- 
able  ;  as  a  general  rule,  it  may  be  stated  that  its  effect  is  to  throw  the  nerve 
into  a  state  of  activity,  whatever  its  special  function  may  be :  thus,  if  the 
nerve  be  one  going  to  a  muscle,  the  latter  will  be  caused  to  contract ;  if  it 
be  one  of  common  sensation,  pain  will  be  produced  ;  if  one  of  special  sense, 
the  sensation  of  a  flash  of  light,  or  of  a  taste,  &c,  will  be  produced,  accord- 
ing to  the  nerve  irritated.  These  effects  do  not  manifest  themselves  during 
the  even  passage  of  the  current,  but  only  when  the  circuit  is  either  opened  or 
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closed,  or  both.  Of  course  the  continuity  of  the  nerve  with  the  organ  where 
its  activity  manifests  itself  must  be  maintained  intact.  The  changes  set  up 
by  the  current  in  the  different  nerve-trunks  are  probably  similar,  the  various 
sensations,  &c.,  produced  depending  on  the  different  terminal  organs  with 
which  the  nerves  are  connected. 

Professor  Burdon  Sanderson  has  ascertained  that  the  movement  which 
causes  the  Dionaa  muscipula  (Venus's  fly-trap),  one  of  those  which  are 
called  carnivorous  plants^  to  close  its  hairy  leaves  and  thereby  entrap  in- 
sects which  alight  upon  it,  is  accompanied  by  an  electrical  current  in  a  manner 
analogous  to  that  manifested  in  muscular  contraction.  The  manner  in  which 
the  irritation  is  caused  seems  immaterial 

828.  SUeotrotomu. — In  a  living  nerve,  as  will  be  stated  more  fully  in 
Chapter  X.,  certain  parts  of  the  surface  are  electropositive  to  certain  odier 
parts,  so  that  if  a  pair  of  electrodes  connected  with  a  galvanometer  be  applied 
to  these  two  points,  a  current  will  be  indicated  ;  if  now  another  part  of  the 
nerve  be  interposed  in  a  galvanic  circuit,  it  will  be  found  that,  if  this  extra- 
neous current  be  passing  in  the  same  direction  as  the  proper  nerve-current, 
the  latter  is  increased,  and  vice  versd  ;  and  this  although  it  has  previously 
been  demonstrated  experimentally  that  none  of  the  battery  current  escapes 
down  the  nerve,  so  as  to  exert  any  influence  of  its  own  on  the  galvanometer. 
This  alteration  of  its  natural  electromotive  condition,  produced  through  the 
whole  of  a  nerve  by  the  passage  of  a  constant  current  through  part  of  it,  is 
known  as  the  electrotonic  state  ;  it  is  most  intense  near  the  extraneous,  or,  as 
it  is  called,  the  exciting  current.  It  continues  as  long  as  the  latter  is  pass- 
ing, and  is  attended  with  important  changes  in  the  excitability  of  the  nerve, 
or,  in  other  words,  the  readiness  with  which  the  nerve  is  thrown  into  a  state 
of  functional  activity  by  any  stimulus  applied  to  it.  Pfliiger,  who  has  inves- 
tigated these  changes,  has  named  the  part  of  the  nerve  through  which  the 
exciting  current  is  passing  the  intrapolar  region  :  the  condition  of  the  nerve 
close  to  the  positive  pole  is  called  anelectrotonus  \  that  near  the  negative 
pole,  kathelectrotonus.  The  excitability  of  the  nerve  is  diminished  in  the 
anelectrotonic  region,  so  that  with  a  motor  nerve,  for  example,  a  stronger 
stimulus  than  before  would  need  to  be  applied  at  this  part  in  order  to  obtain 
a  muscular  contraction  ;  in  the  kathelectrotonic  region,  on  the  contrary,  the 
excitability  of  the  nerve  is  heightened!  Moreover,  with  an  exciting  current 
of  moderate  strength,  the  power  of  the  nerve  to  conduct  a  stimulus  is  lowered 
in  the  anelectrotonic  region,  and  increased  in  the  kathelectrotonic  ;  with 
strong  currents  it  is  said  to  be  diminished  in  both. 

These  facts  have  to  be  taken  into  account  in  the  scientific  application  of 
galvanism  to  medical  purposes.  If,  for  instance,  it  is  wished  to  diminish  the 
excitability  of  the  sensory  nerves  of  any  part  of  the  body,  the  current  should 
be  passed  in  such  a  direction  as  to  throw  the  nerves  of  that  part  into  a  state 
of  anelectrotonus — and  similarly  in  other  cases. 

If  a  powerful  electric  current  be  passed  through  the  body  of  a  recently 
killed  animal,  violent  movements  are  produced,  as  the  muscles  ordinarily 
retain  their  vitality  for  a  considerable  time  after  general  systematic  death  : 
by  this  means,  also,  life  has  been  re-established  in  animals  which  were  appa- 
rently dead — a  properly  applied  current  stimulating  the  respirator^'  muscles 
to  contract. 
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839.  Ke>UnB  bSboU. — When  a  voltaic  cuirent  Is  passed  through  a  metal 
wire  the  same  effects  are  produced  as  by  the  discharge  of  an  electric  battery 
(790)  ;  the  wire  becomes  heated,  and  even  incandescent  ir  it  is  very  short 
and  thin.  With  a  powerful  battery  all  metals  are  melted,  even  iridium  and 
platinum,  the  least  fusible  of  metals.  Carbon  is  the  only  element  which  has 
not  hitherto  been  fused  by  it.  Desprctz,  however,  with  a  battery  composed 
of  600  Bunsen's  ekmeats  joined  in  six  series  (835),  raised  rods  of  very  pure 
carbon  to  such  a  temperature  that  they  were  softened  and  could  be  welded 
together,  yielding  an  incipient  fusion. 

'A  battery  of  30  lo  40  Bunsen's  elements  is  sufficient  to  melt  and  volatilise 
fine  wires  of  lead,  tin,  zinc,  copper,  gold,  silver,  iron,  and  even  platinum,  with 
differently  coloured  sparks.      Iron  and  platinum  bum  with  a  brilliant  while 
light ;  lead  with  a  purple  light ;  the  light  of  tin  and  of  gold  is  bluish-while ; 
the  light  of  zinc 
is  a  mixture  of 
white  and  gold ; 
finally,     copper 
and  silver  give 
a  green  light 

The  thermal 
effects     of    the 

are  used  for 
firing  mines  for 
military  pur- 
poses and  for 
blasting  opera- 
lions.  The  fol- 
lowing arrange- 
ment was  de- 
vised by  Colo-  f"w-  "> 
nel  Schaw,  and 

serves^to  illustrate  the  principle  : — Fig.  793  represents  a  small  wooden  box 
provided  with  a  lid.  Two  moderately  stout  copper  wires,  bb\  insulated  by 
being  covered  with  gutta-percha,  ate  deprived  of  this  coaling  at  the  ends, 
which  arc  then  passed  through  and  through  the  box  in  the  manner  repre- 
sented in  the  figure.  The  distance  between  them  is  |  of  an  inch,  and  a  very 
fine  platinum  wire  is  soldered  across.  The  object  of  arranging  the  wires  in 
this  manner  is  that  they  shall  not  be  in  contact,  and  that  the  strain  which 
they  exert  may  be  spent  on  the  box,  and  not  on  the  platinum  wire  joining 
them,  which,  being  extremely  thin,  would  be  broken  by  even  a  very  slight 
pulL  The  box  is  then  filled  with  tine  grained  powder,  and  the  lid  tied 
down.  The  wires  of  the  fuse  are  then  carefijlly  joined  to  the  long  con- 
ducting wires  which  lead  to  the  battery  ;  these  should  be  of  copper,  and 
as  thick  as  is  convenient,  so  as  to  offer  very  little  resistance.  The  fuse 
is  then  introduced  into  the  charge  to  be  fired  ;  if  it  is  for  a  submarine 
explosion  the  powder  is  contained  in  a  canister,  the  neck  of  which,  after 
the  introduction  of  the  ftise,  is  carefully  festened  by  means  of  cement. 
When  contact  is  made  with  the  battery,  which  is  effected  through  the  inter- 
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vention  of  mercury  cups,  the  current  traversing  the  platinum  wire  renders  it 
incandescent,  which  fires  the  fuse  ;  and  thus  the  ignition  is  communicated 
to  the  charge  in  which  it  is  placed. 

The  heating  effect  depends  more  on  the  size  than  on  the  number  of  the 
plates  of  a  battery,  for  the  resistance  in  the  connecting  wires  is  small  (825}. 
An  iron  wire  may  be  melted  by  a  single  WoUaston's  element,  the  zinc  of 
which  is  8  inches  by  6.  Hare's  battery  (805)  received  its  name  deflagrat&r 
on  account  of  its  greater  heating  effect,  produced  by  the  great  surfe.ce  of  its 
plates. 

When  any  circuit  is  closed,  a  definite  amount  of  heat,  H,  is  produced 
throughout  the  entire  circuit ;  and  the  amount  of  heat,  ^,  produced  in  any 
particular  part  of  the  circuit  bears  to  the  total  heat,  H,  the  same  ratio  which 
the  resistance,  r,  of  this  part  bears  to  R,  that  of  the  entire  circuit  Hence, 
in  firing  mines,  the  wire  to  be  heated  should  be  of  as  small  section  and  of  as 
small  conductivity  as  practicable.  These  conditions  are  well  satisfied  by 
platinum,  which  has  over  iron  the  advantage  of  being  less  brittle  and  of  not 
being  liable  to  rust  Platinum  too  has  a  low  specific  heat,  and  is  thus  raised 
to  a  higher  temperature,  by  the  same  amount  of  heat,  than  a  wire  of  greater 
specific  heat  On  the  other  hand,  the  conducting  wires  should  present  as 
small  a  resistance  as  possible,  a  condition  satisfied  by  a  stout  copper  wire  ; 
and  again,  as  the  heating  effect  of  any  circuit  is  proportional  to  the  square 
of  the  electromotive  force,  and  inversely  as  the  resistance,  a  battery  with  a 
high  electromotive  force  and  small  resistance,  such  as  Grove's  or  Bunsen's, 
should  be  selected. 

Another  application  of  the  heating  effect  is  to  what  are  called  safety 
catches  or  automatic  cut-nuts.  These  are  lengths  of  lead  wire  or  strips 
interposed  in  the  circuit  of  the  powerful  currents  used  for  electrical  lighting 
and  the  like.  Their  dimensions  are  so  calculated  that  when  the  currcDt 
attains  a  certain  strength,  the  heat  generated  is  sufficient  to  melt  them  and 
thus  break  the  continuity  of  the  circuit  As  this  can  be  arranged  with  great 
accuracy,  it  is  .possible  so  to  regulate  the  circuit  that  it  shall  not  exceed  a 
certain  limit 

By  means  of  a  heated  platinum  wire,  parts  of  the  body  may  be  safely 
cauterised  which  could  not  be  got  at  by  a  red-hot  iron  ;  the  removal  of 
tumours  and  the  like  may  be  effected  by  drawing  a  loop  of  cold  platinum 
wire  round  their  base,  which  is  then  made  hot  by  pressing  the  button  of  a 
contact  arrangement,  and  gradually  pulled  together.  It  has  been  observed 
that  when  the  temperature  of  the  wire  is  about  600°  C,  the  combustion  of  the 
tissues  is  so  complete  that  there  is  no  haemorrhage ;  while  at  1 500°  the  action 
of  the  wire  is  like  that  of  a  sharp  knife.  For  other  purposes  of  this  galvanic 
cauterisation^  platinum  wire  coiled  in  grooves  cut  in  a  porcelain  rod  is  used. 

830.  &aws  of  lieatlng'  elTeots.  Oalvanotlieriiioiiieter. — Although  the 
thermal  effects  are  most  obvious  in  the  case  of  thin  wires,  they  are  by  no 
means  limited  to  them.  The  laws  of  the  heating  effect  were  investigated  by 
Lenz,  by  means  of  an  apparatus  called  the  Galvanothermometer  (fig.  794). 
A  wide-mouthed  stoppered  bottle  was  fixed  upside  down,  with  its  stopper,  ^, 
in  a  wooden  box ;  the  stopper  was  perforated  so  as  to  give  passage  to  t>vo 
thick  platinum  wires,  connected  at  one  end  with  binding  screws,  jx,  while 
their  free  ends  were  provided  with  platinum  cones  by  which  the  wires  under 
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ivesttgation  could  be  readily  affixed  ;  the  vessel  contained  alcohol,  the  tem- 
erature  of  which  was  indicated  by  a  thennomeier  fitted  in  a  cork  inserted 
1  a  hole  made  in  the  bottom  of  the  vessel.     The  current  is  passed  through 
be  platinum  wires,  and  its  strength  measured  by  means  of  a  tangent 
ompass  interposed  in  the  circuit     By  observing  the  increase  of  tempera- 
nre  in  the  thermometer  in  a  given  time,  and 
snowing  the  weight  of  the  alcohol,  the  mass 
if  the  wire,  the  specific  heat,  and  the  calori- 
netiic  values  (453)  of  the  vessel,  and  of  the 
heimometer,  compared  with  alcohol,  the  heat- 
ng  effect  which  is  produced  by  the  current  in 
1  given  time  can  be  calculated. 

By  apparatus  of  this  kind  the  truth  of  the 
Ulowing  law  may  be  established. 

Tkt  heat  disengaged  in  a  given  time,  t,  is 
Uratly  proportional  to  the  square  of  the 
strength  of  the  current,  and  to  the  resistance. 

This  is  known  as  Joules  law  (831),  and 
Is  expressed    in  the  formula  H^CR/-^' 

-EC/.    If  we  divide  the  values  E,  C,  R  ex-  Fi^.  ^^ 

pressed  in  ergs  by  the  mechanical  equivalent  of 

a  water-gramme  degree,  that  is,  by  4-16  x  10',  we  get  the  value  H  in  wafer- 
gramme  degrees. 

If  the  current  passes  through  a  chain  of  platinum  and  silver  wire  of  equal 
toes,  the  platinum  becomes  mote  heated  than  the  silver  from  its  greater 
resistance ;  and  with  a  suitable  current  the  platinum  may  become  incan- 
descent while  the  silver  remains  dark.  This  experiment  was  devised  by 
QuldreiL 

If  a  long  thin  platinum  wire  be  raised  to  dull  redness  by  passing  a  voltaic 
ninent  through  it,  and  if  part  of  it  be  cooled  down  by  ice,  the  resistanc  e  of 
die  cooled  part  is  dimiiiished,  the  strength  of  the  current  increases,  and  the 
rest  of  the  wire  becomes  brighter  than  before.  If,  on  the  contrary,  a  part 
of  the  feebly  incandescent  wire  be  heated  by  a  spirit-lamp,  the  resistance  of 
file  heated  part  increases ;  Che  effect  is  the  same  as  that  of  introducing 
•dditional  resistance,  the  strength  of  the  current  diminishes,  and  the  wire 
teases  to  be  incandescent  m  the  non-heated  pan. 

The  cooling  bythe  surrounding  medium  exercises  an  important  influence 
«  Che  phenomenon  of  ignition.  A  round  wire  is  more  heated  by  the  same 
current  than  the  same  wire  which  has  been  beaten  ouc  flat  :  for  the  latter 
•ith  the  same  section  offers  a  greater  service  to  the  cooling  medium  than  the 
Other.  For  the  same  reason,  when  a  wire  is  stretched  in  a  glass  tube  on 
■hich  twQ  brass  caps  are  fitted  air-tight,  and  the  wire  is  raised  to  dull  in- 
candescence by  Che  passage  of  a  current,  the  incandescence  is  more  vivid 
'itn  the  air  has  been  pumped  ouc  of  the  tube,  because  it  now  simply  loses 
beat  by  radiation,  and  noC  by  communication  to  the  surrounding  medium. 

Similarly,  a  current  which  will  melt  a  wire  in  air  will  only  raise  it  to  dull 
ndness  in  ether,  and  in  oil  or  in  water  will  not  heat  it  to  redness  at  all,  for 
the  liquids  conduct  heat  away  more  readily  than  air  does. 
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From  the  above  laws  it  follows  that  the  heating  effect  is  the  same  in  a  wire 
whatever  be  its  length,  provided  the  current  is  constant ;  but  it  must  be  remem- 
bered that  by  increasing  the  length  of  the  wire  we  increase  the  resistance, 
and  consequently  diminish  the  current ;  further,  in  a  long  wire  there  is  a 
greater  surface,  and  hence  more  heat  is  lost  by  radiation  and  by  conduction. 

It  must  be  added  that  Joule's  law  only  holds  provided  the  current  does 
no  external  work,  such  as  inductive  actions  on  adjacent  conductors,  or  mag- 
nets— that,  in  short,  the  thermal  is  the  only  action  of  the  current. 

831.  Orapliloal  representatton  of  tHe  taeattnc  effects  la  a  etronlt. — 
The  law  representing  t6e  production  of  heat  in  a  circuit  in  the  unit  of  tinne 
is  very  well  seen  by  the  following  geometrical  construction,  due  to  Professor 
Foster. 

The  heat  H  produced  in  a  circuit  in  the  unit  of  time  is  proportional  to 
the  square  of  the  strength  of  the  current  C,  and  to  the  resistance  R  (830), 

that  is  H  =  C*R  ;  but  since  C  =  ^  (825),  we  have  H  =  ■^. 

Draw  a  straight  line  DAB  (fig.  795),  and  from  any  point  A  in  it  draw  a 
line  AC,  at  right  angles  to  DAB,  and  of  a  length  proportional  to  the  electro- 
motive force  of 
the  cell.     Lay 
off  a  length  AB 
proportional  to 
the    resistance 
of  the  circuit 
Join  CB,  and  at 
C  draw  a  line 
at  right  angles 
to  BC,  and  let 
"   D  be  the  poiat 
^'«-  7»5-  ^here  this  line 

cuts  the  line  DAB.    Then  the  length  AD  is  proportional  to  the  ^^i/ produced 
in  the  whole  circuit  in  unit  time.    For  the  triangles  ADC  and  ACB  are  similar, 

and  therefore  AD  :  AC  =  .\C  :  AB  ;  that  is,  AD  =  ^^  ;  that  is,  H  -  ^ . 

By  drawing  figures  similar  to  the  above  it  will  be  found  that  for  a  given 
electromotive  force  the  heat  is  inversely  proportional  to  the  resistance,  and  for 
a  given  resistance  directly  proportional  to  the  square  of  the  electromoUve 
force.  That  is,  if  the  resistance  is  doubled,  the  heat  is  reduced  to  one-half ;  » 
the  electromotive  force  is  doubled,  the  heat  is  quadrupled. 

832.  Selatlon  of  Iteatlnr  effect  to  work  of  a  battery. — In  ev^ 
closed  circuit  chemical  action  is  continuously  going  on  ;  in  ordinary  cir- 
cuits, the  most  common  action  is  the  solution  of  zinc  in  sulphuric  acid,  which 
may  be  regarded  as  an  oxidation  of  the  zinc  to  form  oxide  of  zinc,  and 
a  combination  of  this  oxide  of  zinc  with  sulphuric  acid  to  form  water  and 
zinc  sulphate.  It  is  a  true  combustion  of  zinc,  and  this  combustion  serves  to 
maintain  all  the  actions  which  the  circuit  can  produce,  just  as  all  the  work 
which  a  steam-engine  can  effect  has  its  origin  in  the  combustion  of  fuel  (473)- 

By  independent  experiments  it  has  been  found  that,  when  a  given  weight 
of  zinc  is  dissolved  in  sulphuric  acid,  a  certain  definite  measurable  quantity 
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of  heat  is  produced,  which,  as  in  all  cases  of  chemical  action,  is  the  same, 
whatever  be  the  rapidity  with  which  this  solution  is  effected.  If  this  solution 
takes  place  while  the  zinc  is  associated  with  another  metal  so  as  to  form  a 
voltaic  couple,  the  rapidity  of  the  solution  will  be  altered  and  the  whole  cir- 
cuit will  become  heated — the  liquid,  the  plates,  the  containing  vessel  as  well 
as  the  connecting  wire.  But  although  the  distribution  of  the  heat  is  thus 
altered,  its  quantity  is  not  If  the  values  of  all  the  several  heating  effects  in 
the  various  parts  of  the  circuit  be  determined,  it  will  still  be  found  that, 
however  the  resistance  of  the  connecting  wire  be  varied,  this  sum  is  exactly 
equivalent  to  that  produced  by  the  solution  of  a  certain  weight  of  zinc. 

If  the  couple  be  made  to  do  external  mechanical  work  the  case  is  dif- 
ferent Joule  made  the  following  remarkable  experiment : — A  small  zinc 
and  copper  couple  was  arranged  in  a  calorimeter,  and  the  amount  of  heat 
determined  while  the  couple  was  closed  for  a  certain  length  of  time  by  a 
short  thick  wire.  The  couple  still  contained  in  the  calorimeter  was  next 
connected  with  a  minute  electromagnetic  engine  (899),  by  which  a  weight  was 
raised.  It  was  thus  found  that  the  heat  produced  in  the  calorimeter  in  a 
given  time — ^while,  therefore,  a  certain  amount  of  zinc  was  dissolved — was 
less  while  the  couple  was  doing  work  than  when  it  was  not ;  and  the 
amount  of  this  diminution  was  the  exact  thermal  equivalent  of  the  work 
performed  in  raising  the  weight  (497). 

That  the  whole  of  the  chemical  work  and  disengagement  of  heat  in  the 
circuit  of  an  ordinary  cell  has  its  origin  in  the  solution  of  zinc  in  acid  is 
confirmed  by  the  following  experiment,  due  to  Favre  : — 

In  the  muf9e  of  his  calorimeter  (463),  five  small  zinc  platinum  elements 
were  introduced  ;  the  other  muffle  contained  a  voltameter.  Now  when  the 
element  was  closed  until  one  equivalent  of  zinc  was  dissolved  in  the  whole  of 
the  cells, }  of  an  equivalent  of  water  should  be  decomposed  in  the  voltameter 
(846),  which  was  found  to  be  the  case.  In  one  case  the  current  of  the 
battery  was  closed  without  inserting  the  voltameter,  and  the  heat  disengage  d 
during  the  solution  of  one  equivalent  of  zinc  was  found  to  be  18,796  thermal 
units ;  when,  however,  the  voltameter  was  introduced,  the  quantity  disengaged 
was  only  11,769  thermal  units.  Now  the  difference,  7,027,  is  represented  by 
the  chemical  work  of  decomposing  \  of  an  equivalent  of  water  :  this  agrees 

very  well  with  the  number,  6,892  =  34n_^,  which  represents  the  heat  disen- 
gaged during  the  formation  of  ^  of  an  equivalent  of  water. 

However  complicated  may  be  the  chemical  processes  involved  in  a  voltaic 
combination,  the  total  heat  produced  in  it  is  the  sum  of  the  quantities  of  heat 
which  are  produced  and  absorbed  in  these  various  chemical  processes. 

We  may  illustrate  this  important  principle  by  reference  to  the  element 
of  De  la  Rue  and  Miiller  (812),  the  chemical  actions  in  which  are  perhaps 
the  simplest  of  all  constant  elements.  The  normal  action  is  that,  when  the 
element  is  closed,  zinc  decomposes  ammonium  chloride  with  the  formation 
of  zinc  chloride,  while  the  liberated  ammonium  unites  with  the  chlorine  of 
the  silver  chloride,  re-forming  ammonium  chloride  and  depositing  silver. 
The  heat  of  decomposition  and  of  re-formation  of  the  ammonium  chloride 
compensate  one  another,  and  the  net  result  is  the  formation  of  zinc  chloride, 
and  the  decomposition  of  silver  chloride.     Now  the  heat  produced  in  the 
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formation  of  a  molecule  of  zinc  chloride  (ZnCl,)  is  112,840  gramme  units, 
and  that  of  the  equivalent  silver  chloride  (2Ag  CI)  is  58,760.  The  difference 
is  54,080,  which  is  less  than  58,360,  the  heat  required  to  decompose  a  mole- 
cule of  water.  Hence  it  is  that  one  such  element  will  not  effect  a  continuous 
decomposition  of  water,  but  at  least  two  are  required  for  the  purpose.  Id 
like  manner  the  heat  available  by  the  substitution  of  zinc  for  copper  in  one 
Daniell's  cell  is  represented  by  47,300,  and  accordingly  at  least  two  of  these 
elements  are  also  required. 

In  some  cases,  however,  the  current  of  a  single  cell  does  produce  a  feeble 
but  continuous  decomposition  of  water.  This  arises  from  die  fact  that  the 
water  of  the  voltameter  contains  air  in  solution,  and  the  hydrogen  as  it  is 
liberated  unites  with  the  dissolved  oxygen.  This  process  is  known  as 
electrolytic  convection, 

Z'^'^,  Kninlnoiui  effeots. — Luminous  effects  are  obtained  when  the  battery 
is  sufficiently  powerful,  by  bringing  the  two  electrodes  very  nearly  in  contact ; 

a  succession  of  bright 
sparks  springs  sometimes 
across  the  interval,  which 
follow  each  other  with 
such  rapidity  as  to  produce 
continuous  light  Although 
the  quantity  of  electricity 
put  in  motion  by  the 
voltaic  current  is  very 
great,  the  distance  across 
which  the  spark  passes  is 
very  smalL  Jacobi  found 
that  with  a  battery  of  12 
Grove's  elements  the  elec- 
trodes could  be  approached 
within  0*0013  °un.  before 
the  spark  passed. 

When  one  terminal  of 
-  a  battery  of  a  few  elements 
is  connected  with  a  file, 
and  an  iron  wire  connected 
with  the  other  is  moved 
over  the  file,  a  stream  of  brilliant  luminous  sparks  is  obtained,  which  obviously 
arises  from  a  combustion. 

The  most  beautiful  effect  of  the  electric  light  is  obtained  when  two  pencils 
of  charcoal  are  connected  with  the  terminals  of  the  battery  in  the  manner 
represented  in  fig.  796.  The  charcoal  b  is  fixed,  while  the  charcoal  a  can 
be  raised  and  lowered  by  means  of  a  rack  and  pinion  motion,  c.  The  two 
charcoals  being  placed  in  contact,  the  current  passes,  and  their  ends  soon 
become  incandescent.  If  they  are  then  removed  to  a  distance  of  about  the 
tenth  of  an  inch,  according  to  the  strength  of  the  current,  a  luminous  arc 
extends  between  the  two  points,  which  has  an  exceedingly  brilliant  lustre, 
and  is  called  the  voltaic  arc. 

The  length  of  this  arc  varies  with  the  force  of  the  current    In  air  it 


Fig/796, 
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may  exceed  2  inches,  with  a  battery  of  600  elements,  arranged  in  six  series 
of  100  each,  provided  the  positive  pole  is  uppermost,  as  represented  m  the 
figure  ;  if  it  is  undermost,  the  arc  is  about  one- third  shorter.  In  a  partial 
vacuum  the  distance  of  the  charcoals  may  be  greater  than  in  air ;  in  fact,  as 
the  electricity  meets  with  no  resistance,  it  springs  between  the  two  charcoals, 
even  before  they  are  in  contact  The  voltaic  arc  can  also  be  produced  in 
liquids,  but  it  is  then  much  shorter,  and  its  brilliancy  is  greatly  diminished. 

The  voltaic  arc  has  the  property  that  it  is  attracted  when  a  magnet  is  pre- 
sented to  it — a  case  of  the  action  of  magnets  on  currents  (865). 

The  voltaic  arc  may  be  considered  as  formed  of  a  very  rapid  succession 
of  bright  sparks.  Its  colour  and  shape  depend  on  the  nature  of  the  conduc- 
tors between  which  it  is  formed,  and  it  is  probably  due  to  the  incandescent 
particles  of  the  conductor,  which  are  volatilised  and  transported  in  the  direc- 
tion of  the  current ;  that  is,  from  the  positive  to  the  negative  pole.  The 
more  easily  the  electrodes  are  disintegrated  by  the  current,  the  greater  is 
the  distance  at  which  the  electrodes  can  be  placed.  Charcoal,  which  is  a  very 
friable  substance,  is  one  of  the  bodies  which  give  the  largest  luminous  arc. 

Davy  first  made  the  experiment  of  the  electric  light,  in  1801,  by  means  of 
a  battery  of  3,000  plates,  each  four  inches  square.  He  used  charcoal  points 
made  of  light  wood  charcoal  which  had  been  heated  to  redness,  and  im- 
mersed in  a  mercury  bath  ;  the  mercury  penetrating  into  the  pores  of  the 
charcoal  increased  its  conductivity.  When  any  substance  was  introduced 
into  the  voltaic  arc  produced  by  this  battery,  it  became  incandescent ;  pla- 
tinum melted  like  wax  in  the  fiame  of  a  candle  ;  sapphire,  magnesia,  lime, 
and  most  refractory  substances  were  fused.  Fragments  of  diamond,  of 
charcoal,  and  of  graphite  rapidly  disappeared  without  undergoing  any 
previous  fusion. 

As  charcoal  rapidly  bums  in  air,  it  was  necessary  to  operate  in  vacuo, 
and  hence  the  experiment  was  for  a  long  time  made  by  fitting  the  two  points 
in  an  electric  ^^g,  like  that  represented  in  fig.  742.  At  present  the  electrodes 
are  made  of  gas  graphite,  a  modification  of  charcoal  deposited  in  gas  retorts ; 
this  is  hard  and  compact,  and  only  bums  slowly  in  air  ;  hence  it  is  unneces- 
sary to  operate  in  vacuo.  When  the  experiment  is  made  in  vacuo,  there  is 
no  combustion,  but  the  charcoal  wears  away  at  the  positive  pole,  while  it  is 
somewhat  increased  on  the  negative  pole,  indicating  that  there  is  a  transport 
of  solid  matter  from  the  positive  to  the  negative  pole. 

It  appears  from  the  researches  of  Edlund  that  the  disintegration  of  the 
electrodes  which  takes  place  when  the  voltaic  arc  is  formed  give  rise  to  a 
counter-electromotive  force  which  is  analogous  to  the  polarisation  which  takes 
place  in  the  decomposition  of  water  (806),  and  the  existence  of  which  can  be 
demonstrated  by  similar  experiments.  The  magnitude  of  this  force  varies 
Mrith  the  nature  of  the  electrodes  ;  it  is  greatest  with  carbon,  amounting  to 
35  volts  ;  with  iron  it  is  25  ;  copper,  24  ;  zinc,  19  ;  and  cadmium  10  volts. 

The  resistance  of  the  arc  itself,  due  to  the  medium,  increases  like  other 
resistances  with  the  distance  of  the  terminals  ;  it  diminishes  as  the  strength 
of  the  current  increases,  for  then  the  temperature  increases.  Working 
with  carbon  electrodes,  it  was  found  to  amount  to  1*3  ohm  for  each  mm.  of 
distance. 

This  counter-electromotive  force  explains  how  it  is  that  a  continuous  arc 
can  only  be  obtained  with  a  current  of  considerable  electromotive  force. 
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834.  Voneanlt'*  experiment. — This  consists  in  projecting  on  %.  screen 
the  image  of  the  charcoal  points  produced  in  the  camera  obscura  at  the 
moment  at  which  the  electric  light  is  formed  (fig.  797).  By  means  of  this 
expteriment  which  is  made  by  the  photo-electric  microscopie  already  de- 
scribed (fig.  565),  the  two  charcoals  can  be  readily  distinguished,  and  the 
positive  charcoal  is  seen  to  become  somewhat  hollow  and  diminished,  while 


Fig,  797. 

the  other  increases.  The  globules  represented  on  the  two  charcoals  arise 
from  the  fusion  of  a  small  quantity  of  silica  contained  in  the  charcoal.  When 
the  current  begins  to  pass,  the  negative  charcoal  first  becomes  luminous, 
but  the  light  of  the  positive  charcoal  is  the  brightest ;  as  it  also  wears  away 
about  twice  as  rapidly  as  the  negative  electrode,  it  ought  to  be  rather  the 
larger. 

835.  Beffnletor  of  tlie  eieotrlo  llfbt.— When  the  electric  light  is  to  be 
used  for  illumination,  it  must  be  as  continuous  as  other  modes  of  lighting. 
For  this  purpose,  not  only  must  the  current  be  constant,  but  the  distance  of 
the  charcoals  must  not  alter,  which  necessitates  the  use  of  some  arrange- 
ment for  bringing  them  nearer  together  in  proportion  as  they  wear  away. 
One  of  the  best  modes  of  effecting  this  is  by  an  apparatus  invented  by 
Duboscq. 

In  this  regulator  the  two  charcoals  are  movable,  but  with  unequal  veloci- 
ties, which  are  virtually  proportional  to  their  waste.  The  motion  is  tians- 
mitted  by  a  drum  placed  on  the  axis  xy  (fig.  798).  This  turns,  in  the  direc- 
tion of  the  arrows,  two  wheels,  a  and  b,  the  diameters  of  which  are  as  i  :  a, 
and  which  respectively  transmit  their  motion  to  two  rackworks,  C  and  C. 
C  lowers  the  positive  charcoal,  p,  by  means  of  a  rod  sliding  in  the  tube 
H,  while  the  other  C  raises  the  negative  charcoal,  n,  half  as  rapidly.  By 
means  of  the  milled  head  y  the  drum  can  be  wound  up,  and  at  the  same 
lime  the  positive  charcoal  moved  by  the  hand  ;  the  milled  head  .rmoves  the 
negative  charcoal  also  by  the  hand,  and  independently  of  the  first  For  this 
purpose  the  axis,  xy,  consists  of  two  parts  pressing  against  each  other  with 
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some  force,  so  that,  holding  the  milled  head  x  between  the  fingers,  the  other, 
y,  may  be  moved,  and  by  holding  the  latter  the  former  can  be  moved.  But 
the  friction  is  sufficient  when  the  drum  works  to  move  the  two  wheels  a  and 
b  and  the  two  rack  works. 

The  two  charcoals  being  placed  in  contact,  the  current  of  a  powerful 
battery  of  40  10  50  elements  reaches  the  apparatus  by  means  of  the  wires  £ 
and  E'.  The  current  rising 
in  H  descends  by  the  posi' 
tive  charcoal,  then  by  the 
negative  charcoal,  and 
reaches  the  apparatus,  but 
without  passing  into  the  . 
rackwork  C,  or  into  the 
part  on  the  right  of  the 
plate  N  ;  these  pieces  being 
insulated  by  ivory  discs 
placed  at  their  lower  part 
The  current  uliimately 
reaches  the  bobbin  B,  which 
forms  the  fool  of  the  regu- 
lator, and  passes  into  the 
wire  E'.  Inside  the  bobbin 
is  a  bar  of  soft  iron,  which 
is  magnetised  as  long  as  the 
current  piasses  in  the  bobbin, 
and  demagnetised  when  it 
docs  not  pass,  and  this  tem- 
porary magnet  is  the  regu- 
lator. For  this  purpose  it 
acts  attractively  on  an  arma- 
ture of  soft  iron.  A,  open  in 
the  centre  so  as  to  allow  the 
rackwork  C  to  pass,  and 
fixed  at  the  end  of  a  lever, 
which  works  on  two  points, 
mm,  and  transmits  a  slight 
oscillation  to  a  rod,  d,  which, 
by  means  of  a  catch,  i,  seizes 
[he  wheel  e,  as  is  seen  on  a 
larger  scale  in  fig.  799-    By  Pj^  ^^ 

an    endless    screw,  and    a 

series  of  toothed  wheels,  the  stop  is  transmitted  to  the  drum,  and  the  rack- 
work  being  fixed,  the  same  is  the  case  with  the  carbons.  This  is  what 
takes  place  so  long  as  the  magnetisation  in  the  bobbin  is  strong  enough  to 
keep  down  the  armature  A  ;  but  in  proportion  as  the  carbons  wear  away, 
the  current  becomes  feebler,  though  the  voltaic  arc  continues,  so  that 
ultimately  the  attraction  of  the  magnet  no  longer  counterbalances  a  spring 
r,  which  continually  lends  to  raise  the  armature.  It  then  ascends,  the 
piece  d  disengages  the  slop  «',  the  drum  works,  and  the  carbons  come 
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nearer ;  they  do  not,  however,  touch,  because  the  strength  of  the  current 
gains  the  upper  hand,  the  armature  A  is  attracted,  and  the  carbons  remain 
^xed.  As  their  distance  only  varies  within  very  narrow  limits,  a  regular  and 
continuous  light  is  obtained  with  this  apparatus  until  the  carbons  are  quite 
used. 

By  means  of  a  regulator,  Duboscq  illuminates  the  photogenic  apparatus 
represented  in  fig.  585,  by  which  all  optical  experiments  may  be  perfonned 
for  which  sunlight  was  formerly  essential. 

836.  Browniiiff's  re^nlator. — A  much  simpler  apparatus,  represented  in 
fig.  800,  has  been  devised  by  Browning,  which  is  less  costly  than  the  other 

lamps,  and  also  requires  a  smaller 
number  of  elements  to  work  it  The 
current  enters  the  lamp  by  a  wire  at- 
tached to  a  binding  screw  on  the  base 
of  the  instrument,  passing  up  the  pillar 
by  the  small  electro-magnet  to  the 
centre  pillar  along  the  top  of  the  hori- 
zontal bar,  down  the  left-hand  bar 
through  the  two  carbons,  and  away  by 
a  wire  attached  to  a  binding  screw  on 
the  left  hand.  A  tube  holding  the 
upper  carbon  slides  freely  up  and  down 
a  tube  at  the  end  of  the  cross-piece, 
and  would  by  its  own  weight  rest  on 
the  lower  carbon,  but  the  electro-mag- 
net is  provided  with  a  keeper,  to  which 
is  attached  a  rest  that  encircles  the 
carbon  tube  and  grasps  it  When  the 
electro-magnet  works  and  attracts  the 
keeper,  the  rest  tightens,  and  thereby 
prevents  the  descent  of  the  carbon. 
When  the  keeper  is  not  attracted  the 
rest  loosens,  and  the  carbon-holder 
descends. 

When  the  two  carbons  are  at  rest, 
on  making  contact  with  a  battery  the 
current  traverses  both  carbons  and  no 
light  is  produced.  But  if  the  upper  carbon  be  raised  ever  so  little,  a  brilliant 
light  is  emitted.  When  the  lamp  is  thus  once  set  to  work,  the  rod  attached 
to  the  upper  carbon  may  be  let  go,  and  the  magnet  will  afterwards  keep  the 
lamp  at  work.  For  when  some  of  the  carbon  is  consumed,  and  the  inter>*al 
between  the  two  is  too  great  for  the  current  to  pass,  the  magnet  loses  some 
of  its  power,  the  keeper  loosens  its  hold  on  the  carbon,  and  this  descends  by 
its  own  weight.  When  they  are  sufficiently  near,  but  before  they  are  in  con- 
tact, the  current  is  re-established  ;  the  magnet  again  draws  on  the  keeper, 
and  the  keeper  again  checks  the  descent  of  the  carbon,  and  so  forth.  Thus 
the  points  are  retained  at  the  right  distances  apart,  and  the  light  is  con- 
tinuous and  brilliant 

Stohrer  has  devised  a  regulator  for  the  electrical  light  which  is  very 


Fig.  800. 
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simple  in  principle,  and  which  also  only  requires  a  few  elements.  Its  essen- 
tial features  are  represented  in  fig.  Sol,  in  which  ^  is  a  cylinder  containing 
vaseline  and  surrounded  by  Che  wire  of  the  circuit  /  In  this  is  a  hollow 
cylindrical  floater  a,  nearly  as  wide  as  the  vessel ;  at  its  cop  is  a  copper 
tube  e.,  in  which  the  carbon  point  rfcan  be  fixed.  A  stout  copper  wire  fixed 
to  the  bottom  of  the  float  dips  in  an  iron  tube  filled  with  mercury,  with 
which  is  connected  one  pole  of  the  battery  ;  the  other  pole  is 
connected  with  the  ca.rbon  d,  which  is  supported  in  a  suitable  'I 

manner.     The  siie  of  the  float  is  such  that  it  moves  slowly  _  ;j,i 

upwards,  so  that  the  carbon  d  presses  with  but  very  slight  force  ' 

against  d.  This  can  be  regulated  by  placing  small  weights 
in  the  collar  on  c.  An  insulated  wire  forming  part  of  the  cir- 
cuit is  coiled  in  a  spiral  k  round  the  cylinder,  and  aids  the 
regulation- 

857.  Prop«rtlea  and  latensltr  artii«  eiMtrlv  ilftit. — The 
electric  light  has  similar  chemical  properties  to  sunlight ;  it 
efTecIs  the  combination  of  chlorine  and  hydrogen,  acts  chemi- 
cally on  chloride  of  silver,  and  can  be  applied  in  photography. 

Passed  through  a  prism,  the  electric  light,  like  that  of  the 
sun,  is  decomposed  and  gives  a  spectrum.  Wollaston,  and 
more  especially  Fraunhofer,  found  that  the  spectrum  of  the 
electric  light  differs  from  that  of  other  lights,  and  of  sunlight, 
by  the  presence  of  several  very  bright  lines,  as  has  been  / 
already  slated  (578).  Whealstone  was  the  first  to  observe 
that,  by  using  electrodes  of  different  melals,  the  spectrum  and  p-  ^^ 
the  lines  are  modified. 

Masson,  who  experimented  upon  the  light  of  ihe  electric  machine,  that  of 
the  voltaic  arc,  and  that  of  RuhmkorfTs  coil,  found  Che  same  colours  in  the 
electric  spectrum  as  in  the  solar  spectrum,  but  traversed  by  very  brilliant 
luminous  bands  of  the  same  shades  as  that  of  the  colour  in  which  they  occur. 
The  number  and  position  of  these  bands  do  not  depend  on  the  intensity  of 
the  light,  but,  as  we  have  seen  (833),  upon  the  substances  between  which 
the  voltaic  arc  is  formed. 

With  carbon  the  lines  are  remarkable  for  their  number  and  brilliancy  ; 
with  line  the  spectrum  is  characterised  by  a  very  marked  apple-green  tint ; 
silver  produces  a  very  intense  green  ;  with  lead  a  violet  tint  predominates, 
and  so  on  with  other  melals. 

Bunsen,  in  experimenting  with  43  couples,  and  removing  the  charcials  Co 
a  distance  of  a  quarter  of  an  inch,  found  that  the  intensity  of  the  electric 
light  is  equal  to  that  of  572  candles. 

Fizeau  and  Foucault  compared  the  chemical  effects  of  the  sun  and  the 
electric  lights  by  investigating  their  action  on  iodised  silver  plates.  Re- 
presenting the  intensity  of  the  sun's  Hght  at  midday  at  1,000,  these  physicists 
found  that  the  light  from  a  battery  of  46  Bunsen's  elements  was  235,  while 
that  from  one  of  80  elemenls  was  only  238.  It  follows  that  the  intensity  does 
not  increase  to  any  material  extent  with  the  number  of  the  couples  ;  but  ex- 
periment shows  that  it  increases  considerably  with  their  surface.  For  with 
a  battery  of  46  elements,  each  consisting  of  Chree  elements,  with  their  zinc 
and  copper  respectively  united  so  as  to  form  one  element  of  triple  sut&ce 
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(825),  the  intensity  was  385,  the  battery  working  for  an  hour  ;  that  is  to  say, 
more  than  a  third  of  the  intensity  of  the  solar  light. 

Too  great  precautions  cannot  be  taken  against  the  effects  of  the  electric 
light  when  they  attain  a  certain  intensity.  The  light  of  100  couples  may 
produce  very  painful  affections  of  the  eyes.  With  600,  a  single  moment's 
exposure  to  the  light  is  sufficient  to  produce  very  violent  headaches  and 
pains  in  the  eye,  and  the  whole  frame  is  affected  as  by  a  powerful  sunsirokc 
838.  ■lootrlo  llrtitinc.— Great  progress  has  of  late  been  made  in  the 
application  of  the  electric  light  to  purposes  of  ordinary  illumination.  Tbii 
progress    has  been  mainly  due  to  the  improvements  which  have  been 

made  in  the  means 
_\    j  of  generating  elec- 

~:  ■'•';    -i^  tricity,    for   which 

some  form  of  mag- 
neto- or  dynamo- 
electrical  machine 
(916),    driven    by 

power  or  by  gas 
engines  (476),  is 
used.  So  long  as 
Ihcelectricityfrom 
the  voltaic  battery 
was  alone  avail- 
able for  the  pro- 
duction of  the  elec- 
tric light,  no  great 
extension  was  pos- 
sible, for  the  cost 
and  inconvenience 
were  la.r  too  great 
to  permit  it  to  be 
used  for  anything 
more  than  lecture 
purposes  and  oc- 
casional scenic  il- 
Fig,  S03.  lumination. 

Very  consider- 
able improvements  have  also  been  made  in  the  lamps,  which  are  ordinarily 
divided  into  arc  lamps,  in  which  the  light  is  produced  between  carbon 
points  automatically  kept  at  a  constant  distance  by  the  action  of  the  current 
itself,  and  incandescent  lamps,  in  which  the  light  is  produced  by  the  in- 
candescence of  a  thin  continuous  solid  conductor.  To  this  may  be  added 
the  electrical  candles,  of  which  the  best  known  is  the  J^lochkoff  caiuUt.  It 
consists  (fig.  802)  of  two  rods  of  gas  carbon,  a  and  b,  from  3  to  4  nun.  in 
diameter,  separated  by  a  layer  of  kaolin  or  Chinese  clay  about  1  mm.  thick, 
fixed  respectively  in  the  supports,  to  which  the  positive  and  negative  elec- 
trodes A  B  are  respectively  attached.  The  rods  are  insulated  from  each 
other  by  the  whole  being  bound  by  some  insulating  material. 


-838]  Electric  Lighting  837 

The  current  is  started  by  a  small  piece  of  carbon,  n^  placed  across  the 
top.  As  the  arc  passes,  the  kaolin  melts  away,  and  the  arrangement 
may  therefore  fitly  be  called  a  candle.  The  positive  electrode  wears 
away  twice  as  fast  as  the  negative,  which  would  soon  destroy  the  arc,  but 
by  using  alternating  currents  the  unequal  waste  of  the  carbons  is  pre- 
vented. 

Fig.  797,  which  represents  one  of  the  forms  of  an  arc  lamp,  may  be 
taken  as  an  example  of  the  manner  in  which  the  regulation  of  the  arc  is 
effected. 

Reynier^s  electric  lamp,  fig.  803,  consists  of  a  rectangular  copper  rod,  B, 
moving  in  a  copper  tube  A,  guided  by  four  pulleys,  «,  of  which  only  two  are 
shown  ;  to  B  is  fixed  a  cross-piece  holding  a  thin  carbon  pencil,  a,  the  lower 
part  of  which  passes  through  a  silver  guide,  and  its  end  presses,  but  not 
quite  over  the  centre,  against  a  carbon  disc,  w,  which  moves  about  a  hori- 
zontal axis.  The  piece  supporting  this  is  insulated  from  A,  but  is  connected 
with  the  negative  pole  by  a  wire,  b.  The  positive  current,  entering  by  A, 
passes  by  C  to  a  small  block  of  carbon,  ^,  which  presses  against  the  pencil. 
Thus  the  current  only  passes  through  a  very  small  portion  of  this  pencil, 
and  it  is  this  small  portion  which  becomes  incandescent  and  forms  the  arc. 
The  rod,  as  it  bums  away  and  sinks  by  its  own  weight,  rotates  the  disc  nt 
slowly,  and  prevents  its  being  irregularly  worn  away. 

\Vhen  either  of  the  carbon  electrodes  which  produce  the  electric  light  is 
increased  in  size,  its  increase  of  temperature  is  lessened,  while  that  of  the 
other  is  greater.  When  the  negative  electrode  is  large  the  light  of  the 
positive  electrode  is  very  bright.  This  is  seen  in  Werdermanri s  electric 
lampf  which  consists  essentially  of  a  carbon  disc  about  2  inches  in  diameter 
and  an  inch  in  thickness,  which  is  connected  with  the  negative  pole  of  the 
battery  ;  the  positive  pole  is  a  rod  of  carbon  about  3  mm.  in  diameter,  of  any 
suitable  length  ;  it  slides  vertically  in  a  copper  tube,  which  serves  both  as  a 
guide  and  as  a  contact  for  it  ;  this  is  pressed  upwards  against  the  centre  by 
a  weight  passing  over  a  pulley.  The  current  can  be  passed  abreast  through 
as  many  as  ten  of  such  lamps,  though  it  seems  that  the  total  illuminating 
power  of  this  arrangement  is  not  so  great  as  when  only  two  parallel  lights 
are  employed. 

The  electrical  arc  has  had  a  very  useful  application  to  the  welding  or 
autogenous  soldering  of  metals,  that  is  to  say,  joining  them  without  the  use 
of  a  solder  ;  a  method  which  is  of  great  service,  particularly  in  the  case  of 
iron.  The  two  plates  to  be  joined  are  placed  in  contact,  and  having  been 
connected  with  the  negative  pole,  the  positive  carbon  fixed  in  a  suitable 
holder  is  held  at  such  distance  that  the  arc  passes,  which  then  melts  one 
plate  on  the  other.  In  other  cases  the  two  pieces  of  metal  are  pressed 
against  each  other,  and  the  current  passed  through  the  line  of  contact. 
For  these  operations  accumulators  (849)  are  used  charged  by  dynamos, 
which  yield  very  powerful  currents  ;  by  means  of  a  commutator  the  electro- 
motive force  and  the  strength  of  the  current  can  be  varied  within  very  wide 
limits  at  the  will  of  the  operator. 

Von  Hefner's  differential  lamp  is  represented  in  fig.  804  ;  the  current 
arriving  by  A  divides  at  i  (961) ;  one  portion  passing  through  a  fine  wire 
coil,  R,  offering  a  large  resistance,  and  the  other  through  a  short  thick  coil  r, 
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Fig.  804. 


whence  it  passes  to  a  lever  which  turns  about  d ;  to  this  is  connected  at 
one  end,  w,  a  soft  iron  core  which  plays  in  the  two  coils,  and  at  the  other 
end  is  the  positive  carbon  C,. 

When  the  carbons  are  apart  a  great  resistance  is  presented,  and  the 
current  passes  chiefly  through  R,  so  that  the  core  is  drawn  within  R,  and  the 
lever,  and  with  it  the  carbon  Cj  falls  ;  the  fastening  in  the  holder  is  such 
that  at  a  certain  angle  the  carbon  C,  slips  in  the  holder  a,  and,  touching  the 
lower  one,  the  current  now  passes  by  r  ^  C,  C^  B  ;  the  iron  core  is  then 
drawn  down,  but  the  holder  a  moves  up,  grips  the  carbon,  which  it  moves 

with  it,  and  the  arc  is  reproduced ; 
when  its  normal  length  is  attained 
its  resistance  increases  to  an 
amount  such  that  the  currents 
passing  through  the  two  coils  now 
balance  themselves,  and  their 
attraction  on  the  iron  being  equal 
the  core  is  stationary.  Several 
such  lamps  may  be  arranged  in  a 
circuit,  and  if  one  of  them  is  ex- 
tinguished it  does  not  affect  the 
others. 

Schwendler  devised  a  new 
unit  of  luminous  intensity,  which 
he  calls  l\it platinum  light  standard^ 
specially  for  use  with  the  electric  light  It  is  the  incandescence  produced 
by  a  current  of  known  strength  passing  through  a  JJ-shaped  strip  of  platinum 
foil  36*28  mm.  in  length,  2  mm.  in  breadth,  and  0017  mm.  in  thickness. 
The  circuit  contains  a  rheostat  and  a  galvanometer,  by  which  the  constancy 
of  the  current  can  be  ensured  and  observed.  When  the  strength  of  the 
current  is  constant  the  intensity  of  the  light,  radiated  by  the  platinum,  is 
constant  also,  and  fulfils  all  the  conditions  of  a  standard  measure  of  li^t,  as 
it  can  always  be  reproduced  in  exactly  the  same  form  from  pure  platinum. 

The  standard  of  light  adopted  by  the  International  Congress  of  Electri- 
cians in  1884  is  the  light  emitted  by  a  square  centimetre  of  melted  platinum 
when  on  the  point  of  solidifying. 

According  to  Rosetti  the  temperature  of  the  positive  carbon  in  the  electnc 
arc  is  between  2400*"  and  3900°  C.  ;  it  is  higher  the  smaller  is  the  radiating 
surface.     The  temperature  of  the  negative  electrode  lies  between  2138^  and 

2530°. 

The  resistance  of  the  heated  air  in  the  arc  is  from  i  to  1 2  ohms  (833). 

Incandescent  lamps,  though  not  so  economical  as  arc  lights,  lend  them- 
selves best  to  the  distribution  of  the  electric  light.  We  have  seen  that  when 
a  strong  current  of  electricity  is  passed  through  a  wire  of  small  conductivity 
(829),  its  temperature  is  raised  to  incandescence  ;  if  the  strength  of  the 
current  is  increased,  the  brightness  of  the  light  increases,  but  in  a  greater 
ratio  than  the  strength  of  the  current.  At  such  high  temperatures,  however, 
wires  even  of  the  most  difficultly  fusible  metals  fuse  or  are  disintegrated  : 
and  the  only  material  which  does  not  fuse  at  the  highest  temperature  is 
carbon.      The  first  lamps  in  which  this  was  applied  were  constructed  indc- 
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pendently  by  Edison  in  America  and  Swan  in  this  country.      Fig.  S05  is  a 
representation  oi  Swasts  lamp.  Inside  the  globular  glass  vessel  with  a  neck, 
and  fused  to  it,  is  a  glass  rod,  through  which  pass  two  platinum  wires,  bent 
outside  in  loops.      These  loops  can  be  easily  fitted  in  the  two  bent  wires  in 
the  holder  (fig.  806),  which  are  in  contact  with  the  binding  screws,  and  thus 
allow  a  current  lo  be  transmitted.     The  spring  wire  exerts  an  upward  pres- 
sure, so  as  to  always  ensure  good  contact.     To  the  other  ends  of  the  platinum 
is  fixed  the  characteristic  part,  the  carbon  filament  ;  this  is  about  0-25  mm. 
ID  diameter,  and  is  bent  in  the  form  of  a  double  loop.     It  is  prepared  by  im- 
mersing crochet  cotton  in  sulphuric  acid  of  a  certain  strength,  by  which  it 
is  converted  into  what  is  known 
as  vegetable  parchment.      This 
is  then  carbonised  by  heating  it 
to  a  high  temperature  in  closed 
vessels.     Before  sealing  the  bulb 
it  is  exhausted  of  air  by  means 
of  a  Sprengel  pump,  and  the 
vacuum  is  so  perfect  that  elec- 
tricity does  not  pass  in  it     The 
carbon  of  such  a  lamp,  which  is 
a  thread  about  127  cm.  in  length, 
and  O'ol3  cm.  in  diameter,  has 
a  resistance  of  143  ohms  in  its 
normal  incandescence. 

In  Edison's  lamp  the  carbon 
filament  is  made  of  a  special 
kind  of  bamboo  carbonised  at 
high  temperatures  in  closed 
nickel  moulds.  In  the  Maxim  lamp,  and  in  that  of  Lane  Fox,  the  carbon 
filaments,  after  being  carbonised  and  mounted,  are  heated  by  the  current 
itself  in  an  atmosphere  of  coal  gas  or  the  vapour  of  a  hydrocarbon  ;  in  this 
way  carbon  is  deposited  on  the  filament,  by  which  it  is  rendered  more 
uniform  and  durable. 

If  we  surround  an  electric  light  in  one  case  by  an  opaque  calorimeter, 
which  therefore  absorbs  the  entire  radiation,  and  then  by  a  transparent  one, 
which  allows  the  light  to  pass,  it  will  be  found  that  the  luminous  radiation 
is  about  10  per  cent,  in  the  case  of  arc  lamps  and  5  in  incandescent  lamps. 

The  lighting  power  varies  in  different  lamps  according  to  the  strength 
of  the  currents.  Edison's  lamp,  giving  16-candle  power,  requires  a  current  of 
0*6  ampere ;  taking  its  resistance  when  hot  at  170  ohms,  the  potential  dif' 
ference  at  the  connections  would  be  from  Ohm's  law  (825)  0'6x  170-  102 
volts.  For  the  same  standard  of  light.  Swan's  lamp  requires  a  current  of  1  '38 
amperes,  its  resistance  is  40,  and  hence  the  potential  difference  is  52  volts. 

The  electric  effect  VA,  or  the  nimiber  of  walls  divided  by  the  light 
expressed  in  candles,  gives  the  electric  effect  required  for  one  candle,  and 
the  number  746,  divided  by  the  number  thus  obtained,  gives  the  number  oi' 
candles  which  can  be  obtained  from  one  electrical  horse-power.  In  theabovt- 
cases  these  are  19S  and  180  respectively.  It  may  be  taken  that  the  light 
of  one  candle  represents  about  4  watts.    Lamps  are  usually  classed  according 
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to  the  number  of  volts  they  require.  The  greater  this  number  the  more 
brilliant  is  the  light.  Whatever  care  may  be  exerted  in  their  manufacture, 
the  carbons  at  last  give  way  ;  their  life,  however,  ought  to  be  from  1,000  to 
2,000  hours. 

839.  Meoluuiloal  effects  of  tbe  battery. — Under  this  head  may  be  in- 
cluded the  motion  of  solids  and  liquids  effected  by  the  current.  An  example 
of  the  former  is  found  in  the  voltaic  arc,  in  which  there  is  a  passage  of  the 
molecules  of  carbon  from  the'positive  to  the  negative  pole  (833). 

The  mechanical  action  of  the  current  may  be  shown  by  means  of  the 
following  experiment  (fig.  807).  A  glass  tube,  AB,  bent  at  the  two  ends,  about 
50  cm.  in  length  and  i  cm.  in  diameter,  is  almost  filled  with  dilute  sulphuric 
acid,  and  a  globule  of  mercury,  w,  is  introduced.  The  whole  is  fixed  in  a 
support,  and  the  level  of  the  tube  can  be  adjusted  by  the  screw  «,  the  drop 
of  mercury  itself  serving  as  index. 

When  the  two  poles  of  a  battery  of  4  or  5  cells  are  introduced  iuto  the  two 
ends,  the  globule  of  mercury  elongates  and  moves  towards  the  negative  pole 

with  a  velocity  which  in- 
creases with  the  number  of 
elements.  With  24,  a  long 
column  of  mercury  can  be 
moved  through  a  tube  a 
metre  in  length ;  with  50, 
the  velocity  is  greater  and 
the  mercury  divides  into 
globules,  all  moving  in  the 
same  direction.  If  the  direc- 
tion of  the  current  is  reversed, 
the  mercury  first  remains 
stationary,  and  then  moves 
in  the  opposite  direction. 
If  the  tube  is  gently  in- 
clined towards  the  positive  pole,  the  mercury  is  still  moved  with  the  current; 
and  a  moment  is  at  length  reached  at  which  there  is  equilibrium  between 
the  force  of  the  current  and  the  weight  of  the  mercury.  The  component  of 
this  weight  parallel  to  the  plane  may  then  be  taken  as  representing  the 
mechanical  action  of  the  current  which  traverses  the  globule  of  mercury. 

A  similar  phenomenon,  known  as  electrical  endosmose^  is  observed  in  the 
following  experiment,  due  to  Porret.  Having  divided  a  glass  vessel  into  two 
compartments  by  a  porous  diaphragm,  he  poured  water  into  the  two  com- 
partments to  the  same  height,  and  immersed  two  platinum  electrodes  in 
connection  with  a  battery  of  80  elements.  As  the  water  became  decomposed, 
part  of  the  liquid'  was  carried  in  the  direction  of  the  current  through  the 
diaphragm,  from  the  positive  to  the  negative  compartment,  where  the  level 
rose  above  that  in  the  other  compartment.  A  solution  of  copper  sulphate  is 
best  for  these  experiments,  because  then  the  disturbing  influence  of  the  dis- 
engagement of  gas  at  the  negative  electrode  is  avoided. 

A  porous  vessel  is  necessary,  for  otherwise  the  transport  by  the  liquid 
would  be  at  once  hydrostatically  equalised. 

According  to  Zollner  earth  currents  (894)  are  analogous  to  diaphragm 
currents ;  there  are  currents  in  the  liquid  mass  in  the  interior  of  the  earth,  and 
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these  currents  coming  in  contact  with  the  solidified  masses  produce  electrical 
currents. 

The  converse  of  these  phenomena  is  observed  when  a  liquid  is  forced 
through  a  diaphragm  by  mechanical  means.  Such  currents,  which  were  dis- 
covered by  Quincke,  are  called  diaphragm  currents,  A  porous  diaphragm, 
/,  is  fixed  in  a  glass  tube  (fig.  808),  in  which  are  also  fused  two  platinum 
wires  terminating  in  platinum  electrodes,  a  and  b ;  on  forcing  a  liquid 
through  the  diaphragm  the  existence  of  a  current  is  evidenced  by  a  galvano- 
meter with  which  the  wires  are  connected,  the  direction  of  which  is  that  of 
the  flow  of  the  liquid.  The  difference  of  potential  due  to  this  fiow  is  pro- 
portional to  the  pressure. 

According  to  Zdllner,  all  circulatory  motions  in  liquids,  especially  when 
they  take  place  in  partial  contact  with  solids,  are  accompanied  by  electrical 
currents,  which  have  gener- 
ally the  same  direction  as  that 
in  which  the  current  flows. 

Wertheim  found  that  the  ~a    2"     ^ 

elasticity  of  metal  wires   is  Fig.  808. 

diminished  by  the  current, 

and  not  by  the  heat  alone,  but  by  the  electricity  ;  he  has  also  found  that  the 
cohesion  is  diminished  by  the  passage  of  a  current. 

To  the  mechanical  eflfects  of  the  current  may  be  assigned  the  sounds 
produced  in  soft  iron  when  submitted  to  the  magnetising  action  of  a  discon- 
tinuous current — a  phenomenon  which  will  be  subsequently  described. 

840.  BlectrocapUlarsr  phenomena. — If  a  drop  of  mercury  be  placed  in 
dilute  sulphuric  acid  containing  a  trace  of  chromic  acid,  and  the  end  of  a 
bright  iron  wire  be  so  fixed  that  it  dips  in  the  acid  and  just  touches  the  edge 
of  the  mercury,  the  latter  begins  a  series  of  regular  vibrations  which  may 
last  for  hours.  The  explanation  of  this  phenomenon,  which  was  first  ob- 
served by  Kiihne,  is  as  follows  : — When  the  iron  first  touches  the  mercury, 
an  iron-mercury  couple  is  formed,  in  consequence  of  which  the  surface  of  the 
mercury  is  polarised  by  the  deposition  of  an  invisible  layer  of  hydrogen ; 
this  polarisation  (806)  increases  the  surface-tension  of  the  mercury  (138),  it 
becomes  rounder,  and  contact  with  the  iron  is  broken ;  the  chromic  acid 
present  depolarises  the  mercury,  its  original  shape  is  restored,  the  couple  is 
again  formed,  and  the  process  repeats  itself  continuously. 

Lippmann  was  led  by  the  observation  of  this  phenomenon  to  a  series 
of  interesting  experimental  results,  which  have  demonstrated  a  relation 
between  capillary  and  electrical  phenomena.  Of  these  results  the  most 
important  is  the  construction  of  a  capillary  electrometer. 

A  glass  tube,  A  (fig.  809),  is  drawn  out  to  a  fine  point,  and  is  filled  with 
mercury  :  its  lower  end  dips  in  a  glass  vessel,  B,  containing  mercury  at  the 
bottom  and  dilute  sulphuric  acid  at  the  top.  Platinum  wires  are  fused  in 'the 
tubes  A  and  B,  and  terminate  in  the  binding  screws  a  and  b  respectively. 

Now  at  the  beginning  of  the  experiment,  the  position  of  the  mercury  in  the 
drawn-out  tube  is  such  that  the  capillary  action  due  to  the  surface-tension 
at  the  plane  of  separation  of  the  mercury  in  the  tube  and  the  liquid  is  suffi- 
cient to  counterbalance  the  pressure  of  the  column  A.  This  position  is 
observed  by  means  of  a  microscope,  the  focus  of  which  is  at  the  fiducial 
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mark   on   the   glass   at  which  the  mercury  stops.     If  now  a  difference  of 
potential  be  established,  by  connecting  the   poles  of  a  cell  with  tbe  wires  a 
and  b,  the  surface-tension  is  increased,  the  mercury  ascends  in  tbe  capillary 
tube,  and  in  order  to  bring  the  meniscus  back  to  its  former  position  ibc 
pressure  on  A  must  be  increased.     This  is  most  simply  effected  by  means 
of  a  thick  caoutchouc  lube,  T,  connected    with  the  top  of  A,  and  »iih  a 
oiaDOmeter,  H  ;  and  which  can  be  more  or  less  compressed  by  means  of  a 
screw,  E.    The  difference  in  level  of  the  two  legs  of  the  manometer  is  this 
a  measure  of  the  increase 
of    the     surface-tension, 
and    therewith    of    the 
difference    of     potential 
Lippmann       found      by 
sfiecial  experiments,  that 
this    increase    is   almost 
directly    proportional    10 
the    electromotive   force, 
up    to    about    0-9   of  a 
Daniell's  element.     Eacb 
electrometer    requires   a 
special  table  of  gradua- 
tion, but   when  once  this 
is  constructed  it  can  be 
directly  used    for  deter- 
mining        electromotiv* 
forces.     It  should  not  be 
used   for  greater  electro- 
motive forces  than  0-6  of 
a  Daniell ;  but  it  can  esti- 
mate the  one-thuusandlh 
i  part  of  this  quantity,  and, 
Fi(^  tt^,  as   its   electrical  capacity 

is  very  small,  it  sho« 
rapid  changes  of  potential,  which  ordinary  electrometers  cannot  do.  For 
very  small  electromotive  forces,  the  pressure  is  kept  constant,  and  the  dis- 
placement of  the  meniscus  is  measured  by  the  microscope.  Its  use  ii 
especially  convenient  with  zero  methods, 

841.  Oliemlosl  «IFeou.— The  first  decomposition  effected  by  electricity 
was  that  of  water,  in  1800,  by  Carlisle  and  Nicholson,  by  means  of  a  voli^c 
pile.  Water  is  rapidly  decomposed  by  4  or  5  Bunsen's  cells  ;  the  apparatus 
(fig.  810)  is  convenient  (or  the  purpose.  It  consists  of  a  glass  vessel  fixed  00 
a  wooden  base.  In  the  bottom  of  the  vessel  two  platinum  electrodes,/  and 
«,  are  fitted,  communicating  by  means  of  copper  wires  with  the  binding 
screws.  The  activity  of  these  electrodes  is  increased  by  covering  them  with 
a  deposit  of  pulverulent  platinum  by  electrolysis.  The  vessel  is  filled  with 
water  to  which  some  sulphuric  acid  has  been  added  to  increase  its  conduc- 
tivity, for  pure  water  is  a  very  imperfect  conductor  j  two  glass  tubes  filled 
with  waterare  inverted  over  the  electrodes,  and  on  interposing  the  apparatus 
in  the  circuit  of  a  battery,  decomposition  is  rapidly  set  up,  and  gas  bubbles 
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rise  from  the  surface  of  each  pole.  The  volume  of  gas  liberaled  at  the 
negative  pole  is  about  double  that  at  the  positive,  and  on  examination 
the  former  gas  is  found  to  be  hy- 
drogen ajid  the  latter  gas  oxygen. 
This  experiment  accordingly  gives 
at  once  the  qualitative  and  quanti' 
tative  analysis  of  water.  The  oxy- 
gen thus  obtained  has  the  peculiar 
and  penetrating  odour  observed 
when  an  electrical  machine  is 
worked  (793),  and  which  is  due  to 
oione.  The  water  contains  at  the 
same  time  peroxide  of  hydrogen, 
in  producing  which  some  oxygen 

is   consumed.     Moreover,   oxygen  Fig.  Bio. 

is  somewhat  more  soluble  in  water 

than  hydrogen.  Owing  to  these  causes  the  volume  of  oxygen  is  less  than 
that  required  by  the  composition  of  water,  which  is  two  volumes  of  hydrogen 
to  one  of  oxygen.  Hence  voltametric  measurements  are  most  exact  when 
the  hydrogen  alone  is  determined,  and  when  this  is  liberated  at  the  surface 
of  a  small  electrode. 

842.  Sle«triilyBl«. — The  term  electrolyte  was  applied  to  those  substances 
which,  like  water,  are  resolved  into  their  elements  by  the  voltaic  current  by 
Faraday,  to  whom  the  principal  discoveries  in  this  subject  and  the  nomen 
elature  are  due.    Electrolysis  is  the  deco;iiposition  by  the  volltit  battery  , 


Fig,  fl„. 

the  positive  electrode,  or  that  by  which  positive  electricity  enters,  Faraday 
called  the  anode,  and  the  negative  electrode  the  kathode.  The  products 
of  decomposition  are  inns ;  kation,  that  which  appears  at  the  kathode ; 
and  anion,  that  which  appears  at  the  anode. 

By  means  of  the  battery,  the  compoimd  nature  oi  several  substances 
which  had  previously  been  considered  as  elements  has  been  determined.  By 
means  of  a  battery  of  250  couples,  Davy,  shortly  after  the  discovery  of  the 
decomposition  of  water,  succeeded  in  decomposing  the  alkalies  potass  and 
soda,  and  proved  that  they  were  the  oxides  of  the  hitherto  unknown  metals 
potassium  and  sodium.  The  decomposition  of  potass  may  be  demonstrated, 
with  the  aid  of  a  battery  of  4  to  6  elements,  in  the  following  manner :  a 
small  cavity  is  made  in  a  piece  of  solid  caustic  potass,  which  is  moistened, 
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and  a  drop  of  mercury  placed  in  it  (fig.  8ii).  The  potass  is  placed  on  a 
piece  of  platinum  connected  with  the  positive  pole  of  the  battery.  The 
mercury  is  then  touched  with  the  negative  pole.  When  the  current  passes, 
the  potass  is  decomposed^  oxygen  is  liberated  at  the  positive  pole,  while  the 
potassium  liberated  at  the  negative  pole  amalgamates  with  the  mercury.  On 
distilling  this  amalgam  out  of  contact  with  air,  the  mercury  passes  off, 
leaving  the  potassium. 

A  very  convenient  arrangement  for  the  preparation  of  metallic  magnesium 
and  some  of  the  rarer  metals  consists  of  an  ordinar>' clay  tobacco  pipe  (fig.  812), 
in  the  stem  of  which  an  iron  wire  is  inserted  just  extending  to  the  bowl,  which 
is  nearly  filled  with  a  mixture  of  the  chlorides  of  potassium  and  magnesium. 
This  is  melted  by  a  Bunsen's  burner,  and  a  piece  of  graphite  connected  by  a 
wire  with  the  positive  pole  of  a  battery  is  dipped  in  it,  the  wire  in  the  stem 
forming  the  negative  pole.  When  the  current  passes,  chlorine  gas  is  libe- 
rated at  the  positive  pole,  while  metallic  magnesium  collects  about  the  end 
of  the  iron  wire  in  the  bowl. 

The  decomposition  of  binary  compounds — that  is,  bodies  containing  two 
elements— is  quite  analogous  to  that  of  water  and  of  potass ;  one  of  the 

elements  goes  to  the  positive  and  the  other  to  the 
negative  pole.  The  bodies  separated  at  the  positive 
pole  are  called  electronegative  elements,  because  lat 
the  moment  of  separation  they  are  considered  to  be 
charged  with  negative  electricity,  while  those  sepa- 
rated at  the  negative  pole  are  called  electropositive 
elements.  One  and  the  same  body  may  be  electro- 
negative or  electropositive,  according  to  the  body 
with  which  it  is  associated  For  instance,  sulphur  is 
electronegative  towards  hydrogen,  but  is  electro- 
positive towards  oxygen.  The  various  elements  may 
be  arranged  in  such  a  series  that  any  one  in  com- 
bination is  electronegative  to  any  following,  but 
electropositive  towards  all  preceding  ones.  This  is 
Fig.  813.  called  the  electrochemical  series^  and    begins  with 

oxygen  as  the  most  electronegative  element,  terminating  with  potassium  as 
the  most  electropositive. 

The  decomposition  of  hydrochloric  acid  into  its  constituents,  chlorine 
and  hydrogen,  may  be  shown  by  means  of  the  apparatus  represented  in  fig. 
813.  Carbon  electrodes  must,  however,  be  substituted  for  those  of  platinum, 
which  is  attacked  by  the  liberated  chlorine  :  a  quantity  of  common  salt  also 
must  be  added  to  the  hydrochloric  acid,  in  order  to  diminish  the  solubility 
of  the  liberated  chlorine.  The  decomposition  of  potassium  iodide  may  be 
demonstrated  by  means  of  a  single  element.  For  this  purpose  a  piece  of 
bibulous  paper  is  soaked  with  a  solution  of  starch,  to  which  potassium 
iodide  has  been  added.  On  touching  this  paper  with  the  electrodes,  a  blue 
spot  is  produced  at  the  positive  pole,  due  \o  the  action  of  the  liberated  iodine 
on  the  starch. 

One  of  the  best  methods  of  determining  whether  a  body  is,  or  is  not,  an 
electrolyte,  is  to  place  it  between  the  two  platinum  electrodes  of  a  battery, 
and  then,  disengaging  the  electrodes  from  the  battery,  connect  it  with  a 
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galvanometer,  and  observe  whether  a  reverse  current,  due  to  polarisation  of 
the  electrodes  (806),  passes  through  the  galvanometer.  Such  a  current,  being 
due  to  the  accumulation  of  different  substances  on  the  two  electrodes,  is  a 
proof  that  the  substance  has  been  electrolytically  decomposed  by  the  original 
current  from  the  battery.  This  method  can  often  be  applied  when  it  is  dif- 
ficult, by  direct  chemical  methods,  to  detect  the  presence  of  products  of 
decomposition  at  the  electrodes. 

843.  SeoompoAltlon  of  salts. — Ternary  salts  in  solution  arc  decomposed 
by  the  battery,  and  then  present  effects  varying  with  the  chemical  affinities 
and  the  intensity  of  the  current.  In  all  cases  the  acid,  or  the  body  which  is 
chemically  equivalent  to  it,  is  electronegative  in  its  action  towards  the  other 
constituent  The  decomposition  of  salts  may  be  readily  shown  by  means  of 
the  bent  tube  represented  in  fig.  813.  This  is  nearly  filled  with  a  saturated 
solution  of  a  salt,  say  sodium  sulphate,  coloured  with  syrup  of  violets. 
The  platinum  electrodes  of  a  battery  of  four  Bunsen's  elements  are  then 
placed  in  the  two  legs  of  the  tube.  After  a  few  minutes  the  liquid  in  the 
positive  leg,  A,  becomes  of  a  red,  and  that  in  the  negative  leg,  B,  of  a  green 
colour,  showing  that  the  salt  has  been  resolved  into  acid  which  has  passed 
to  the  positive,  and  into  a  base  which  has  gone  to  the  negative  pole,  for  these 
are  the  effects  which  a  free  acid  and  a  free  base  respectively  produce  on 
syrup  of  violets. 

In  a  solution  of  copper  sulphate  free  acid  and  oxygen  gas  appear  at  the 
positive  electrode,  and  metallic  copper  is  deposited  at  the  negative  electrode. 
In  like  manner,  with  silver  nitrate,  metallic  silver  is  deposited  on  the  nega- 
tive, while  free  acid  and  oxygen  appear  at  the  positive  electrode. 

This  decomposition  of  salts  was  formerly  explained  by  saying  that  the 
acid  was  liberated  at  the  positive  electrode  and  the  base  at  the  negative.  Thus 
potassium  sulphate,  K^OSO,,  was  considered  to  be  resolved  into  sulphuric 
acid,  SOj,  and  potash,  K^O.  This  view  regarded  salts  composed  of  three 
elements  as  different  in  their  constitution  from  binary  or  haloid  salts.  Their 
electrolytic  deportment  has  led  to  a  mode  of  regarding  the  constitution  of 
salts  which  brings  all  classes  of  them  under  one  category.  In  potassium 
sulphate,  for  instance,  the  electropositive  element  is  potassium,  while  the 
electronegative  element  is  a  complex  of  sulphur  and  oxygen,  which  is  regarded 
as  a  single  group,  SO4,  and  to  which  the  name  oxy-sulphion  may  be  assigned. 
The  formula  of  potassium  sulphate  would  thus  be  K^SO^,  and  its  decom- 
position would  be  quite  analogous  to  that  of  potassium  chloride,  KCl, 
lead  chloride,  PbClj,  potassium  iodide,  KI.  The  electronegative  group 
SO4  corresponds  to  a  molecule  or  two  atoms  of  chlorine  or  iodine.  In  the 
decomposition  of  potassium  sulphate,  the  potassium  liberated  at  the  negative 
pole  decomposes  water,  forming  potash  and  liberating  hydrogen.  In  like 
manner  the  electronegative  constituent  SO^,  which  cannot  exist  in  the  free 
state,  decomposes  into  oxygen  gas,  which  is  liberated,  and  into  anhydrous 
sulphuric  acid,  SO,,  which  immediately  combines  with  water  to  form  ordi- 
nary sulphuric  acid,  H^SO^.  In  fact,  where  the  action  of  the  battery  is 
strong,  these  gases  are  liberated  at  the  corresponding  poles  ;  in  other  cases 
they  combine  in  the  liquid  itself,  reproducing  water.  The  constitution  of 
copper  sulphate,  CUSO4,  and  of  silver  nitrate,  AgNO,,  and  their  decom- 
position, will  be  readily  understood  from  these  examples. 
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844.  Transmissions  effeoted  by  the  enrrent. — In  chemical  decompo- 
sitions effected  by  the  battery  there  is  not  merely  a  separation  of  the  elements, 
but  a  passage  of  the  one  to  the  positive  and  of  the  other  to  the  negative 
electrode.  This  phenomenon  was  demonstrated  by  Davy  by  means  of 
several  experiments,  of  which  the  two  following  are  examples  : — 

i.  He  placed  solution  of  sodium  sulphate  in  two  capsules  connected  by  a 
thread  of  asbestos  moistened  with  the  same  solution,  and  immersed  the 
positive  electrode  in  one  of  the  capsules,  and  the  negative  electrode  in  the 
other.    The  salt  was  decomposed,  and  at  the  expiration  of  some  time  all 

the  sulphuric  acid  was  found  in 
the  first  capsule,  and  the  soda  in 
the  second. 

i  i.  H  aving  taken  three  glasses, 
\    A,  B,  and  C  (fig.  814),  he  poured 
xL  into  the  first  solution  of  sodium 
^  sulphate,  into  the  second  dilute 
syrup  of  violets,  and  into  the 
Fjg  814.  third  pure  water,  and  connected 

them  by  moistened  threads  of 
asbestos.  The  current  was  then  passed  in  the  direction  from  C  to  A.  The 
sulphate  in  the  vessel  A  was  decomposed,  and  in  the  course  of  time  there 
was  nothing  but  soda  in  this  glass,  which  formed  the  negative  end,  while 
all  the  acid  had  been  transported  to  the  glass  C,  which  was  positive,  B  con- 
taining only  pure  water.  If,  on  the  contrary,  the  current  passed  from  A  to 
C,  the  soda  was  found  in  C,  while  all  the  acid  remained  in  A  ;  but  in  both 
cases  the  remarkable  phenomenon  was  seen  that  the  syrup  of  violets  in  B 
neither  became  red  nor  green  by  the  passage  of  the  acid  or  base  through 
its  mass,  a  phenomenon  the  explanation  of  which  is  based  on  the  hypothesis 
enunciated  in  the  following  paragraph. 

845.  Orotli&ss's  liypotliesls. — Grothiiss  has  given  the  following  e.xpla- 
nation  of  the  chemical  decompositions  effected  by  the  battery.  Adopting  the 
hypothesis  that  in  every  binary  compound,  or  body  which  acts  as  such,  one 
of  the  elements  is  electropositive,  and  the  other  electronegative,  he  assumes 
that,  under  the  influence  of  the  contrary  electricities  of  the  electrodes,  there 
is  effected,  in  the  liquid  in  which  they  are  immersed,  a  series  of  successive 
decompositions  and  recompositions  from  one  pole  to  the  other.  Hence  it  is 
only  the  elements  of  the  terminal  molecules  which  do  not  recombine,  but, 
remaining  free,  appear  at  the  electrodes.  Water,  for  instance,  is  formed  of 
one  atom  of  oxygen  and  two  atoms  of  hydrogen  ;  the  first  gas  being  electro- 
negative, the  second  electropositive.  Hence  when  the  liquid  is  traversed  by 
a  sufficiently  powerful  current,  the  molecule  a  in  contact  with  the  positive 
pole  arranges  itself  as  shown  in  fig.  815— that  is,  the  oxygen  is  attracted  and 
the  hydrogen  repelled.  The  oxygen  of  this  molecule  is  then  given  off  at  the 
positive  electrode,  the  liberated  hydrogen  immediately  unites  with  the  oxygen 
of  the  molecule  b^  the  hydrogen  of  this  with  the  oxygen  of  the  molecule  ^, 
and  so  on,  to  the  negative  electrode,  where  the  last  atoms  of  hydrogen 
become  free  and  appear  on  the  poles.  The  same  theory  applies  to  the 
metallic  oxides,  to  the  acids  and  salts,  and  explains  why  in  the  experiment 
mentioned  in  the  preceding  paragraph  the  syrup  of  violets  in  the  vessel  B 
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becomes  neither  red  nor  green.  The  reason  why,  in  the  fundamental  ex- 
periment, the  hydrogen  is  given  off  at  the  negative  pole  when  the  circuit  is 
dosed  will  be  readily  understood  from  a  consideration  of  this  hypothesis. 

Clausius  objected  that,  according  to  this  theory,  a  very  great  force  must 
be  required  for  overcoming  the  affinity  for  each  other  of  the  oppositely 
electrolysed  particles  of  the  com- 
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pound ;  and  that  below  a  certain 
minimum  strength  of  current  no 
decomposition  could  occur.  Now 
Buff  showed  that  the  action  of 

even  the  feeblest  currents,  ^lyj^j^  pig.  815 

of  an  ampere,  for  instance,  con- 
tinued for  a  long  time  can  produce  decomposition.  Again,  when  the  necessary 
potential  is  obtained,  it  should  be  sudden  and  complete  ;  whereas  we  know 
that  it  is  proportional  to  the  strength  of  the  current. 

To  overcome  this  difficulty  Clausius  applied  the  theory  now  generally 
admitted  of  the  constitution  of  liquids  (292),  and  which  was  originally  pro- 
pounded by  Williamson  on  the  basis  of  purely  chemical  considerations. 
On  this  theory  the  particles  of  a  compound  liquid  have  not  the  rigid  un- 
alterable condition  of  a  solid  body  ;  they  are  in  a  perpetual  state  of  separa- 
tion and  reunion,  so  that  we  must  suppose  compound  bodies  and  their 
elementary  constituents  to  coexist  with  each  other  in  a  liquid.  Water,  for 
instance,  contains  particles  of  water,  together  with  particles  of  oxygen  and 
of  hydrogen  ;  the  former  are  being  continually  decomposed  and  the  latter 
continually  reunited. 

The  theory  of  Van  *t  Hoff  on  the  nature  of  solutions  (139),  and  the 
experimental  researches  to  which  it  has  led,  support  the  present  explanation 
of  electrolytic  phenomena.  In  the  case  of  a  solution  of  potassium  chloride 
in  water,  a  certain  proportion,  probably  considerable,  of  the  molecules 
of  the  salt  is  in  a  state  of  dissociation,  which  proportion  increases 
with  the  dilution  of  the  solution  ;  so  that  along  with  molecules  of  the  un- 
decomposed  salt  there  are  present  the  free  ions  potassium  and  chlorine. 
These  latter  are  exclusively  the  carriers  of  the  positive  and  negative  elec- 
tricity respectively.  They  may  in  this  respect  be  regarded  as  performing  a 
function  analogous  to  that  of  the  pith  ball  in  the  convective  discharge 
(770).  When  the  voltaic  current  passes  it  acts  on  the  motion  of  the  mole- 
cules in  such  a  manner  that  the  negatively  electrical  particles  of  chlorine  pass 
to  the  positive  electrode,  and  the  positively  electrical  particles  of  potassium 
to  the  negative  electrode,  and  there  give  up  their  charges  and  are  liberated 
in  the  free  state.  Hence  the  current  does  not  bring  about  the  decomposition, 
but  utilises  it,  to  give  definite  direction  to  the  particles  which  are  already 
separated. 

These  considerations  explain  why  the  conductivity  of  a  liquid  increases 
with  the  temperature  (958) ;  for  this  increases  the  velocity  of  the  molecules 
(294)  and  also  the  dissociation,  that  is,  the  number  of  partial  molecules. 

It  also  shows  that  the  conductivity  should  increase  with  the  concentra- 
tion of  the  liquid,  seeing  that  a  great  number  of  decomposable  molecules 
must  be  favourable  to  the  movement  of  electricity.  On  the  other  hand,  an 
increase  in  the  number  must  give  rise  to  an  increased  number  of  collisions  ; 
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hence  it  is  that,  though  for  very  dilute  solutions  the  conductivity  increases 
with  the  concentration,  it  does  so  more  slowly  than  in  direct  ratio,  and  it  is 
not  difficult  to  understand  th^tt  for  some  liquids  there  is  a  concentration 
which  corresponds  to  a  maximum  conductivity,  and  this  in  a  great  many 
cases  is  below  the  point  of  saturation  of  the  solution. 

This  also  explains  why  stable  chemical  compounds,  such  as  water  and 
pure  acids,  which  within  the  ordinary  range  of  temperatures  are  not  subject 
to  dissociation  (389),  are  not  electrolysed  and  therefore  not  decomposed, 
while  mixtures  of  acids  and  water,  and  solutions  of  salts,  which  may  be  re- 
garded as  chemical  compounds  in  a  state  of  dissociation,  are  easily  electro- 
lysed and  conduct  well. 

In  dealing  with  molecular  magnitudes,  theoretical  investigations  make  it 
probable  that  the  electrolytic  resistance,  which  the  molecules  experience  in 
being  moved  by  the  current,  is  of  the  same  order  of  magnitude  as  the 
capillary  resistance  which  results  from  their  friction  in  the  liquid  (147!- 
Nothing  is  opposed  to  the  idea  that  electrolysis  is  a  purely  mechanical 
process.  Decomposition  occurs  in  the  first  place  by  dissociation ;  the 
difference  of  potential  is  the  force  in  virtue  of  which  the  previously  united 
molecules  are  urged  in  contrary  directions.  The  moving  molecules,  the  ions, 
are  the  carriers  of  the  motion  of  electricity  and  produce  the  current ;  the  re- 
sistance which  they  thereby  experience  is  the  electrical  resistance  of  the  liquid. 
This,  therefore,  is  the  cause  of  the  development  of  heat  in  the  circuit. 

846.  &aws  of  oleotrolysto. — The  laws  of  electrolysis  were  discovered 
by  Faraday  ;  the  most  important  of  them  are  as  follows  : — 

I.  Electrolysis  cannot  take  place  unless  the  electrolyte  is  a  conductor. 
Hence  ice  is  not  decomposed  by  the  battery,  because  it  is  a  bad  conductor. 

Other  bodies,  such  as  lead 
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oxide,  silver  chloride,  &c, 
are  only  electrolysed  in  a 
fused  state— that  is,  when 
they  can  conduct  the  cur- 
rent The  converse  of 
this  is  true ;  if  a  liquid 
transmits  a  current  it  must 
be  an  electrolyte.  From 
the  fact  that  he  was  able 
to  obtain  a  current  in 
liquids  which  deflected  a 
galvanometer  without  pro- 
ducing any  visible  decom- 
position, Faraday  inferred 
that  liquids  had  a  slight  conductivity  like  that  of  metals  independendy  of 
their  electrolytic  conductivity.  This  apparent  conductivity  is,  however,  to 
be  assigned  to  electrical  convection  (832). 

II.  The  energy  of  the  electrolytic  action  of  the  current  is  the  same  in  all 
its  parts. 

For  if  a  number  of  voltameters  V,  V'',  V  {vide  sup,),  are  arranged  in 
series  so  that  they  are  all  traversed  by  the  same  current  ((ig.  816),  it  is  found 
that  the  weight  of  hydrogen  in  each  of  them  in  the  same  time  is  the  same, 
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whatever  may  be  the  nature  and  distance  of  the  electrodes,  the  proportion 
and  nature  of  the  acid. 

If  the  current  from  the  battery  divides  at  A  into  two  branches  (fig.  817), 
in  which  are  two  equal  voltameters  Vj  and  Vj,  then  the  quantities  of  gas 
liberated  in  V  and  V"  will  still  be  equal  to  each  other  ;  and  the  quantities 
in  Vj  and  V,  will  be  equal  to  each  other,  but  each  will  only  have  half  the 
quantity  which  passes  in  either  of  the  voltameters  V  and  V. 

III.  The  same  quantity  of  electricity — that  isy  the  same  electric  current — 
aecomposes  chemically  equivalent  quantities  of  all  the  bodies  which  it  tra- 
verses ;  from  which  it  follows,  that  the  weights  of  elements  separated  in  these 
electrolytes  are  to  each  other  as  their  chemical  equivalents. 

In  a  circuit  containing  a  voltameter,  V,  Faraday  introduced  a  tube,  AB, 
containing  tin  chloride  kept  in  a  state  of  fusion  by  the  heat  of  a  spirit 
lamp  (fig.  818).  In  the  bottom  of  this  the  negative  pole  was  fused,  while  the 
positive  electrode  consisted  of  a  rod  of  a  graphite  ;  when  the  current  passed 
chlorine  was  liberated  at  the  positive,  while  tin  collected  at  the  negative 
pole  ;  in  like  manner  lead  oxide  was  electrolysed  and  yielded  lead  at  the 


Fig.  818. 

negative  and  oxygen  at  the  positive  pole.  Comparing  the  quantities  of 
substances  liberated,  they  are  found  to  be  in  a  certain  definite  relation.  Thus 
for  every  18  parts  of  water  decomposed  in  the  voltameter  there  will  be 
liberated  2  parts  of  hydrogen,  207  parts  of  lead,  and  117  of  tin  at  the  respec- 
tive negative  electrodes,  and  16  parts  of  oxygen  and  71  (or  2  x  35*5)  parts 
of  chlorine  at  the  corresponding  positive  electrodes.  Now  these  numbers 
are  exactly  as  the  equivalents  (not  as  the  atomic  weights)  of  the  bodies. 

It  will  further  be  found  that  in  each  of  the  cells  of  the  battery  65  parts 
by  weight  of  zinc  have  been  dissolved  for  every  two  parts  by  weight  of 
hydrogen  liberated  ;  that  is,  that  for  every  equivalent  of  a  substance  decom- 
posed in  the  circuit  one  equivalent  of  zinc  is  dissolved.  This  is  the  case 
whatever  be  the  number  of  cells.  An  increase  in  the  number  only  has  the 
effect  of  overcoming  the  great  resistance  which  many  electrolytes  offer,  and 
of  accelerating  the  decomposition.  It  does  not  increase  the  quantity  of 
electrolyte  decomposed.  If  in  any  of  the  cells  more  than  65  parts  of  zinc 
arc  dissolved  for  every  two  parts  of  hydrogen  liberated,  this  arises  from  a 
disadvantageous  local  action  ;  and  the  more  perfect  the  battery,  the  more 
nearly  does  it  approach  this  ratio. 

31 
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Chemisiry  takes  account  of  the  vahttcy  of  an  element,  and  divides  them 
into  monadt,  dyads,  triads  and  Utrads — a  classification  based  on  their  equiva- 
lence to  and  their  power  of  replacing  other  elements  ;  thus  one  atom  of  the 
monad  hydrogen  (H  =  i],  the  basis  of  this  classification,  or  one  atom  of  monad 
silver  (Ag  =  108),  would  combine  with  one  atom  of  chlorine  (CI  -35"5)or  one 
atom  of  iodine  (1  =  127).  One  atom  of  oxygen  (0  =  16)  unites  with  two  atoms 
of  hydrogen  to  form  water,  or  with  two  atoms  of  silver  to  form  silver  oxide, 
AgjO ;  one  atom  of  the  dyad  zinc  (Zn  -  65)  unites  with  one  atom  of  ibe 
dyad  oxygen  to  form  ZnO,  or  with  the  dyad  sulphur  (S  =  32)  to  form  ZnS 
Again,  gold  is  a  triad,  and  one  atom  (Au-196)  can  combine  wiih  three 
atoms  of  chlorine  to  form  AuCl,,  and,  accordingly,  one  monad  is  equivalcDl 
to  one-third  of  the  atom  of  the  triad.  Now  electrolysis  proceeds  according 
to  the  equivalence  ;  that  is,  the  same  quality  of  electricity  which  liberaies 
one  atom  of  a  monad  liberates  half  a  one  of  a  dyad,  and  a  third  of  a  triad. 
This  remark  applies  10  the  compound  groups,  such  as  NOj,  which  acts  as  a 
monad,  and  SO,,  which  acts  as  a  dyad. 

IV.  It  follows  from  the  above  law,  that  the  quantity  of  a  body  dtcompoui 

in  a  given  lime  is  proportional  to  the  strength  of  the  current.     On  this  is 

founded  the  use  of  Faraday's  voltameter, 

■       in   which   the   intensity  of  a   current  is 

ascertained  from  the  quantity  of  water 

which  it  decomposes  in  a  given  time. 

A  convenient  form  of  this  instrument 
is  that  represented  in  fig.  819.  Thevcssel 
a  is  thai  in  which  the  water  is  decomposed, 
s  two  platinum  plates,  and  is 
with  the  flask  b,  which  coo- 
tains  water.  In  this  is  a  lateral  delivery 
tube,  c,  which  is  inclined  until  the  level  of 
the  liquid  in  it  is  the  same  as  in  the  funnel 
tube  n.  The  air  is  then  under  the  same 
pressure  as  the  atmosphere.  When  the 
battery  is  connected  with  the  decomposing 
cell  a,  the  gases  disengaged  expel  a  cw- 
responding  voliune  of  water  through  the 
delivery  tube  c  ;  at  the  conclusion  of  'be 
experiment,  this  tube  is  inclined  until  the 
Fjg  g  liquid  is  at  the  same  level  as  in  the  tube 

n  and  in  the  flask.    The  weight  of  the 
liquid  expelled  is  then  a  direct  measure  of  the  volume  of  the  disengaged 

The  use  of  this  voltameter  appears  simple  and  convenient ;  Jacobi  pro- 
posed as  unit  of  the  strength  of  current,  thai  current  ■which  in  one  minuti 
yields  a  cubic  centimetre  of  mixed  gas  reduced  to  the  temperature  d'  and  the 
pressure  760  mm.  This  is  equal  to  o'09567  ampere,  that  is,  an  ampere 
liberates  1044  ccm.  mixed  yas  in  a  minute.  Yet,  for  reasons  mentioned  before 
(841),  the  measurements  should  be  based  on  the  volume  of  hj-drogen 
liberated. 

I'oggendorft's  sihvr  voltameter  (fig.  820)  is  an  instrument  for  measuring 
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the  strength  of  the  current.  A  solution  of  silver  nitrate  of  known  strength 
is  placed  in  a  platinum  dish  which  rests  on  a  brass  plate  that  can  be  con- 
nected with  the  negative  pole  of  the  battery  by  means  of  the  binding  screw 
b.  In  this  solution  dips  the  positive  pole,  which  consists  of  a  rod  of  silver 
wrapped  round  with  muslin,  and  suspended  tn  an  adjustable  support.  When 
the  current  passes,  silver  separates  at  the  negative  pole,  and  is  washed,  dried, 
and  weighed  j  and  the  weight  thus  produced  in  a  given  time  is  a  very 
accurate  measure  of  the  strength  of  the  current.  Some  silver  particles 
which  are  apt  to  become  detached  from  the  jjositive  pole  are  retained  in  the 
muslin.  Edison  has  used  a  linc  voltameter  for  measuring  the  powerful 
currents  employed  for  technical  purposes. 

It  has  been  found  by  experiment  that,  when  water  is  decomposed,  a 
current  of  i  ampere  liberates  0000010386  gramme  or  o'ii68  cc.  of  hydrogen 
^n  a  second  ;  this,  then,  is  the  electrochtmicai  equivalent  of  hydrogen,  and 
from  this  we  can  deduce  the  weight  of  any  element  hberated  in  the  same 
time  by  unit  current,  if  we  multiply  it  by  the  equivalent  weight  of  the  element 
referred  to  hydrogen.  The  equivalent  of  silver  is  usually  taken  at  loS  ; 
hence,  if  any  of  its  salts  are  decomposed,  the  weight  of  silver  liberated  by  an 
ampere  in  a  second  is  0-0011217  gramme  ;  this  is  the  electrochemical  equiva- 
lent of  silver,  and  similarly  that  of  copper 
is  013003271  and  that  of  zinc  0*0003375. 

The  quantity  of  electricity  which  passes 
through  a  conductor  with  a  current  of  one 
ampiere  is  called  a  coulomb  (733),  and  thus 
we  may  say  that  a  coulomb  of  electricity, 
in  traversing  an  electrolyte,  carries  with 
it  a  weight  of  a  metal  which  is  repre- 
sented by  its  electrochemical  equivalent. 

The  current  from  the  electrical 
machine,  which  is  of  very  high  potential, 
is  capable  of  traversing  any  electrolyte, 
but  the  quantity  which  it  can  decompose 
is  extremely  small  as  compiared  with  even 
the  smallest  voltaic  apparatus,  and  the 
quantity  of  electricity  developed  by  the 
frictional  machine  is  very  small  as  com- 
pared with  that  developed  by  chemical 
action.  It  has  been  calculated  by  Weber  - 
that  if  the  quantity  of  positive  electricity 
required  to  decompose  a  grain  of  water 
were  accumulated  on  a  cloud  at  a  distance  '*'  ^^ 

of  3,000  feet  from  the  earth's  surface,  it  would  exert  an  attractive  force  upon 
the  earth  of  upwards  of  1,500  tons. 

8461?.  Ml(r«tl0n  of  tlie  Ions. — From  what  has  been  said,  it  would  seem 
that  when  a  solution  of  copper  sulphate  is  electrolysed  between  copper  elec- 
trodes, for  every  equivalent  of  copper  deposited  at  the  negative  electrode 
an  equivalent  weight  should  be  dissolved  at  the  positive,  and,  the  transfer 
taking  place  as  described,  the  concentration  of  the  solution  should  remain 
unchanged.     This,  however,  is  not  the  case  ;  %hen  the  operation  takes 
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place  without  any  agitation  of  the  solution,  the  liquid  about  the  negative 
pole  becomes  lighter  in  colour,  indicating  that  the  solution  there  is  weaker. 

This  phenomenon,  which  was  investigated  by  Hittorf,  is  ascribed  by  him 
to  the  fact  that  in  electrolysis  both  electricities,  together  with  their  ions  or 
products  of  electrolytical  decomposition,  travel  in  the  liquid  towards  their 
respective  electrodes,  but  with  unequal  velocities,  and  this  transference  is 
called  the  migration  of  tke  ions.  Each  ion  has  a  special  velocity  in  the  liquid 
independently  of  the  compound  of  which  it  forms  part ;  thus  in  the  same 
time  SO4  travels  twice  as  fast  as  Cu. 

The  number  which  expresses  this  rate  of  travel  is  called  n,  and  has  this 
meaning  :  let  us  conceive  a  vertical  layer  in  the  liquid  the  concentration  of 
which  remains  unchanged  by  what  takes  place  on  each  side  ;  then,  if  after 
electrolysis  we  determine  the  quantity  of  the  constituents  oil  each  side,  there 
is  an  increase  of  the  positive  on  one  side  and  of  the  negative  on  the  other. 
These  increases  correspond  to  the  quantities  of  the  two  constituents  which 
have  been  driven  through. 

The  number  n  expresses  the  ratio  of  the  number  of  molecules  of  the 
anion  which  passes  through  the  imaginary  layer  in  a  given  time  to  that  of 
the  electrolyte  decomposed. 

If  >&  is  the  velocity  of  the  kation,  and  a  that  of   the  anion,  then 

a  .     ^       k  i-«      k 

n^-- ;        i-«=. ;  ■• 

k-^a  A:  +  a  n        a 

Hittorf  has  shown  that  »  is  a  constant  independent  of  the  strength  of  the 
current,  but  which  varies  with  the  concentration  of  the  liquid. 

847.  Oompaiison  between  tlie  taaireiit  iralTaiiometer  and  the  Tolta- 
meter. — There  are  several  objections  to  the  use  of  the  voltameter.  In  the 
first  place,  it  does  not  indicate  the  strength  at  any  given  moment,  for  in  order 
to  obtain  measurable  quantities  of  gas  the  current  must  be  continued  for  some 
time.  Again,  the  voltameter  gives  no  indications  of  the  changes  which  take 
place  in  this  time,  but  only  the  mean  intensity.  It  offers  also  great  resistance, 
and  can  thus  only  be  used  in  the  case  of  strong  currents  ;  for  weak  currents 
either  do  not  decompose  water,  or  only  yield  quantities  too  small  for  accurate 
measurement.  In  addition  to  this,  the  indications  of  the  voltameter  depend 
not  only  on  the  strength  of  the  current,  but  on  the  acidity  of  the  water,  and 
on  the  distance  and  size  of  the  electrodes.  But  although  it  does  not  measure 
the  strength  of  the  current  at  any  one  time,  it  does,  apart  from  accidental 
influences,  give  a  measure  of  the  total  quantity  of  electricity  that  has  passed 
within  the  period  of  obser\'ation. 

The  magnetic  measurements  are  preferable  to  the  chemical  ones.  Not 
only  are  they  more  delicate  and  offer  less  resistance,  but  they  give  the 
strength  at  any  moment.  On  the  other  hand,  indications  furnished  by  the 
tangent  galvanometer  hold  only  for  one  special  instrument.  They  vary 
with  the  diameter  of  the  ring  and  the  number  of  turns ;  moreover,  one 
and  the  same  instrument  will  give  different  indications  on  different  places, 
seeing  that  the  force  of  the  earth's  magnetism  varies  from  one  place  to 
another  (701). 

The  indications  of  the  two  instruments  may,  however,  be  readily  com- 
pared with  one  another.     For  this  purpose  the  voltameter  and  the  tangent 
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galvanometer  are  simultaneously  inserted  in  the  circuit  of  a  battery,  and  the 
deflection  of  the  needle  and  the  amount  of  gas  liberated  in  a  given  time  are 
noted.     In  one  set  of  experiments  the  following  results  were  obtained  : — 


1 
Number  of  elements           ' 

Deflection 

1 

Gas  liberated  in  three  minutes 

12 
8 
6 

3 

2 

28-5°   . 
24-8 
22  "O 

1375 

6-9 

125  CC. 
106 

93 
56 
24 

If  we  divide  the  tangents  of  the  angles  into  the  corresponding  volumes  of 
gas  liberated  in  one  minute,  we  should  obtain  a  constant  magnitude  which 
represents  how  much  gas  is  developed  in  a  minute  by  a  current  which  could 
produce  on  the  tangent  galvanometer  the  deflection  45**,  for  tang.  45°  =  i. 
Making  this  calculation  with  the  above  observations,  we  obtain  a  set  of 
closely  agreeing  numbers  the  mean  of  which  is  76*5.  The  gas  was  measured 
under  a  pressure  of  "jyj  "^i^-  and  at  a  temperature  of  15°,  and  therefore 
under  normal  conditions  (332)  its  volume  would  be  70  cubic  centimetres. 
That  is  to  say,  this  is  the  volume  of  gas  which  corresponds  to  a  deflection 
of  45*^.  Hence  in  chemical  measure  the  strength  C  of  a  current  which  pro- 
duces in  this  particular  tangent  galvanometer  a  deflection  of  ^°  is 

C  =  70  tang.  </>. 

For  instance,  supposing  a  current  produced  in  this  tangent  galvanometer 
a  deflection  of  54°,  this  current,  if  it  passed  through  a  voltameter,  would 
liberate  in  a  minute  70  x  tang.  54°  =  70  x  i  -376  =  96*32  cubic  centimetres  of  gas. 

If  once  the  reduction  factor  for  a  tangent  galvanometer  has  been  deter- 
mined, the  strength  of  any  current  may  be  readily  calculated  in  chemical 
measure  by  a  simple  reading  of  the  angle  of  deflection.  This  reduction  factor  of 
course  only  holds  for  one  special  instrument,  and  for  experiments  in  the  same 
place,  seeing  that  the  force  of  the  earth's  magnetism  varies  in  different  places. 

The  indications  of  the  sine-compass  may  be  compared  with  those  of  the 
galvanometer  in  a  similar  manner. 

848.  VoUurUatlon. — When  the  platinum  electrodes,  which  have  been 
used  in  decomposing  water,  are  disconnected  from  the  battery,  and  connected 
with  a  galvanometer,  the  existence  of  a  current  is  indicated  which  has  the 
opposite  direction  to  that  which  had  previously  passed.  This  phenomenon 
is  explained  by  the  fact  that  oxygen  has  been  condensed  on  the  surface  of  the 
positive  plate,  and  hydrogen  on  the  surface  of  the  negative  plate,  analogous 
to  what  has  been  already  seen  in  the  case  of  the  non-constant  batteries  (806). 
The  effect  of  this  is  to  produce  two  different  electromotors,  which  produce  a 
current  opposed  in  direction  to  the  original  one,  and  which,  therefore,  must 
weaken  it.  As  the  two  electrodes  thus  become  the  poles  of  a  new  current, 
they  are  said  to  h^polarised^  and  the  current  is  called  q,  polarisation  current. 
The  polarisation  is  not  instantaneous,  but  may  increase  continuously  from 
zero  to  a  certain  maximum  limit  which  may  be  considerable  ;  it  increases 
with  the  strength  of  the  current,  attaining  the  force  of  2*6  volts  with  platinum 
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plates  in  dilute  sulphuric  acid.    It  constitutes  a  negative  electromotive  force, 
e,  and  must  be  allowed  for  in  Ohm's  formula  (825),  which  then  becomes 


The  quantity  of  electricity  required  to  produce  a  given  stale  of  polarisa- 
tion depends  on  (he  condition  and  dimensions  of  the  plate,  and  is  often 
called  the  capacity  0/ polarisation  relative  to  the  giien  system. 

849.  SssondarT  batteries.  AconmnlBton. — Ritter  was  the  first  to  shnn- 
that  on  this  principle  batteries  might  be  constructed  of  pieces  of  metal  of 
the  same  kind — for  instance,  platinum— which  otherwise  give  no  current. 
A  piece  of  moistened  cloth  is  interposed  between  each  pair,  and  each  end  of 
this  system  is  connected  with  the  poles  of  a  battery.  After  some  time  the 
apparatus  has  received  a  charge,  and  if  separated  from  the  battery  can  itself 
produce  all  the  effects  of  a  voltaic  battery.  Such  batteries  are  called  secon- 
dary batteries  or,  also,  accumulators.  Their  action  depends  on  an  alteration 
of  the  surface  of  the  metal  produced  by  the  electric  current,  the  constiluenls 
of  the  liquid  with  which  the  cloth  is  moistened  having  become  accumulated 
on  the  opposite  plates  of  the  circuit. 

Plants  first  showed  the  practical  importance  of  these  batteries.     His  ele- 
ment (tig.  821)  is  constructed  as  foUoH's  :  A  broad  strip  of  sheet  lead  "ilh  a 
tongue  is  laid  upon  a  second 
similar  sheet,  contact  being 
prevented  by  narrow  strips 
of   felt  ;    and     two   similar 
,    strips  having  been  laid  on 
the  upper  piece,  the  sheets 
are  rolled  together  so  as  to 
form    a   compact    cylinder 
This  is  placed    in  a   vessel 
containing  dilute  sulphuric 
Pijj^  g,,^  acid,  and,  being  connected 

by  wires  attached  to  the 
tongues  with  a  battery  of  two  Grove's  cells,  a  current  is  passed  through  it 
The  effect  of  this  is  that  water  is  decomposed,  oxygen  being  liberated  at 
the  anode,  or  plate,  which  serves  as  positive  pole,  and  there  unites  with 
the  lead,  forming  peroxide  of  lead,  while  hydrogen  is  accumulated  at  the 
Other  plate.  If  now  the  plates  are  detached  from  the  charging  battery  and 
are  connected  with  each  other,  a  powerful  polarisation  current  is  produced 
in  the  opposite  direction  to  the  primaQ- ;  the  oxygen  of  the  peroxide  at  the 
anode  decomposes  the  dilute  acid,  combining  with  its  hydrogen,  and  so 
travels  through  to  the  other  plate,  where  it  combines  with  the  lead.  When 
these  operations  are  repeated  several  times  the  activity  of  the  element  in- 
creases, owing  in  great  measure  to  the  alteration  in  the  surfaces  which  is 
thereby  produced.  The  element  does,  in  fact,  require  a  considerable  ex- 
penditure of  energy  and  time  to  form  it,  which  is  a  source  of  expense,  even 
when  the  energy'  of  the  discharge  is  expended  m  forming  new  plates. 

Faure  made  a  great  improvement  in  this  direction.  It  consists  in  coating 
the  lead  plates  Mith  a  thick  paste  of  red  lead,  Pb,0„  so  as  to  have  about  one 
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gramme  to  the  square  centimetre.     This  is  kept  in  its  place  by  a  sheet  of 
parchment  paper  and  slips  of  felt,  and  is  then  coiled  up  as  in  Plante's  (fig. 
822).     When  the  current  is  passed,  the  ultimate  effect  is  that  the  red  lead 
at  the  one  electrode  is  oxidised  to   Pb,,0„  while  the  other  is   reduced  to 
granular  porous  grey  metallic  lead,  both  which  coatings  present  a  large  sur- 
face.    Such  coalings,  however,  are  liable  to  become  detached,  and  a  con- 
siderable advance  was  made  in  the  introduction  oi grids,  or  gratings  of  lead 
in  which   square   or  round  holes  are  filled  with  com- 
pressed  oxide  of  lead  ;  the  object  being  to  store  firmly 
as  much  of  the  porous   material   as    possible,  consis- 
tently with  strength,  lightness,  and  compactness. 

There  are  many  plans  by  which  this  may  be 
effected.  Fig.  823  represents  one  of  the  batteries  of 
the  Electric  Power  Storage  Company  ;  il  will  be  seen 
that  the  whole  of  one  set  of  six  plates,  forming  the 
negative  electrode,  are  fixed  together,  and  a  corre- 
sponding set  of  five  plates,  also  joined  together,  can  be 
placed  between  the  other  set,  being  kept  from  touching 
each  other  by  staples  or  studs  of  some  insulating 
material.  Each  set  of  plates  forms  in  effect  a  single 
large  one,  which  is  thus  placed  with  its  coated  face 
opposite  the  coated  faces  of  the  other  plates.  The 
object  is  by  bringing  the  plates  near  each  other  to  dg,  g,,_ 

diminish  the  internal  resistance. 

The  inverse  electromotive  force  of  such  a  cell  is  about  2^  times  that  of  a 
Daniell's  cell,  so  that  three  Daniell's  or  two  Grove's  cells  are  required  to 
charge  it.  In  chai^ng,  a  considerable 
number  of  elements  are  joined  together 
by  their  similar  poles,  and  connected  with 
the  respective  electrodes  of  the  charging 
battery  or  of  the  dynamo  j  the  effect  is 
the  same  as  that  of  using  a  single  element 
of  a  surface  equal  to  the  sum  of  the  sur- 
faces of  all  the  elements.  By  means  of 
a  specially  contrived  commutator  a  given 
number  of  such  batteries  may  be  com- 
bined so  as  to  produce  at  will  the  effects 
either  of  high  potential  or  of  quantity. 

So  long  as  such  batteries  could  be 
charged  only  from  a  voltaic  battery  they 
could  never  be  economical :  but  the  fact 
that  after  having  been  once  charged  they 
retain  the  charge  for  a  considerable  time, 
has  led  to  their  use  in  what  is  called 
'  storing  electricity'  produced  by  mechani- 
cal power  through  the  agency  of  powerful  Pj,  g,j^ 
dynamo  and  magneto-elecirical  machines. 

What  they  do  is  to  store  the  products  of  chemical  decomposition,  and  that 
in  a  form  in  which  they  are  immediately  available  for  electrical  effects. 
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They  are  usually  charged  by  shunt  wound  dynamos  (919a),  whereby  about 
75  per  cent,  of  the  energy  is  available.  An  accumulator  of  a  given  size  can 
only  consume  in  each  interval  of  time  a  definite  quantity  of  gas  for  its  formation 
by  oxidation  and  reduction.  If  more  gas  is  developed  it  escapes  uselessly. 
The  charging  current  must  be  neither  too  strong  nor  too  weak.  For  cadi 
accumulator  there  is  a  special  rate  of  charge,  which  is  most  advantageous. 

During  the  charge  the  E.M.F.  of  a  secondary  battery  at  first  rises  rapidly 
until  it  is  about  2*3  volts,  and  then  remains  constant  until  the  chaige  is 
complete,  which  is  known  by  the  disengagement  of  gas.  In  discharging 
the  potential  sinks  rapidly  the  first  few  minutes,  and  then  remains  constant 
at  about  2  volts  until  towards  the  end  of  the  charge,  when  it  again  sinks. 

An  accumulator  of  g^eat  capacity  is  obtained  by  placing  a  zinc  plate  in  a 
solution  of  zincate  of  potass  or  soda,  and  a  porous  plate  of  copper  obtained 
by  compression.  During  the  charge  the  zinc  in  the  solution  is  precipitated 
on  the  zinc  plate,  and  the  copper  absorbs  an  equivalent  quantity  of  oxygen. 
During  the  discharge  the  copper  is  reduced  and  the  zinc  redissolves.  This 
accumulator,  however,  does  not  retain  its  charge,  and  is  only  suitable  for 
cases  in  which  the  discharge  rapidly  succeeds  the  charge.  So  far  accumu- 
lators with  lead  plates  have  alone  proved  to  be  of  practical  utility. 

A  charged  accumulator  gradually  loses  its  charge  by  leakage,  and  the 
efficiency  of  an  accumulator  depends  on  the  power  of  retaining  its  charge. 
In  this  respect  great  improvement  has  been  made  by  attention  to  a  number 
of  minute  points  ;.  the  durability  now  extends  to  years,  whereas  it  was 
formerly  measured  by  months  or  weeks. 

The  efficiency  further  depends  on  the  capacity^  which  is  the  quantity  of 
electrical  energy  which  can  be  stored  for  unit  weight  of  the  accumulator,  and 
which  must  not  be  confounded  with  the  electrostatic  capacity.  It  is  usually 
represented  by  the  number  of  ampere-hours  ;  that  is,  a  current  of  an  ampere 
maintained  for  an  hour,  or  3,600  coulombs  of  electricity,  for  each  kilogramme 
of  plates. 

Of  perhaps  greater  importance  in  judging  of  an  accumulator  is  the 
efficiency^  by  which  is  meant  the  ratio  of  the  electrical  work  which  is  accu- 
mulated in  order  to  charge  it  to  that  which  it  gives  out  in  sinking  to  its 
initial  condition. 

The  energy  stored  up  in  an  accumulator  is  measured  by  the  potential  at 
the  terminals  during  the  charging,  multiplied  by  the  strength  of  the  current 
with  the  time.  This  gives  the  energy  in  volt-amperes  or  watts.  In  like 
manner  the  energy  given  out  in  the  discharge  is  the  potential  into  the  current 
strength  into  the  time  of  discharge.  The  whole  charge  which  can  be  im- 
parted to  an  accumulator  cannot  be  advantageously  utilised,  for  it  is  found 
to  injure  the  accumulator  if  this  is  done,  and  in  practice  the  charge  is  only 
allowed  to  run  down  until  the  potential  is  10  per  cent.  less. 

Thus  a  given  accumulator  was  charged  for  10*16  hours  with  a  current  of 
5  amperes,  the  average  potential  being  2*  15  volts  ;  hence  the  energy  stored 
is  io'i6  X  2*15  X  5».io9  watt-hours.  In  the  discharge  which  lasted  7*35 
hours  the  average  potential  was  i  '88,  and  the  current  6*5  amperes,  repre- 
senting  therefore  90  watt-hours  ;  the  ratio  of  the  two  is  o*836--that  is,  the 
efficiency  of  the  accumulator  is  82*6  per  cent. ;  a  number  which  is  now 
required  for  a  good  accumulator. 
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It  cannot  be  said  that  the  reactions  which  take  place  during  the  charge 
and  discharge  of  an  accumulator  are  thoroughly  understood ;  they  are 
undoubtedly  more  complicated  than  has  been  represented  above,  in  which 
no  account  has  been  taken  of  the  sulphuric  acid.  During  the  charge,  the 
strength  of  the  dilute  sulphuric  acid,  and  therewith  its  conductivity,  gradually 
diminish,  while  during  the  discharge  both  increase.  Hence  a  determination 
of  the  specific  gravity  of  the  solution  at  any  time  is  a  convenient  practical 
method  of  measuring  the  state  of  the  charge.  This  is  effected  by  flat  densi- 
meters (130)  which  float  between  the  plates.  The  density  may  vary  between 
1*12  and  1*22,  representing  respectively  about  16  and  30  per  cent,  of  sul- 
phuric acid,  SHjO^. 

As  an  example,  one  cell  of  the  Electric  Power  Storage  Company  had 
an  internal  resistance  of  0*0012  ohm  at  the  beginning,  and  0*0028  at  the 
end,  and  weighed  50  kilos.  In  such  a  cell  880  watt-hours  could  be  accumu- 
lated, and  680  watt-hours,  or  about  79  per  cent.,  obtained  in  the  discharge. 
Thus  each  kilo  represents  13*6  watt-hours  of  available  energy,  ox  -j^oi  z. 
horse-power;  that  is,  it  could  yield  ^  H.P.  for  an  hour,  or  i  H.P.  for  ri 
minute.  As  a  horse-power  is  equal  to  270,000  kilogrammetres  (472),  this 
gives  5,000  kilogrammetres  for  each  kilo,  sufficient,  therefore,  to  raise  the 
battery  through  a  height  of  5,000  metres. 

In  accumulators  which  are  to  be  used  as  motors,  in  such  cases  as  tram- 
cars,  electrical  boats,  &c.,  the  capacity  is  of  first  importance,  while  with 
stationary  accumulators,  as  in  electric  lighting,  the  efficiency  is  the  chief 
point. 

Many  instructive  comparisons  may  be  made  between  a  secondary  bat- 
tery and  a  charged  Leyden  jar.  Thus,  for  instance,  when  the  poles  of  a 
secondary  battery  have  been  connected  until  no  current  passes,  and  are 
then  disconnected  for  a  while,  a  current  in  the  same  direction  as  the  first  is 
obtained  on  again  connecting  them  ;  this  is  the  residual  discharge.  The 
capacity  of  a  secondary  battery  depends  on  the  area  of  the  electrodes,  on  their 
nature,  and  on  that  of  the  interposed  liquid,  but  not  on  the  distance  between 
them.  The  energy  of  the  Leyden  jar  is  stored  in  that  state  of  mechanical 
strain  which  is  called  polarisation  of  the  dielectric  ;  in  the  secondary  battery 
the  energy  consists  in  the  products  which  are  stored  up  on  the  surface  of 
the  electrodes  in  a  state  ranging  from  chemical  combination  to  mechanical 
adherence  or  simple  juxtaposition. 

A  dry  pile  which  has  become  inactive  may  be  used  as  a  secondary 
battery.  When  a  current  is  passed  through  it,  in  a  direction  contrary  to 
that  which  the  active  battery  would  itself  yield,  it  then  regains  its  activity. 

850.  OroTe's  ras  battery- — On  the  property,  which' metals  have,  of 
condensing  gases  on  their  surfaces,  Grove  constructed  his  ga^  battery  (fig. 
824.)  A  single  cell  consists  of  two  glass  tubes,  B  and  A,  in  each  of  which  is 
fused  a  platinum  electrode,  provided  on  the  outside  with  binding  screws. 
These  electrodes  are  made  more  efficient  by  being  covered  with  finely  divided 
platinum.  One  of  the  tubes  is  partially  filled  with  hydrogen,  and  the  other 
partially  with  oxygen,  and  they  are  inverted  over  dilute  sulphuric  acid,  so 
that  half  the  platinum  is  in  the  liquid  and  half  in  gas.  On  connecting  the 
electrodes  with  a  galvanometer,  the  existence  of  a  current  is  indicated  whose 
direction  in  the  connecting  wire  is  from  the  platinum  in  oxygen  to  that  in 
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hydrogen  ;  so  that  the  latter  is  negative  towards  the  former.  'As  the  currem 
passes  through  water  this  is  decomposed  :  oxygen  is  separated  at  the  positive 
plate  and  hydrogen  at  the  other.  These  gases  unite  with  the  gases  con- 
densed on  their  surface,  so  that  the  volume  of  gas  in  the  tubes  gradually 
diminishes,  but  in  the  ratio  of  one  volume  of  oxygen  to  two  volumes  of 
hydrogen.  These  elements  can  be  formed  into  a  battery  (fig.  824)  by  joining 
the  dissimilar  plates  with  one  another  just  as  they  are  joined  in  an  ordinal]' 

battery.  One 
element  of  such 

sufficient  to  de- 
compose potas- 

and  four  will 
decompose  wa- 
ter. 

Mond    and 

Langer     have 

constructed    a 

battery  on  this 

principle.     On 

each   side  of  a 

plate  of  plaster 

Fig.  Bi,.  is  a  lead  grid, 

the     holes     of 

which  are  filled  with  platinum  black.    Air  and  h)'drogen  are  forced  through 

these  holes  and  combine,  forming  water,  and  also  an  electric  current,  the 

electromotive  force  of  which  is  one  volt. 

851.  V«BBlTe  ataM  of  iron.-  -With  polarisation  is  probably  connected 
a  very  remarkable  chemical  phenomenon,  which  many  metals  exhibit,  but 
more  especially  iron.  When  this  is  immersed  in  concentrated  nitric  acid  it  is 
unaclacked.  This  condition  of  iron  is  called  the  passive  slate,  and  upon  il 
deftends  the  possibility  of  the  zinc-iron  battery  (Sio).  It  is  probable  (hat  in 
this  experiment  a  thin  superficial  layer  of  protosesquioxide  of  iron  is  formed; 
on  the  one  hand  this  protects  the  iron  from  further  attack,  and  on  the  other 
it  acts  as  an  electromotor,  like  ihe  layer  of  pero.iide  of  lead  in  Plants s  element 
(849).  The  position  of  passive  iron  in  the  electromotive  series  is  near  that 
of  platinum. 

852.  Woblll'a  Hues. — When  a  drop  of  acetate  of  copper  is  placed  on  a 
silver  plate,  and  the  silver  is  touched  in  the  middle  of  a  drop  with  a  piece 
of  line,  there  are  formed  around  the  point  of  contact  a  series  of  copper  rings 
alternately  dark  and  light.  These  are  Nabilt's  coloured  rings.  They  may 
be  obtained  in  beautiful  iridescent  colours  by  Ihe  following  process  :  A  solu- 
tion of  lead  oxide  in  potash  is  obtained  by  bailing  finely  powdered  litharge 
in  a  solution  of  potash.  In  this  solution  is  immersed  a  polished  plate  of 
silver  or  of  German  silver,  which  is  connected  with  the  positive  electrode  of 
a  battery  of  eight  Bunsen's  elements.  With  the  negative  pole  is  connected 
a  fine  platinum  wire  fused  in  glass,  so  that  only  its  point  projects  ;  and  this 
is  placed  in  the  liquid  at  a  small  distance  from  the  plate.    Around  this  point 
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binoxide  of  lead  is  separated  on  the  plate  in  very  thin  concentric  layers,  the 
thickness  of  which  decreases  from  the  middle.  They  show  the  same  series 
of  colours  as  Newton's  coloured  rings  in  transmitted  light  (650).  The  bin- 
oxide  of  lead  owes  its  origin  to  a  secondary  decomposition  ;  by  the  passage 
of  the  current  some  lead  oxide  is  decomposed  into  metallic  lead,  which  is 
deposited  at  the  negative  pole,  and  oxygen  which  is  liberated  at  the  positive ; 
and  this  oxygen  combines  with  some  oxide  of  lead  to  form  binoxide,  which 
is  deposited  on  the  positive  pole  as  the  decomposition  proceeds.  This 
process  is  used  for  the  metallic  coloration  of  objects  of  domestic  use  and 
ornamentation. 

The  effects  are  also  well  seen  if  a  solution  of  copper  sulphate  is  placed 
on  a  silver  plate,  which  is  touched  with  a  zinc  rod,  the  point  of  which  is 
in  the  solution  ;  for  then  a  current  is  formed  by  these  metals  and  the 
liquid. 

853.  .Ajrbor  Satnrol,  or  lead  tree.  Arbor  Blanse. — When  in  a  solu- 
tion of  a  salt  is  immersed  a  metal  which  is  more  oxidisable  than  the  metal 
of  the  salt,  the  latter  is  precipitated  by  the  former,  while  the  immersed  metal 
is  substituted,  equivalent  for  equivalent,  for  the  metal  of  the  salt.  This  pre- 
cipitation of  one  metal  by  another  is  partly  attributable  to  the  difference 
in  their  affinities,  and  partly  to  the  action  of  a  current  which  is  set  up  as 
soon  as  a  portion  of  the  less  oxidisable  metal  has  been  deposited.  The 
action  is  promoted  by  the  presence  of  a  slight  excess  of  acid  in  the  solu- 
tion. 

A  remarkable  instance  of  the  precipitation  of  one  metal  by  another  is 
the  Arbor  Satumi,  This  name  is  giv^n  to  a  series  of  brilliant  ramified 
cr>''stallisations  obtained  by  zinc  in  solutions  of  lead  acetate.  A  glass  flask 
is  filled  with  a  clear  solution  of  this  salt,  and  the  vessel  closed  with  a  cork, 
to  which  is  fixed  a  piece  of  zinc  in  contact  with  some  copper  wire.  The 
flask,  being  closed,  is  left  to  itself.  The  copper  wire  at  once  begins  to  be 
covered  with  a  moss-like  growth  of  metallic  lead,  out  of  which  brilliant 
crystallised  laminae  of  the  same  metal  continue  to  form  ;  the  whole  pheno- 
menon has  great  resemblance  to  the  growth  of  vegetation,  from  which  indeed 
the  old  alchemical  name  is  derived.  For  the  same  reason  the  name  Arbor 
DiancE  has  been  given  to  the  metallic  deposit  produced  in  a  similar  manner 
by  mercury  in  a  solution  of  silver  nitrate. 

If  a  rod  of  zinc  be  dipped  in  an  acid  solution  of  stannous  chloride, 
crystallised  tin  is  formed  upon  it  ;  the  experiment  is  rendered  more  beautiful 
by  dipping  the  platinum  electrodes  of  a  battery  in  the  solution  ;  if  the  poles 
are  reversed,  the  cr>'stallised  laminae  disappear  at  one  pole  to  reappear  at 
the  other. 
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ELECTROMETALLURGY 

854.  Xleotrometallarry. — The  decomposition  of  salts  by  the  battery 
has  received  a  most  important  application  in  electrometallurgy^  or  galvam- 
plastics^  or  the  art  of  precipitating  certain  metals  from  their  solutions  by  the 
action  of  a  voltaic  current.  The  processes  are  twofold ;  in  the  one,  electro- 
typing  or  gaJvanoplastics  proper,  a  mould  is  used,  on  which  a  metal,  usually 
copper,  is  more  or  less  thickly  deposited,  which  can  afterwards  be  detached, 
and  gives  a  copy  of  the  original  object ;  in  the  other,  which  is  known  as 
electroplatingy  a  thin  coherent  coating  of  metal,  gold  or  silver — for  instance— is 
deposited  on  objects  and  remains  adherent  to  them.  The  art  was  discovered 
independently  by  Spencer  in  England  and  by  Jacobi  in  St.  Petersburg. 

In  order  to  obtain  a  galvanoplastic  reproduction  of  a  medal  or  any  other 
object,  a  mould  must  first  be  made,  on  which  the  layer  of  metal  is  deposited 
by  the  electric  current. 

For  this  purpose  several  substances  are  in  use,  and  one  or  the  other 
is  preferred  according  to  circumstances.  For  medals  and  similar  objects 
which  can  be  submitted  to  pressure,  gutta-percha  may  be  used  with  advan- 
tage. The  gutta-percha  is  softened  in  hot  water,  pressed  against  the  object 
to  be  copied  and  allowed  to  cool,  when  it  can  be  detached  without  difficulty. 
Foi  the  reproduction  of  engraved  woodblocks  or  type,  wax  moulds  are  now 
commonly  used.  They  are  prepared  by  pouring  into  a  narrow  flat  pan  a 
suitable  mixture  of  wax,  tallow,  and  Venice  turpentine,  which  is  allowed  to 
set,  and  is  then  carefully  brushed  over  with  very  finely  powdered  graphite. 
While  this  composition  is  still  somewhat  soft,  the  wood  block  or  type  is 
pressed  upon  it  either  by  a  screw  press  or,  still  better,  by  hydraulic  pressure. 
If  plaster  of  Paris  moulds  are  to  be  made  use  of,  it  is  essential  that  they  be 
first  thoroughly  saturated  with  wax  or  tallow,  so  as  to  become  impervious  to 
water. 

In  all  cases,  whether  the  moulds  be  of  gutta-percha  or  wax,  or  any  non- 
conducting substance,  it  is  of  the  highest  importance  that  the  surface  be 
brushed  over  very  carefully  with  graphite,  and  so  made  a  good  conductor. 
The  conducting  surface  thus  prepared  must  also  be  in  metallic  contact  with 
a  wire  or  a  strip  of  copper  by  which  it  is  connected  with  the  negative  elec- 
trode. Sometimes  the  moulds  are  made  of  a  fusible  alloy  (340),  which  may 
consist  of  5  parts  of  lead,  8  of  bismuth,  and  3  of  tin.  Some  of  the  melted 
alloy  is  poured  into  a  shallow  box,  and  just  as  it  begins  to  solidif>%  the  medal 
is  placed  horizontally  on  it  in  a  fixed  position.  When  the  alloy  has  become 
cool,  a  slight  shock  is  sufficient  to  detach  the  medal.  A  copper  ^ire  is  then 
bound  round  the  edge  of  the  mould,  by  which  it  can  be  connected  with  the 
negative  electrode  of  the  battery,  and  then  the  edge  and  the  back  arc  covered 
with  a  thin  non-conducting  layer  of  wax,  so  that  the  deposit  is  only  formed 
on  the  mould  itself. 

The  most  suitable  arrangement  for  producing  an  electro-deposit  of  copper 
consists  of  a  trough  of  glass,  slate,  or  of  wood,  lined  with  india-rubber  or 
coated  with  marine  glue  (fig.  825).  This  contains  an  acid  solution  of  copper 
sulphate,  and  across  it  are  stretched  copper  rods,  B  and  D,  connected 
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spectively  with  the  negative  and  positive  poles  of  a  batter)'.  By  their  copper 
mduciors  the  moulds,  tn,  are  suspended  in  the  liquid  from  the  negative 
id  B,  whilst  a  sheet  of  copper,  C,  presenting  a  surfac  e  about  equal  to  that 
'  the  moulds  to  be  covered,  is  suspended  from  the  positive  rod  D,  at  the 
stance  of  about  two  inches,  directly  opposite  to  them. 

The  copper  plate  suspended  from  the  positive  pole  acts  not  only  as  a 
nductor  of  electricity,  but  it  keeps  the  solution  in  a  state  of  concentra- 
on,  for  the  acid  liberated  at  the  positive  pole  dissolves  the  copper,  and 
:)Ht>duces  a  quantity  of  copper  sulphate  equal  to  that  decomposed  by  the 

The  battery  employed  for  the  electric  deposition  of  metals  ought  to  be 
H  of  great  constancy,  and  Daniell's  and  Smee's  are  mostly  in  use.  These 
itteries  hat'e  in  large  establishments  been  supplanted  by  accumulators  or 
fdynamo  machines  (913},  which  furnish  the  electricity  at  one  quarter  the 
qtense,  and  which  are  specially  constructed  so  as  to  furnish  a  current  which 
as  small  E.M.F.,  but  great  quantity. 

Tlie  density  of  a  current  is  the  strength  divided  by  the  surface  of  the 
lectrodes,  or  the  number  of  amperes  per  square  decimetre,  and  a  statement 
f  this  density  in  conjunction  with  a  knowledge  of  the  composition  and 
Irength  of  the  bath  is  a  succinct  way  of  defining  the  conditions  of  electric 
eposiiion. 

Another,  and  very  simple,  process  for  producing  the  electric  deposit  of 
opper  consists  in  making  nse  of  what  is  in  effect  a  Daniell's  cell.  A  porous 
noraglasscy- 
nder,  covered 
t  the  bottom 
rith  bladder  or 
nth  vegetable 
ardimenl,  is 
■unersed  in  a 
«sk1  of  larger 

Mtrated  solu- 
ioo  of  copper 
"Iphate     The 

"wous     vessel  Fi^,  j,,, 

"otans  acidu- 

Utd  water,  and  in  it  is  suspended  a  piece  of  amalgamated  linc  of  suitable 
Wm,  and  having  a  surbce  about  equal  to  that  of  the  mould.  The  latter  is 
(tached  to  an  insulated  wire  connected  with  the  zinc,  and  is  immersed  in 
b*  solution  of  copper  sulphate  in  such  a  position  that  it  is  directly  opposite 
0  the  diaphragm.  The  action  commences  by  the  mould  becoming  covered 
•ilh  copper,  commencing  at  the  point  of  contact  with  the  conductor,  and 
IWdually  increasing  in  thickness  in  proportion  to  the  action  of  the  Daniell's 
^ent  thus  formed.  It  is,  of  course,  essential  in  the  process  to  keep  the 
•ohilion  of  copper  sulphate  at  a  uniform  strength,  which  is  done  by  agi- 
tting  the  liquid  and  suspending  in  it  bags  filled  with  crystals  of  this  salt. 
How  great  is  the  delicacy  which  such  electric  deposits  can  attain  appears 
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from  the  fact  that  galvanoplastic  copies  can  be  made  of  daguerreotypes, 
Vhich  are  of  the  greatest  accuracy. 

An  important  industrial  application  is  made  of  electrolysis  in  the  refining 
of  copper.  The  metal  is  extracted  by  the  ordinary  metallurgical  processes 
so  as  to  obtain  plates  containing  95  per  cent  of  pure  copper.  These  plates 
are  then  used  as  positive  electrodes  in  a  bath  of  copper  sulphate,  and  the  metal 
is  deposited  in  a  state  of  perfect  purity  on  thin  sheets  of  pure  copper,  which 
form  the  negative  electrode,  while  the  impurities  fall  to  the  bottom.  As  the 
electrodes  are  practically  identical,  there  is  no  polarisation  (848),  and  the 
work  of  the  current  is  solely  employed  in  overcoming  the  resistance  of  the 
baths.  The  application  of  electrolysis  to  the  extraction  of  metals  was  of 
limited  use  until  the  powerful  currents  of  dynamos  became  available.  In 
mountainous  countries,  where  water-power  can  be  had,  it  may  in  many  cases 
be  practicable  to  deal  in  situ  with  the  extraction  of  metals  from  their  ores. 

855.  Xleotroffildlnr- — The  old  method  of  gilding  was  by  means  of 
mercury.  It  was  effected  by  an  amalgam  of  gold  and  mercury,  which  >*'as 
applied  on  the  metal  to  be  gilt.  The  objects  thus  covered  were  heated  in  a 
furnace,  the  mercury  volatilised,  and  the  gold  remained  in  a  very  thin  la>'cr 
on  the  objects.  The  same  process  was  used  for  silvering  ;  but  they  were 
expensive  and  unhealthy  methods,  and  have  now  been  entirely  replaced  by 
electrogilding  and  electrosilvering.  Electrogilding  only  differs  from  the 
process  described  in  the  previous  paragraph  in  that  the  layer  is  thinner  and 
adheres  more  firmly.  Brugnatelli,  a  pupil  of  Volta,  appears  to  have  been 
the  first,  in  1803,  to  observe  that  a  body  could  be  gilded  by  means  of  the 
battery  and  an  alkaline  solution  of  gold  :  but  De  la  Rive  was  the  first  who 
really  used  the  battery  in  gilding.  The  methods  both  of  gilding  and  silver- 
ing owe  their  present  high  state  of  perfection  principally  to  the  improve- 
ments of  Elkington,  Ruolz,  and  others. 

The  pieces  to  be  gilt  have  to  undergo  three  processes  before  gilding. 

The  first  consists  in  heating  them  so  as  to  remove  the  fatty  matter  which 
has  adhered  to  them  in  previous  processes. 

As  the  objects  to  be  gilt  are  usually  of  what  is  called  gilding  metal  or  red 
brass,  which  is  a  special  kind  of  brass  rich  in  copper,  and  their  surface 
during  the  operation  of  heating  becomes  covered  with  a  layer  of  cupric  or 
cuprous  oxide,  this  is  removed  by  the  second  operation.  For  this  purpose 
the  objects,  while  still  hot,  are  immersed  in  very  dilute  nitric  acid,  where 
they  remain  until  the  oxide  is  removed.  They  are  then  rubbed  with  a  hard 
brush,  washed  in  distilled  water,  and  dried  in  gently  heated  sawdust 

To  remove  all  spots  they  must  undergo  the  third  process,  which  consists 
in  rapidly  immersing  them  in  ordinary  nitric  acid,  and  then  in  a  mixture  of 
nitric  acid,  bay  salt,  and  soot 

When  thus  prepared,  the  objects  are  attached  to  the  negative  pole  of  a 
battery  consisting  of  three  or  four  Bunsen's  or  Daniell's  elements.  They  are 
then  immersed  in  a  bath  of  gold  as  previously  described.  They  remain  in 
the  bath  for  a  time,  which  depends  on  the  thickness  of  the  desired  deposit 
There  is  a  great  difference  in  the  composition  of  the  baths.  That  most  in 
use  consists  of  i  part  of  gold  chloride  and  10  parts  of  potassium  cyanide, 
dissolved  in  200  parts  of  water.  In  order  to  keep  the  bath  in  a  state  of  con- 
centration, a  piece  of  gold  is  suspended  from  the  positive  electrode,  which 
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dissolves  in  proportion  as  the  gold  dissolved  in  the  bath  is  deposited  on  the 
objects  attached  to  the  negative  pole.  The  density  of  the  current  should  not 
exceed  0*8  ampere  for  each  square  decimetre  of  the  surface  of  the  kathode. 

The  method  which  has  just  been  described  can  also  be  used  for  silver, 
bronze,  German  silver,  &c.  But  other  metals,  such  as  iron,  steel,  zinc,  tin, 
and  lead,  are  very  difficult  to  gild  well.  To  obtain  a  good  coating,  they  must 
first  be  covered  with  a  layer  of  copper,  by  means  of  the  battery  and  a  bath 
of  copper  sulphate  ;  the  copper  with  which  they  are  coated  is  then  gilded, 
as  in  the  previous  case. 

The  tint  of  the  deposit  is  modified  by  adding  solutions  of  copper  or  of 
silver  to  the  gold  bath  ;  the  former  gives  a  reddish  and  the  latter  a  greenish 
tint. 

S56.  Xleotrosllverinr. — What  has  been  said  about  gilding  applies  exactly 
to  the  process  of  electrosilvering.  The  difference  is  in  the  composition  of 
the  bath,  which  consists  of  2  parts  of  silver  cyanide  and  2  parts  of  potas- 
sium cyanide,  dissolved  in  250  parts  of  water.  To  the  positive  electrode  is 
suspended  a  plaite  of  silver,  which  prevents  the  bath  from  becoming  poorer  ; 
its  surface  should  be  equal  to  the  total  surface  of  the  objects  to  be  silvered  ; 
the  pieces  to  be  silvered,  which  must  be  well  cleaned,  are  attached  to  the 
negative  pole.  It  may  here  be  observed  that  these  processes  succeed  best 
with  hot  solutions,  and  when  the  baths  are  old.  The  density  of  the  current 
should  be  one-third  of  an  ampere  per  square  decimetre. 

Knowing  the  weight  of  any  given  metal  which  is  transported  by  unit  of 
electricity  (846),  it  is  easy  to  calculate  the  weight  deposited  in  a  given  time 
by  a  current  of  known  strength.  Thus  the  current  just  specified  would 
deposit  I  '46  granmie  of  silver  in  an  hour.  A'  deposit  of  one  ounce  of  silver 
on  a  square  foot  of  surface  gives  a  good  coating  ;  its  thickness,  jjjj  inch  or 
0-03  mm.,  is  about  half  that  of  thin  writing  paper. 

857.  Xleotrlo  deposition  of  iron,  nickel,  cobalt,  and  platinum. — One 
of  the  most  valuable  applications  of  the  electric  deposition  of  metals  is  to 
what  is  called  the  steeling  {acierage)  of  engraved  copper  plates.  The  bath 
required  for  this  purpose  is  obtained  by  suspending  a  large  sheet  of  iron, 
connected  with  the  positive  pole  of  a  battery,  in  a  trough  filled  with  a  satu- 
rated solution  of  sal-ammoniac  ;  whilst  a  thin  strip  of  iron,  also  immersed,  is 
connected  with  the  negative  pole.  By  this  means  iron  from  the  large  plate 
is  dissolved  in  the  sal-ammoniac,  while  hydrogen  is  given  off  on  the  surface 
of  the  small  one.  When  the  bath  has  thus  taken  up  a  sufficient  quantity 
of  iron,  an  engraved  copper  plate  is  substituted  for  the  small  negative  strip. 
A  bright  deposit  of  iron  begins  to  form  on  it  at  once,  and  the  plate  assumes 
the  colour  of  a  polished  steel  plate.  The  deposit  thus  obtained  in  the  course 
of  half  an  hour  is  exceedingly  thin,  and  an  impression  of  the  plate  thus 
covered  does  not  seem  different  from  an  uncovered  plate;  it  possesses, 
however,  an  extraordinary  degree  of  hardness,  so  that  a  very  large  number 
of  impressions  can  be  taken  from  such  a  plate  before  the  thin  coating  of 
iron  is  worn  off".  When,  however,  this  is  the  case,  the  film  of  iron  is  dissolved 
off  by  dilute  nitric  acid,  and  the  plate  is  again  covered  with  the  deposit  of  iron. 

An  indefinite  number  of  perfect  impressions  may,  by  this  means,  be 
obtained  from  one  copper  plate,  without  altering  the  original  sharp  condition 
of  the  engraving. 
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The  covering  of  metals  by  a  deposit  of  nickel  has  of  late  come  into  use. 
The  process  is  essentially  the  same  as  that  just  described.  The  bath  used 
for  the  purpose  can,  however,  be  made  more  directly  by  mixing,  in  suitable 
proportions,  salts  of  nickel  with  those  of  ammonia.  The  positive  pole  con- 
sists of  a  plate  of  pure  nickel.  A  special  difficulty  is  met  with  in  the  electric 
deposition  of  nickel,  owing  to  the  tendency  of  this  metal  to  deposit  in  an  un- 
even manner,  and  then  to  become  detached.  This  is  got  over  by  frequently 
removing  the  articles  from  the  bath,  and  submitting  them  to  a  polishing 
process. 

Objects  coated  with  nickel  show  a  highly  polished  sur&ce  of  the  charac- 
teristic bright  colour  of  this  metal ;  this  is  moreover  very  hard  and  durable, 
and  is  not  affected  either  by  the  atmosphere  or  even  by  sulphuretted  hydro- 
gen. A  deposit  of  2  grammes  of  nickel  on  the  square  decimetre  represents  a 
coating  0*023  i^ni.  in  thickness. 

The  deposit  of  cobalt  has  a  brighter  tint  than  that  of  nickel.  Professor 
Silvanus  Thompson  uses  a  bath  of  cobalt  sulphate  or  chloride,  to  which 
magnesium  sulphate  is  added. 

To  obtain  a  deposit  of  platinum^  the  hydrate  of  this  metal  is  dissolved 
in  syrupy  phosphoric  acid,  and  this  solution  diluted  with  water  so  that  it 
contains  i  -2  to  1*5  per  cent,  of  the  hydrate.  An  anode  of  platinum  or  of 
carbon  is  used,  and  the  strength  of  the  bath  is  kept  constant  by  the  addition 
of  the  hydrate.  Objects  of  iron,  nickel,  and  zinc  must  previously  be  coated 
with  copper. 
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CHAPTER   IV 


KLECTROD  YN  A  M I CS. 


Y  the  tenii  eUctredyiuanics  is  understood  the 
Ks  of  dcctricity  in  a  state  of  motion,  or  the  action  of  electric  currents  upon 
diother  and  upon  magnets,  while  f/fc/mj'^a/i'<rj  deals  with  the  laws  of  elec- 

The  action  of  one  electrical  current  upon  another  was  first  investigated 
rAmpire,  shortly  after  the  discovery  of  Oersted's  celebrated  fundamental 


periraent  (Sao),    All  the  phenomena,  even  the  most  complicated,  follow 
«n  two  simple  laws,  which  are — 

I.  Two  currents  ■which  are  parallel,  and  in  the  same  direction,  attract  one 
Vther. 

II.  Two  currents  parallel,  6ul  in  contrary  directions,  repel  one  another. 
In  order  to  demonstrate  these  laws,  the  circuit  which  the  current  traverses 

US  consist  of  two  parts,  one  fixed  and  the  other  movable.  1\i\%  is  effected 

3  K 
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by  the  apparatus  (fig.  826),  which  is  a  modified  and  improved  fonn  of  odc 
originally  devised  by  Amp&re. 

It  consists  of  two  brass  columns,  A  and  D,  between  which  is  a  shorter 
one.  The  column  D  is  provided  with  a  multiplier  (Sii)  of  20  turns,  MN(Gg. 
828),  which  greatly  increases  the  sensitiveness  of  the  instrumenL  This  aa 
be  adjusted  at  any  height,  and  in  any  position,  by  means  of  a  universal  screw 
clamp  (see  figs.  828-830), 

The  short  column  is  hollow,  and  in  its  interior  slides  a  brass  tube  termi- 
nating in  a  mercury  cup,  c,  which  can  be  raised  or  lowered.  On  the  column 
A  is  another  mercury  cup  represented  in  section  al 
ng.  827  in  its  natural  siie.  In  the  bottom  is  a 
capillary  aperture  through  which  passes  the  pfflnl 
of  a  sewing-needle  fixed  to  a  small  copper  ball 
This  point  extends  as  far  as  the  mercury,  and  toms 
freely  in  the  hole.  The  movable  part  of  the  circuil 
Fig.  Bij.  consists  of  a  copper  wire  proceeding  from  a  small 

ball,  and  turning  in  the  direction  of  the  arrtnn 
from  the  cup  a  to  the  cup  c.  The  two  lower  branches  are  fixed  to  >  thm 
strip  of  wood,  and  the  whole  system  is  balanced  by  two  copper  balls,  sus- 
pended to  the  ends. 

These  details  being  known,  the  current  of  a  Bunsen's  battery  of  4  or  5  cdb 
ascending  by  the  colmmi 
A  (lig.  S28]  to  the  cup  a, 
traverses  the  circuit  BC, 
reaches  the  cup  c,  descends 
the  central  column,  and 
thence  passes  by  a  wilt, 
P,  to  the  multiplier  MN, 
whence  it  returns  to  the  bat- 
tery by  the  wire  Q.  Now,  if, 
before  the  current  passes, 
I  the  movable  circuit  has 
been  arranged  in  the  plane 
of  the  multiplier,  with  the 
sides  B  and  M  opposite 
each  other,  when  the  cor- 
Fig_  B^  rent  passes,  the  side  B  is  re- 

pelled, which  demonstrates 
the  second  law ;  for  in  the  branches  B  and  M  the  currents,  as  indicated 
by  the  arrows,  are  proceeding  in  opposite  directions. 

To  demonstrate  the  first  law  the  experiment  is  arranged  as  in  fig.  828 — 
that  is,  the  multiplier  is  reversed ;  the  current  is  then  in  the  same  direc- 
tion both  in  the  multiplier  and  in  the  movable  part  ;  and  when  the  latter  is 
removed  out  of  the  plane  of  the  multiplier,  so  long  as  the  current  passes 
it  tends  to  return  to  it,  proving  that  there  is  attraction  between  the  two 
parts. 

859.  Kocefa  ¥tbrfttlnr  aptral.— The  attraction  of  parallel  currents  may 
also  be  shown  by  an  experiment  known  as  that  of  RogtCs  vibrating  spiraJ. 
A  copper  wire  about  07  mm.  in  diameter  is  coiled  in  a  spiral  of  about  y> 
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coils  of  25  mm.  in  diameter.  At  one  end  it  is  hung  vertically  from  a  binding 
screw,  while  the  other  just  dips  in  a  mercury  cup.  On  passing  the  current 
of  a  battery  of  3  to  5  Grove's  cells  through  the  spiral  by  means  of  the  mer- 
cury cup  and  the  binding  screw,  its  coils  are  traversed  by  parallel  currents  ; 
they  therefore  attract  one  another,  and  rise,  and  thus  the  contact  with  the 
mercury  is  broken.  The  current  having  thus  ceased,  the  coils  no  longer 
attract  each  other,  they  fall  by  iheir  own  weight,  contact  with  the  mercury 
is  re-established,  and  the  series  of  phenomena  are  indelinitely  produced. 
The  experiment  is  still  more  striking  if  a  magnetised  rod  the  thickness  of  a 
pencil  is  introduced  into  the  interior.  This  will  be  intelligible  if  we  consider 
the  action  between  the  parallel  Am p^rian  currents  (879)  of  the  magnet  and 
of  the  helix. 

860.  Kawa  at  anrnlBT  onrrAiitB. — I.  Two  rectilinear  currents,  the  direc- 
tions of  ivhich  form  an  angle  ■with  each  other,  attract  one  another  'when  both 
approoih  or  recede  from  the  apex  of  the  angle. 

II.  They  repel  one  another  if  one  approaches  and  the  other  recedes  from 
the  apex  of  the  angle. 

These  two  laws  may  be  demonstrated  by  means  of  the  apparatus  above  de- 
scribed,    replacing 
the  movable  circuit 
by  the  circuit  BC 
{fig.  839).     If  then 

the     multiplier     is  " 

placed  horizontally, 
so  that  its  current 
is  in  the  same  direc- 
tion as  in  the  mov- 
able current,  on  re- 
moving the  latter  it 
quickly  approaches 
the  multiplier, 

which  verifies  the 
first  law.  Yig.  i„i. 

To    prove    the 
second  law,  the  multiplier  is  turned  so  that  the  currents  a: 
tions,  and  then  repulsion  ensues  (fig.  S29). 

In  a  rectilinear  current  each  element  of  the  current  repels  the  succeeding 
one,  and  is  itself  repelled. 

This  is  an  important  consequence  of  Amfi^re's  law,  and  may  be  experi- 
mentally demonstrated  by  the  following  airangement,  which  was  devised 
by  Faraday.  A  (J-shaped  piece  of  copper  wire,  the  ends  of  which  dip 
in  two  separate  deep  mercury  cups,  is  suspended  from  one  end  of  a  delicate 
balance  and  suitably  equipoised.  When  the  mercury  cups  are  connected 
with  the  two  poles  of  a  battery,  the  wire  rises  very  appreciably,  and  sinks 
again  to  its  original  position  when  the  current  ceases  to  pass.  The  current 
passes  into  the  mercury  and  into  the  wire  ;  but  from  the  construction  of  the 
apparatus  the  former  is  fixed,  while  the  latter  is  movable,  and  is  accord- 
ingly repelled. 

3K3 
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86i.  %AWB  of   alnnonB   carrMits. —  Tkt   action  of  a   sir, 
s  equal  to  that  of  a  rectilinear  current  of  the  same  length 


projection. 
Tbis  principle  is  demon- 
strated by  arranging  the 
multiplier  vertically  and 
placing  near  it  a  movable 
circuit  of  insulated  wire 
half  sinuous  and  half 
rectilinear  (fig.  830).  It 
will  be  seen  that  there 
is  neither  attraction  nor 
repulsion,  sbowing  that 
the  action  of  the  sinuotis 
portion  tiin  is  equalled 
by  that  of  the  rectilinear 
portion. 

An  application  of  this 
[»inci pie  will  presently  be 
met  with  in  the  appara- 
tus called  solenoids  (S74), 
which  are  formed  of  the  combination  of  a  sinuous  with  a  rectilinear  cuirenL 
.  862.  Action  of  oji  InSnlta  onrront  on  >  cnrront  perpenOlenlar  to  tti 
direction.^ From  the  action  exerted  between  two  angular  currents  (860)  the 
action  of  a  fixed  and  infinite  rectilinear  current,  PQ  (^g.  831),  on  a  movable 
cuiTcnl,  KH,  perpendicular  to  its  direction  can  be  determined.  Let  OK  be 
the  perpendicular  common  to  KH  and  PQ,  which  is  null  if  the  tn*o  lines  PQ 


?''■'-. 


Fig.  8ji. 


Fifi.  83,. 


and  KH  meet.  The  current  PQ  flowing  from  Q  to  P  in  the  direction  of  the 
arrows,  let  us  lirst  consider  the  case  in  which  the  current  KH  approaches  the 
current  QP.  From  the  first  law  of  angular  currents  (860)  the  portion  OQ  of 
the  current  PQ  attracts  the  current  KH,  because  they  both  flow  towards  the 
summit  of  the  angle  formed  by  their  directions.  The  portion  PO,  on  the  eon- 
will  repel  the  current  KH,  for  here  the  two  currents  are  in  opposite 
nmit  of  the  angle-  If  then  mq  and  mp  stand  for  the  ivo 
e  and  the  other  repulsive,  which  act  on  the  current  KH, 
and  which  are  necessarily  of  the  same  intensity,  since  they  are  synunetrically 
arranged  in  refereuce  to  the  two  sides  of  the  point  O,  these  two  forces  nay 
be  resolved  into  a  single  force,  mn,  which  tends  to  mo 
parallel  to  the  cunreni  QP,  but  in  a  contrary  direction. 


i  the  current  KH 
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A  little  consideration  will  show  that  when  the  current  KH  is  below  the 
current  PQ,  its  action  will  be  the  opposite  of  what  it  is  when  above. 

On  considering  the  case  in  which  the  current  KH  moves  away  from  PQ 
(fig.  832),  it  will  be  readily  seen  from  similar  considerations  that.it  moves 
parallel  to  this  current,  but  in  the  same  direction. 

Hence  follows  this  general  principle.  A  finite  movable  current  which 
approaches  a  fixed  infinite  current  is  acted  on  so  as  to  move  in  a  direction 
parallel  and  opposite  to  that  of  the  fixed  current;  if  the  movable  current 
tends  from  the  fixed  current^  it  is  acted  on  so  as  to  move  parallel  to  the 
current  and  in  the  same  direction 

It  follows  from  this,  that  if  a  vertical  current  is  movable  about  an  axis, 
XY,  parallel  to  its  direction  (figs.  833  and  834),  any  horizontal  current  PQ 
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Fig.  833. 


Fig.  834. 
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will  have  the  effect  of  turning  the  movable  current  about  its  axis,  until  the 
plane  of  the  axis  and  of  the  current  have  become  parallel  to  PQ ;  the  vertical 
current  stopping,  in  reference  to  its  axis,  on  the  side  from  which  the  current 
PQ  comes  (fig.  833),  or  on  the  side  towards  which  it  is  directed  (fig.  834), 
according  as  the  vertical  current  descends  or  ascends — that  is,  according  as  it 
approaches  or  moves  from  the  horizontal  axis. 

It  also  follows  from  this  principle  that  a  system  of  two  vertical  currents 
rotating  about  a 
vertical  axis 
(figs.  835  and 
836)  is  directed 
by  a  horizontal 
current,  PQ,  in 
a  plane  parallel 
to    this    current 

when     one    .of    

the  vertical  cur- 
rents is  ascend- 
ing and  the  other  descending  (fig.  835) ;  but  that  if  they  are  both  ascending 
or  both  descending  (fig.  836),  they  are  not  directed. 

863.  Aotlon  of  an  imlliiito  rectilinear  current  on  a  rectanrnlar  or 
olrciUar  carrent. — It  is  easy  to  see  that  a  horizontal  infinite  current  exer- 
cises the  same  directive  action  on  a  rectangular  current  movable  about  a 
vertical  axis  {^%,  837)  as  that  which  has  been  above  stated.  For  from  the  direc- 
tion of  the  currents  indicated  by  the  arrows,  the  part  QY  acts  by  attraction 
not  only  on  the  horizontal  portion  YD  (law  of  angular  currents)^  but  also  on 
the  vertical  portion  AD  (Jaw  of  perpendicular  currents).    The  same  action 
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Fig.  835. 
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Fig.  837. 
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evidently  takes  place  between  the  part   PY  and  the  parts   CY  and  BC. 
Hence,  the  fixed  current  PQ  tends  to  direct  the  movable  rectangulixr  current 

ABCD  trUo  a  position  parallel  to  PQ,  and  such 
that  in  the  wires  CD  and  PQ  the  direction  of 
the  two  currents  is  the  same. 

This  principle  is  readily  demonstrated  by 
placing  the  circuit  ABCD  on  the  apparatus  with 
two  supports  (fig.  837),  so  that  at  first  it  makes 
an  angle  with  the  plane  of  the  supports.  On 
passing  a  somewhat  powerful  current  below  the 
circuit  in  the  same  plane  as  the  supports,  the 
movable  part  passes  into  that  plane.  It  is  best 
to  use  the  circuit  in  fig.  845,  which  is  astatic, 
while  that  of  fig.  837  is  not. 

What  has  been  said  about  the  rectangtlar 
current  in  fig.  837  applies  also  to  circular  currents,  and  is  demonstrated  by 
the  same  experiments. 

864.  Sotatton  of  a  finite  borlxontal  cnireiit  by  an  infinite  boriaontal 
rectilinear  current. — The  attractions  and  repulsions  which  rectangular 

currents  exert  on  one  another 

mJay  readily  be  transformed 
into  a  continuous  circular  mo- 
tion. Let  OA  (fig.  838)  be  a 
current  movable  about  the 
point  O  in  a  horizontal  plane, 
and  let  PQ  be  a  fixed  infinite 
current  also  horizontal  As 
these  two  currents  flow  in  the 
direction  of  the  arrows,  it  fol- 
lows that  in  the  position  OA  the  movable  current  is  attracted  by  the  current 
PQ,  for  they  are  in  the  same  direction.  Having  reached  the  position  OA', 
the  movable  current  is  attracted  by  the  part  NQ  of  the  fixed  current,  and 
repelled  by  the  part  PN.  Similarly  in  the  position  OA'',  it  is  attracted  by 
MQ  and  repelled  by  PM,  and  so  on  ;  from  which  follows  a  continuous  rota- 
tory motion  in  the  direction  AA'A''A"'.  If  the  movable  current,  instead  of 
being  directed  from  O  towards  A,  were  directed  from  A  towards  O,  it  is 
easy  to  see  that  the  rotation  would  take  place  in  the  contrary  direction. 
Hence,  by  the  action  of  a' fixed  infinite  current,  PQ,  the  movable  current 
O  A  tends  to  a  continuous  motion  in  a  direction  opposite  to  that  of  the  fixed 
current. 

If,  both  currents  being  horizontal,  the  fixed  current  were  circular  instead 
of  being  rectilinear,  its  effect  would  still  be  to  produce  a  continuous  circular 
motion.  For,  let  ABC  (fig.  839)  be  a  fixed  circular  current,  and  mn  a  rec- 
tilinear current  movable  about  the  axis  «,  both  currents  being  horizontal 
These  currents,  flowing  in  the  direction  of  the  arrows,  would  attract  one 
another  in  the  angle  «AC,  for  they  both  flow  towards  the  summit  (860).  In 
the  angle  «AB,  on  the  contrary,  they  repel  one  another,  for  one  goes  towards 
the  summit  and  the  other  moves  from  it  Both  effects  coincide  in  moving 
the  wire  mn  in  the  same  direction  ACB. 
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865.  Botatton  of  ft  vertl«ftl  enrrent  by  a  horizontal  otronlar  onrrcnt. 

A  horizontal  circular  current,  acting  on  a  rectilinear  vertical,  also  imparts 
to  it  A.  continuous  rotatory  motion.  In  order  to  show  this,  the  apparatus 
represented  in  fig,  S40  is  used. 

It  consists  of  a  brass  vcsse!,  round  which  are  rolled  several  coils  of  in- 
sulated copper  wire,  through  which  a  current  passes.     In  the  centre  of  the 
vessel  is  a  brass  support,  a,  terminated  by  a  small  cup  containing  mercury. 
In  this  dips  a  pivot  supporting  a  copper  wire,  bb,  bent  at  its  ends  in  two  ver- 
tical branches,  which  are  soldered  to  a  very  light  copper  nng  immersed  in 
acidulated  water  contained  in  the  vessel.     A  current  entering  through  the 
wire  M,  reaches  the  wire  A,  and,  having  made  several  circuits,  terminates 
at   B,  which   is  connected  by  a  wire  underneath  with  the  lower  part  of 
the  column  a.     Ascending  in  this  column,  it  passes  by  the  wires  bb  into 
the  copper  ring, 
into  the  acidu- 
lated water,  and 
into    the  sides 
of    the    vessel, 

turns     to     the 

battery  by  the 

strip    D.      The 

current     being 

thus  closed,  the  Fig  g^^^ 

circuit   bb    and 

the  ring  tend  to  turn  in  a  direction  contrary  to  that  ot  the  fixed  current,  a 

motion  due  to  the  action  of  the  circular  current  on  the  current  in  the  vertical 

branches  bb  ;   for,  as  follows  from  the  two  laws  of  angular  currents,   the 

branch  b  on  the  right  is  attracted  by  the  portion  A  of  the  fixed  current,  and 

the  branch  *  on  the  left  is  attracted  in  the  contrary  direction  by  the  opposite 

part,  and  these  two  motions  coincide  in  giving  the  ring  a  continuous  rotatory 

motion  in  the  same  direction.    The  action  of  the  circular  current  on  the 

horizontal  part  of  the  circuit  bb  would  tend  to  turn  it  in  the  same  direction  ; 

but  from  its  distance  it  may  evidently  be  neglected. 

866.  Xotxtlon  of  maKiietB  liT  onrrenu. — Faraday  proved  that  currents 
impartthesamerotatorymotionstomagnets  which  they  do  to  currents.  This 
may  be  shown  by  means  of  the  apparatus  represented  in  tig.  841.  It  consists 
of  a  large  glass  vessel,  almost  filled  with  mercury.  In  the  centre  of  this  is 
immersed  a  magnet.  A,  about  eight  inches  in  length,  which  projects  a  little 
above  the  surface  of  the  mercury,  and  is  loaded  at  the  bottom  with  a 
platinum  cylinder.  At  the  top  of  the  magnet  is  a  small  cavity  containing 
mercury ;  the  current  ascending  the  column  m  passes  into  this  cavity 
by  the  rod  C.  From  the  magnet  it  passes  by  the  mercury  to  a  copper 
ring,  G,  whence  it  emerges  by  the  column  n.  When  this  takes  place  the 
magnet  begins  to  rotate  round  its  own  axis  with  a  velocity  depending  on  its 
magnetic  power  and  on  the  intensity  of  the  current 

Instead  of  making  the  magnet  rotate  on  its  axis,  it  may  be  caused  to 
rotate  round  a  line  parallel  to  its  axis  by  arranging  the  experiment  as  shown 
in  fig.  843. 
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This  rotatory  motion  is  readily  intelligible  on  Ampere's  theory  of  mag- 
netism (879),  according  to  which,  magnets  are  traversed  on  their  surface 
by  an  infinity  of  circular  currents  in  the  same  direction,  in  planes  perpendi- 
cular to  the  axes  of  the  magnet.    At  the  moment  at  which  the  cnmat 

passes  from  tbe 
magnet  into  the 
mercury,  it  di- 
vides on  the 
surface  of  the 
mercury  into  as 
infinity  of  rec- 
tilinear curraus 
proceeding  from 
the  ajus  cA  tbe 
magnet  to  the 
I  circumference  flf 
3  the  glass.  Figs. 
?  843  and  844, 
which  corre- 
spond     respec- 

Fig.S4..  Fig.8„.  t'^'y    «■    ^^ 

841  and  S4J, 
give  on  a  larger  scale,  and  on  a  horizontal  plane  passing  through  the  surface 
of  the  mercury,  the  direction  of  the  currents  to  which  the  rotation  is  due.  In 
fig.  843,  the  north  pole  being  at  the  lop,  the  AmpSrian  currents  pass  rouod 
the  magnet  in  the  reverse  direction  to  that  of  (he  hands  of  a  watch,  as  indi- 
cated by  the  arrowi 
(879),  while  the  cur- 
rents which  radian 
from  the  rod  C 
towards  the  metal 
ring 


the    din 


1  CD, 


Fig.  B,.. 


Thus  (860) 
any  given  elemeoi 
*  of  the  magnetic 
current  of  the  bar 
acted  b|r 


thee 


It  CEu 


repelled  by  the  current  CD  ;  hence  results  a  rotation  of  the  bar  about  its 
axis  in  the  same  direction  as  the  hands  of  a  watch. 

In  fig.  S44  the  currents  CD,  CF,  being  in  the  opposite  direction  to  those 
of  the  bar,  would  repel  the  latter,  which  would  be  attracted  by  the  currents 
CE,  CH.  Hence  the  bar  rotates  in  a  circular  direction,  shown  by  the  arrow 
s,  about  the  vertical  axis  which  fiasses  through  the  rod  C. 

If  the  north  pole  is  below,  or  if  the  direction  of  the  current  be  altered,  the 
n  of  the  magnet  is  in  the  opposite  direction. 
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ACTION  OF  THE  EARTH  AND  OF  MAGNETS  ON  CURRENTS 

86;.  Slre«tlv»  action  of  msKnets  on  correnta. — Not  only  do  currents 
act  upon  magnets,  but  magnets  a.1so  act  upon  currents.  In  Oersted's  funda- 
mental experiment  (fig.  779),  the  magnet  being  movable  while  the  current  is 
filed,  the  former  is  directed  and  sets  at  right  angles  with  the  current.  If, 
on  the  contrary,  the  magnet  is  fixed  and  the  current  movable,  the  latter  is 
directed  and  sets  across  the  direction  of  the  magnet.  This  may  be  illus- 
trated by  the  apparatus  represented  in  fig.  845.  This  is  the  original  form 
of  Ampiris  stand,  and  is  frequently  used  in  experimental  demonstration. 
Il  needs  no  explanation.  The  circuit  which  the  current  traverses  is  movable, 
and  below  its  lower  branch  a  powerful  bar  magnet  is  placed  ;  the  circuit 
immediately  begins  to  turn,  and  stops  after  some  oscillations  in  a  plane 
perpendicular  to  the  axis  of  the  magnet. 


Fig-  ?46. 

rents,  Dc  la  Rive's 
f  plates  of  zinc  and 
sniatned  in  a  glass 
ind  which  can  fioat 
er  circular  or  rect- 
fcgular  wires,  coils,  or  solenoids  ;  they  are  then  traversed  by  a  current,  and 
can  be  subjected  to  the  action  either  of  magnets  or  of  currents, 

868.  KotaUon  of  oarrenta  bj  mnKneta._Not  merely  can  currents 
be  directed  by  magnets,  but  they  may  also  be  made  to  rotate,  as  is  seen 
frona  the  following  experiment,  devised  by  Faraday  (fig.  847).  On  a  base 
with  levelling  screws,  and  resting  on  an  ivory  support,  is  a  copper  rod,  BD. 
It  is  surrounded  in  part  of  its  length  by  a  bundle  of  magnetised  wires,  AB, 
■ad  at  the  top  is  a  mercury  cup.    A  copper  circuit,  EF,  balanced  on  a  steel 
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point,  rests  in  the  cup,  and  the  other  ends  of  the  circuit,  which  terminate 
in  steel  points,  dip  in  an  annular  trough  full  of  mercury. 

The  apparatus  being-  thus  arranged,  ihe  current  from  4  or  5  Bunsen's 

elements  enters  at  the  binding  screw  b  ;  it  thence  rises  in  the  rod  D,  descends 

by  the  two  branches,  reaches  the  mercury  by  the  steel  points,  whence  it 

passes  by  the  framework,  which  is  of  copper,  to  the  battery  by  the  binding 

screw  a.     If  now  the  magnetised  bundle  be  raised,  the  circuit  EF  rotates, 

either  in  one  direction  or  the  other,  according  lo  the  pole  by  which  it  is 

influenced.    This  rotation  is  due  to  currents  assumed  to  circulate  round 

magnets  ;  currents  which  act  on  the  vertica] 

branches  EF  in  the  same  way  as  the  circular 

current  on  the  branches  bd  in  fig.  S40. 

In  this  experiment  the  magnetised  bundle 
may  be  replaced  by  a  solenoid  (874)  or  by 
an  electromagnet,  in  which  case  the  two 
binding  screws  in  the  base  of  the  apparatus 
on  the  left  give  entrance  to  the  current 
which  is  to  traverse  the  solenoid  or  electro- 
magnet. 

369.  Blecbodrnamlo  *ad  aMotramkc* 
nsUo  voteUon  of  Ilqnlda. — The  conditioD 
of  a  linear  current  assumed  in  the  previous 
experiments  is  not  necessary.  Fig.  843 
represents  an  apparatus  devised  by  Beitm 
to  show  the  electrodynamic  and  electromag- 
of  liquids.  This  apparatus 
1  annular  earthen  vessel,  VV  ; 
that  is  to  say,  it  is  open  in  the  centre  so  as 
to  be  traversed  by  a  coil,  H.  It  rests  on  a 
board  which  can  be  raised  along  two  colunuis, 
E  and  I,  and  which  are  fixed  by  means  cf 
the  screws  KK.  Round  the  vessel  W  is  a 
second  larger  coil,  G,  fixed  on  the  columns 
SS'.  The  vessel  W  rests  on  the  lower 
plane.  In  the  centre  of  the  coil  is  a  bar 
of  soft  iron,  .r,  which  makes  an  electro- 
magnet 

The  vessel  W  contains  acidulated  water,  and  in  the  liquid  are  two 
cylindrical  copper  plates  i  and  i,  soldered  to  copper  wires,  e"  and  /',  which 
convey  the  current  of  a  battery  of  four  cells  through  the  rods  E  and  i.  The 
whole  system  is  arranged  on  a  larger  base,  on  the  left  of  which  is  a  commu- 
tator represented  afterwards  on  a  larger  scale  (fig.  849}.  With  the  base  of 
the  columns  E,  1,  S,  and  S'  are  connected  four  copper  strips,  three  of  which 
lead  to  the  commutator  and  the  fourth  to  the  binding  screw  A,  which 
receives  the  wire  from  the  positive  pole. 

The  following  three  effects  may  be  obtained  with  this  apparatus; — (i)the 
action  of  the  coil  G  alone  ;  (2)  the  action  of  the  electromagnet  H  alone ; 
(3)  the  simultaneous  action  of  the  coil  and  of  the  electromagnet. 

I.  Fig.  848  represents  the  apparatus  arranged  for  the  Arst  effecL    The 


Fig.  8.7. 
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current  coming  by  the  binding  screw  A  attains  the  column  5',  which  leads  it 
to  the  coil  G,  with  regard  to  which  it  is  /</■/— thai  is,  in  a  contrary  direction 
to  the  hands  of  a  watch.     Then  descending  by  the  column  S,  it  reaches  the 
commutator,  which  leads  it  by  the  plate  marked  ctntripeic  to  the  column  E 
and  to  the  electrode  ^.     The  current  here  traverses  the  liquid  from  the  cir- 
cuniferencc  to  the  centre,  attains  the  electrode  i,  the  column  I,  and  by  the 
intervention  of  the  plate  centrifuge  the  central  piece  of  the  commutator.    This 
transmits  it  finally  to  the  negative  binding  screw,  which  leads  it  lo  the  battery. 
The  liquid  then  commences  a  direct  rotatory  motion — that  is  to  say,  in  the 
same  direction  as  the  coiL     If  Che  direction  of  the  current  in  the  liquid  is 
cenfri/ugai—\.\ia.t  is,  proceeds  from  the  centre  to  the  circumference— the 
rotation  is  inverse  ;  that  is,  in  the  opposite  direction  to  that  of  the  coil.     In 
both    cases  the 
rotations  maybe 
shown   to  those 
at  a  distance  by 
means  of  small 
flags,  y,/',  fixed 
on  discs  of  cork 
which    float  on 
the   liquid,  and 
which  are  coated 
with  lampblack 
to    prevent    ad- 
herence  by  ca- 
pillary     attrac- 
tion       between 
the     discs    and 
thtt '  (.electrodes 
«aiid  (^ 

II.  To  ex- 
periment with  pjj  g^g 
the  electromag- 
net alone,  the  positive  wire  of  the  battery  is  connected  with  the  binding 
screw  C,  and  the  binding  screws  D  and  B  are  joined  by  a  copper  wire.  The 
current  first  passes  into  the  electromagnet  H,  then,  reaching  the  commutator 
by  the  binding  screw  B,  passes  into  the  centripetal  plate,  whence  it  rises  in 
the  column  E,  traverses  the  liquid  in  the  same  direction  as  at  first,  re- 
ascends  by  the  column  I,  and  from  thence  to  the  centre  of  the  commutator 
and  the  negative  binding  screw,  which  leads  it  to  the  battery.  If  the 
Dorth  pole  of  the  electromagnet  is  at  the  same  height  as  the  glass  vessel,  as 
io  the  figure,  the  Amp&rian  currents  move  in  the  opposite  direction  to  the 
hands  of  a  watch,  and  the  floats  then  move  in  the  same  direction  as  above  ; 
and  if  the  electromagnet  is  nused  until  the  neutral  line  is  at  the  same  height 
as  the  vessel,  the  floats  stop ;  if  it  is  above  them,  the  floats  move  again,  but 
in  the  opposite  direction. 

III.  To  cause  the  coil  and  the  electromagnet  to  act  simultaneously,  the 
positive  wire  of  the  battery  is  attached  at  C,  and  the  binding  screws  D  and 
A  are  connected  by  a  conductor.    Hence,  after  having  traversed  the  coil  H, 
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the  current  arrives  from  D,  and  the  binding  screw  A,  whence  it  travtrscs 
exactly  the  same  circuit  as  in  the  first  experiments.  The  effects  are  the 
same,  chough  more  intense,  the  action  of  the  coil  and  the  electromagnet 
being  in  the  same  direction. 

A  simpler  form  of  this  experiment  was  devised  by  Clerk  Maxwell  At 
the  bottom  of  a  small  beaker,  a  copper  disc  is  placed  with  an  insulated 
tongue  bent  at  right  angles,  and  connected  with  a  similar  line  disc  suppaited 
about  an  inch  above  the  copper.  Dilute  acid  is  placed  so  as  to  cover  boti 
discs,  and,  some  fine  sawdust  having  been  added  to  the  liquid,  the  whole  is 
placed  on  the  pole  of  an  electromagnet.  The  rotation  of  the  liquid  is  then 
shown  by  that  of  the  sawdust. 

870.  Bertiii'a  oommnbtoT. — Commutators  are  apparatus  by  which  the 
direction  of  currents  may  be  changed  at  pleasure,  or  by  which  they  may  be 
open  or  closed.     Bertin's  has  the  advantage  of  at  once  showing  the  direc- 
tion of  the  current.     It  consists  of  a  small  base  of  hard  wood  on  which  is  an 
ebonite  plate,  which,  by  means  of  the  handle  m  (fig.  B49),  is  turned  abouta 
central  axis,  between  two 
stops,  c  and  c*.    On  the 
disc  are  fixed  two  copper 
plates,  one  of  which,  0, 
is  always  positive,  being 
connected  by  the  axis  and 
by  a  plate,   + ,  with  ibc 
binding  screw   P,  which 
receives  the  positive  elec- 
trode of  the  battery ;  the 
other,  iV,  bent  in  the  forai 
of    a    horseshoe,    is    in 
rig.  849.  metallic  connection  widi 

a  plate  below  the  disc 
against  which  it  moves  with  friction  ;  this  plate  is  in  connection  with  ibe 
negative  electrode  N.  On  the  opposite  side  of  the  board  are  two  binding 
screws,  b  and  b',  to  which  are  adapted  two  elastic  metal  plates,  r  and  r". 

These  details  being  premised,  the  disc  being  turned  as  shown  in  thefigui^ 
the  current  coming  by  the  binding  screw  P  passes  into  the  piece  i>,the  plate 
r  and  the  binding  screw  b,  which  by  a  second  plate,  or  by  a  copper  wire, 
leads  it  to  the  apparatus  shown  in  fig,  848,  or  any  other.  Then  returning  to 
the  binding  screw  b',  the  current  attains  the  plate  r',  the  piece  <>,  and  ulti- 
mately the  binding  screw  N,  which  returns  it  to  the  battery. 

If  the  disc  is  turned  so  that  the  handle  is  half-way  between  c  and  d,  the 
pieces  o  and  ie  being  no  longer  in  contact  with  the  plates  r  and  r*,  the  cur- 
rent does  not  pass.  If  m  is  turned  as  far  as  f,  the  plate  o  touches  r',  and  r 
touches  e  ;  the  current  thus  passes  first  to  b'  and  returns  by  *  ;  it  is  therefore 

871.  3Mr*etlTe  Botlon  of  tba  •■rtti  on  vortlotd  ovrrMitt. — The  earth, 

which  exercises  a  directive  action  on  magnets  (689),acts  also  upon  currents, 
giving  them  in  some  cases  a  fixed  direction,  in  others  a  continuous  rotatory 

The  first  of  these  t»'o  actions  may  be  thus  enunciated  :  Every  vtrtical 
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current  mevaile  aliout  an  axis  parallel  to  itself,  places  itself  under  the  direc- 
tive action  of  the  earth  in  a  plane  through  this  axis  perpendicular  to  the 
magnetic  meridian,  and  stops  after  some  oscillations,  on  the  east  of  its  axis 
of  rotation  when  it  is  descending,  and  on  the  ■west  when  it  is  ascending. 

This  may  be  demonstrated  l>y  means  of  the  apparatus  represented  in  fig. 
851,  which  consists  of  two  brass  vessels  of  somewhat  ditferent  diameters. 
TTie  larger,  a,  about  13  inches  in  diameter,  has  an  aperture  in  the  centre, 
through  which  passes  a  brass  support,  b,  insulated  from  the  vessel  a'hai 
communicating  with  the  vessel  K,    This  column  terminates  in  a  small  cup, 


Fig.  Si.. 

in  which  a  light  wooden  rod  rests  on  a  pivot.  At  one  end  of  this  rod  a  line 
wire  is  coiled,  each  end  of  which  dips  in  acidulated  water,  with  which  the 
two  vessels  are  respectively  filled. 

The  current  arriving  by  the  wire  m  passes  to  a  strip  of  copper,  which  is 
connected  underneath  the  base  of  the  apparatus  with  the  bottom  of  the 
column  i.  Ascending  in  this  column,  the  current  reaches  the  vessel  K,  and 
the  acidulated  water  which  it  contains  ;  it  ascends  from  thence  in  the  wire 
c,  redescends  by  the  wire  e,  and,  traversing  the  acidulated  water,  it  reaches 
the  sides  of  the  vessel  a,  and  so  back  to  the  battery  through  the  wire  n. 

The  current  being  thus  closed,  the  wire  e  moves  round  the  column  b,  and 
stops  to  the  east  of  it,  when  it  descends,  as  is  the  case  in  the  figure  ;  but  if 
it  ascends,  which  is  effected  by  transmitting  the  current  by  the  wire  n,  the 
wire  e  stops  to  the  west  of  the  column  i,  in  a  position  directly  opposite  to 
that  which  it  assumes  when  it  is  descending. 

If  the  rod  with  a  single  wire,  in  fig.  851,  be  replaced  by  one  with  two 
wires  as  in  fig.  852,  the  rod  will  not  move,  for  as  each  wire  tends  to  place 
itself  on  the  east  of  the  column  a,  two  equal  and  contrary  effects  are  produced, 
which  counterbalance  one  another. 

872.  AoUon  «f  tbe  eftrtb  on  borlsootml  onrrenta  movable  Alioat  a 
■  ■!  1 1 1  !■!  axis. — The  action  of  the  earth  on  horizontal  currents  is  not  direc- 
tive, but  gives  them  a  continuous  rotatory  motion  from  the  east  round  by  tin 
north  to  the  west,  when  the  horizontal  current  moves  away  from  the  axis  of 
rotation,  and  front  the  west  to  the  east  when  it  is  directed  towards  this  axis. 
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This  may  be  illustrated  by  means  of  the  apparatus  represented  in  fig.  852, 
which  only  differs  from  that  of  fig.  S51  in  having  but  one  vessel  The 
current,  ascending  by  the  column  a,  traverses  the  two  wires  ec,  and  descends 
by  the  wires  bb,  from  which  it  regains  the  pile  ;  the  circuit  bccb  then  begiDS 


either  from  the  east  to 

the  west,  or  from  the  vest 

[o  the  east,  according  as 

in  the  wires  cc  the  current 

goes  from  the  centre,  is 

is  (he  case  in  the  figure, 

or  goes  towards  it,  whicb 

is    the    case    when    ibe 

Yj.  B„_  current  enters  by  the  wilt 

m  instead  of  by  m.    BuI 

we  have  seen  {871)  that  the  action  of  the  earth  on  the  vertical  wires  W  is 

destroyed ;  hence  the  rotation  is  that  produced  by  the  action  on  the  horitonlal 

branches  cc.    This  rotatory  action  of  the  terrestrial  current  on  horiiontil 

currents  is  an  instance  of  the  rotation  of  a  finite  horizontal  by  an  infinite 

horizontal  current  (864). 

873.  Slreetlve  kotlonof  ttaa  sartli  on  oloa«aaiirratiuinaTftfcM«bo«l 
«  vertloal  aUs. — If  the  current  on  which  the  earth  acts  is  closed,  whelbei 
it  be  rectangular  or  circular,  the  result  is  not  a  continuous  rotation,  but  a 
directive  action,  as  in  the  case  of  vertical  currents  (871),  in  virtue  of  which 
the  current  places  itself  in  a  plane  perpendicular  to  the  magnetic  meridtoK, 
so  that  it  is  descen£ng  on  the  east  of  its  axis  of  rotation,  and  ascending  on 
the  -west. 

This  property,  which  can  be  shown  by 
means  of  the  apparatus  represented  b  6g. 
830,  is  a  consequence  of  what  has  been  said 
about  horizontal  and  vertical  currents.  For 
in  the  closed  circuit  BA,  the  current  in  the 
upper  and  lower  parts  tends  to  turn  in  oppo- 
site directions,  from  the  law  of  horizontal 
currents  (872),  and  hence  is  in  equilibrium ; 
while  in  the  lateral  parts  the  current  on  the 
one  side  tends  towards  the  east,  and  on  the 
other  side  to  the  west,  from  the  taw  of  vertical 


From  the  directive  action  which  the  earib 
~  exerts  on  currents,  it  is  necessary,  in  many 

expedmenis,  to  neutralise  this  action.  Tliis  is  effected  by  arranging  the 
movable  circuit  symmetrically  about  its  axis  of  rotation,  so  that  the  directi^t 
action  of  the  earth  tends  to  turn  the  two  branches  in  opposite  directions. 
This  condition  is  fulfilled  in  the  circuit  in  fig.  S53.  Such  circuits  are  hence 
called  astatic  circuits, 

S74.  Stmotnre  of  a  Bolenoia. — A  solenoid  is  a  system  of  equal  and 
parallel  circular  currents  formed  of  the  same  piece  of  covered  copper  wire 
and  coiled  in  the  form  of  a  helix  or  spiral,  as  represented  in  fig.  854.    A 
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solenoid,  however,  is  only  complete  'when  part  of  the  wire  BC  passes  in  the 

direction  of  the  axis  in  the  interior  of  the  helix.     With  this  arrangement, 

when  the  circuit  is  traversed  by  a  current,  it  follows  from  what  has  been 

said  about  sinuous  currents  (861)  that  the 

action   of   a  solenoid   in   a    longitudinal       -^""TOCVXVVVVVTCTnrv 

direction,  AB,  is  counterbalanced  by  that      c^  0  00  000  000000^ 

of  the  rectili  near  current  BC.    This  action 

is  accordingly  null  in  the  direction  of  the 

length,  and  the  action  of  a  solenoid  in  a  direction  perpendicular  to  its  ojtis 

is  exactly  equivalent  to  that  of  a  series  of  equal  parallel  currents. 

875.  Aotion  of  omrents  on  solenoids. — ^What  has  been  said  of  the 
action  of  fixed  rectilinear  currents  on  finite  rectangular  or  circular  currents 
(864)  applies  evidently  to  each  of  the  circuits  of  a  solenoid,  and  hence  a 
rectilinear  current  must  tend  to  direct  these  circuits  parallel  to  itself.  To 
demonstrate  this  fact  experi- 
mentally, a  solenoid  is  con- 
structed as  shown  in  fig.  855, 
so  that  it  can  be  suspended 
by  two  pivots  in  the  cups  a 
and  c  of  the  apparatus  repre- 
sented in  fig.  853.  The  sole- 
noid is  then  movable  about 
a  vertical  axis,  and  if  a  recti- 
linear current  QP  be  passed 
beneath  it,  which  at  the  same 
time  traverses  the  wires  of 
the  solenoid,  the  latter  is  seen 
to  turn  and  set  at  right  angles  Fig.  855. 

to  the  lower  current — that  is, 

in  such  a  position  that  its  circuits  are  parallel  to  the  fixed  current ;  and, 
fiirther,  the  current  in  the  lower  part  of  each  of  the  circuits  is  in  the  same 
direction  as  in  the  rectilinear  wire. 

If,  instead  of  passing  a  rectilinear  current  below  the  solenoid,  it  is  passed 
vertically  on  the  side,  an  attraction  or  repulsion  will  take  place,  according 
as  the  two  currents  in  the  vertical-  wire,  and  in  the  nearest  part  of  the 
solenoid,  are  in  the  same  or  in  contrary  directions. 

876.  BireottTo  action  of  tbe  eartli  on  solenoids. — If  a  solenoid  be 
suspended  in  the  two  cups  (fig.  856),  not  in  the  direction  of  the  magnetic 
meridian,  and  a  current  be  passed  through  the  solenoid,  the  latter  will 
begin  to  move,  and  will  finally  set  in  such  a  position  that  its  axis  is  in  the 
direction  of  the  magnetic  meridian.  If  the  solenoid  be  removed,  it  will, 
after  a  few  oscillations,  return,  so  that  its  axis  is  in  the  magnetic  meridian. 
Further,  it  will  be  found  that  in  the  lower  half  of  the  coils  of  which  the 
solenoid  consists  the  direction  of  the  current  is  from  east  to  west ;  in  other 
words,  the  current  is  descending  on  that  side  of  the  coil  turned  towards  the 
east  and  ascending  on  the  west.  The  directive  action  of  the  earth  on 
solenoids  is  accordingly  a  consequence  of  that  which  it  exerts  on  circular 
currents.  In  this  experiment  the  solenoid  is  directed  like  a  magnetic  needle, 
and  the  north  pole,  as  in  magnets,  is  that  end  which  points  towards  the 
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north,  and  the  south  pole  that  which  points  towards  the  south.  This  experi- 
ment may  be  made  by  means  of  a  solenoid  fitted  on  a  De  la  Rive's  floating 
battery  (867). 


Fig.  856. 

877.  Mntiial  action  of  mafirnets  and  solenoids. — Exactly  the  same 
phenomena  of  attraction  and  repulsion  exist  between  solenoids  and  magnets 
as  between  magnets  themselves.  For  if  one  of  the  poles  of  a  magnet  be  pre- 
sented to  a  movable  solenoid,  traversed  by  a  current,  attraction  or  repulsion 
will  take  place,  according  as  the  poles  of  the  magnet  and  of  the  solenoid 
are  of  contrary  or  of  the  same  name.  The  same  phenomenon  takes  place 
when  a  solenoid  traversed  by  a  current  and  held  in  the  hand  is  presented  to 
a  movable  magnetic  needle.  If  one  pole  of  a  long  bar  magnet  be  presented 
to  the  centre  of  the  floating  coil  (fig.  856),  then  if  the  direction  of  the  current 
in  the  coil  is  the  same  as  that  of  the  Amp^rian  current  (879)  in  that  pole  of  the 
magnet,  the  coil  will  be  attracted  to  the  magnet,  and,  encircling  it,  will  move 
towards  the  middle,  where  it  is  stationary ;  if  the  currents  are  opposite,  then  the 
coil  will  first  of  all  be  repelled,  it  will  then  turn  round,  and  proceed  as  before. 

878.  Mutual  aotlon  of  solenoids. — When  two  solenoids  traversed  by  a 
powerful  current  are  allowed  to  act  on  each  other,  one  of  them  being  held 
in  the  hand  and  the  other  being  movable  about  a  vertical  axis,  as  shown 
in  fig.  856,  attraction  and  repulsion  will  take  place  just  as  in  the  case  of  two 
magnets.  These  phenomena  are  readily  explained  by  reference  to  what  has 
been  said  about  the  mutual  action  of  the  currents,  bearing  in  mind  the  direc- 
tion of  the  currents  in  the  extremities  presented  to  each  other. 

879.  Ampere's  tbeory  of  magnetism. — ^Amp^re  propounded  a  theory, 
based  on  the  analogy  between  solenoids  and  magnets,  by  which  all  magnetic 
phenomena  may  be  referred  to  electrodynamical  principles. 

Instead  of  attributing  magnetic  phenomena  to  the  existence  of  two  fluids, 
Ampere  assumed  that  each  individual  molecule  of  a  magnetic  substance  is 
traversed  by  a  closed  electric  current,  and  further  that  these  molecular  cur- 
rents are  free  to  move  about  their  centres.  The  coercive  force,  however,  which 
is  little  or  nothing  in  soft  iron,  but  considerable  in  steel,  opuses  this  motion, 
and  tends  to  keep  the  molecular  currents  in  any  position  in  which  they  happen 
to  be.  When  the  magnetic  substance  is  not  magnetised,  these  currents, 
under  the  influence  of  their  mutual  attractions,  occupy  such  positions  that 
their  total  action  on  any  external  substance  is  tUU    Magnetisation  consists 
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in  giving  to  these  molecular  currents  a  parallel  direction,  and  the  stronger 
the  magnetising  force  the  more  perfect  the  parallelism.  The  limit  of  mag- 
netisation is  attained  when  the  currents  are  completely  parallel. 

The  resultant  of  the  actions  of  all  the  molecular  currents  is  equivalent  to 
that  of  a  single  current  which  traverses  the  outside  of  a  magnet     For  by 
inspection  of  fig.  857,  in  which 
the  molecular  currents   are  re- 
presented by  a  series  of  small 
internal  circles  in  the  two  ends 
of  a  cylindrical  bar,  it   will  be     ^ 
seen  that  the  adjacent  parts  of 
the  currents  oppose  one  another 
and  cannot  exercise  any  external 
electrodynamic  action.    This  is 
not  the  case  with  the  surface  ; 
there  the  molecular  currents  at 

ab  are  not  neutralised  by  other  pj     j 

currents,  and  as  the  points  ^c 

are  infinitely  near,  they  form  a  series  of  elements  in  the  same  direction 
situated  in  planes  perpendicular  to  the  ajcis  of  the  magnet,  and  which  con- 
stitute a  true  solenoid. 

The  direction  of  these  currents  in  magnets  can  be  ascertained  by  con- 
sidering the  suspended  solenoid  (fig.  855).  If  we  supposed  it  traversed  by  a 
current,  and  in  equilibrium  in  the  magnetic  meridian,  it  will  set  in  such  a 
position  that  in  the  lower  half  of  each  coil  the  current  flows  from  east  to 
west.  We  have  then  the  following  rule  :—  Wken  the  north  pole  of  a  magnet 
is  looked  at,  the  direction  of  the  ampcrian  currents  is  opposite  to  that  of  the 
hands  of  a  watch ;  and  ■when  the  south  pole  is  looked  at,  the  direction  is  the 
same  as  that  of  the  hands. 

880.  T«iTomtrlaI  ourrent. — In  order  to  explain  terrestrial  magnetic 
effects  on  this  supposition,  the  existence  of  electrical  currents  is  assumed, 
which  continually  circulate  round  our  globe  from  east  to  west  perpendicular 
to  the  magnetic  meridian.  The  resultant  of  their  action  is  a  single  current 
traversing  the  magnetic  equator  from  east  to  west.  They  are  supposed  by 
some  to  be  thermo-electric  currents  due  to  the  variations  of  temperature 
caused  by  the  successive  influence  of  the  sun  on  the  different  parts  of  the 
globe  from  east  to  west. 

These  currents  direct  magnetic  needles  ;  for  a  suspended  magnetic 
needle  comes  to  rest  when  the  molecular  currents  on  its  under-surface  are 
parallel  and  in  the  same  direction  as  the  terrestriiil  currents.  As  the 
molecular  currents  are  at  right  angles  to  the  direction  of  its  length,  the 
needle  places  its  greatest  length  at  right  angles  to  east  and  west,  or  north 
and  south.     Natural  magnetisation  is  probably  imparted  in  the  same  way  to 

881.  Xall'a  experiment. — In  the  action  of  magnets  on  currents  which 
has  been  described  in  the  foregoing  sections,  we  have  been  concerned  with 
the  action  of  the  magnet  on  the  body  which  conveys  the  current. 

Professor  Hall  of  Baltimore  has  made  the  following  experiment  to 
determine  whether  the  path  of  a  current  itself  in  the  body  of  a  conductor  is 
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or  is  not  deflected  when  it  is  exposed  to  the  direct  action  of  a  magnetic  field. 
A  strip  of  gold  leaf  AB,  9  centimetres  in  length  by  2  centimetres  broad  (fig. 
858),  is  fastened  on  a  glass  plate,  placed  between  the  poles  of  an  electro- 
magnet in  such  a  manner  that  the  plane  of  the  strip  is  at  right  angles  to  the 
lines  of  force  of  the  magnetic  field.     The  ends  of  this  strip  A  and  B  are  in 


Fig.  858. 


Fig.  859. 


connection  with  the  poles  of  a  Bunsen's  cell.  Two  wires  leading  to  a 
galvanometer  a  and  b  are  connected  with  two  equipotential  points  at  the 
opposite  edges  of  the  strip  ;  that  is  to  say,  at  two  points,  found  by  trial, 
in  which  there  is  no  deflection  of  the  galvanometer  (738).  Fig.  859  shows 
the  general  direction  of  the  lines  of  force  of  the  current  when  the  electro- 
magnet is  not  excited,  the  dotted  lines  being  equipotential  lines.    When  the 


Fig.  860. 

electromagnet  is  excited  by  passing  a  current  through  it,  a  distinct  deflection 
is  produced  in  the  galvanometer,  showing  that  the  position  of  the  equipoten- 
tial lines  is  varied  (fig.  860),  and  that  the  path  of  the  current  in  the  conducting 
strip  has  been  deflected.  This  deflection  is  permanent,  and  cannot  there- 
fore be  due  to  induction,  and  its  direction  is  reversed  when  the  current  in 
the  magnet  is  reversed  (fig.  861). 

The  magnetic  field  acts  thus  upon  the  current  in  the  gold  leaf  in  such  a 
manner  as  to  displace  it  towards  one  edge  or  the  other,  and  to  cause  a 
small  portion  to  pass  through  the  circuit  of  the  galvanometer. 

The  electricity  is  displaced  in  the  direction  of  the  electromagnetic  force, 
due  to  the  magnet,  from  aio  b  through  the  galvanometer  in  the  case  of  iron, 
zinc,  and  cobalt,  but  from  ^  to  a  through  the  galvanometer,  with  nickd, 
gold,  and  bismuth.  Of  all  metals,  bismuth  shows  the  phenomenon  in  far  the 
highest  degree. 
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CHAPTER  V 

MAGNETISATION  BY  CURRENTS.      ELECTROMAGNETS. 

ELECTRIC  TELEGRAPHS 

882.  Magrnetlsatioii  by  currents. — When  a  wire  traversed  by  a  current 
is  immersed  in  iron  filings,  they  adhere  to  it  in  large  quantities  (fig.  862), 
each  particle  setting  perpendicularly  to  the  wire  ;  they  become  detached  as 
soon  as  the  current  ceases,  and  there  is  no  action  on  any  non-magnetic 
metal. 

In  like  manner  an  iron  or  steel  bar  is  magnetised  when  placed  at  right 
angles,  and  near  to  a  current ;  the  efTect  is  increased  by  coiling  an  insulated 


Fig.  862. 

copper  wire  round  a  glass  tube,  in  which  there  is  an  unmagnetised  steel  rod. 
If  a  current  be  passed  through  the  wire,  even  for  a  short  time,  the  bar  be- 
comes strongly  magnetised. 

If,  as  we  have  already  seen  (791),  the  discharge  of  a  Leyden  jar  be  trans- 
mitted through  the  wire,  by  connecting  one  end  with  the  outer  coating,  and 
the  other  with  the  inner  coating,  the  bar  is  also  magnetised.  This  is  a 
convenient  way  of  illustrating  the  identity  between  frictional  and  voltaic 
electricity. 

If  in  this  experiment  the  wire  be  coiled  on  the  tube  in  such  a  manner 
that  when  it  is  held  vertically  the  downward  direction  of  the  coils  is  from 
right  to  left  on  the  side  next  the  observer,  this  constitutes  a  right-handed 
or  dextrorsal  spiral  or  helix  (fig.  863),  of  which  the  ordinary  screw  is  an 


Fig.  863. 

example.     In  a  left-handed  or  sinistrorsal  helix  the  coiling  is  in  the  opposite 
direction — that  is,  from  left  to  right  (fig.  864). 

In  a  right-handed  spiral  the  north  pole  is  at  the  end  at  which  the  current 
emei^es,  and  the  south  pole  at  the  end  at  which  it  enters  ;  the  reverse  is  the 
case  in  a  left-handed  spiral.  But  whatever  the  direction  of  the  coiling,  the 
polarity  is  easily  found  by  the  following  rule  :  If  a  person  swimming  in  the 
current  look  at  the  axis  of  the  spiral^  the  north  pole  is  always  on  his  left.  If 
the  wire  be  not  coiled  regularly,  but  if  its  direction  be  reversed  at  each 
change  of  direction,  a  consequent  pole  (681)  is  formed  in  the  magnet.    The 

3L2 
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simplest  method  of  remembering  the  polarity  produced  is  as  follows  :  What- 
ever be  the  nature  of  the  helix,  either  right  or  left  handed,  if  the  end  lacing 
the  observer  has  the  current  flowing  in  the  direction  of  the  hands  of  a  watch, 


Fig.  86,. 

it  is  a  south  pole,  and  vice  versd.    The  same  polarity  is  produced  whether 

or  not  there  is  an  iron  core  with  the  helix. 

In  order  to  magnetise  a  steel  bar  by  means  of  electricity,  it  need  not  bf 

placed  in  a  tube,  as  shown  in  figs.  863  and  864.  It  is  sufficient  to  coil  round 
it  a  copper  wire,  covered  with  sitk 
cotton,  or  gutta-percha,  in  order  to  in- 
sulate the  circuits  from  one  another. 
The  action  of  the  current  is  thus  mul- 
tiplied, and  a  feeble  current  is  suffi- 
cient to  produce  a  powerful  magnetis- 
ing effect. 

rangement  which  has  been  described 
above  of  a  long  length  of  insulated 
wire  coiled  on  a  bar  or  core  of  soft 
iron,  and  traversed  by  a  current,  forms 
what  is  called  an  eUctromagnet.  In 
the  case  of  soft  iron  the  magnetisation 
is  only  temporary  ;  when  the  cuntnt 
ceases  the  magnetisation  of  the  bar 
ceases  also,  and  the  iron  reverts  almost 
wholly  to  its  ordinary  magnetic  but 
unmagnetised  condition. 

From  its  property  of  producing  > 
powerful  magnetic  field,  the  coil  in  this 
experiment  constitutes  a  magnetising 
'  )  coil  or  spiral ;  and  the  magnetisatioD 

of  the  iron  by  its  means  is  an  appli- 
cation   of   the   principle   of  magnetic 
'^'    '■  induction.    From  the  fact  thai  electro- 

magnets are  far  more  powerful  than  permanent  magnets,  and,  still  more, 
that  their  magnetisation  can  be  instantaneously  evoked  and  destroyed,  they 
have  met  with  a  host  of  applications  of  the  very  greatest  importance  ;  and 
the  form,  dimensions,  and  strength  of  such  electromagnets  vary  greatly  with 
the  purpose  for  which  they  are  intended. 

There  are,  however,  two  principal  types ;  bar  magnets,  as  in  fig.  867, 
or  horseshoe  magnets,  either  in  one  piece,  as  shown  in  fig.  865,  or  else 
formed  of  two  straight  electromagnets,  each  joined  to  a  cross-piece  of  soft 
iron  aryoke,  as  shown  in  fig.  880.  It  is  better  to  have  the  iron  in  one  piece, 
but  the  bending  of  large  masses  is  difficult,  and  is  apt  to  leave  much  residual 
magnetisation,  so  that  the  other  plan  is  generally  adopted,  great  care  being 
taken  that  the  surfaces  in  contact  be  very  accurately  fitted  to  each  other. 
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The  part  on  which  the  attraction  is  exerted  is  called  the  armature^  and 
the  space  between  the  poles  is  the  air-gap.  The  direction  of  the  winding  is 
such  that  the  current  flows  in  the  same  direction  as  the  hands  of  a  watch  at 
the  south  pole,  and  in  the  opposite  direction  at  the  north  pole. 

The  strength  of  the  magnetisation  in  the  core  depends  on  the  strength 
of  the  field  due  to  the  magnetising  coil,  and  on  the  nature  and  dimensions 
of  the  core.  For  a  short  bar  placed  in  a  coil  of  considerable  length  it  is 
represented  by  the  formula  I »  4jmifis,  where  n  is  the  number  of  turns  per 
unit  length,  /  the  current,  s  the  cross  section  of  the  bar,  and  /i  the  coefficient 
of  permeability  (707). 

If  a  soft  iron  ring  or  tore  be  coiled  round  with  insulated  wire  through 
which  a  current  is  passed,  it  is  the  seat  of  a  very  powerful  magnetic  induc- 
tion, though  it  has  no  poles,  and  therefore  no  external  action.  Such  a  system 
forms  a  closed  magnetic  circuit ;  the  arrangement  represented  in  fig.  865, 
where  the  two  poles  of  an  electromagnet  are  connected  by  an  armature,  also 
forms  such  a  circuit,  and  an  interesting  analogy  may  be  made  between  it 
and  a  closed  electrical  circuit. 

If  for  »  in  the  above  expression  we  write  -  ,  where  » is  the  total  number 

of  turns  of  the  wire,  and  /  the  length  of  the  bar,  the  formula  may  be  put 

^nni 
I-"T" 
lis 

in  which  it  is  quite  analogous  to  Ohm's  formula  for  the  electric  current  (825), 
^itni  being  the  magnetic  equivalent  o^  the  electromotive  force,  and  may 

accordingly  be  called  the  magnetomotive  force  ;  while  —  is  the  analogue  of 

}IS 

electrical  resistance  R.  It  is,  in  fact,  the  magnetic  resistance  or  reluctance 
R,  as  it  is  called.  This,  it  will  be  seen,  is  directly  as  the  length  of  the  bar, 
and  inversely  as  the  cross  section  and  \h^  permeability  \k  or  the  equivalent  in 
magnetism,  of  conductivity  in  electricity  (707);  it  represents  conductivity  for 
lines  of  magnetic  force.  This  analogy  also  holds  if  we  consider  the  magnetic 
circuit  as  made  up  of  bodies  of  different  permeabilities,  and  also  in  the  case 
of  divided  magnetic  circuits. 

The  analogy  fails,  however,  in  one  important  respect ;  electrical  resis- 
tailce  is  quite  independent  of  electromotive  force,  while  permeability  differs 
in  value  with  the  value  of  the  magnetising  force.  Hence  the  analogy  is 
rather  formal  than  real ;  it  is,  however,  useful  in  dealing  with  calculations 
about  electromagnets. 

The  expression  ^ttni  shows  that  we  get  the  same  effect  whether  we  have 
a  small  number  of  turns  of  wire  with  a  strong  current,  or  a  great  number  of 
turns  with  a  weak  current.  Thus  with  a  given  bar  the  same  effect  is  pro- 
duced by  one  turn  conveying  a  current  of  one  ampere  as  by  ten  turns  with 
a  current  of  one-tenth  of  an  ampere.  Electromagnets  are  usually  defined 
by  the  number  of  ampere  turns  used. 

With  a  given  battery  the  greatest  magnetising  force  is  obtained  when 
the  resistance  in  the  magnetising  spiral  is  equal  to  the  other  resistances  in 
the  circuit,  those  of  the  battery  included,  and  the  length  and  diameter  of  the 
wire  must  be  so  arranged  as  to  satisfy  these  conditions. 
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Taking  the  permeability  of  air  as  unity,  that  of  iron  is  many  hundred 
times  as  great,  hence  the  introduction  of  a  layer  of  air  in  a  magnetic  circuit 
is  analogous  to  the  introduction  of  a  bad  conductor  in  an  electrical  circuit. 
Iron  being  the  most  permeable  of  all  substances,  a  magnetic  circuit  should 
have  as  much  of  this  as  possible.  The  junctions  also  should  be  made  close 
and  true,  since  each  joint  increases  the  magnetic  reluctance. 

If  we  take  a  given  magnetising  spiral,  at  right  angles  to  the  magnetic 
meridian,  and  place  at  some  distance  from  it,  and  in  the  line  of  its  axis,  a 
small  magnetic  needle,  on  passing  a  weak  current  through  the  spiral  the 
needle  is  deflected,  and  this  deflection  is  a  measure  of  the  magnetising  force ; 
if  the  current  be  gradually  increased  the  deflection  will  also  be  increased,  and 
in  proportion  to  the  strength  of  the  current. 

If,  however,  the  spiral  contains  a  bar  of  soft  iron,  the  case  is  not  so  simple. 
If  we  plot  the  curve  which  represents  the  ratio  of  the  magnetising  force  to 
the  magnetisation,  as  measured  by  the  deflection  of  the  needle,  it  will  be  found 
that  at  flrst  the  magnetisation  increases  more  rapidly  than  in  direct  propor- 
tion to  the  magnetising  force,  but  the  rate  of  increase  gradually  becomes 
less,  and  it  ultimately  approaches  a  limit  which  is  not  materially  exceeded, 
even  by  a  considerable  increase  in  the  magnetising  force.  This  represents 
a  state  of  saturation  (716),  and  on  the  theory  of  magnetism  which  has  been 
laid  down  (879),  it  corresponds  to  the  case  in  which  the  molecular  magnets 
or  currents  have  acquired  their  final  positions. 

The  intensity  of  the  magnetisation  which  can  be  imparted  to  a  bar  is 
1700  CGS  units  in  the  case  of  wrought  iron,  1240  with  cast  iron,  and  S'S  *° 
the  case  of  nickel.  Steel  can  acquire  pretty  much  the  same  intensity  of 
magnetisation  as  wrought  iron,  and  retains  about  one  half  in  the  form  of 
permanent  or  residual  magnetism.  Soft  iron  almost  wholly  loses  its  mag- 
netisation when  the  current  ceases,  and  the  more  so  the  purer  the  iron,  and 
the  more  carefully  it  is  annealed.  In  many  applications  it  is  of  great 
importance  that  the  cessation  of  the  magnetisation  with  the  current  should 
be  as  complete  as  possible. 

Residual  magnetism  is  greater  in  long  magnets,  that  is  to  say,  those 
in  which  the  diameter  is  small  in  comparison  with  the  length.  Hence  for 
rapid  demagnetisation  the  cores  should  be  short  and  thick.  A  bundle  of 
soft  iron  wires  is  more  rapidly  demagnetised  than  a  massive  bar  of  the  same 
size.  Residual  magnetism  is  greater  when  the  magnetising  current  is 
not  opened  suddenly,  as  is  usually  the  case,  but  is  gradually  brought  back 
to  zero  by  successively  introducing  increasing  resistances.  By  suddenly 
opening  the  current  it  has  sometimes  been  found  with  thick  rods  of  very 
soft  iron,  a  reversed  magnetisation  is  met  with  which  is  called  abnorm<d 
magnetisation.  This  is  easily  understood  from  the  tendency  of  molecular 
magnets  to  revert  to  their  primitive  condition  (519).  In  doing  this  they 
experience  a  certain  firiction  or  resistance,  and  when  the  magnetisation 
gradually  diminishes,  this  hinders  any  reversal  of  the  molecules  ;  but  when 
tfie  cessation  is  sudden,  the  molecules,  from  the  greater  vis  viva  of  their 
reversal,  will  sooner  come  back  to  their  original  position,  or  even  pass  it,  and 
come  to  rest  on  the  opposite  side. 

The  effects  of  residual  magnetism  arc  lessened  by  preventing  the 
armature  from  coming  in  direct  contact  with  the  magnet,  either  by  inter- 
posing a  thin  paper  or  providing  the  cores  with  brass  studs. 
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With  uniform  magnetisation  the  portative  force  of  a  magnet  may  be 
readily  calculated.     It  is  expressed  by  the  formula 

where  P  is  the  weight  in  grammes,  ^=981,  A  is  the  induction,  and  S  the 
available  surface.  If  800  is  the  value  in  CGS  units,  we  get  for  the  portative 
force  4  kilos  per  square  centimetre,  which  is  looked  for  in  good  specimens 
of  permanent  magnets.  With  soft  iron  in  a  state  of  saturation  values  of 
10  to  12  kilos  are  obtained. 

When  an  armature  is  not  in  contact  with  the  poles  the  attraction  di- 
minishes very  rapidly  with  the  distance  ;  for  in  the  first  place  the  attraction 
is  inversely  proportional  to  the  distance,  and  then  the  fact  of  this  distance  is 
to  introduce  a  layer  of  air  which  from  its  very  great  reluctance  greatly  lessens 
the  strength  of  the  magnetic  circuit  itself.  Hence  at  a  small  distance  com- 
paratively, the  attraction  may  be  neglected. 

According  to  the  researches  of  Bidwell,  it  appears  that  for  low  degrees  of 
magnetisation  the  portative  force  increases  less  rapidly  than  the  current 
strength  up  to  a  certain  point,  at  which  the  field  represents  about  10,800 
grammes  per  square  centimetre.  From  this  point  the  magnetising  current 
and  the  load  increased  in  the  same  ratio  as  the  strength  of  the  current. 
When  the  field  had  an  intensity  of  1,074  units,  the  greatest  weight  supported 
was  1 50,000  grammes  per  sq.  cm.,  or  52  pounds  per  square  inch. 

During  magnetisation  the  volume  of  a  magnet  does  not  vary.  This  has 
been  established  by  placing  the  bar  to  be  magnetised  with  its  spiral  in  a 
sort  of  water  thermometer,  consisting  of  a  glass  flask  provided  with  a 
capillary  tube.  Allowing  for  the  expansion  of  the  water  due  to  the  heat  of  the 
voltaic  current,  the  magnetisation  of  the  bar  produces  no  increase  in  volume. 
The  dimensions  vary,  however  ;  the  diameter  is  somewhat  lessened,  and  the 
length  increases,  according  to  Joule  to  the  extent  of  ^Tiftj^^  if  the  bar  is 
magnetised  to  saturation. 

Bidwell  has  worked  in  this  direction  with 
great  magnetising  forces  ;  he  has  found  that  if 
the  magnetising  force  is  increased  beyond  the 
point  at  which  the  magnetic  elongation  of  the 
rod  is  greatest,  a  change  sets  in  ;  the  length  of 
the  rod,  instead  of  remaining  unchanged, 
slightly  but  steadily  diminishes ;  the  curve 
which  expresses  the  ratio  of  the  length  to  the 
magnetising  force  descends  in  a  straight  line, 
which  shows  no  tendency  to  become  horizontal. 

In  fig.  866  the  abscissae  represent  the  mag- 
netising force,  and  the  ordinates  the  correspond- 
ing magnetisation  in  a  soft  iron  bar.  The  curve 
A  represents  the  magnetisation  starting  from 
the  magnetising  force  O  and  rising  to  F.     The  pj    g^^^ 

curve  AC  A'  represents  decreasing  values  of 

the  force  from  F  to  —  F',  that  is,  an  equal  current  in  the  opposite  direction  ; 
and,  lastly,  the  curve  A'BA  represents  increasing  values  from  -  F  to  +  F. 

It  will  thus  be  seen  that  the  magnetisation  of  a  bar  for  a  given  force 
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depends  not  only  on  its  existing  condition,  but  also  on  its  previous  state. 
The  magnetisation  is  greater  in  the  descending  than  in  the  ascending  period 
for  the  same  value  of  the  magnetising  force.  This  is  due  to  residual  mag- 
netisation ;  there  is  a  retardation  or  lag  of  the  magnetisation  in  respect  of 
the  magnetising  force  to  which  Prof.  Ewing  has  applied  the  term  hysterisis. 
This  is  equivalent  to  the  coercive  force ;  it  is  greater  the  wider  the  diflferencc 
in  the  two  curves.  Hysterisis  is  diminished  if  the  body  is  submitted  to 
vibrations  during  the  process  of  magnetisation.  If  the  current  be  broken 
while  a  horseshoe  electromagnet  is  supporting  even  a  heavy  weight  attached 
to  the  keeper,  it  frequently  happens  that  the  keeper  does  not  at  once  become 
detached  ;  if  now  the  magnet  is  gently  tapped  so  as  to  set  the  molecules  in 
vibration,  the  keeper  immediately  drops,  and  is  no  longer  attracted  when 
again  placed  in  contact. 

To  destroy  residual  magnetism  as,  for  instance,  in  a  watch  spring  which 
has  accidentally  become  magnetised,  it  should  be  submitted  to  a  series  of 
magnetising  forces  in  alternate  directions  gradually  decreasing  to  zero.  A 
bar  may  also  be  rendered  neutral  by  being  heated  to  redness. 

When  a  soft  iron  bar  is  submitted  to  magnetisations  and  demagnetisations 
in  rapid  successions  its  temperature  rises.  This  represents  the  work  of  mag- 
netisation converted  into  heat.  If  in  the  above  curve  the  magnetising  force 
and  the  magnetisation  are  expressed  in  CGS  units,  the  area  AB  A'C  repre- 
sents the  value  in  ergs  of  the  work  so  transformed.  The  loss  may  attain 
15,000  ergs  per  cubic  centimetre  of  soft  iron  for  each  complete  cycle.  One 
erg  represents  4'i7  x  iq-^  calories  (122),  and  since  the  density  of  iron  is  7-8, 
and  its  specific  heat  o-ii  (457),  the  calorific  capacity  of  a  cubic  centimetre  is 
0*858.  So  that,  taking  the  above  number,  we  have  0*0004°  as  the  rise  in  tem- 
perature for  each  complete  cycle. 

If  a  bar  magnet  be  suspended  by  a  spring  so  that  its  axis  is  in  the  prolon- 
gation of  that  of  the  spiral,  and  the  current  be  now  passed,  it  will  be  seen 
that  the  magnet  will  be  attracted  or  repelled  according  as  the  direction  of  the 
current  is  the  same  as  that  of  the  current  in  the  spiral  or  not.  In  the  case 
of  attraction,  and  if  the  magnet  be  not  too  long  and  be  sufficiently  free 
to  move,  it  will  be  drawn  within  the  spiral.  The  force  with  which  the  magnet 
is  drawn  in  is  nearly  proportional  to  the  strength  of  the  current  and  to  the 
number  of  turns  of  the  wire. 

If  the  experiment  be  made  with  a  bar  of  soft  iron,  it  is  dra\ni  in  and  there 
is  a  remarkable  difference  in  the  strength,  which  is  proportional  to  the  square 
of  the  magnetising  force  of  the  spiral. 

Magnetism  is  not  uniformly  distributed  in  the  section  of  electromagnets ; 
the  external  layer  exhibits  a  stronger  magnetisation  than  the  inner  ones, 
and  with  feeble  forces  there  is  only  a  magnetic  excitation  in  the  outer  layer. 

The  magnetism  in  solid  and  in  hollow  cylinders  of  the  same  diameters  is 
the  same,  provided  in  the  latter  case  there  is  sufficient  thickness  of  iron  for 
the  development  of  the  magnetisation.  With  currents  below  a  certain 
strength,  wide  tubes  of  sheet-iron  are  far  more  powerfully  magnetised  than 
solid  rods  of  the  same  length  and  weight ;  but  with  more  powerful  currents 
the  magnetism  of  the  latter  preponderates. 

This  may  be  illustrated  by  the  following  experiment :  Two  identical 
magnetising  spirals  are  joined  by  a  wire  and  placed  vertically  a  little  dis- 
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tance  apart ;  from  one  end  of  the  beam  of  an  ordinary  balance  a  solid  soft 
iron  rod  is  suspended  so  that  it  is  half  way  within  the  spiral,  and  this  is 
counterpoised  by  a  sheet-iron  cylinder  of  the  same  length  and  weight,  but 
of  greater  diameter,  which  is  also  half  way  within  the  other  spiral. 

If  now  the  same  weak  current  is  transmitted  through  both  spirals  the 
cylinder  is  drawn  down,  but  if  a  stronger  one  is  passed,  it  is  the  rod  which 
is  sucked  in. 

884.  Vibratory  motion  and  sounds  prodnoed  by  onrronta. — When  a 
rod  of  soft  iron  is  magnetised  by  a  strong  electric  current,  it  gives  a  very 
distinct  sound,  which,  however,  is  only  produced  at  the  moment  of  closing 
or  opening  the  current.  This  phenomenon,  first  observed  by  Page  in 
America,  and  by  Delezenne  in  France,  was  particularly  investigated  by 
De  la  Rive,  who  attributed  it  to  a  vibratory  motion  of  the  molecules  of 
iron  in  consequence  of  a  rapid  succession  of  magnetisations  and  demag- 
netisations. 

When  the  current  is  broken  and  closed  at  very  short  intervals,  De  la  Rive 
observed  that,  whatever  be  the  shape  or  magnitude  of  the  iron  bars,  two 
sounds  may  always  be  distinguished  ;  one,  which  is  musical,  corresponds  to 
that  which  the  rod  would  give  by  vibrating  transversely ;  the  other,  which 
consists  of  a  series  of  harsh  sounds,  corresponding  to  the  interruptions  of 
the  current,  was  compared  by  De  la  Rive  to  the  noise  of  rain  falling  on  a 
metal  roof.  The  most  marked  sound  is  that  obtained  by  stretching,  on  a 
sounding-board,  pieces  of  soft  iron  wire,  well  annealed,  from  i  to  2  mm.  in 
diameter  and  i  to  2  yards  long.  These  wires,  being  placed  in  the  axis  of  one 
or  more  bobbins  traversed  by  powerful  currents,  send  forth  a  number  of 
sounds,  which  produce  a  surprising  effect,  and  much  resemble  that  of  a 
number  of  church  bells  heard  at  a  distance.  Rods  of  zinc,  copper,  or  brass 
give  no  note  even  with  strong  currents. 

Wertheim  also  obtained   the  same  sounds  by  passing  a  discontinuous 
current,  not  through  the  bobbins  surrounding  the  iron  wires,  but  through 
the  wires  them- 
selves. Themu-  (^  ^r— 
sical    sound    is 
then      stronger 
and    more    so- 
norous in  gene- 
ral than  in  the 
previous  experi- 
ment.    The  hy- 
pothesis of  a  mo- 
lecular     move- 

ment  in  the  iron  Fig.  867. 

wires  at  the  mo- 
ment of  their  magnetisation,  and  of  their  demagnetisation,  is   confirmed 
by  the  researches  of  Wertheim,  who  found  that  their  elasticity  is  then 
diminished. 

885.  Bois's  telephone. — The  essential  features  of  this  instrument  (fig. 
867)  are  a  sort  of  box,  B,  one  side  of  which  is  closed  by  a  membrane  C, 
while  there  is  a  mouthpiece,  A,  in  another  side.    On  the  membrane  is  a  piece 
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of  thin  metal-foil  C,  which  is  connected  with  a  wire  leading  to  one  pole  of  the 
battery  G,  the  other  pole  of  which  is  put  to  earth.  Just  above  ihe  foil,  and 
almost  touching  it,  is  a  metal  point  D,  which  is  connected  by  the  line  wiie 
(886)  wiih  one  end  of  a  coil  of  insulated  wire  surrounding  an  iron  wire,  ihe 
other  end  of  which  is  put  to  earth. 

When  the  mouthpiece  is  spoken  or  sung  into,  the  sounds  set  the  mem- 
brane in  vibration  ;  this  alternately  opens  and  closes  the  current,  and  these 
makes  and  breaks  being  transmitted  through  the  circuit  to  the  electrom^[nei 
F,  produce  the  corresponding  sounds. 


ELECTRIC  TELEGRAPH 

886.  ai«etrl«  Mlevr**lu-— These  are  apparatus  by  which  signals  can  be 
transmitted  to  considerable  distances  by  means  of  voltaic  currents  propa- 
gated in  metallic  wires.    Towards  the  end  of  the  last  century,  and  at  tbc 
beginning  of  the  present,  many  philosophers  proposed  to  correspond  at  a 
distance  by  means  of  the  effects  produced  by  electrical  machines  when  pro- 
pagated in  insulated  conducting  wires.     In  1811,  Scemmering  invented  a 
tel^^aph,  in  which  he  used  the  decomposition  of  water  for  giving  sign^ 
In  1820,  at  a  time  when  the  electromagnet  was  unknown,  Ampere  proposed 
to  correspond  by  means  of  magnetic  needles,  above  which  a  current  was  sent, 
as  many  wires  and  needles  being  used  as  letters  were  required.     In  1S34. 
Gauss  and  Weber  constructed  an  electromagnetic  telegraph,  in  which  a  voltaic 
current  transmitted  by  a  wire  acted  on  a  magnetised  bar,  the  oscillations  of 
which  under  its  influence  were  observed  by  a  telescope.     They  succeeded  in 
■  thus  sending  signals  from  the  Observatory  to  the  Physical  Cabinet  in  Coi- 
tingen,  a  distance  of  a  mile  and  a  quarter, 
and  to  them  belongs  the  honourof  having 
first   demonstrated    experimentally    tbt 
possibility  of  electrical  communication 
at  a  considerable  distance.     In  1E37, 
Steinheil  in  Munich,  and  Wheatstone  in 
London,  constructed telegraphsin  which 
several  wires  each   acted  on  a  single 
needle ;  the  current  in  the  first  case 
being  produced  by  an  electromagnetic 
machine,  and  in  the  second  by  a  constant 
FiB  668  battery. 

Every  electric  telegraph  consists 
essentially  of  three  parts  :  1,  a  circuit  consisting  of  a  metallic  connection 
between  two  places,  and  an  electromotor  for  producing  the  current ;  7,  » 
commumcalor  for  sending  the  signals  from  the  one  station  ;  and,  3,  an  in- 
dicator for  receiving  them  at  the  other  station.  The  manner  in  which  these 
objects,  more  especially  the  last  two,  are  effected  can  be  greatly  varied,  and 
we  shall  limit  ourselves  to  a  description  of  the  three  principal  methods. 

One  form  of  electromotor  still  sometimes  used  in  England  is  a  modi6ca- 
tion  of  Wollaston's  battery.  It  consists  of  a  trough  divided  into  compart- 
ments in  each  of  which  is  an  amalgamated  zinc  plate  and  a  copper  plate ; 
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these  plates  are  u5uallyabout4}  inches  in  height  by  3^. in  breadth.  The  com- 
partments are  filled  with  sand,  which  is  moistened  with  dilute  sulphuric 
add.  This  battery  is  inexpensive  and  easily  worked,  only  requiring  from 
time  to  time  the  addition  of  a  little  acid  ;  but  it  has  very  low  electromotive 
force  and  considerable  resistance,  and  when  it  has  been  at  work  for  some 
time  the  effects  of  polarisation  begin  to  be  perceived.  On  the  telegraphs  of 
the  South-Eastem  Railway,  the  platinised  graphite  (811)  battery,  invented 
by  Mr.  C.  V.  Walker,  has  been  used  with  success.  On  circuits  on  which 
there  is  constant  work  some  form  of  Daniell's  battery  is  used,  and  for  othei 
circuits  Leclanchf  s  cell  is  coming  into  more  extended  use.  In  France, 
Daniell's  battery  is  used  for  telegraphic  purposes. 

The  connection  between  two  stations  is  made  by  means  of  galvanised  iron 
wire  suspended  by  porcelain  supports  (fig.  863),  which  insulate  and  protect 
them  against  the  rain,  either  on  posts  or  against  the  sides  of  buildings.  In 
England  and  other  moist  climates  special  attention  is  required  to  be  paid  to 
the  perfection  of  the  insulation.  In  towns,  wires  covered  with  gutta-percha 
are  placed  in  tubes  laid  in  the  ground.  Submarine  cables,  where  great 
strength  is  required  combined  with  lightness  and  high  conducting  power, 
arc  formed  on  the  general  type  of  one  of  the  Atlantic  cables,  a  longitudinal 
new  of  which  is  given  in  fig.  869,  while  fig.  S70  represents  a  cross  section. 


Fig.  369.  Fig.  Bjo. 

In  the  centre  is  the  cort,  which  is  the  conductor  ;  it  consists  of  seven  copper 
wires,  each  J  nun.  in  diameter,  twisted  in  a  spiral  strand  and  covered  with 
several  layers  of  gutta-percha,  between  each  of  which  is  a  coating  of  Ckat- 
Urioris  compound — a  mixture  of  tar,  resin,  and  gutta-percha.  This  forms 
the  irtsuiator  •proper,  and  it  should  have  great  resistance  to  the  passage  of 
electricity,  combined  with  low  specific  inductive  capacity  (748).  Round  the 
insulator  is  a  coating  of  hemp,  and  on  the  outside  is  wound  spirally  a  pro- 
tecting shrath  of  steel  wire,  spun  round  with  hemp. 

At  the  station  which  sends  the  despatch,  the  line  is  connected  with  the 
positive  pole  of  a  battery,  the  current  passes  by  the  line  to  the  other  station, 
and  if  there  were  a  second  return  line,  it  would  traverse  it  in  the  opposite 
direction  to  return  to  the  negative  pole.  In  1837,  Steinheil  made  the  very 
important  discovery  that  the  earth  might  be  used  for  the  return  conductor, 
thereby  saving  the  expense  of  the  second  line.  For  this  purptose  the  end  of 
the  conductor  at  the  one  station,  and  the  negative  pole  of  the  battery  at  the 
Dtber,  are  connected  with  large  copper  plates,  which  are  sunk  to  some  depth 
m  the  ground.  The  action  is  then  the  same  as  if  the  earth  acted  as  a 
return  wire.  The  earth  is,  indeed,  far  superior  to  3  return  wire  ;  for  the 
kdded  resistance  of  such  a  wire  would  be  considerable,  whereas  the  resist- 
uice  of  the  earth  beyond  a  short  distance  is  absolutely  nil.    The  earth  really 
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dissipates  the  electricity,  and  does  not  actually  return  the  same  current  to 
the  battery. 

687.  TVt>*atM«aa  utd  Oooks's  •Insle-nBadle  t«lecr*ybi. — This  con- 
sists essentially  of  a  vertical  multiplier  (821)  with  an  astatic  needle,  the 
arrangement  of  which  is  seen  in  fig.  872,  while  fig.  871  gives  a  front  view 
of  the  case  in  which  the  apparatus  is  placed.  A  (fig.  871}  is  the  bobbin. 
consisting  of  about  400  feet  of  fine  copper  wire,  wound  in  a  frame  in  two 


Fig.  871.  Fi(.  Bjj. 

Strongly  magnetised  ;  it  works  with  the  bobbin,  and  a  light  index  joined  to 
it  by  a  horizontal  axis  indicates  the  motion  of  the  needle  on  the  diaJ. 

The  signs  are  made  by  transmitting  the  current  in  different  directiwis 
through  the  multiplier,  by  which  the  needle  is  deflected  cither  to  the  right 
or  left,  according  to  the  will  of  the  operator.  The  instrument  by  which  this 
is  effected  is  a  commutator  or  kty,  G,  fig.  873  ;  its  action  is  shown  in  fig,  874, 
while  fig.  873  shows  on  a  large  scale  how  two  stations  are  connected.  It 
consists  of  a  cylinder  of  boxwood  with  a  handle,  which  projects  in  front  of 
the  case  (fig.  871).  On  its  circumference  parallel  to  the  axis  are  seven  brass 
strips  (fig.  873),  the  spaces  between  which  are  insulated  by  ivory ;  these 
strips  are  connected  at  the  end  by  metallic  wires,  also  insulated  from  each 
other,  in  the  following  manner:  a  with  b  and  <;,/with  d,  and  «withf.    Foor 
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springs  press  against  the  cylinder  ;  x  and  y  are  connected  with  the  poles  of 
the  battery,  m,  with  the  earth  plate,  and  n  wiih  one  end  of  the  multiplier,  N. 
When  not  at  work  the  cylinder  and  the  handle  are  in  a  vertical  position, 
as  seen  on  the  left  of  the  diagram.  The  circuit  is  thus  optn,  for  the  pole 
springs,  X  and/,  are  not  connected  with  the  meta!  of  the  C' 


if,  as  in  the  figiu-e  on  the  right,  the  key  is  turned  to  the  right,  the  battery 
is  brought  into  the  circuit,  and  the  current  passes  in  the  following  direc- 
tion :  +  pole,  i^a'b'n'Wg'W,  conductor  gplAnacm¥.p,  earth  p"E.'m-e'g'y',  - 
pole.  The  coils  N  and  N'  are  so  arranged  that  by  the  action  of  the 
the  motion  of  the  needle  corresponds  to  the  motion 
of  the  handle.  By  turning  the  handle  to  the  left 
the  current  would  have  the  following  direction  : 
+  pole  x'dft>t"E'p',  earth  p'Zmcainy^q,  conductor 
p'g'M'tt'b'a'y',  —pole,  and  thus  the  needle  would 
be  deflected  in  the  opposite  direction. 

The  signs  are  given  by  differently  combined 
deflections  of  the  needle  as  represented  in  the 
alphabet  on  the  dial  {fig.  871).  \  denotes  a  de- 
flection of  the  upper  end  of  the  needle  to  the  left, 
and  /  a  deflection  to  the  right ;  I,  for  instance,  is 
indicated  by  two  deflections  to  the  left,  and  M  by 
two  10  the  right.  D  is  expressed  by  right-lcft-left, 
and  C  by  right-left- right-left,  &c. 

These  signs  are  somewhat  complicated  and  require  great  practice  ; 
usually  not  more  than  12  to  20  words  can  be  sent  in  a  minute.    The  single- 


Fig.  874. 
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needle  telegraph  was  formerly  sometimes  replaced  by  ihe  double-needle  one, 
which  is  constructed  on  the  same  principle,  but  there  are  two  needles  and 
two  wires  instead  of  one. 


Ul  MlevMphB.— Of  these  many  kinds  exist     Figs.  S?;  and  S76 
a  lecture-model  of  one  form,  constructed  by  Froment,  and  which 
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will  serve  to  illustrate  the  principle.  It  consists  of  two  parts — the  key  for 
transmitting  signals  (fig.  875),  and  the  indicator  (fig.  876),  for  receiving  them. 
The  first  apparatus  is  connected  with  a  battery,  Q,  and  the  two  apparatus  are 
in  communication  by  means  of  metal  wires,  one  of  which,  AOD  (fig.  875), 
goes  from  the  departure  to  the  arrival  station,  and  the  other,  HKLI  {^%, 
876),  from  the  arrival  to  the  departure.  In  practice,  the  latter  is  replaced 
by  the  earth  circuit.  Each  apparatus  is  furnished  with  a  dial  with  25  of 
the  letters  of  the  alphabet,  on  which  a  needle  moves.  The  needle  at  the 
departure  station  is  moved  by  hand,  that  of  the  arrival  by  electricity. 

The  path  of  the  current  and  its  effects  are  as  follows  :  from  the  battery  it 
passes  through  a  copper  wire,  A  (fig.  875),  into  a  brass  spring,  N,  which 
presses  against  a  metal  wheel,  R,  then  by  a  second  spring,  M,  into  the  wire 
O,  which  joins  the  other  station.  Thence  the  current  passes  into  the  bobbin 
of  an  electromagnet,  ^,  not  fully  shown  in  fig.  876,  but  of  which  fig.  874 
represents  a  section,  showing  the  front  of  the  apparatus.  This  electromagnet 
is  fixed  horizontally  at  one  end,  and  at  the  other  it  attracts  an  armature  of 
soft  iron,  a^  which  forms  part  of  a  bent  lever,  movable  about  its  axis,  Oy  while 
a  spring,  r,  draws  the  lever  in  the  opposite  direction. 

When  the  current  passes,  the  electromagnet  attracts  the  lever  aC,  which 
by  a  rod,  z,  acts  on  a  second  lever,  d^  fixed  to  a  horizontal  axis,  itself  con- 
jnected  with  a  fork,  F.  When  the  current  is  broken  the  spring  r  draws  the 
Jever  ^C,  and  therewith  all  the  connected  pieces  ;  a  backward-and-forward 
motion  is  produced,  which  is  communicated  to  the  fork  F  ;  this  transmits 
it  to  a  toothed  wheel,  G,  on  the  axis  of  which  is  the  needle.  From  the 
arrangement  of  its  teeth,  the  wheel  G  is  always  moved  in  the  same  direction 
by  the  fork. 

To  explain  the  intermittent  action  of  the  magnet,  we  must  refer  to  fig. 
1875.  The  toothed  wheel,  R,  has  26  teeth,  of  which  25  correspond  to  letters 
i  of  the  alphabet,  and  the  last  to  the  interval  reserved  between  the  letters  Z 
and  A.  When  holding  the  knob  P  in  the  hand  the  wheel  R  is  turned,  the  end 
of  the  plate  N  from  its  curvature  is  always  in  contact  with  the  teeth  ;  the 
plate  M,  on  the  contrary,  terminates  in  a  catch  cut  so  that  contact  is  alter- 
nately made  and  broken.  Hence,  the  connections  with  the  battery  having 
been  made,  if  the  needle  P  is  advanced  through  four  letters,  for  example,  the 
current  passes  four  times  in  N  and  M,  and  is  four  times  broken.  The  electro- 
magnet of  the  arrival  station  will  then  have  attracted  four  times,  and  have 
ceased  to  do  so  four  times.  Lastly,  the  wheel  G  will  have  turned  by  four 
teeth,  and  as  each  tooth  corresponds  to  a  letter,  the  needle  of  the  arrival 
station  will  have  passed  through  exactly  the  same  number  of  letters  as  that 
of  the  departure  station.  The  piece  S,  represented  in  the  two  figures,  is  a 
copper  plate,  movable  on  a  hinge,  which  serves  to  make  or  to  break  the 
current  at  will. 

From  this  explanation  it  will  be  readily  intelligible  how  communications 
are  made  between  different  places.  Suppose,  for  example,  that  the  first  ap- 
paratus being  at  London  and  the  second  at  Brighton,  there  being  metallic 
connection  between  the  two  towns,  it  is  desired  to  send  the  word  signal  to 
the  latter  town  :  as  the  needles  correspond  on  each  apparatus  to  the  interval 
retained  between  Z  and  A,  the  person  sending  the  despatch  moves  the 
needle  P  to  the  letter  S,  where  it  stops  for  a  very  short  time  ;  as  the  needle 
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in  Brighton  accurately  reproduces  the  motion  of  the  London  needle,  it  stops 
at  the  same  letter,  and  the  person  who  receives  the  despatch  notes  thisleiier. 
The  one  at  London,  always  continuing  to  turn  in  the  same  direction,  stops 
at  the  letter  I,  the  second  needle  immediately  stops  at  the  same  letter  ;  and 
continuing  in  the  same  manner  with  the  leiiers,  G,  N,  A,  L,  all  the  word  is 
soon  transmitted  to  Brighton.  The  attention  of  the  obsen-er  at  the  arrival 
Station  is  attracted  by  means  of  an  electric  alarum.  Each  station  must 
further  be  provided  with  the  two  apparatus  (figs.  S75and  876),  without  which 
it  would  be  impossible  to  answer. 

889.  Xone'a  taieffrspb.— The  telegraphs  hitherto  described  leave  no 
trace  of  the  despatches  sent,  and  if  any  errors  have  been  made  in  copying 
the  signals  there  is  no  means  of  remedying  them.  These  objections  are  now 
met  in  the  case  of  the  •writing  telegraphs.,  in  which  the  signs  themselves  arc 
printed  on  a  strip  of  paper  at  the  time  at  which  they  are  transmitted 


Fig.  Sjj. 

Of  the  numerous  printing  and  writing  telegraphs  which  have  been  devised, 
that  of  Morse,  first  brought  into  use  in  North  America,  is  best  knowiL  It 
has  been  almost  universally  adopted  on  the  Continent.  In  this  instnunent 
there  are  three  distinct  parts  :  the  receiver,  the  sender,  and  the  relay ;  figs. 
877,  873,  879,  and  SSo  represent  these  apparatus. 

Receiver.  We  will  first  describe  the  receiver  (fig.  877),  leaving  out  of  sight 
for  the  moment  the  accessory  pieces,  G  and  T,  placed  on  the  right  of  the 
figure.  The  current  which  enters  the  indicator  by  the  wire,  C,  passes  into  an 
electromagnet,  £,  which  when  the  current  is  closed  attracts  an  armature  <rf 
soft  iron,  A,  fixed  at  the  end  of  a  horizontal  lever  movable  about  an  axis,  r; 
when  the  current  is  open  the  lever  is  raised  by  a  spring  r.  By  means  of  two 
screws,  m  and  v,  the  amplitude  of  the  oscillations  is  regulated.  At  the  other 
end  of  the  lever  there  is  a  pencil,  0,  which  writes  the  signals.  For  this 
purpose  a  long  band  of  strong  paper,  kp,  rolled  round  a  drum,  R,  passes 
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between  two  copper  rollers  with  a  rough  surface,  u,  and  turning  in  contrary 
directions.  Drawn  in  the  direction  of  the  arrowsi  the  band  of  paper  becomes 
tolled  on  a  second  drum,  Q,  which  is  turned  by  hand.  A  clockwork  motion 
placed  in  the  box,  BD,  works  the  rollers,  between  which  the  band  of  paper 

The  paper  being  thus  set  in  motion,  whenever  the  electromagnet  works, 
the  point  o  strikes  the  paper,  and,  without  perforating  it,  produces  an  inden- 
tation the  shape  of  which  depends  on  the  time  during  which  the  point  is  in 
contact  with  the  paper.  If  it  only  strikes  it  instantaneously,  it  makes  a  dot 
{-)  or  short  stroke  ;  but  if  the  contact  has  any  duration,  a  dash  [ — )  of  corre- 
sponding length  is  produced.  Hence,  by  varying  the  length  of  contact  of 
the  transmitting  key  at  one  station,  a  combination  of  dots  and  dashes  may 
be  produced  at  another  station,  and  it  is  only  necessary  to  give  a  definite 
meaning  to  these  combinations. 

In  order  to  make  an  indentation  a  considerable  pressure  is  required,  which 
necessitates  the  employment  of  a  strong  current,  and  the  newer  instruments 
(fig.  878)  are 
based  on  the 
use  of  1*6- 
ivriters.  The 
paper  band 
passes  close  to, 
but  not  touch- 
ing, a  metal 
disc  with  a  line 
edge,  c,  which 
turns     against 

'«"""  '"*,;  '»"•■ 

rolltr,     a,    all 

being  rotated  by  the  same  mechanism.  When  ihe  end  A  is  attracted,  the 
bent  plate  at  the  other  end  presses  the  paper  against  the  disc  which  is 
inked  by  contact  with  the  ink-roller,  and  thus  produces  a  mark  on  the 
paper,  which  is  either  short  or  long  according  to  the  duration  of  the  con- 
tact    The  signs  are  thus  more  legible,  and  are  produced  by  &r  weaker 


The  same  telegraphic  alphabet  is  now  universally  used  wherever  tele- 
graphic communication  exists  ;  and  the  signals  for  the  single-needle  instru- 
ment (fig.  871)  as  well  as  those  used  for  printing  have  been  modified,  so  that 
they  now  correspond  to  each  other.  Thus  a  beat  of  the  top  of  the  needle  to 
the  left  \  is  equivalent  to  a  dot :  and  a  beat  to  the  right  /  to  a  dash.  The 
figure  on  the  next  page  gives  the  alphabet 

The  flag  signals  used  in  military  operations  are  similarly  used.  A  swing 
of  the  flag  from  its  upright  vertical  position  to  the  right  or  left  has  the  same 
meaning  as  the  corresponding  motion  of  the  top  end  of  the  needle.  So  too 
long  or  short  obscurations  of  the  limelight  used  in  signalling  by  night,  or 
of  the  heliograph  (523),  correspond  to  dashes  and  dots. 

Sender  or  key.  This  consists  of  a  small  mahogany  base,  which  acts  as 
support  for  a  metal  lever  ai  (fig.  879),  movable  about  a  horizontal  axis  which 
passes  through  its  middle.    The  extremity  a  of  this  lever  is  always  pressed 
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upwards  \tf  a  spring  beneath,  so  that  it  is  only  by  pressing  with  the  finger 
on  the  key  B  that  the  lever  sinks  and  strikes  the  button  x.     Round  the  base 
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are  three  binding  screws,  one  connected  wiih  the  wire  P,  which  comes  from 
the  positive  pole  of  the  battery ;  the  second  connected  with  L,  the  line  win ; 
and  the  third  with  thewire 
A,  which  passes  to  ibe 
indicator  ;  for  of  count 
two  places  in  ccHnmunica- 
tion  arc  each  proviiW 
with    an    indicator   and 


Fig.  S79- 


These  details  known, 
there  are  two  cases  to  be 
considered,  i.  The  key 
arranged  so  as  to  receive 
a  message  from  a  distant 
station  ;  the  end  b  is  then  down,  as  represented  in  the  figure,  so  that  the 
current  which  arrives  by  the  line  wire  L,  and  ascends  in  the  metal  piece 
m,  descends  in  the  wire  A,  which  leads  it  to  the  indicator  of  the  station  at 
which  the  apparatus  is  placed,  z.  A  message  is  to  be  transmitted  ;  in  this 
case  the  key  B  is  pressed  so  that  the  lever  comes  in  contact  with  the  button  x. 
The  current  of  the  local  battery,  which  comes  by  the  wire  P,  ascending  then 
in  the  lever,  descends  by  tn  and  joins  the  wire  L,  which  conducts  it  to  the 
station  to  which  the  despatch  is  addressed.    According  to  the  length  of  time 
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luriog  which  B  is  pressed,  a  dot  or  a  line  is  produced  in  the  receiver  to 
rhich  the  current  proceeds. 

Relay.  In  describing  the  receiver  we  have  assumed  that  the  cuTrent  of 
he  line  coming  by  the  wire  C  (fig.  877)  entered  directly  into  the  electro- 
nagnet,  and  worked  the  armature  A,  producing  a  despatch  ;  but  when  the. 
wrent  has  traversed  a  distance  of  a  few  miles  its  strength  has  diminished 
a  greatly  that  it  cannot  act  upon  the  electromagnet  with  sufficient  force  to 
Hint  a  despatch.  Hence  it  is  necessary  to  have  recourse  to  a  relay — that  is, 
0  an  auxiliary  electromagnet  which  is  still  traversed  by  the  current  of  the 
ine,  but  which  serves  to  introduce  into  the  communicator  the  current  of  a 
'acaibatttry  of  four  or  five  elements  placed  at  the  station,  and  which  is  only 
Bed  to  print  the  signals  transmitted  by  the  wire. 

For  this  purpose  the  current  entering  the  relay  by  the  binding  screw,  L 
%%■  S80),  passes  into  an  electromagnet,  E,  whence  it  passes  inio  the  earth 
>y  the  binding 
wew  T,  Now, 
lacb  time  that  the 
nurent  of  the  line 
passes  into  the  re- 
l»y,  the  electro- 
augnet  attracts  an 

It  the  bottom  of  a 
ftrtical  lever,  p, 
wludi  oscillates 
ibout  a  horizontal 
nis. 

Ai  each    oscil- 
lation the    top    of  rig.  9Sei. 
4e  lever  p  strikes 

■gainst  a  button  n,  and  at  this  moment  the  current  of  the  local  batter)-, 
•hicb  enters  by  the  binding  screw  c,  ascends  the  column  m,  passes  into  the 
lever ^,  descends  by  the  rod  0,  which  transmits  it  to  the  screw  Z  :  thence  it 
Enters  the  electromagnet  of  the  indicator,  whence  it  emerges  by  the  wire  Z, 
to  return  to  the  local  battery  from  which  it  started.  Then,  when  the  current 
rf  the  line  is  open,  the  electromagnet  of  the  relay  does  not  act,  and  the 
lever  ^,  drawn  by  a  spring  r,  leaves  the  button  n,  as  shown  in  the  drawing, 
■nd  the  local  current  no  longer  passes.  Thus  the  relay  transmits  to  the 
indicator  exactly  the  same  phases  of  passage  and  intermittence  as  those 
effeaed  by  the  manipulator  in  the  station  which  sends  the  despatch. 

With  a  general  battery  of  25  Daniell's  elements  the  current  is  usually 
■troDg  enough  at  tipwards  of  90  miles  firom  its  starting-point  to  work  a  relay. 
for  a  longer  distance  a  npw  current  must  be  taken,  as  will  be  seen  in  the 
paragraph  on  the  change  of  current  i^ide  infra). 

Working  of  the  three  apparatus.  The  three  principal  pieces  of  Morse's 
ipparatus  being  thus  known,  the  following  is  the  actual  path  of  the  current. 

The  current  of  the  line  coming  by  the  wire  L  (fig.  877)  passes  at  first  to 
Am  {Mece  T  intended  to  serve  as  lightning-conductor,  when,  from  the  in- 
fliKDce  of  atmospheric  electricity  in  time  of  storm,  the  conducting  wires 
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become  so  highly  charged  with  electricity  as  to  give  dangerous  sparks. 
This  apparatus  consists  of  two  copper  discs,  d  and  /,  provided  with  teeth  on 
the  sides  opposite  each  other,  but  not  touching.  The  disc  d  is  connected 
with  the  earth  by  a  metal  plate  at  the  back  of  the  stand  which  supports  this 
lightning-conductor,  while  the  disc /is  in  the  current  The  latter  coming  by 
the  line  L  enters  the  lightning-conductor  by  the  binding  screw  fixed  at  the 
lower  part  of  the  stand  on  the  left ;  then  rises  to  a  commutator,  n^  which  con- 
ducts it  to  a  button,  ^,  whence  it  reaches  the  disc  /  by  a  metal  plate  at  the 
back  of  the  stand ;  in  case  a  lightning  discharge  should  pass  along  the  wire, 
it  would  now  act  inductively  on  the  disc  dy  and  emerge  by  the  points  without 
danger  to  those  about  the  apparatus.  Moreover,  from  the  disc/  the  current 
passes  into  a  very  fine  wire  insulated  on  a  tube,  e.  As  the  wire  is  melted 
when  the  discharge  is  too  strong,  the  electricity  does  not  pass  into  the 
apparatus,  which  still  further  removes  any  danger. 

Lastly,  the  current  proceeds  from  the  foot  of  the  support  to  a  screw  on 
the  right,  which  conducts  it  to  a  small  galvanometer,  G,  serving  to  indicate 
by  the  deflection  of  the  needle  whether  the  current  passes.  From  this 
galvanometer  the  current  passes  to  a  key  (fig.  879),  which  it  enters  at  L, 
emerging  at  A  to  go  to  the  relay  (fig.  880).  Entering  this  at  L,  it  works 
the  electromagnet,  and  establishes  the  communication  necessary  for  the 
passage  of  the  current  of  the  local  battery,  as  has  been  said  in  speaking  of 
the  relay. 

Change  of  current.  To  complete  this  description  of  Morse's  apparatus  it 
must  be  observed  that  in  general  the  current  which  arrives  at  L,  after  having 
traversed  several  miles,  has  not  sufficient  force  to  register  the  despatch,  nor 
to  proceed  to  a  new  distant  point  Hence  in  each  telegraphic  station  a 
new  current  must  be  taken,  that  of  ih^  postal  battery,  which  consists  of  20  to 
30  Daniell's  elements,  and  is  not  identical  with  the  local  battery. 

This  new  current  enters  at  P  (fig.  877),  reaches  a  binding  screw  which 
conducts  it  to  the  column  H,  and  thence  only  proceeds  further  when  the 
armature  A  sinks.  A  small  contact  placed  under  the  lever  then  touches  the 
button  v\  the  current  proceeds  from  the  column  H  to  the  metallic  mass 
BD,  whence  by  a  binding  screw  and  a  wire,  not  represented  in  the  figure,  it 
reaches,  lastly,  the  wire  of  the  line,  which  sends  it  to  the  following  post,  and 
so  on  from  one  point  to  another. 

890.  Cowper's  wiitiaff  televrapb. — This  very  remarkable  invention  is 
a  true  telegraph,  in  that  it  faithfully  reproduces  at  a  distance  an  exact  fac- 
simile of  a  person's  handwriting.  The  following  is  a  general  idea  of  the 
principle  of  the  instrument 

Two  line  wires  are  required,  which  are  severally  connected  at  the  re- 
ceiving station  with  two  galvanometers,  whose  coils  are  at  right  angles  to 
each  other.  At  the  sending  station  is  a  vertical  pencil  with  two  light  rods, 
jointed  to  it  at  right  angles  to  each  other.  One  of  these  contact  rods  guides 
a  contact  piece  which  is  connected  by  a  wire  with  one  pole  of  a  battery,  the 
other  pole  of  which  is  to  earth.  This  contact  piece  slides  over  the  edges  of 
a  series  of  contact  plates  insulated  from  each  other,  between  each  of  which 
a  special  resistance  is  interposed,  and  the  last  of  the  contact  plates  is  con- 
nected with  one  line  wire.  The  other  contact  piece  slides  over  a  second 
series  of  such  plates  connected  with  the  other  line  wire. 
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Let  us  consider  one  contact  alone  ;  as  it  moves  over  the  contact  plates  in 
one  direction  or  the  other,  it  brings  less  or  more  resistance  into  the  circuit, 
and  thereby  alters  the  strength  of  the  current.  The  effect  of  this  is  that  the 
needle  of  the  corresponding  galvanometer  is  less  or  more  deflected.  Now  the 
end  of  this  needle  is  connected  by  a  light  thread  with  a  receiving  pen,  which 
is  a  capillary  tube  full  of  ink.  An  oscillation  of  the  needle  would  produce  an 
up-and-down  motion  of  the  pen,  and  if  simultaneously  a  band  of  paper  passed 
under  the  pen,  being  moved  regularly  by  clockwork,  there  would  be  produced 
on  it  a  series  of  up-and-down  strokes.  A  corresponding  effect  would  be  pro- 
duced by  the  action  of  the  needle  of  the  other  galvanometer,  except  that  its 
strokes  would  be  backwards  and  forwards  instead  of  up  and  down. 

Now  the  action  of  the  writing  pen  is  that  it  varies  simultaneously  the 
strengths  of  the  two  currents,  and  they  produce  a  motion  of  the  receiving 
pen  which  is  compounded  of  the  two  movements   described  above,  and 
which  is  an  exact  reproduction,  on  a  smaller  scale,  of  the  origincd  motion. . 
The  following  line  is  a  facsimile. 


Both  the  paper  written  in  pencil  at  the  sending  station  and  that  written 
in  ink  at  the  receiving  station  move  along  as  the  writing  proceeds,  and  the 
messages  have  only  to  be  cut  off  from  time  to  time. 

Experiments  made  with  this  instrument  show  that  it  will  write  through 
resistances  equal  to  36  miles. 

891.  Zadnotion  In  teleirrAPlt  cables. — In  the  earliest  experiments  on  the 
use  of  insulated  subterranean  wires  for  telegraphic  communication  it  was 
found  that  difficulties  occurred  in  their  use  which  were  not  experienced  with 
overhead  wires.  This  did  not  arise  from  defective  insulation,  for  the  better 
the  insulation  the  greater  the  difficulty.  It  was  suspected  by  Siemens  and 
others  that  the  retardation  was  due  to  statical  induction,  taking  place  be- 
tween the  inner  wire  through  the  insulator  and  the  external  moisture  ;  and 
Faraday  proved  that  this  was  the  case  by  the  following  experiments  among 
others.  A  length  of  about  100  miles  of  gutta-percha-covered  copper  wire 
was  immersed  in  water,  the  ends  being  led  into  the  observing-room.. 
When  the  pole  of  a  battery  containing  a  large  number  of  cells  was  momen- 
tarily connected  with  one  end  of  the  wire,  the  other  end  being  insulated,  and 
a  person  simultaneously  touched  the  wire  and  the  earth  contact,  he  obtained 
a  violent  shock. 

When  the  wire,  after  being  in  momentary  contact  with  the  battery,  was 
placed  in  connection  with  a  galvanometer,  a  considerable  deflection  was 
observed  ;  there  was  a  feebler  one  3  or  4  minutes  after,  and  even  as  long  as 
20  or  30  minutes  afterwards. 

When  the  insulated  galvanometer  was  permanently  connected  with  one 
end  of  the  wire,  and  then  the  free  end  of  the  galvanometer  wire  joined  to  the 
pole  of  the  battery,  a  rush  of  electricity  through  the  galvanometer  into  the 
wire  was  perceived.  This  speedily  diminished  and  the  needle  ultimately 
came  to  rest.  When  the  galvanometer  was  detached  from  the  battery  and 
put  to  earth,  the  electricity  flowed  as  rapidly  out  of  the  wire,  and  the  needle 
was  momentarily  deflected  in  the  opposite  direction. 


902  Dynamical  Electricity  p81- 

These  phenomena  are  not  difficult  to  explain.  The  wire  with  Us  thin 
insulating  coating  of  gutta-percha  becomes  statically  charged  with  elecliicity 
from  the  battery.  The  coating  of  gutta-percha  through  which  the  inductive 
action  takes  place  is  only  ^^  of  an  inch  in  thickness,  and  the  extent  of  the 
coatings  is  very  great  The  surface  of  the  copper  wire  amounts  to  8,300 
square  feet  and  that  of  the  outride  coating  is  four  times  as  much.  The 
potential  can  only  be  as  great  as  that  of  the  battery,  but  from  the  enonnonl 
surface  the  capacity,  and  therefore  the  quantity,  is  very  great  Thus  the 
wires,  after  being  detached  from  the  battery,  showed  all  the  actions  of  a 
powerful  electric  battery.  These  effects  take  place,  but  to  a  less  extent,  with 
wires  in  air ;  the  external  coating  is  here  the  earth,  which  is  so  distant  that 
induction  and  charge  are  very  small,  more  especially  in  the  long  lines. 

Hence  the  difficulty  in  submarine  telegraphy.  The  electricity  wbidi 
enters  the  insulating  wire  must  first  be  used  in  charging  the  large  Leyden 
jar  which  it  constitutes,  and  only  after  this  has  happened  can  the  current 
reach  the  distant  end  of  the  circuit 
The  current  begins  later  at  the  distant 
end,  and  ceases  later.  The  electricity 
is  not  projected  like  the  bullet  ftvm 
a  gun,  but  rather  like  a  quantity  di 
water  flowing  from  a  large  reservoir 
into  a  canal  in  connection  with  laige 
basins  which  it  has  to  fill  as  well  as  it- 
self If  the  electrical  currents  follow 
too  rapidly,  an  uninlemipted  cunenl 
will  appear  at  the  other  end,  which  in- 
dicates small  differences  in  strength, 
but  not  with  sufficient  clearness  diffiir- 
ences  in  duration  or  direction.  Hence 
in  submarine  wires  the  signals  must  be 
slower  than  in  air  wires  to  obtain  dear 
indications.  By  the  use  of  aliemaiisg 
currents—  that  is,  of  currents  which 
_.    ,,  are  alternately  positive  and  negative— 

these  disturbing  influences  may  be 
materially  lessened,  and  communication  be  accelerated  and  made  more 
certain,  but  they  can  never  be  entirely  obviated. 

In  the  Atlantic  Cable,  instruments  on  the  principle  of  Thomson's  reflect- 
ing galvanometer  {822)  are  used  for  (he  reception  of  signals  ;  the  motions  of 
the  spot  of  light  to  the  right  and  left  forming  the  basis  of  the  alphabet 

892.  Srpbon  recorder.— Lord  Kelvin  has  invented  an  extremely  in- 
genious instrument  called  the  syphon  recorder,  by  which  the  very  feeble 
signals  transmitted  through  long  lengths  of  submarine  cables  arc  observed 
and  also  recorded. 

A  light  rectangular  co.l  of  iron  s  (fig.  88r),  connected  with  the  line  wire 
by  the  screws  p  and  q,  hangs  by  a  bipolar  suspension  between  the  two  poles 
of  a  powerful  electromagnet  AB,  so  that  its  plane  is  in  the  right  line  joining 
the  poles.  The  space  inside  the  coil  is  occupied  by  a  mass  of  soft  iron  /, 
by  which  the  strength  of  the  fluid  is  greatly  increased.     ^Alien  a  current 
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is  passed  this  coil  thereby  becomes  a  magnet,  and  is  deflected  either  to 
the  right  or  the  left  according  to  the  direction  of  the  current ;  its  movements 
are  almost  deadbeat  (821),  as  the  damping  is  considerable. 

A  very  light  capillary  tube  c  dips  with  its  short  end  in  a  reservoir  of 
ink,  while  the  other  end  is  in  front  of  a  paper  ribbon  which  is  moved  along 
at  a  uniform  rate  like  the  ribbon  in  a  Morse's  recorder.  In  order  to  get 
rid  of  friction  against  the  paper,  this  ink  is  electrified,  and  spurts  out  in  a 
continuous  series  of  fine  drops  against  the  paper,  marking  on  it  a  straight  line 
so  long  as  no  current  passes  in  the  coil.  This  syphon  is,  however,  connected 
by  a  system  of  silk  threads  with  the  coil,  and  according  as  this  is  deflected 
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either  to  the  right  or  the  left  the  end  of  the  syphon  is  deflected  too,  and 
traces  a  wavy  line  (fig.  882)  on  the  paper,  which  represents  deflections  right 
or  left  of  the  central  line,  that  are,  in  short,  the  Morse  signals  (889). 

The  electrification  of  the  ink  is  effected  by  a  small  electrostatic  induction 
machine  ;  this  is  worked  by  clockwork,  which  at  the  same  time  pays  out  the 
paper  ribbon. 

893.  Aiiplex  teleirrapliy. — By  this  is  meant  a  system  of  telegraphy 
by  which  messages  may  be  simultaneously  sent  in  opposite  directions  on  one 
and  the  same  wire,  whereby  the  working  capacity  of  a  line  is  practically 
doubled. 

Several  plans  have  been  devised  for  accomplishing  this  very  important 
improvement ;  no  more  can  here  be  attempted  than  to  give  a  general  account 
of  the  principle  of  the  method  in  one  or  two  cases. 

Let  m  (fig.  883)  represent  the  electromagnet  of  a  Morse's  instrument 
which  is  wound  round  with  two  equal  coils  in  opposite  directions  ;  these  coils 
are  represented  by  the  full  and  dotted  lines,  and  one  of  them,  which  may  be 
called  the  line  coil^  is  joined  to  the  line  LL',  which  connects  the  two  stations. 
The  other  coil,  that  represented  by  the  dotted  line,  which  may  be  called  the 
equcUing  coil^  is  in  connection  with  the  earth  at  E  by  means  of  an  adjustable 
resistance,  or  artificial  line,  R.  By  this  means  the  resistance  of  the  branch 
aR£  may  be  made  equal  to  that  of  the  branch  alAJa,  The  battery  b  has 
one  pole  to  earth  at  £,  and  the  other  pole,  by  means  of  a  make-and-break 
key,  Cy  can  be  connected  at  «,  where  the  two  oppositely  wound  coils  bifurcate. 
The  back  contact  of  the  key  is  also  connected  with  earth. 

The  station  at  B  is  arranged  in  a  similar  manner,  as  is  represented  by 
corresponding  letters  with  affixes. 

Now  when  B  depresses  his  key  and  sends  a  current  into  the  line,  inasmuch 
as  the  electromagnet  of  his  instrument  is  wound  with  equal  coils  in  opposite 
directions,  the  armature  is  not  attracted,  for  the  core  is  not  magnetised  because 
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the  currents  in  the  two  coils  counteract  one  another.  Thus,  althoogh  i 
current  passes  from  £,  there  is  no  indication  of  it  in  his  own  instrument— a 
condition  essential  in  all  systems  of  duplex  telegraphy. 

But  with  regard  to  the  effect  on  A,  there  are  two  cases,  according  as  he 
is  or  is  not  sending  a  message  at  the  same  time.     If  A's  key  is  not  down, 

then  thecurrect 
jl  will       circulate 

round  the  axe 
of  the  electro- 
magnet and  viH 
reach  the  eaith 
by  the  path 
luirE  ;  the  core 
'Vbill  therefore 
become  magnet- 
ised, the  anna- 
ture  attracted, 
and  a  signal  pro- 
duced in  the  or- 
dinary way. 

I^   howefcr, 
at  the  moment 

at  which  B  has  his  key  down,  A  also  depresses  his,  then  it  will  be  seen  thai, 
as  currents  are  sent  in  opposite  directions  from  both  A  and  B,  they  neo- 
tralise  one  another,  and  no  current  passes  in  the  line  aLUa' :  it  is,  as  it  were, 
blocked.  But  though  no  current  passes  in  the  line  coil,  a  current  does  pass 
at  each  station  to  earth,  through  the  equating  coil,  which,  being  no  longer 
counterbalanced  by  any  opposite  current  in  the  line  coil,  magnetises  the 
core  of  the  electromagnet,  which  thus  attracts  the  armature  and  produces  a 
signal. 

We  have  here  supposed  that  A  and  B  both  send,  for  instance,  the  same 
currents  to  line  :  the  final  effect  is  not  different  if  they  send  opposite  currents 
at  the  same  time.  For  then,  as  they  neutralise  each  other  in  the  line  LL', 
the  effect  is  the  same  as  if  the  resistance  of  the  line  were  diminished.  Mocc 
electricity  flows  to  line  from  each  station  through  the  line  coil  being  no  longer 
balanced  by  the  equating  coil ;  the  current  of  the  line  coil  preponderates  and 
then  works  the  electromagnet. 

Hence,  in  both  these  cases,  each  station,  so  to  speak,  produces  the  signal 
which  the  other  one  wishes  to  send. 

Another  method  is  based  on  the  principle  of  Whealstone's  bridge  (955.- 
At  each  station  is  a  battery  P  (fig.  884),  one  pole  of  which  is  to  earth  while 
the  other  is  connected  with  the  key  M.  The  wire  from  M  bifurcates  at  A 
into  the  two  branches  B  and  C,  between  which  is  connected  the  galvano- 
meter or  the  receiving  instrument.  The  branch  AB  goes  to  line  and  AC 
to  earth.  There  are  exactly  corresponding  parts  at  the  other  station.  Now, 
from  the  principle  of  the  bridge,  the  resistances  AB  and  AC  may  be  adjusted 
in  such  a  manner  that  the  potentials  at  the  points  B  and  C  are  equal  when 
the  key  is  depressed  and  the  current  sent ;  accordingly,  no  current  passes 
in  the  bridge,  and  the  galvanometer  is  at  rest ;  but  the  current  from  A  passing 
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to  line  bifurcates  at  B',  traversing  the  galvanometer  and  going  to  earth ; 
hence  a  signal  is  received  at  that  station. 

Other  methods  of  duplex  telegraphy  are  based  on  the  principle  of 
leakage  ;  but  for  these,  as  well  as  for  quadruplex  telegraphy,  special  manuals 
must  be  consulted. 

894.  aartli  onrrents. — In  long  tele- 
graph circuits  more  or  less  powerful  cur- 
rents are  produced,  even  when  the  battery 
is  not  at  work.  This  arises  from  a  differ- 
ence of  potential  being  established  in  the 
earth  at  the  two  places  between  which  the 
communication  is  established.  These  cur- 
rents are  sometimes  in  one  direction  and 
sometimes  in  another,  and  are  at  times 
so  powerful  and  irregular  as  quite  to  in- 
terfere with  the  working  of  the  lines. 
Lines  running  N£  and  SW  are  most 
frequently  affected ;  lines  running  NW  and  SE  are  less  so,  and  the  currents 
are  far  weaker.  Their  strength  ofien  amounts  to  as  much  as  40  millamperes 
(964),  which  is  a  stronger  current  than  is  required  for  working  ordinary  tele- 
graph instruments. 

These  currents  do  not  seem  to  be  due  to  atmospheric  electricity,  for  they 
cease  if  a  wire  be  disconnected  at  one  of  its  ends,  and  they  appear  in  under- 
ground wires. 

According  to  Wild,  they  are  the  prime  cause  of  magnetic  storms,  but  not 
of  the  periodical  variations  in  the  magnetic  elements. 

895.  Bain's  eleotrootaemloal  teleffrapb. — If  a  strip  of  paper  be  soaked 
in  a  solution  of  ferrocyanide  of  potassium  and  be  placed  on  a  metal  surface 
connected  with  the  negative  pole  of  a  battery,  on  touching  the  paper  with  a 
steel  pointer  connected  with  the  positive  pole,  a  blue  mark  due  to  the  forma- 
tion of  some  Prussian  blue  will  be  formed  about  the  iron,  so  long  as  the  current 
passes.  The  first  telegraph  based  on  this  principle  was  invented  by  Bain. 
The  alphabet  is  the  same  as  Morse's,  but  the  despatch  is  first  composed  at 
the  departure  station  on  a  long  strip  of  ordinary  paper.  It  is  perforated 
successively  by  small  round  and  elongated  holes,  which  correspond  respec- 
tively to  the  dots  and  marks.  This  strip  of  paper  is  interposed  between  a 
small  metal  wheel  and  a  metal  spring,  both  forming  part  of  the  circuit.  The 
wheel,  in  turning,  carries  with  it  the  paper  strip,  all  parts  of  which  pass 
successively  between  the  wheel  and  the  plate.  If  the  strip  were  not  per- 
forated, it  would,  not  being  a  conductor,  constantly  offer  a  resistance  to  the 
passage  of  the  current ;  but,  in  consequence  of  the  holes,  every  time  one  of 
them  passes,  there  is  contact  between  the  wheel  and  the  plate.  Thus  the 
current  works  the  relay  of  the  station  to  which  it  is  sent,  and  traces  in  blue, 
on  a  paper  disc,  impregnated  with  ferrocyanide  of  potassium,  the  same  series 
of  points  and  marks  as  those  on  the  perforated  paper. 

896.  The  soimder. — The  sound  produced  when  the  armature  of  the  elec- 
tromagnet in  a  Morse's  instrument  is  attracted  by  the  passage  of  the  current 
is  so  distinct  and  clear  that  many  telegraph  operators  have  been  in  the 
habit  of  reading  the  messages  by  the  sounds  thus  produced,  and  at  most  of 


go6  Dynamical  Electricity  [8W- 

checking  their  reading  by  comparison  with  the  signs  produced  on  the 

Based  on  this  fact  a  form  of  instrument  invented  in  America  has  come 
into  use  for  the  purpose  of  reading  by  sound.  The  sounder,  as  it  is  called 
is  essentially  a  small  electromagnet  on  an  ebonite  base,  resembling  the  relay 
in  fig.  880.  The  armature  is  attached  to  one  end  of  a  lever,  and  is  kept  at 
a  certain  distance  from  the  electromagnet  by  a  spring.  When  the  current 
passes,  the  armature  is  attracted  against  the  electromagnet  with  a  sharp 
click,  and  when  the  current  ceases  it  is  withdrawn  by  the  spring.  Hence  the 
interval  between  the  sounds  is  of  longer  or  shorter  duration  according  to  the 
will  of  the  sender,  and  thus  in  effect  a  series  of  short  or  long  intervals  which 
represent  short  and  long  sounds  can  be  produced  which  correspond  to  the 
dots  and  dashes  of  the  Morse  alphabet  Such  instruments  are  simple,  easily 
adjusted,  and  portable,  not  occupying  more  space  than  an  ordinary  tield-glass. 
They  are  coming  into  extended  use,  especially  for  military  telegraph  worit. 

S97.  Hieotrio  nismm. — One  form  of  these  instruments  is  represented  in 
fig.  885.  On  a  wooden  board  arranged  vertically  is  fixed  an  electromagnet, 
E  ;  the  line  wire  is  connected  with  the  bind- 
ing screw,  m,  with  which  is  also  connected 
one  end  of  the  wire  of  the  electromagnet ; 
the  other  end  is  connected  with  a  spring,  t, 
to  which  is  attached  the  armature,  a  ;  this 
again  is  pressed  against  by  a  spring,  C,  which 
in  turn  is  connected  with  the  binding  scie» 
V  «,  from  which  the  wire  leads  to  earth. 

Whenever  the  current  passes,  the  arma- 
ture a  is  attracted,  carrying  with  it  a  hammer, 
P,  which  strikes  against  the  bell  T  and  makes 
it  sound.  The  moment  this  takes  place,  con- 
tact is  broken  between  the  armature  a  and 
the  spring  C,  and  the  current  being  slopped 
the  electromagnet  does  not  act ;  the  spring 
c,  however,  in  virtue  of  its  elasticity,  brings 
the  armature  in  contact  with  the  spring  C, 
ihe  current  again  passes,  and  so  on  as  loog 
as  the  current  continues  to  pass. 
—  89S.      aieotrlcml      ol(i«ka.  —  Electrical 

^'^  ^^-  clocks  are  clockwork  machines,  in  which  an 

electromagnet  is  both  the  motor  and  the  regulator,  by  means  of  an  elearic 
current  regularly  interrupted,  in  a  manner  resembling  that  described  in  the 
preceding  paragraph.  Fig.  886  represents  the  face  of  such  a  clock,  and  f%. 
887  the  mechanism  which  works  the  needles. 

An  electromagnet,  B,  attracts  an  armature  of  soft  iron,  P,  movable  on  a 
pivot,  a.  The  armature  P  transmits  its  oscillating  motion  to  a  lever,  J,  which 
by  means  of  a  rat'het,  n,  turns  the  wheel  A.  This,  by  the  pinion,  D,  turns 
the  wheel  C,  which  by  a  series  of  wheels  and  pinions  moves  the  hands.  The 
small  one  marks  the  hours,  the  large  one  the  minutes ;  but  as  the  Utter  does 
not  move  regularly,  hut  by  sudden  starts  from  second  to  second,  it  follows 
that  it  may  also  be  used  to  indicate  the  seconds. 
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It  is  obvious  that  the  regularity  of  the  motion  of  the  hands  depends  on 
the  regularity  of  the  oscillations  of  the  piece  P.  For  this  purpose,  the  oscil- 
lations of  the  current,  before  passing  into  the  electromagnet  B,  are  regulated 
by  a  standard  dock,  which  itself  has  been  previously  regulated  by  a  seconds 
pendulum.  At  each  oscillation  of  the  pendulum  there  is  an  arrangement  by 
which  it  opens  and  closes  the  current,  and  thus  the  armature  P  beats  seconds 
exactly. 

To  illustrate  the  use  of  these  clocks,  suppose  that  on  the  railway  from 
London  to  Birmingham  each  station  has  an  electric  clock,  and  that  from 
the  London  station  a  conducting  wire  connects  all  the  clocks  on  the  line  to 
Birmingham.  When  the  current  passes  in  this  wire  all  the  clocks  will  simul- 
taneously indicate  the  same  hour,  the  same  minute,  and  the  same  second  ; 
for  electricity  takes  an  inappreciable  time  to  go  from  London  to  Birmingham. 


1, — Numerous  attempts  have  been  made 
to  apply  electromagnet! sm  as  a  motive  power  in  machinery.  Fig,  888  repre- 
sents an  engine  of  this  kind  constructed  by  Froment.  It  consists  of  four 
powerfiil  electromagnets,  ABCD,  fixed  on  an  iron  frame,  X.  Between  these 
electromagnets  is  a  system  of  two  iron  wheels  movable  on  the  same  hori- 
lontal  axis,  with  eight  soft  iron  armatures,  M,  on  their  circumference. 

The  current  arrives  at  K,  ascends  in  the  wire  E,  and  reaches  a  metallic 
arc,  O,  which  serves  to  pass  the  current  successively  into  each  electromagnet, 
so  that  the  attractions  exerted  on  the  armatures  M  shall  always  be  in  the 
same  direction.  Now  this  can  only  be  the  case  provided  the  current  is 
broken  in  each  electromagnet  just  when  an  armature  comes  in  front  of  the 
axis  of  the  bobbin.  To  produce  this  interruption  the  arc  O  has  three  branches 
t,  each  terminating  with  a  steel  spring,  to  which  a  small  sheave  is  attached. 
Two  of  these  establish  the  communication  respectively  with  one  electro- 
magnet, and  the  third  with  two.  On  a  central  wheel,  a,  there  are  cogs,  on 
which  the  sheaves  alternately  rest.    Whenever  one  of  them  rests  on  a  cog, 
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the  current  passes  into  the  corresponding  electromagnet,  but  ceases  to  pass 
when  there  is  no  longer  contact.  On  emerging  from  the  elearomagnets  the 
current  passes  to  the  negative  pole  of  the  battery  by  the  wire  H. 

In  this  manner,  the  armatures  M  being  successively  attracted  by  the  four 
electromagnets,  the  system  of  wheels  which  carries  them  acquires  a  rapid 
rotatory  motion,  which  by  the  wheel  P  and  an  endless  band  is  transmitted  to  a 
sheave,  Q,  which  sends  it  finally  to  any  machine,  a  grinding- mill  for  example. 

In  his  workshops  Froment  had  an  electromotive  engine  of  one-horse 
power.     But,  though  an  interesting  application  of  the  transformation  of 
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energy,  these  machines  will  never  be  practically  applied  oa  the  large  scale 
in  manufactures,  for  the  expense  of  the  acids  and  the  zinc  which  they  use 
very  lar  exceeds  that  of  the  coal  in  steam-engines  of  the  same  force. 

Thus  a  machine  devised  by  KravogI  produces  about  ij  per  cent,  of  ibe 
useful  effeci  due  to  the  chemical  combination  of  the  zinc  with  the  acid  in  the 
battery,  and  therefore  in  utilising  this  force  they  are  about  equal  to  the  besi 
steam-engines.  But  a  pound  at  coal  yields  7,10a  thermal  units,  and  a  poand 
of  zinc  only  i,zao  (484)  ;  and  as  zinc  is  ten  times  as  dear  as  coal,  motors 
worked  by  electricity,  independently  of  any  question  as  to  the  cost  of  coo- 
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struction,  or  of  the  cost  of  the  acids,  are  at  least  sixty  times  as  dear  to  work 
as  steam-engines. 

Hence,  considering  the  great  cost  of  producing  electricity  by  the  battery, 
the  most  advantageous  employment  has  hitherto  been  in  the  rapid  trans- 
mission of  a  small  power  to  great  distances,  as  in  the  electric  telegraph, 
rather  than  in  the  relatively  slow  movement  of  large  masses.  But  with  the 
great  development  in  the  construction  of  magneto-electrical  machines  the 
cost  of  electrical  currents  is  greatly  reduced,  and  along  with  this  the  wider 
distribution  of  such  powerful  currents  for  electric  lighting,  makes  it  probable 
that  electromotors  will  be  used  for  a  number  of  the  smaller  branches  of 
manufocturing  industry. 
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CHAPTER  VI 

VOLTAIC  INDUCTION 

900.  Xnd«MI*D  bj-  on>r«nt». — We  have  already  seen  (744)  that  bf 
induction  is  meant  the  action  which  electrified  bodies  exert  at  a  distaiux 
on  bodies  in  the  natural  state.  Hitherto  we  have  only  had  to  deal  with 
electrostatical  induction  ;  we  shall  now  see  that  dynamical  electricity  pro- 
duces analogous  effects. 

Faraday  discovered  this  class  of  phenomena  in  1832,  and  he  ^ve  the 
name  of  currents  of  induction  or  induced  currents  to  instantaneous  cumots 
developed  in  conductors  under  the  influence  of  metallic  conductors  traversed 
by  electric  currents,  or  by  the  influence  of  powerful  magnets,  or  even  by 
the  magnetic  action  of  the  earth  ;  and  the  currents  which  give  rise  to  them 
he  called  inducing  currents. 

Tlie  inductive  action  of  a  current  at  the  moment  of  opening  or  dosng 
may  be  shown  by  means  of  a  bobbin  with  two  wires.    This  consists  (fig.;!89) 


of  a  cylinder  of  wood  or  of  cardboard,  on  which  a  quantity  of  silk-covettd 
No.  16  copper  wire  is  coiled  ;  on  this  is  coiled  a  considerably  greater  length 
of  fine  copper  wire,  about  No.  35,  also  insulated  by  being  covered  with  silk. 
This  latter  coil,  which  is  called  the  secondary  coil,  is  connected  by  its  ends 
with  two  binding  screws,  a,  b,  from  which  wires  pass  to  a  galvanometer, 
while  the  thicker  wire,  tiiefirimary  coil,  is  connected  by  its  extremities  with 
two  binding  screws,  c  and  d.  One  of  these,  d,  being  connected  with  ooe 
pole  of  a  battery,  when  a  wire  from  the  other  pole  is  connected  with  t, 
the  current  passes  in  the  primary  coil,  and  in  this  alone.  The  following 
phenomena  are  then  observed  : — 
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i.  At  the  moment  at  which  the  thick  wire  is  traversed  by  the  current, 
the  ^Ivanometer,  by  the  deflection  of  the  needle,  indicates  the  existence  in 
the  secondary  coil  of  a  current  inverse  to  that  in  the  primary  coil,  that  is, 
in  the  contrary  direction  ;  this  is  only  instantaneous,  for  the  needle  imme- 
diately reverts  to  zero,  and  remains  so  as  long  as  the  inducing  current  passes 
through  cd. 

ii.  At  the  moment  at  which  the  current  is  opened— that  is,  when  the  wire 
iTf/ ceases  to  be  traversed  by  a  current— there  is  again  produced  in  the  wire 
<^  an  induced  current  instantaneous  like  the  first,  but  direct,  that  is,  in  the 
same  direction  as  the  inducing  current. 

901.  Vroddottan  of  indnoed  onrrenta  by  oonttnmoBB  «■!•■. — Induced 
currents  are  also  produced  when  a  primary  coil  traversed  by  a  current  is 
approached  to  or  removed  from  a  secondary  one  ;  this  may  be  shown  by  the 


Fig.  E90. 

following  apparatus  (fig.  890),  in  which  B  is  a  hollow  coil  consisting  of  a 
great  length  of  fine  wire,  and  A  3  coil  consisting  of  a  shorter  and  thicker 
wire,  and  of  such  dimensions  that  it  can  be  placed  in  the  secondary  coil. 
The  coil  A  being  traversed  by  a  current,  if  it  is  suddenly  placed  in  the  coil 
B,  a  galvanometer  connected  with  the  latter  indicates  by  the  direction  of  its 
deflection  the  existence  in  it  of  an  inverse  current ;  this  is  only  instantaneous ; 
the  needle  rapidly  returns  Co  zero,  and  remains  so  as  long  as  the  small 
bobbin  is  in  the  large  one.  If  it  is  rapidly  withdrawn,  the  galvanometer 
shows  that  the  wire  is  traversed  by  a  direct  currenl.  If,  instead  of  rapidly 
introducing  or  replacing  the  primary  coil,  this  is  done  slowly,  the  galvano- 
meter only  indicates  a  weak  current,  which  is  the  feebler  the  slower  the 

If,  instead  of  varying  the  distance  of  the  inducing  current,  its  intensity 
be  varied— thai  is,  either  increased  by  brinpng  additional  battery  power  into 
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;the  circuit,  or  diminished  by  increasing  the  resistance  <-an  induced  current 
is  produced  in  the  secondary  wire,  which  is  inverse  if  the  intensity  of  the 
inducing  current  increases,  and  direct  if  it  diminishes. 

902.  Conditions  of  Indnotlon.    Iienm's  law. — From  the  experiments 
^  which  have  been  described  in  the  previous  paragraphs  the  following  prin- 
ciples may  be  deduced  : — 

I.  The  distance  remaining  the  same,  a  continuous  and  constant  current 
does  not  induce  any  current  in  an  adjacent  conductor, 

l\,  A  current^  at  the  moment  of  being  closed^ produces  in  an  adjacent 
conductor  an  inverse  current. 

III.  ^  current^  cU  the  moment  it  ceases^ produces  a  direct  current, 

W,  A  current  which  is  removed^  or  whose  strength  diminishes^  gives 
rise  to  a  direct  induced  current, 

V.  A  current  which  is  approcuhed^  or  whose  strength  increases^  gives  risi 
to  an  inverse  induced  current, 

VI.  On  the  induction  produced  between  a  closed  circuit  and  a  current  in 
activity,  when  their  relative  distance  varies^  Lenz  has  based  the  following 
law,  which  is  known  as  Lenses  Law  : — 

If  the  relative  position  of  two  conductors  A  and  B  be  changed^  of  which 
A  is  traversed  by  a  current^  a  current  is  induced  in  B  in  such  a  direction 
that^byits  electro  dynamic  action  on  the  current  in  A,  it  would  have  imparted 
to  the  conductors  a  motion  of  the  contrary  kind  to  thcU  by  which  the  inducing 
action  was  produced. 

Thus,  for  instance,  in  V,  when  a  current  is  approached  to  a  conductor, 
an  inverse  current  is  produced  ;  but  two  conductors  traversed  by  currents  in 
opposite  directions  repel  one  another,  according  to  the  received  laws  of 
electrodynamics  (858).  Conversely  when  a  current  is  moved  away  from  a 
conductor,  a  current  of  the  same  direction  is  produced  ;  now  two  currents  In 
the  same  direction  cUtract  one  another. 

On  bringing  the  inducing  wire  near  the  induced  as  well  as  in  removing  it 
away,  work  is  required  ;  hence  a  quantity  of  heat  proportional  to  the  work 
expended  must  result,  as  Edlund's  investigations  have  shown.  On  the 
other  hand,  when  induction  results  from  the  opening  and  closing  of  the  cir- 
cuit (II.  and  III.)  no  work  is  lost,  but  the  inducing  current  loses  as  much 
heat  as  is  produced  in  the  induced  circuit. 

903.  Indnotttre  notion  of  tbe  Aeyden  dioobarffo. — Fig.  891  represents 
an  apparatus  devised  by  Matteucci,  which  is  very  well  adapted  for  showing 
the  development  of  induced  currents  produced  either  by  the  dischar^ge  of  a 
Leyden  jar  or  by  the  passage  of  a  voltaic  current. 

It  consists  of  two  glass  plates  about  12  inches  in  diameter,  fixed  vertically 
on  the  two  supports  A  and  B.  These  supports  are  on  movable  feet,  and 
can  either  be  approached  or  removed  at  will.  On  the  anterior  fece  of  the 
plate  A  are  coiled  about  30  yards  of  copper  wire  C,  a  millimetre  in  diameter. 
The  two  ends  of  this  wire  pass  through  the  plate,  one. in  the  centre,  the  other 
near  the  edge,  terminating  in  two  binding  screws,  like  those  represented  in 
tn  and  n  on  the  plate  B.  To  these  binding  screws  are  attached  two  copper 
wires,  c  and  //,  through  which  the  inducing  current  is  passed. 

On  the  face  of  the  plate  B,  which  is  towards  A,  is  enrolled  a  spiral  of 
finer  copper  wire  than  the  wire  C.     Its  extremities  terminate  in  the  binding 
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screws  m  and  n,  on  which  are  fixed  two  wires,  h  nnd  i,  intended  to  transmit 
the  induced  current.  The  two  wires  on  the  plates  are  not  only  covered  with 
silk,  but  each  circuit  is  insulated  from  the  txx\.  one  by  a  thick  layer  of  shellac 
varnish. 

In  order  to  show  the  production  of  the  induced  current  by  the  discharge 
of  a  Leyden  jar,  one  end  of  the  wire  C  is  connected  with  the  outer  coating, 
and  the  other  end  with  the  knob  of  the  Leyden  jar,  as  shown  in  the  figure. 
When  the  spark  passes,  the  electricity  traversing  the  wire  C  acts  by  induc- 
tion on  the  wire  on  the  plate  B,  and  produces  an  instantaneous  current 
in  this  wire.  A  person  holding  two  copper  handles  connected  with  the 
wire  «■  and  k  receives  a  shock,  the  intensity  of  which  is  greater  in  proportion 
as  the  plates  A  and  B  are  nearer. 


The  experiment  may  also  be  made  by  simply  twisting  together  two 
lengths  of  a  few  feet  of  gutta-percha- cove  red  copper  wire.  The  ends  of  one 
length  being  held  in  the  hand,  an  electric  discharge  is  passed  through  the 
other  length. 

Tlie  above. apparatus  can  also  be  used  lo  show  the  production  of  induced 
currents  by  the  influence  of  voltaic  currents.  For  this  purpose  the  current 
of  a  battery  is  passed  through  the  inducing  wire  C,  while  the  ends  of  the 
other  wire,  k  and  /,  are  connected  with  a  galvanometer.  At  the  moment  at 
which  the  current  commences  or  finishes,  or  when  the  distance  of  the  two 
conductors  is  varied,  the  same  phenomena  are  observed  as  in  the  case  of  the 
apparatus  represented  in  fig.  890. 

904.  Xndnotlon  bf  rnkgrneta. — It  has  been  seen  that  the  influence  of  a 
current  magnetises  a  steel  bar  ;  in  like  manner  a  magnet  can  produce  induced 
currents  in  metal  circuits.  Faraday  showed  this  by  means  of  a  coil  with  a 
single  wire  of  200  to  300  yards  in  length.  The  two  ends  of  the  wire  being 
connected  with  a  galvanometer,  as  shown  in  tig.  891,  a  strongly  magnetised 
bar  is  suddenly  inserted  in  the  bobbin,  and  the  following  phenomena  are 
observed  : — 

i.  At  the  moment  at  which  the  magnet  is  introduced,  the  galvanometer 
indicates  in  the  wire  the  existence  of  a  current,  the  direction  of  which  is 
opposed  to  that  which  circulates  round  the  magnet,  considering  the  latter  as 
a  solenoid  on  Amptre's  theory  (879). 

3N 
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ii.  When  the  magnet  is  withdrawn,  the  needle  of  the  galvanometer,  which 
has  returned  to  zero,  indicates  the  existence  of  a  direct  current. 

7~he  inductive  action  of  magnets  may  also  be  illustrated  by  the  folloning 
experiment  :  a  bar  of  soft  iron  is  placed  in  the  above  bobbin  and  a  siroDg 
magnet  suddenly  brought  in  contact  with  it ;  the  needle  of  the  galvanometer 
is  deflected,  but  returns  to  zero  when  the  magnet  is  stationary',  and  is  de- 
flected in  the  opposite  direction  when  it  is  Tcmoved.  The  induction  is  heit 
produced  by  the  magnetisation  of  the  soft  iron  bar  In  the  interior  of  the 
bobbin  under  the  influence  of  the  magnet. 

The  sa-ne  inductive  effects  are  produced  in  the  wires  of  an  electromagncv. 
if  a  strong  magnet  be  made  to  rotate  rapidly  in  front  of  the  extremities  of 

such  a  manner 
that   ils   pnlei 

ly  by  influence 

branches  of 
t  the  electr■^ 
inagnet  ;  or 
also  by  form- 
ing two  coils 
round  a  horse- 
shoe niagnei, 
and  passing  i 
plate  of  wfi 
iron  rapidlj 
in  front  of  the 
poles  of  ihc 
Kig.  B^j.  inagnet :    liie 

soft  iron  be- 
coming magnetic  reacts  by  influence  on  the  magnet,  and  induced  current 
are  produced  in  the  wire  alternately  in  different  direclions. 

TTie  inductive  action  of  rnagnets  is  a  confirmation  of  Ampif«'s  theory 
of  magnetism.  For  as,  on  this  theory,  magnets  are  solenoids,  all  the  u- 
periments  which  have  been  mentioned  maybe  explained  by  the  inductiie 
action  of  currents  which  traverse  the  surface  of  magnets  ;  the  induction  of 
magnets  is,  in  short,  an  induction  of  currents.  And  it  is  a  useful  exercise 
to  sec  how  on  this  view  the  inductive  action  of  magnets  falls  under  Lenr's 
law  (902). 

905.  XnttnotlT*  KOtlon  of  nwEneta  on  bodlea  In  motlsn. — Arago  was 
the  first  to  observe,  in  1824,  that  the  number  of  oscillations  which  a  mag- 
netised needle  makes  in  a  given  time,  under  the  influence  of  the  earth's 
magnetism,  is  very  much  lessened  by  the  proximity  of  certain  metallic 
masses,  and  especially  of  copper,  which  may  reduce  the  number  in  a  given 
lime  from  jooto  4.  This  obsen'arion  led  Arago  in  1825  to  the  discovery  of 
an  equally  unexpected  fact— that  of  the  rotative  action  which  a  plate  of 
copper  in  motion  exercises  on  a  magnet 

This  phenomenon  may  be  shown  by  means  of  the  apparatus  represented 
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in  fig.  893.  It  consists  of  a  copper  disc,  M,  movable  about  a  vertical  axis. 
On  this  axis  is  a  sheave,  B,  round  which  is  coiled  an  endless  cord,  passing 
also  round  the  sheave  A.  By  turning  this  with  the  hand,  the  disc  M  may 
be  rotated  with  great  rapidity.  Above  the  disc  is  a  glass  plaie,  on  which  is 
a  small  pivol  supporting  a  magnetic  needle,  oi.  If  the  disc  be  now  rotated 
with  a  slow  and  uniform  velocity,  the  needle  is  deflected  in  the  direction  of 
the  motion,  and  slops  at  an  angle  of  from  20°  10  30°  with  the  direction  of  the 
magnetic  meridian,  according  to  the  velocity  of  the  rotation  of  the  disc. 
But  if  this  velocity  increases,  the  needle  is  ultimately  deflected  more  than 
90°  ;  it  is  then  carried  along,  describes  an  entire  revolution,  and  follows  the 
motion  of  the  disc  until  this  stops. 

Babbage  and  Herschcl  modified  Arago's  experiment  by  causing  a  horse- 
shoe magnet  placed  vertically  to  rotate  below  a  copper  disc  suspended  on 


Fig.  893. 

silk  threads  without  torsion  ;  the  disc  rotated  in  the  same  direction  as  the 
magnets.  The  effect  decreases  with  the  distance  of  the  disc,  and  varies 
with  its  nature.  The  maximum  effect  is  produced  with  metals  :  with  wood, 
glass,  water,  &c.,  it  disappears.  Babbage  and  Herschel  found  that,  represent- 
ing this  action  on  copper  at  100,  the  action  on  other  metals  is  as  follows  : 
zinc 95,  tin  46,  lead  25, antimony  9, bismuth  2.  Lastly,  the  effect  is  enfeebled 
if  there  are  non-conducting  brealis  in  the  disc,  especially  in  the  direction  of 
the  radii  ;  but  it  is  the  same  if  these  breaks  are  soldered  with  any  metal. 

Faraday  made  an  experiment  the  reverse  of  Arago's  first  observation  ; 
since  the  presence  of  a  metal  at  rest  slops  the  oscillations  of  a  magnetic 
needle,  the  neighbourhood  of  a  magnet  at  rest  ought  to  stop  the  motion  of  a 
rotating  mass  of  metal.  Faraday  suspended  a  cube  of  copper  to  a  twisted 
thread,  which  was  placed  between  the  poles  of  a  powerful  electromagnet. 
When  the  thread  was  left  to  itself,  it  began  to  spin  round  with  great  velociij*. 
but  stopped  the  moment  a  powerful  current  was  passed  through  the  electro- 
magnet (fig.  962), 

Faraday  was  the  first  to  give  an  explanation  of  all  these  phenomena  of 
magnetism  by  rotation.  They  depend  on  the  circumstance  that  a  magnet 
or  a  solenoid  can  induce  currents  in  a  solid  mass  of  metal.    In  the  above  case 
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the  magnet  induces  currents  in  the  disc  when  the  latter  is  rotated  ;  and  con- 
versely when  the  magnet  is  rotated  while  the  disc  is  primarily  at  rest  Now 
these  induced  currents,  by  their  electrodynamic  action,  tend  to  destroy  the 
motion  which  gave  rise  to  them  ;  they  are  simple  illustrations  of  Lenz's  law ; 
they  act  in  the  same  way  as  friction  would  do. 

i.  For  instance,  let  AB  (fig.  894)  be  a  needle  oscillating  over  a  copper 
disc,  and  suppose  that  in  one  of  its  oscillations  it  goes  in  the  direction  of  the 
arrows  from  N  to  M.  In  approaching  the  point  M,  for  instance,  it  develops 
there  a  current  in  the  opposite  direction,  and  which  therefore  repels  it ;  in 
moving  away  from  N  it  produces  currents  which  are  of  the  same  kind,  and 
which  therefore  attract,  and  both  these  actions  concur  in  bringing  it  to  rest 
ii.  Suppose  the  metallic  mass  turns  from  N  towards  M,  and  that  the 
magnet  is  fixed  ;  the  magnet  will  repel  by  induction  points  such  as  N  which 

are  approaching  A,  and  will  attract  M  which  is  moving 

away  ;  hence  the  motion  of  the  metal  stops,  as  in  Fara- 

da/s  experiment. 

iii.  If  in  Arago's  experiment  the  di.sc  is  moving  fix)in 

N  to  M,  N  approaches  A  and  repels  it,  while  M,  moving 

away,  attracts  it ;  hence  the  needle  moves  in  the  same 

direction  as  the  disc. 
^;jl~r^  If  this  explanation  is  true,  all  circumstances  which 

favour  induction  will  increase  the  dynamic  action ;  and 
those  which  diminish  the  former  will  also  lessen  the  latter.  We  know  that 
induction  is  greater  in  good  conductors,  and  that  it  does  not  take  place  in 
insulating  substances ;  but  we  have  seen  that  the  needle  is  moved  with  a 
force  which  is  less,  the  less  the  conducting  power  of  the  disc,  and  it  is  not 
moved  when  the  disc  is  of  glass.  Dove  found  that  there  is  no  induction  on 
a  tube  split  lengthwise  in  which  a  coil  is  introduced. 

906.  Induction  by  the  action  of  tlie  eartb. — Faraday  discovered  that 
terrestrial  magnetism  can  develop  induced  currents  in  metallic  bodies  in 
motion,  acting  like  a  powerful  magnet  placed  in  the  interior  of  the  earth  in 
the  direction  of  the  dipping-needle,  or,  according  to  the  theory  of  Ampere, 
like  a  series  of  electrical  currents  directed  from  east  to  west  parallel  to  the 
magnetic  equator.  He  first  proved  this  by  placing  a  long  helix  of  copper 
wire  covered  Avith  silk  (such  as  A,  fig.  890)  in  the  plane  of  the  magnetic 
meridian  parallel  to  the  dipping-needle  ;  by  turning  this  helix  180^  about  an 
axis  perpendicular  to  its  length  in  its  middle,  he  observed  that  at  each  turn 
a  galvanometer  connected  with  the  two  ends  of  the  helix  was  deflected.  The 
apparatus  depicted  in  fig.  895,  and  known  as  Delezenn^s  circle^  serves  well 
for  showing  the  currents  produced  by  the  inductive  action  of  the  earth.  It 
consists  of  a  wooden  ring,  RS,  about  two  feet  in  diameter,  fixed  to  an  axis, 
oa^  about  which  it  can  be  turned  by  means  of  a  handle,  M.  The  axis  oa  is 
itself  fixed  in  a  frame  PQ,  movable  about  a  horizontal  axis.  By  pointers 
fixed  to  these  two  axes  the  inclination  towards  the  horizon  of  the  frame  PQ. 
and  therefore  of  the  axis  oa^  is  indicated  on  a  dial,  ^,  while  a  second  dial,  £', 
gives  the  angular  displacement  of  the  ring.  This  ring  has  a  groove  in  which 
is  coiled  a  great  length  of  insulated  copper  wire.  The  two  ends  of  the  wire 
terminate  in  a  commutator  analogous  to  that  in  Clarke's  apparatus  (912),  the 
object  of  which  is  to  pass  the  current  always  in  the  same  sense,  although  its 
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direction  SR,  changes  at  each  hnlf-turn  of  the  ring.  On  each  of  the  rings 
of  the  commutatoi  are  two  brass  plates,  which  transmit  the  current  to  two 
wires  in  contact  with  the  galvanometer.  Suppose  that  the  ends  of  the 
wire  on  the  coil  are  directly  connected  with  wires  leading  to  a  galvanometer 
at  some  distance,  and  the  apparatus  so  placed  that  its  axis  of  rotation  oa 
is  at  right  angles  to  the  magnetic  meridian,  and  the  plane  of  the  ring,  KS, 
at  right  angles  to  the  line  of  dip.  If,  now,  the  frame  be  quickly  turned 
through  180°,  the  needle  will  be  momentarily  deflected,  to  the  right  for 
instance ;  if,  while  the  needle  on  its  return  is  just  passing  its  position  of 
rest,  the  frame 
is  rapidly 

original    posi- 

deflected  to 
the  left  to  a 
greater  angle 
than  at  first, 
for  the  needle 

motion ;  by/re-  ;' 
peating  the 
operation,  that 
is,  reversing 
the  [swing 
when  the  nee- 
dle is  passing  ^'^  ^' 

its  position  of  rest,  the  deflections  will  increase  to  a  maximum,  which  is  a 
measure  of  the  earth's  magnetism.  This  method  of  amplifying  an  originally 
small  motion  is  known  as  the  tnethod  of  multiplication. 

If  the  axis  of  rotation,  oa,  is  vertical  and  the  ring  is  rotated  as  above 
described,  only  the  horizontal  component  of  the  earth's  magnetism  can  act, 
and  the  angular  deflection  is  then  a  measure  of  the  horizontal  component  H. 
Similarly,  if  the  axis  is  horizontal  and  in  the  plane  of  the  magnetic  meridian, 
and  if  the  rotation  is  made  through  [go°  from  the  horizontal  position,  only 
the  vertical  component  V  acts,  and  is  thus  measured  by  the  deflection. 

Hence,  from  two  such  sets  of  observations  we  may  determine  the  inclina- 
tion in  any  place,  for  lan  i'=     . 

To  experiment  with  the  currents  produced  by  continuous  rotation  the 
wires  are  connected  with  the  commutator. 

907.  Corrent  of  lAir-lnd notion,  Bxtra  carrent. — If  a  closed  circuit 
traversed  by  a  voltaic  current  be  broken,  a  scarcely  perceptible  spark  is  ob- 
tained if  the  wire  joining  the  two  poles  be  short.  Further,  if  the  observer 
himself  form  part  of  the  circuit  by  holding  a  pole  in  each  hand,  no  shock  is 
perceived  unless  the  current  is  very  strong.  If,  on  the  contrary,  the  wire  is 
long,  and  especially  if  it  makes  a  great  number  of  turns  so  as  to  form  a 
coil  with  very  close  folds,  and  still  more  if  a  soft  iron  bar  be  inserted  in  the 
coil,  the  spark,  which  is  inappreciable  when  the  current  is  closed,  acquires  a 
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great  intensity  when  it  is  opened,  and  an  observer  who  forms  part  of  the  cir- 
cuit receives  a  shock  which  is  the  stronger  the  greater  the  number  of  tunis. 

Faraday,  who  discovered  these  phenomena,  showed  that  they  were  effects 
of  induction  ;  not  only  does  a  current  act  inductively  on  a  neighbouring 
circuit,  but  each  winding  acts  inductively  on  the  next  winding  of  its  own 
circuit,  both  on  making  and  on  breaking  the  circuit,  by  a  process  which  is 
called  self-induction.  On  making  the  circuit,  each  winding  induces  in  the  next 
one  a  current  in  the  opposite  direction  to  its  own — that  is,  an  inverse  current. 
This  which  is  the  extra  current  on  making  or  the  inverse  extra  current 
diminishes  the  intensity  of  the  principal  current ;  the  effect  is  that  the  current 
on  making  does  not  at  once  attain  its  full  strength ;  starting  at  zero  its  intensity 
gradually  rises,  and  only  reaches  that  strength  after  a  time  which,  though 
short,  is  appreciable,  more  especially  when  an  electromagnet  with  a  great 
number  of  coils  forms  part  of  the  circuit. 

\Mien  the  current  is  opened  each  winding  then  acts  inductively  on  each 


Fig.  896. 

succeeding  one,  producing  a  current  in  the  same  direction  as  its  own,  and 
forming,  as  it  were,  a  prolongation  of  it,  but  of  far  higher  intensit>\ 

To  show  the  existence  of  this  current  on  breaking,  Faraday  arranged  the 
experiment  as  seen  in  fig.  896.  Two  wires  from  the  poles  E  E'  of  a  battery 
are  connected  with  two  binding  screws,  D  and  F,  with  which  are  also  con- 
nected the  two  ends  of  a  coil  B,  with  a  long  fine  wire.  On  the  path  of  the 
wires  at  the  points  A  and  C  are  two  other  wires,  which  are  connected  with  a 
galvanometer,  G.  Hence  the  current  from  the  pole  £  branches  at  A  into 
two  currents,  one  of  which  traverses  the  galvanometer,  the  other  the  bobbin, 
and  both  joining  the  negative  pole  E'. 

The  needle  of  the  galvanometer  being  then  deflected  from  G  to  a'  by  the 
current  which  goes  from  A  to  G,  it  is  brought  back  to  zero,  and  kept  there  b>' 
an  obstacle  which  prevents  it  from  turning  in  the  direction  Ga',  but  leaves  it 
free  in  the  opposite  direction.  On  breaking  contact  at  E,  it  is  seen  that  the 
moment  the  circuit  is  open  the  needle  is  deflected  in  the  direction  Gn; 
showing  a  current  contrary  to  that  which  passed  during  the  existence  of  the 
current — that  is,  the  current  from  C  to  A.     But  the  batter>'  current  haxHng 
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ceased,  the  only  remaining  one  is  the  current  AFBDCA  ;  and  since  in  the 
part  CA  the  current  goes  from  C  to  A,  it  must  traverse  the  entire  circuit  in 
the  direction  AFBDC — that  is,  the  same  as  the  principal  current  This  is 
the  extra  current  on  openings  or  direct  extra  current. 

908.  Birect  extra  onrrent. — ^To  observe  the  direct  extra  current,  the 
conductor  on  which  its  effect  is  to.  be  tried  may  be  introduced  into  the 
circuit,  by  being  connected  in  any  suitable  manner  with  the  binding  screws 
A  and  C  in  the  place  of  the  galvanometer.  It  can  thus  be  shown  that  the 
direct  extra  current  gives  violent  shocks  and  bright  sparks,  decomposes 
water,  melts  platinum  wires,  and  magnetises  steel  needles.  The  shock  pro- 
duced by  the  current  may  be  tried  by  attaching  the  ends  of  the  wire  to  two 
files,  which  are  held  in  the  hands.  On  moving  the  point  of  one  file  over 
the  teeth  of  the  other,  a  series  of  shocks  is  obtained,  due  to  the  alternate 
opening  and  closing  of  the*  current. 

The  above  effects  acquire  greater  intensity  when  a  bar  of  soft  iron  is 
introduced  into  the  bobbin,  or,  what  is  the  same  thing,  when  the  current  is 
passed  through  the  bobbin  of  an  electromagnet ;  and  still  more  is  this  the 
case  if  the  core,  instead  of  being  massive,  consists  of  a  bundle  of  straight 
wires.  Faraday  explained  this  strengthening  action  of  soft  iron  as  follows  : 
If  inside  the  spiral  there  is  an  iron  bar,  on  opening  the  circuit  when  the 
principal  current  disappears,  the  magnetism  which  it  evokes  in  the  bar 
disappears  too  ;  but  the  disappearance  of  this  magnetism  acts  like  the  dis- 
appearance of  the  electrical  current,  and  the  disappearing  magnetism  in- 
duces a  current  in  the  same  direction  as  the  disappearing  principal  current, 
the  effect  of  which  is  thus  heightened. 

In  the  experiments  just  described  the  effects  of  the  two  extra  currents 
accompany  those  of  the  principal  current.  Edlund  devised  an  ingenious 
arrangement  of  apparatus  by  which  the  action  of  the  principal  current  on 
the  measuring  instruments  can  be  completely  avoided  so  that  only  that  of 
the  extra  current  remains. 

The  plan  of  this  experiment  is  represented  in  fig.  897,  in  which  A  is  a 
battery  the  poles  of  which  are  connected  with  b  and  c.  M  is  a  differential 
reflecting  galvanometer  the  exactly  equal  coils  of  which  terminate  in  ep  and 
f/t.  Wires  connect  b  with  k  and  /,  and  in  like  manner  c  is  connected  with 
e  and  f.  The  current  from  A  divides  at  ^,  passing  round  the  galvanometer 
the  adjustment  of  the  resistances  is  such  that  the  primary  current  A  does  not 
deflect  the  needle  of  the  galvanometer.  This  current  is  denoted  by  the  un- 
feathered  arrow.  A  coil  being  introduced  at  S  and  an  equivalent  resistance 
T  between  c  and  e  ;  in  order  that  this  latter  might  have  no  self-induction, 
it  was  coiled  on  two  glass  rods  10  feet  apart. 

When  the  resistances  had  been  adjusted  so  that  they  were  equal,  the  cur- 
rent at  q  was  broken  and  an  extra  current  was  produced,  which,  circulating 
in  the  same  direction  round  both  windings  in  the  galvanometer  as  represented 
by  the  feathered  arrows,  deflected  it.  When  the  current  was  closed,  the 
extra  current  passed  through  both  coils  in  the  same  direction,  which  was 
opposite  that  of  the  feathered  arrows,  and  as  the  deflections  were  the 
same,  it  followed  that  the  currents  on  opening  and  closing  are  equal  and 
opposite.  Edlund  also  showed  that  the  electromotive  force  of  the  extra 
current  is  proportional  to  the  strength  of  the  primar>'  current. 
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Induced  currents  can  themselves,  by  their  action  on  closed  circuits,  give 
rise  to  new  induced  currents,  these  ayain  to  others,  and  so  on,  producing 
induced  currents  of  different  orders.  These  currents,  discovered  by  Heniy, 
may  be  obtained  by  causing  to  act  on  each  other  a  series  of  bobbins,  each 
formed  of  a  copper  wire  covered  with  silk,  and  coiled  spiraUy  in  one 
plane,  like  that  represented  in  plate  \  fig.  8gi.  The  currents  thus  pro- 
duced are  alternately  in  opposite  directions,  and  their  intensity  decreases 
in  proportion  as  they  are  of  a  higher  order. 

909.  BnercT  «f  *^e  murent  of  ••If-lndnotlaM.— 
During  the  steady  period  of  the  current  the  eaeify  ia 
it,  whether  displayed  in  the  form  of  heat  or  otherwise, 
is  expressed  by  Joule's  law  (830).  During  the  variable 
periods,  a  portion  of  the  energy  is  expended  apparetilty 
without  producing  any  corresponding  work ;  it  manifests 
itself,  however,  when  the  current  is  opened  in  the  fonn  of 
the  spark.  The  expression  for  this  is  —  ,  when  L  is 
the  coegicient  0/ self-induction.  This  expression  is  ana- 
logous to  that  for  the  energy  of  a  Leyden  jar  (784), 
and  is  deduced  by  a  similar  process. 

The  greater  the  self-induction  of  a  conductor,  the 
higher  is  the  potential  of  the  extra  currents,  wbicb 
changes  in  the  primary  current  produce  in  it. 

In  what  form  this  energy  is  stored  cannot  be  exactly 
stated ;  but  according  to  modem  views  it  is  expended 
in  producing  that  modification  of  the  medium  (965), 
whatever  it  may  be,  which  constitutes  the  electro- 
magnetic field ;  it  is  in  &ct  the  work  required  for  the 
creation  of  the  field,  and  is  known  as  the  intrtnsii 
energy  of  the  current.  The  spark,  like  that  which 
accompanies  the  discharge  of  the  Leyden  jar,  is  due 
*■  ^'  to  a  sudden  release  of  the  strain  of  the  surrounditig 

dielectric,  and  is  the  equivalent  of  this  energy. 

The  electromotive  force  of  currents  of  self-induction,  like  that  of  all 
induction  currents,  depends  on  the  strength  of  the  primary  current,  and 
secondly  on  the  rate  at  which  this  current  charges  ;  it  is  greater  the  shorter 
the  time  in  which  it  is  made.  The  change  in  the  current  on  making  is  dow 
and  gradual,  and  its  electromotive  force  is  small  ;  but  on  opening  this  is 
sudden  and  its  potential  is  so  high  that  it  discharges  across  a  considerable 
length  of  air,  which  the  current  on  closing  cannot  da 

The  effects  of  self-induction  on  extra  currents  can  be  annulled  almost 
entirely  by  folding  the  covered  wire  conveying  the  current  closely  on  itselt 
The  current  then  flows  in  two  adjacent  windings  in  opposite  directions,  and, 
therefore,  the  extra  currents  in  the  individual  coils  neutralise  each  other. 

A  striking  experiment  on  self-induction  is  to  introduce  a  coil  of  wire  into 
the  circuit  of  an  alternate  current  dynamo  machine  feeding  incandescent 
lamps,  and,  when  the  current  is  steady,  to  insert  suddenly  a  thick  iron  bar 
into  the  ctnL  The  greater  self-induction  is  at  once  seen  by  the  diminished 
light  in  the  lamps. 
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910.  Altarnato  onrrmta. — We  have  seen  that  when  a.  coil  such  as  that 
represented  in  fig.  895  is  placed  with  its  plane  in  the  direction  of  the  earth's 
magnetic  lines  of  force,  and  this  be  turned  rapidly  through  iSo°,  a 
momentary  deflection  is  produced  in  a  galvanometer  connected  with  the 
coil.  If  the  motion  of  the  coil  is  reversed  until  it  is  in  Its  original  position, 
an  equal  deflection  is  produced,  but  in  the  opposite  direction.  If  the 
apparatus  is  rotated  continuously  the  coil  will  be  traversed  during  each  com- 
plete revolution  by  two  equal  currents  in  opposite  directions  ;  a  scries  of 
such  currents  following  in  rapid  succession  are  known  as  alternate  or  aller- 
noting'  currents,  and  a  circuit  may  be  traversed  by  such  currents  just  as  it 
may  by  steady  currents  in  one  direction.  They  follow  one  another  with 
such  rapidity  that  the  ordinary  galvanometer  is  not  affected,  but  their  exist- 
ence is  revealed  by  heating  and  other  efTects. 

If  we  represent  these  currents  graphically,  taking  the  times  as  abscissae 
and  the  corresponding  intensities  as  ordlnates,  a  curve  is  obt^ned  the 
general  form  of  which  is  that  represented  in  fig.  39  ;  it  is  a  curve  of  sines, 
and  such  a  current  is  called  a  sinuioidal  current. 

The  change  which  takes  place  in  the  direction  of  the  current  in  the  coil 
does  not  take  place  exactly  when  the  coll  is  In  the  position  corresponding 
to  the  minimum,  but  owing  to  the  effect  of  self-induction  it  Is  somewhat 
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behind  it  ;  this  is  called  the  rilardalion  or  lag^  and  the  fraction  of  the  whole 
rotation  at  which  it  occurs  Is  called  the  phase.  This  retardation  increases 
with  the^^f««»c}' of  the  alternation — that  is,  with  the  speed  of  rotation  ;  it  also 
increases  when  the  resistance  diminishes,  or  in  other  words  when  the  cur- 
rent increases. 

An  alternating  sinusoidal  current  In  a  primary  coil  induces  asinusoidal  cur- 
rent in  a  secondary  coll,  but  which  Is  different  in  phase  owing  to  the  effects  of 
self-induction.  If  the  difference  in  phase  between  the  two  currents  is  90°, 
the  electrodynamic  attractions  and  repulsions  between  them  are  equal  both  in 
intensity  and  as  to  the  time  at  which  they  act,  and  accordingly  the  resultant 
action  is  small.  The  difference  in  phase  between  the  two  circuits  can  in 
fact  never  be  less  than  90°  nor  more  than  180°,  but  is  between  the  two,  and 
accordingly  the  repulslie  actions  always  more  or  less  preponderate  over  the 
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attractive  ones.  An  experimental  illustration  of  this  is  seen  in  the  apparatus 
represented  in  fig.  898.  An  electromagnet  is  traversed  by  a  powerful 
alternating  current,  and  when  a  metal  ring  is  placed  over  the  coil^  the 
ring  is  violently  repelled.  If  a  metal  plate  is  interposed  between  the 
ring  and  the  coil  no  repulsion  is  exerted  on  the  ring ;  the  plate  is  itself  the 
seat  of  an  inductive  action  and  plays  the  part  of  a  screen.  Several  arrange- 
ments have  been  devised  by  which  the  effect  of  repulsion  may  give  rise  to 
a  continuous  current.  In  fig.  899  a  copper  disc,  B,  mounted  on  a  pivot 
rapidly  rotates  when  placed  eccentrically  in  reference  to  an  altematix^ 
pole,  and  with  a  second  disc,  A,  between,  which  partly  screens  the  first. 
W  the  disc  A  is  itself  movable,  it  rotates  in  the  opposite  direction  to  the 
disc  B. 

When  a  current  is  in  the  steady  state  its  density  is  uniform  throughout 
the  whole  mass  of  the  conductor,  but  this  is  not  the  case  during  the  variable 
condition — ^that  is,  when  it  is  being  made  or  broken.  The  density — that  is, 
the  intensity  divided  by  the  section  of  the  part  considered — is  greater  at  the 
surface  than  at  the  centre.  This  is  due  to  a  self-induction  of  the  current  in 
the  mass  of  the  wire  itself.  To  understand  this  let  us  imagine  the  wire 
split  up  into  a  number  of  parallel  filaments ;  the  current  which  passes 
through  one  of  these  filaments  induces  an  inverse  current  in  the  adjacent  ones. 
The  current  is  formed  first  on  the  outside,  and  only  reaches  the  inner 
layers  after  a  time  which,  though  excessively  short,  is  appreciable.  In  the 
case  of  alternating  currents  of  great  frequency,  and  with  a  conductor  of 
sufficient  diameter,  it  does  not  reach  the  centre  at  all,  and  a  hollow  cyhndcr 
has  the  same  resistance  as  a  solid  one  of  the  same  diameter. 

The  effect  of  this,  in  the  case  of  alternating  currents,  is  to  produce  an 
increase  in  the  resistance,  which  with  stout  conductors  is  far  greater  than 
that  due  to  Ohm's  law.  Thus,  with  a  conductor  of  5  cm.  diameter,  an 
alternating  current  with  a  frequency  of  80  per  second  has  its  ohmic  resistance 
doubled.  This  is  known  as  the  impedance^  and  increases  with  the  frequcnq* 
of  the  alternations.  For  a  given  weight  and  length  of  copper,  that  which 
presents  the  larger  surface  is  to  be  preferred  ;  so  that  for  alternating  currents 
a  flat  strip  or  a  strand  of  wires  is  better  than  a  round  rod  of  the  same 
mass.  This  holds  particularly  in  the  case  of  lightning-conductors,  as  we 
may  consider  the  discharge  as  formed  of  a  series  of  rapid  alternate  dis- 
charges. 

911.  Macneto-eleotrtoal  maoblne. — After  the  discovery  of  magneto- 
electrical  induction,  several  attempts  were  made  to  produce  an  uninterrupted 
series  of  sparks  by  means  of  a  magnet.  Apparatus  for  this  purpose  were 
devised  by  Pixii  and  Ritchie,  and  subsequently  by  Saxton,  Ettinghausen, 
and  Clarke.  Fig.  900  represents  that  invented  by  Clarke.  It  consists  of 
a  powerful  horseshoe  magnetic  battery,  A,  fixed  against  a  vertical  wooden 
support  In  front  of  this  are  two  coils,  B  B',  movable  round  a  horizontal 
axis.  These  coils  are  wound  on  two  cylinders  of  soft  iron  joined  at  one 
end  by  a  plate  of  soft  iron,  V,  and  at  the  other  by  a  similar  plate  of 
brass.  These  two  plates  are  fixed  on  a  copper  axis,  terminated  at  one 
end  by  a  commutator,  qi^  and  at  the  other  by  a  pulley,  which  is  moved 
by  an  endless  band  passing  round  a  large  wheel,  which  is  turned  by  a 
handle. 
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1 1  Each  coil  consists  of  about  1,500  turns  of  very  fine  copper  wire  covered 
with  silk.  One  end  of  the  wire  of  the  coil  B  is  connected  on  the  axis  of 
roution  with  one  end  of  the  wire  of  the  coil  B',  and  the  two  other  ends 
of  these  wires  terminate  in  a  copper  washer,  q,  which  is  fixed  to  the  axis, 
but  is  insulated  by  a  cylindrical  envelope  of  ivory.  In  order  that  in  each 
wire  the  induced  current  may  be  in  the  same  direction,  it  is  coiled  on  the 
two  coils  in  different  directiotis — that  is,  one  is  right-handed,  the  other 
left-handed. 

When  now  the  electromagnet  turns,  its  two  branches  become  alternately 
magnetised  in  contrary  directions  under  the  influence  of  the  magnet  A,  and 


in  each  wire  an  induced  current  is  produced,  the  direction  of  which  changes 
at  each  half-turn. 

Let  us  follow  one  of  the  coils — B,  for  instance— while  it  makes  a_  com- 
plete revolution  in  front  of  the  poles  a  and  b  of  the  magnet  ;  calling  the 
poles  of  the  electromagnet  successively  a'  and  b'.  Let  us  further  consider 
Ihc  latter  when  it  passes  in  front  of  the  north  pole  of  the  magnetic  battery 
[fig.  900).  The  iron  has  then  a  south  pole,  in  which,  as  we  know,  the  Am- 
pirian  currents  move  like  the  hands  of  a  watch.  The  contrary  seems  to  be 
represented  in  fig.  902,  but  it  must  be  remembered  that  the  coils  are  seen 
^rc  as  they  are  in  fig.  900 ;  and  hence,  when  viewed  at  the  end  which 
bees  the  magnet,  the  Amp^rian  currents  seem  to  turn  like  the  hands  of  a 
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watch.  These  currents  act  inductively  on  the  wire  of  the  bobbin,  producing 
a  current  in  the  same  direction  (902,  iii.),  for  the  bobbin  moves  away  from 
the  pole  a^  its  soft  iron  is  demagnetised,  and  the  Amp^rian  currents  cease. 
The  intensity  of  the  induced  currents  in  the  coil  decreases,  until  the  right 
line  joining  the  axes  of  the  two  coils  is  perpendicular  to  that  which  joins  the 
poles  a  and  b  of  the  magnet.  There  is  now  no  magnetisation  in  the  bar, 
but  quickly  approaching  the  pole  ^,  its  soft  iron  is  then  magnetised  in  the 
opposite  direction — that  is,  becomes  a  north  pole  (fig.  903).  The  Amp^rian 
currents  are  then  in  the  direction  of  the  arrow  <^  ;  and  as  they  are  com- 
mencing, they  develop  in  the  wire  of  the  bobbin  an  inverse  current  (901) 


Fig.  902. 


Fig.  903. 


Fig.  904. 


Fig.  905. 


which  is  in  the  same  direction  as  that  developed  in  the  first  quarter  of  the 
turn.  Moreover,  this  second  current  adds  itself  to  the  first ;  for  while  the 
coil  moves  away  from  a,  it  approaches  b.  Hence,  during  the  lower  half- 
turn  from  a  to  ^,  the  wire  was  successively  traversed  by  two  induced  currents 
in  the  same  direction,  and  if  the  rotatory  motion  is  sufficiently  rapid,  we 
might  admit  during  this  half-turn  the  existence  of  a  single  current  in  the 
wire. 

The  same  reasoning  applied  to  the  figures  904  and  905  will  show  that 
during  the  upper  half-turn  the  wire  of  the  coil  B  is  still  traversed  by  a 
single  current,  but  in  the  opposite  direction  to  that  of  the  lower  half-turn. 
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What  has  been  said  about  the  coil  B  applies  obviously  to  the  coil  B' ;  yet, 
as  one  of  these  is  right-handed  and  the  other  left-handed,  the  currents  are 
constantly  in  the  same  direction  in  the  two  coils  during  each  upper  or  lower 
half- revolution.  At  each  successive  half-turn  they  both  change,  but  are  in 
the  same  direction  as  regards  each  other  ;  the  term  'direction'  having  here 
reference  to  figs.  902-905. 

9IZ.  amniutttfttor. — The  object  of  this  apparatus  (fig.  906),  of  which  fig. 
907  is  a  section,  is  to  bring  the  two  alternating  currents  always  in  the  same 
direction.  It  consists  of  an  insulating  cylinder  of  ivory  or  ebony,  J,  in  the  ■ 
axis  of  which  is  a  copper  cylinder,  k,  of  smaller  diameter,  fixed  to  the  arma- 
llire  V,  and  turning  with  the  coils.  On  the  ivory  cylinder  is  first  a  brass 
ferrule,  q,  and  in  front  of  it  two  half-fe miles,  o  and  o',  also  of  brass,  and 
completely  insulated  from  one  another.  The  half-ferrule  o  is  connected  with 
the  ferrule  f  by  a  tongue,  x.  On  the  sides  of  a  block  of  wood,  M,  there  are 
two  brass  plates,  m, «,  on  which  are  screwed  two  elastic  springs,  b  and  c,  which 
press  successively  on  the  half-ferrules  o  and  o',  when  rotation  takes  place. 

We  have  al- 
ready seen  that 
the  two  ends  of 
the  wire  of  the 
coil,  those  in 
the  same  direc- 
tion with  respect 
to  the  currents 
passing  through 
them  at  any 
time,  which  will 
be  found  to  be 
those  farthest 
away  from  the 
armature  V,  ter- 
minate in  the 
metallic  axis  k, 
and  therefore  on 
the  half-ferrule 
e'  ;     while    the 

Other  two  ends,  '*' 

both  in  the  same  direction  with  respect  to  the  current,  are  joined  to  the 
ferrule  q,  and  therefore  to  the  half-ferrule  o.  It  follows  that  the  pieces 
0 1/  are  always  poles  of  alternating  currents  which  are  developed  in  the 
coils  :  and,  as  these  are  alternately  in  contrary  directions,  the  pieces  o 
and  0'  are  alternately  positive  and  negative.  Now,  taking  the  case  in 
which  the  half-ferrule  0'  is  positive,  the  current  descends  by  the  spring  b, 
follows  the  plate  m,  arrives  at  n  by  the  wire  p,  ascends  in  c,  and  is  closed 
by  contact  with  the  piece  o ;  then  when,  in  consequence  of  rotation,  o 
takes  the  place  of  o\  the  current  retains  the  same  direction  ;  for,  as  it  is 
then  reversed  in  the  coils,  o  has  become  positive  and  </  negative,  and  so 
forth,  as  long  as  the  coil  is  turned. 

With  the  two  springs  b  and  c  alone,  the  opposite  currents  from  the  two 
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pieces  o  and  o'  could  not  unite  when  m  and  n  are  not  joined  ;  this  is  effected 
by  means  of  a  third  spring,  a  (fig.  909),  and  of  two  appendices,  »,  only  one 
of  which  is  visible  in  the  figure.     These  two  pieces  are  insulated  from  one 
another  on  an  ivory  cylinder,  but  communicate  respectively  with  the  pieces 
o  and  o'.     As  often  as  the  spring  a  touches  one  of  these  pieces  it  is  con- 
nected with  the  spring  i,and 
the  current  is  closed,  for  it 
passes  from  b  to  a,  and  then 
reaches  the  spring  e  by  iht 
pla.te  n.     On  the  contrary,^^ 
long  as  the  spring  a  does  not 
touch  one    of   these  appen- 
dices the  current  is  broktn- 
For  physiological  effects 
the  use  of  the  spring  a  greaily 
increases  the  intensity  of  die 
shocks.      For    this   purpose 
^'^•f^-  two  long  spirals  of  copper 

wire  with  handles,^  and  ^',  are  fixed  at  n  and  nt.  Holding  the  handles  in  the 
hands,  so  long  as  the  spring  a  does  not  touch  the  appendices  /,  the  currcot 
passes  through  the  body  of  the  experimenter,  but  without  appreciable  effect ; 
while  each  time  that  the  plate'a  touches  one  of  the  appendices  i,  the  current, 
as  we  have  seen  above,  is  closed  by  the  pieces  i,  a,  and  c,  and  ceasing  then 
to  pass  through  the  wires  n/,  mp',  produces  in  this  and  through  the  body  a 
direct  extra  current  which  causes  a  violent  shock- 

This  is  renewed  at  each  half-tum  of  the  electromagnet,  and  its  intensity 
increases  with  the  velocity  of  the  rotation.     The  muscles  contract  with  such 
force  that  they  do  not  obey  the  will,  and  the  two  hands  cannot  be  detached 
With  an  apparatus  of  large  di- 
sh ock  is  unendurable. 

All  the  effects  of  voltaic  cur- 
rents may  be  produced  by  tbe 
induced  current  of  Clarke's  n«- 
chine.  Fig.  qoi  shows  how  the 
apparatus  is  to  be  arranged  fnr 
thedecomposiiion  of  water-  Tht 
spring  a  is  suppressed,  the  cnr- 
Fi«-9i>*-  Hg.  909.  rent  being  closed  by  the  two  aire* 

which  represent  the  electrodes. 
For  physiological  and  chemical  effects  the  wire  rolled  on  the  coils  is 
fine,  and  each  about  500  or  600  yards  in  length.  For  heating  effects,  on  thf 
contrary,  the  wire  is  thick,  and  there  are  about  35  to  35  ^-ards  on  each  coil. 
Figs.  908  and  909  represetiC  the  arrangement  of  the  bobbins  and  the  com- 
mutator  in  each  case.  The  first  represents  the  inflammation  of  ether,  and 
the  second  the  incandescence  of  a  wire,  o,  in  which  the  current  from  the 
plate  a  to  the  plate  c  always  passes  in  the  same  direrhon, 

Wheatstone  devised  a    compendious  form  of   the   in.iffneto-electrical 
machine,  for  the  purpose  of  using  the  induced  spark  in  rjniiy  mines  (794)- 
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Breguet's  apparatus  for  Ihe  same  purpose  consists  of  ii  powerful  horse- 
shoe magnetic  battery,  to  the  ends  of  which  are  screwed  soft  iron  cores, 
round  which  are  coils  of  fine  wires  ;  to  these  are  connected  [he  wires  leading 
10  the  mine  to  be  fired.  The  ends  of  the  soft  cores  are  connected  by  a 
soft  iron  keepier ;  and  when,  by  a  suitable  mechanism,  this  is  suddenly 
detached  from  the  cores,  a  powerful  momentary  induction  current  is  pro- 
duced in  the  coils,  which  is  sufficient  to  Are  more  than  one  fuse,  through 
even  a  considerable  length  of  wire. 

913.  Woiiet>B  matneto-sieotrioai  maoblne. — The  principle  of  Clarke's 
apparatus  has  received  in  the  last  few  years  a  remarkable  extension  in  large 


magneto-electrical  machines,  by  means  ol  which  mechanical  work  is  trans- 
formed into'powerful  electrical  currents  by  the  inductive  action  of  magnets 
on  coils  in  motion. 
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The  first  machine  of  this  kind  was  invented  by  Nollet,  in  Brussels,  in 
1850.  It  consists  {fig.  910)  of  a  cast-iron  frame,  i\  feet  in  height,  on  the 
circumference  of  which  eight  series  of  five  powerful  horseshoe  magnetic 
batteries,  A,  A,  A,  are  arranged  in  a  parallel  order  on  wooden  cross-pieces. 
These  batteries,  each  of  which  can  support  from  130  to  130  pounds,  are  so 
arranged  that  if  they  are  considered  either  parallel  to  the  axis  of  the  frame, 
or  in  a  plane  perpendicular  to  this  axis,  opposite  poles  always  &ce  one 
another.  In  each  series  the  outside  batteries  consist  of  three  magnetised 
plates,  while  the  three  middle  ones  lia\'e  six  plates,  because  they  act  by  both 
faces,  while  the  first  only  acts  by  one. 

On  a  horizontal  iron  axis  going  from  one  end  to  the  other  of  the  frame 
four  bronze  wheels  are  fixed,  each  corresponding  to  the  intervals  between 
the  magnetic  batteries  of  two  vertical  series.  There  are  16  coils  on  the 
circumference  of  each  of  these — that  is,  as  many  as  there  are  magnetic  poles 
in  each  vertical  series  of  magnets.  These  coils,  represented  in  fig.  911,  differ 
from  those  of  Clarke's  apparatus  in  having  13  wires,  each  ii^  yards  in  length, 
instead  of  a  single  wire,  by  which  the  resistance  is  diminished.  The  wires 
of  these  coils  are  insulated  by  means  of  bitumen  dissolved  In  oil  of  turpentiiK. 
They  are  not  wound  upon  solid  cs'linders  of  iron,  but  on  iron  tubes,  split 


longitudinally  ;  this  device  renders  the  magnetisation  and  demagnetisadon 
,  more  rapid  when  the  coils  pass  in  front  of  Che  poles  of  the  magnet.  Further, 
the  discs  of  copper  which  terminate  the  coils  are  slit  in  the  direcrion  of  the 
radius,  in  order  to  prevent  the  formation  of  induced  currents  in  these  discs. 
The  four  wheels  being  respectii-ely  provided  with  16  coils  each,  there  are 
altogether  64  coils  arranged  in  16  horizontal  series  of  four,  as  seen  at  D  00 
the  left  of  the  frame.  The  length  of  the  wire  on  each  coil  being  13  times 
1 1^  yards,  or  138  yards,  the  total  length  in  the  whole  apparatus  is  64  limes 
138  yards,  or  8,832  yards. 

The  wires  are  wound  on  all  the  coils  in  the  same  direction  ;  and  not  only 
on  the  same  wheel,  but  on  all  four,  all  wires  are  connected  with  one  another. 
For  this  purpose  the  bobbins  are  joined,  as  shown  in  fig.  912  ;  on  the  fiist 
wheel  the  twelve  wires  of  the  first  coil,  r,  are  connected  on  a  piece  of 
mahogany  fixed  on  the  front  face  of  the  wheel  with  a  plate  of  copper,  *», 
connected  by  a  wire,  O,  with  the  centre  of  the  axis  which  supports  the 
wheels.  At  the  other  end,  on  the  other  fece  of  the  wheel,  the  same  wires  are 
soldered  10  a  plate  indicated  by  a  dotted  line  which  connects  them  with  the 
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coil^  ;  from  this  they  are  connected  with  the  coil  2  by  a  plate,  i,  and  so  on, 
for  the  coils  /,«,,..  up  to  the  last,  v.  The  wires  of  this  coil  terminate  in 
a  plate,  «,  which  traverses  the  first  wheel,  and  is  soldered  to  the  wires  of  the 
first  coil  of  the  next  wheel,  on  which  the  same  series  of  connections  is  re- 
peated ;  these  wires  pass  to  the  third  wheel,  thence  to  the  fourth,  and  so  on 
to  the  end  of  the  axis. 

The  coils  being  thus  arranged,  one  after  another,  like  the  elements  of  a 
battery  connected  in  a  series  (825),  the  electricity  is  of  high  potentiaL  But 
they  may  also  be  arranged  by  connecting  the  plates  alternately,  not  with 
each  other,  but  with  two  metal  rings,  in  such  a  manner  that  all  the  ends  of 
the  same  name  are  connected  with  the  same  ring.  Each  of  these  rings 
is  then  a  pole,  and  this  arrangement  may  be  used  where  a  high  degree  of 
potential  is  not  required. 

From  these  explanations  it  will  be  easy  to  understand  the  manner  in 
which  electricity  is  produced  and  propagated  in  this  apparatus.  An  endless 
band,  receiving  its  motion  from  a  steam-engine,  passes  round  a  pulley  fixed 
at  the  end  of  the  axis  which  supports  the  wheels  and  the  coils,  and  moves 
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the  whole  system  with  any  desired  rapidity.  Experience  has  shown  that  to 
obtain  the  greatest  degree  of  light  the  most  suitable  velocity  is  335  revolu- 
tions in  a  minute.  During  this  rotation,  if  we  at  lirst  consider  a  single 
coil,  the  tube  of  soft  iron  on  which  It  is  coiled,  in  passing  in  front  of  the 
poles  of  the  magnet,  undergoes  at  its  two  ends  an  opposite  induction,  the 
efiects  of  which  are  added,  but  change  from  one  pole  to  another.  As  these 
tubes,  during  one  rotation,  pass  successively  in  front  of  sixteen  poles 
alternately  of  different  names,  they  are  magnetised  eight  times  in  one 
direction  and  eight  times  in  the  opposite  direction.  In  the  same  time  there 
are  thus  produced  in  the  bobbin  eight  direct  induced  currents  and  eight 
inverse  induced  currents  ;  in  all,  sixteen  currents  in  each  revolution.  With 
a  velocity  of  235  turns  in  a  minute,  the  number  of  currents  in  the  same  time 
is  235  X  16  -  3,760  alternately  in  opposite  directions.  The  same  phe- 
nomenon is  produced  with  each  of  the  64  coils  ;  but  as  they  are  all  wound 
in  the  same  direction,  and  are  connected  with  each  other,  their  effects  accu- 
mulate, and  there  is  the  same  number  of  currents,  but  they  are  more  intense. 
To  utilise  these  currents  in  producing  Che  electric  light,  the  connections 
aT«  made  as  shown  in  fig.  913.  On  the  posterior  side  the  last  coil,  x*,  of 
the'fourtb  wheel  terminates  by  a  wire,  G,  on  the  axis  MN,  which  supports 
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the  wheels :  the  current  thus  passes  to  the  axis,  and  thence  over  all  the 
machine,  so  that  it  can  be  taken  from  any  desired  point  In  the  front 
the  first  coil,  :r,  of  the  first  wheel  communicates,  by  the  wire  O,  not  with 
the  axis  itself  but  with  a  steel  cylinder,  ^,  fitted  in  the  axis,  from  which,  how- 
ever, it  is  insulated  by  an  ivory  collar.  The  screw  ^,  to  which  the  wire  0 
is  attached,  is  likewise  insulated  by  a  piece  of  ivory.  From  the  cylinder  c 
the  current  passes  to  a  fixed  metal  piece,  K,  from  which  it  passes  to  the 
wire  H,  which  transmits  it  to  the  binding  screw  a  of  ^%,  912.  The  binding 
screw  b  communicates  with  the  framework,  and  therefore  with  the  wire  of 
the  last  coil  x^  (fig.  913).  From  the  two  binding  screws  a  and  b  the  carrcnt 
passes  by  two  copper  wires  to  two  carbons,  the  distance  of  which  is  regu- 
lated by  means  o  an  apparatus  analogous  in  principle  to  that  already 
described  (835). 

I^  this  machine  the  currents  are  not  rectified  so  as  to  be  in  the  same 
direction — it  produces  alternate  currents ;  hence  each  carbon  is  alternately 
positive  and  negative,  and  in  fact  they  are  consumed  with  equal  rapidity 
if  a  suitable  lamp  be  used  ;  but  when  they  are  to  be  used  for  electro-metal- 
lurgy, or  for  magnetising,  they  must  be  rectified,  which  is  effected  by  means 
of  a  suitable  commutator  (912). 

This  type  of  machine  may  claim  a  description  here  as  that  by  which 
magneto-electrical  currents  were  first  applied  on  a  large  scale  for  technical 
purposes.  Such  machines,  are,  however,  being  superseded  by  various  im- 
proved forms,  which  for  the  same  power  are  simpler,  less  costlyj^and  occupy 
a  smaller  space. 

914.  Siemens*  armature. — Dr.  Werner  Siemens  devised  a  cylindrical 
armature  for  magneto-electrical  machines,  in  which  the  insulated  wire  is 
wound  lengthwise  on  the  core,  instead  of  transversely,  as  is  usually  the  case. 

It  consists  of  a  soft  iron  rod  or  cylinder,  AB  (fig.  914),  from  one  foot  to 
three  feet  in  length.    A  deep  groove  is  cut  in  this  cylinder  and  on  the  ends. 


Fig.  914. 

in  which  is  coiled  the  insulated  wire,  as  shown  in  section  in  fig.  916.  To 
the  two  ends  of  the  cylinder,  brass  discs,  E  and  D,  are  secured  With  E  is 
connected  a  commutator  C,  consisting  of  two  pieces  of  steel  insulated  from 
each  other,  and  connected  respectively  with  the  two  ends  of  the  wire.  On 
the  other  disc  is  a  pulley,  /,  round  which  passes  a  cord,  so  that  the  bobbin 
moves  very  rapidly  on  the  two  pivots. 

When  a  voltaic  current  circulates  in  the  wire,  the  two  cylindrical  seg- 
ments A  and  B  are  immediately  magnetised,  one  with  one  polarity  and  the 
other  with  the  opposite.  On  the  other  hand,  if  instead  of  passing  a  voltaic 
current  through  the  wire  of  the  coil,  the  coil  itself  be  made  to  rotate  rapidly 
between  the  opposite  poles  of  magnetised  masses,  as  the  segments  A  and 
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B  become  alternately  magnetised  and  demagnetised,  their  induction  pro- 
duces in  the  wire  a  series  of  currents  alternately  positive  and  negative,  as  in 
Clarke's  apparatus  (910).  When  these  currents  are  collected  in  a  commutator 
which  adjusts  them  (912) — that  is,  sends  all  the  positive  currents  on  one 
spring  and  all  the  negative  on  another — these  springs  become  electrodes, 
from  one  of  which  positive  electricity  starts,  and  from  the  other  negative.  If 
these  springs  are  connected  by  a  conductor,  the  same  effects  are  obtained 
as  when  the  two  poles  of  a  voltaic  battery  are  united. 

This  armature  has  the  great  advantage  that  a  large  number  of  com- 
paratively small  magnets  may  be  used  instead  of  one  large  one.  As,  weight 
for  weight,  the  former  possess  greater  magnetic  force  than  the  latter,  they 
can  be  made  more  economically.  And  as  the  armature  is  enclosed  by  and 
is  very  near  the  magnets,  it  experiences  the  action  of  the  field  in  its  greatest 
strength. 

915.  mrild's  mafneto-eleotrleal  maclilae. — Mr.  Wild  constructed  a 
magneto-electrical  machine  in  which  Siemens'  armature  is  used  along  with 
a  new  principle — that  of  the  multiplication  of  the  current.  Instead  of  uti- 
lising directly  the  current  produced  by  the  introduction  of  a  magnet,  Mr.  Wild 
passes  it  into  an  electromagnet,  and  by  the  induction  of  this  latter  a  more 
energetic  current  is  obtained  ;  the  electromagnet  thus  excited  plays  the  part 
of  the  permanent  magnets,  but  is  more  powerful. 

This  machine  consists  first  of  a  battery  of  12  to  16  magnets,  P  (fig.  915), 
each  of  which  weighs  about  3  pounds,  and  can  support  about  20  pounds. 
Between  the  poles  of  the  magnets  two  soft  iron  keepers  CC  are  arranged, 
separated  by  a  brass  plate,  O.  These  three  pieces  are  joined  by  bolts,  and 
the  whole  compound  keeper  is  perforated  longitudinally  by  a  cylindrical 
cavity,  in  which  works  a  Siemens'  armature,  xr,  about  2  inches  in  diameter. 
The  wire  of  this  armature  terminates  in  a  commutator,  which  leads  the 
positive  and  negative  currents  to  two  binding  screws,  a  and  b.  This  com- 
mutator is  represented  on  a  larger  scale  in  fig.  916.  At  the  other  end  is  a 
pulley  by  which  the  armature  can  be  turned  at  the  rate  of  25  turns  in  a 
second.    The  wire  on  the  armature  is  20  yards  long. 

Below  the  support  for  the  magnets  and  their  armatures  are  two  large 
electromagnets,  BB,  which  are  called  ih^fteld  magnets,  since  to  them  is  due 
the  production  of  the  magnetic  field.  Each  consists  of  a  rectangular  soft 
iron  plate,  36  inches  in  length  by  26  in  breadth  and  i\  inch  thick,  on  which 
are  coiled  about  1,610  feet  of  insulated  copper  wire.  The  wires  of  these 
electromagnets  are  joined  at  one  end,  so  as  to  form  a  single  circuit  of  3,200 
feet  One  of  the  other  ends  is  connected  with  the  binding  screw  a,  and  the 
other  with  b.  At  the  top  the  two  plates  are  joined  by  a  transverse  plate  of 
iron,  so  as  to  form  a  single  electromagnet. 

At  the  bottom  of  the  electromagnets  BB  are  two  iron  armatures,  separated 
by  a  brass  plate,  O,  and  in  the  entire  length  is  a  cylindrical  channel  in  which 
works  a  Siemens'  armature,  /«,  as  above  :  this  armature,  however,  is  above  a 
yard  in  length,  nearly  6  inches  in  diameter,  and  its  wire  is  100  feet  long. 
The  ends  are  connected  with  a  commutator,  from  which  the  adjusted  currents 
pass  to  two  wires,  r  and  j.  The  armature  m  is  rotated  at  the  rate  of  1,700 
turns  in  a  minute. 

Fig.  916  shows  on  a  larger  scale  a  cross  section  of  the  coil  of  the  armatures 
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CC  and  of  the  plates  AA,  on  which  the  wire  of  the  electromagnets  BB  is 

These  details  being  premised,  the  following  is  the  working  of  the 
machine : — When  the  armatures  »  and  m  are  rotated  by  means  of  a  steam- 


engine  with  the  velocity  mentioned,  the  magnets  produce  in  the  firet  anna- 
ture  induced  currents,  which,  adjusted  by  the  commutaEor,  pass  into  the 
electromagnet  BB,  and  magnetise  it.  But  as  these  impart  to  the  lower 
armatures,  CC,  opposite  polarities,  the  induction  of  these  latter  produces  in 
the  armature  m  a  series  of  positive  and  negative  currents  far  more  powerful 
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than  those  of  the  upper  armature ;  so  that  when  these  are  adjusted  by  a 
commutator  and  directed  by  the  wires  r  and  s,  very  powerful  effects  arc 
obtained 

These  effects  are  still  further  intensified  if,  as  Mr.  Wild  has  done,  the 


Fig.  9i6.  Fig.  9.J. 

adjusted  current  of  the  armature  m  is  passed  into  a  second  electromagnet, 
whose  annatures  surround  a  third  and  larger  Siertiens'  armature  turning  with 
the  two  others,  Mr.  Wild  thus  produced  currents  of  a  strength  far  exceeding 
anything  which  up  to  that  time  had  been  attained  ;  he  was  able,  for  instance, 
to  melt  easily  an  iron  wire  a  foot  long  and  more  than  o-i  inch  in  diameter. 

916.  STiiBino-eleDtrlo*!  maebliiea.— A  great  advance  was  made  by  the 
discovery  of  the  principle  of  the  reaction  of  a  current  on  itself— a  discovery 
made  by  Dr.  Werner  Siemens  and  Sir  C.  Wheatstone  independently  of  each 
other,  and  almost  simultaneously.  If  a  momentary  voltaic  current  be  passed 
through  the  wires  of  the  rotating  armature  of  such  a  machine  as  the  above, 
a  trace  of  residual  magnetism  (SS3)  will  be  left  in  the  core.  The  rotation  of 
this  armature  induces  a  current  in  the  electromagnets  BB  ;  this  in  turn 
reacts  on  the  armature,  increases  its  magnetism,  which  again  increases  the 
strength  of  the  electromagnets,  and  so  forth.  We  have  in  this  an  analogy 
with  Holtz's  machine  (759),  in  which  the  electricity  of  the  plate  and  the  con- 
ductors reciprocally  strengthen  each  other.  It  is  not  even  necessary  to 
specially  magnetise  the  iron  at  the  outset  ;  the  trace  of  residual  magnetiSm 
always  present  in  iron  (883)  is  sufficient  to  start  the  apparatus,  which  then 
goes  on  increasing  with  the  velocity  of  the  rotation,  and  which  indeed  is 
only  limited  by  the  heating  of  the  wires  and  the  bearings,  and  by  the  diffi- 
culty of  properly  insulating  the  coils  when  such  powerful  currents  are  used. 

Apparatus  which  transform  mechanical  work  into  electricity  without  the 
use  of  permanent  magnets,  or  of  extraneous  electromagnets,  are  known 
as  dyttamo-eUclrical  machines,  or  briefly  dynamos,  in  contradistinction  to 
magmtO'flectrical  machines,  in  which  the  magnetism  is  not  furnished  by 
the  play  of  the  machine  itself,  but  is  got  from  piermanent  magnets.  It  must 
not,  however,  be  supposed  that  in  the  one  the  electricity  is  produced  at  the 
expense  of  the  magnetism,  and  in  the  other  at  the  expense  of  the  work. 
There  is  really  no  distinction  of  this  kind  between  them  ;  in  both  kinds  of 
machine  electricity  is  produced  at  the  cost  of  work  ;  and  for  this  reason 
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both  are  indeed  dynatno-electrical  ina.chines,  and  the  distinciion  of  the  m 
kinds  is  only  one  of  convenience. 

The  earliest  machine  of  this  kind  was  that  invented  by  Mr.  Ladd.  It  cod- 
sists  essentially  of  two  Siemens'  armatures,  rotating  with  great  velocity,  ind 
of  two  iron  plates,  AA  (fig.  918),  surrounded  by  an  insulated  copper  wirt. 

The  electromagnets  BB  are  not  joined  so  as  to  form  a  single  one,  ha 
are  two  distinct  electromagnets,  each  having  at  the  end  two  hollow  cjiii' 
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ders,  CC,  in  which  are  fitted  two  Siemens'  armatures,  iit  and  n  ;  the  a 
of  the  armature  n  passing  round  the  electromagnets  reverts  to  itsell  Tk 
wire  of  the  armature  m  passes  into  the  apparatus  which  is  to  utiliM  tk 
current — for  instance,  two  carbon  points,  D. 

The  residual  magnetism  in  the  armature  plates  and  their  keepers  issufEciitf 
to'start  the  machine.  If,  then,  the  armatures  m  and  n  be  rotated  by  i 
of  two  bands  passing  round  a  common  drunn,  the  magnetism  of  the  hollo* 
cylinders  CC,  acting  upon  the  armature  »,  excites  induction  currents,  vhicK 
adjusted  by  a  commutator,  pass  round  the  electromagnets  BB,  and  nu 
strongly  magnetise  the  cylinders  or  shoes  CC'.  These  in  their  turn  reacti 
more  piowerfully  on  the  armature  n,  strengthen  the  current  ;  ivc  thus  seed 
n  and  B  continually  and  mutually  strengthen  each  other  as  the  velocity 
the  rotation  increases.  Hence,  as  the  iron  of  the  armature  tn  becomes  HM 
and  more  strongly  magnetised  under  the  influence  of  the  elcciromagDce 
BB,  a  gradually  more  powerful  induced  current  is  developed  in  this  aimatnH 
which  is  directed,  commutated  or  not,  according  to  the  use  for  which 
designed. 

In  a  machine  exhibited  at  (he  Paris  Exhibition  of  1867  the  plates  .U 
were  only  24  inches  in  length  by  12  inches  in  width.    With  these 
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dimensions  the  current  is  equal  to  that  of  25  to  30  Bunsen's  cells.     It  can 
work  the  electric  light  and  keep  incandescent  a  platinum  wire  a  metre  in 
length  and  05  mm.    in 
diameter. 

The  above  form  of  the 
machine  is  worked  by 
steam  piower.  Mr.  Ladd 
devised  a  more  compact 
form,  which  may  be 
worked  by  hand.  This 
is  represented  in  fig.  919, 
The  two  armatures  are 
fixed  end  to  end,  and  the 
coils  are  wound  on  it  at 
right  angles  to  each  other, 
as  shown  in  the  figure. 
The  current  from  this  can 
raise  to  white  heat  iS 
in.  of  platinum  wire  o'oi 
in.  in  thickness,  and  with 

an  inductoHum  (921)  con-  Fig.  giq. 

taining  3  miles  of  second- 
ary wire  2-in.  sparks  can 
be  obtained. 

917.  Vaolnottl'B  rlar. 

elaotrlOBl  ^AOhlne. — A 

remarkable  improvement 
in  magneto- and  dynamo- 
electric  machines  is  the 
application  of  a  ring 
inductor.  This  was  in- 
vented by  Prof  Pacinotti 
in  1862,  and  is  known  as 
Pacinotti's  ring.  It  was 
first  applied  by  him  to 
an  electromagnetic  motor 
(899),  that  is  to  say,  one 
in  which  the  power  was 
furnished  by  a  battery, 
but  be  showed  that  it 
could  be  used  as  a  mag- 

Tbe  same  principle  was 

discovered  several  years 

Uier,    it    would    appear  ^ 

quite    independently,    by  '". 

M.  Gramme,  and  utilised  by  him  in  the  construction  of  a  new  form  of 

magneto-electrical  machine.     This  differed  from  all  previousforms  in  giving 
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at  once  direct,  and  what  are  practically  continuous  currents,  and  wbicfa, 

having  regard  to  the  size  of  the  machine,  were  more  powerfiil  than  any 

hitherto  obtained.    A  laboratory  form  of  Gramme's  machine  is  represenled 

in  fig.  920,  in  about  one-sixth  of  the 

rea!  size.    On  a  base  is  fixed  vertically 

a  powerful  Jamin's  magnetic  battery, 

A  (fig.   920),  constructed   of  24   steel 

plates,  each   i   mm.  in  thickness,  then 

separately  magnetised  to  saturation. 

To  the  poles  are  affixed  two  soft  iron 

armatures  a  and  b,  between  which  an 

axle  is  rotated  by  means  of  a  wheel 

and  rackwork.     On  this  axle  is  a  ring 

on  which  are  wound  a  series  of  thirty 

coils.     The  ring  or  core  is  not  solid, 

but  itself  consists  of  a  coil  of  a  number 

of  turns  of  soft  iron  wire,  as  seen  in 

fig.  921,  and  in  this  way  the  changes 

"*"'  in  its  magnetisation  which  take  place 

are&T  more  rapid,  and  the  heating  efiect  due  to  these  rapid  changes  is  less ; 

the  wire  is  continuous,  and  the  two  ends  are  soldered  together. 

On  this  core  are  wound  the  coils  BCD  ;  they  are  joined  by  thin  brass 
knee-plates,  mn,  to  each  of  which  are  soldered  the  copper  wires  of  two  suc- 
cessive coils,  so  as  to  form  a  continuous  whole.  The  plates  are  insuhted 
from  each  other,  and  are  fixed  on  a  wooden  block  0,  mounted  on  the  aits 
of  rotation.  The  branches  mn  of  the  knee-plates  form  a  sheath  about  this 
axis,  and  two  flat  brushes  of  copper  wire,  fixed  to  the  binding  screws  c  and  /, 
are  in  contact  with  the  upper  and  lower  parts  of  this  sheath,  and  receive  the 
currents  which  originate  in  the  coils. 

Id  order  to  understand  the  action  of  Gramme's  machine,  let  us  now  con- 
sider the  condition  of  a  soft  iron  ring  which  is  placed 
between  the  two  opposite  pioles  of  a  powerful  permanent 
,  magnet,  at  the  opposite  ends  of  a  diameter  of  the  rii^ 

C^^s        (fig-  932).    The  parts  nearest  the  magnet  will  be  of  the 
^^hX     opposite  polarity  to  that  of  the  inducing  magnet.    We 
^1    may  consider  that  under  its  influence  each  half  of  the 
wl  ring  is  converted  into  a  magnet  with  its  two  poles  and 
Ml  neutral  line.     The  same  poles  of  the  ring   face  each 
^^ju     other,  and  the  effect  is  not  altered  if  the  ends  touch. 
^^S'         l-et  us  now  suppose  the  ring  fixed,  and  that  a  thin  coil 
' '  moves  round  it,  starting  from  the  neutral  line.     As  it 

nears  the  pole  s,  a  current  on  approach  will  be  induced 
in  the  coil  in  the  opposite  direction  to  that  which,  on 
Fig.  9J3.  Ampere's  hypothesis,  circulates  round   the  end  of  the 

pole  J ;  as  it  passes  over  the  other  half  s,  a  leaving  current  is  produced, 
which  is  in  the  sariie  direction  as  that  which  circulates  round  s  ;  but  it  must 
be  remembered  that  as  these  poles  face  one  another,  their  Ampirian  currents 
are  in  opposite  directions,  the  result  of  which  is  that  the  currents  induced 
on  approaching  s  and  on  leaving  s  are  in  the  same  direction  ;  in  other  words. 


a 


o 
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as  the  coil  circulates  in  front  of  the  double  pole  it  will  be  traversed  by  a 
continuous  current  in  the  same  direction,  the  strength  of  which  increases 
from  the  neutral  point  till  it  comes  in  front  of  the  poles,  and  then  diminishes 
until  it  is  at  the  neutral  point  again.  The  same  process  repeats  itself  in  the 
coU  as  it  approaches  the  other  pole,  except  that  the  current  is  negative,  so 
that  if  the  collectors  are  adjusted  one  on  each  side  of  the  neutral  point, 
they  will  collect  the  opposite  currents,  and  they  can  be  utilised  in  an  external 
circuit.  What  is  here  true  of  one  coil  is  true  of  all  others  as  they  pass  in 
front  of  the  poles  ;  and  as  they  are  all  connected  together  we  get,  not  so 
much  a  series  of  separate  impulses,  as  a  continuous  series  of  currents. 
This  continuous  character  of  the  currents  is  improved  by  the  fact  that  the 
collector  brushes  are  so  arranged  as  to  touch  more  than  one  of  the  knee- 
pieces  at  once. 

The  ring,  of  course,  does  actually  rotate  with  the  coils,  and  the  polarity  of 
each  part  is  continually  changing  ;  but,  although  this  is  the  case,  the  position 
of  the  poles  remains  fixed  in  space,  and  the  effect  is  as  we  have  said.  It 
must  be  added  that  the  poles  of  the  magnet  also  act  directly  on  the  coils  ; 
and  if  we  consider  the  ring  as  non-magnetic,  and  only  the  direct  action  of 
the  poles  on  the  coils  to  operate,  it  ^ill  be  seen  to  be  in  the  same  direction 
as  the  action  of  the  ring.  Both  effects  concur  then  in  increasing  the  strength 
and  also  continuity  of  the  currents. 

This  apparatus  is  very  powerful ;  the  smallest  size  made  can  decompose 
water,  and  heat  to  redness  an  iron  wire  20  centimetres  in  length  and  a 
millimetre  in  diameter.  Mascart  and  Angot  determined  the  electromotive 
force  of  different  Gramme's  machines  by  placing  in  the  circuit  of  the 
machine,  but  in  opposition  to  it,  a  number  of  Daniell's  elements.  The 
velocity  of  rotation  was  then  increased  until  a  galvanometer  in  the  circuit 
was  not  deflected.  When  this  was  the  case,  seeing  that  the  resistance 
traversed  by  the  opposing  currents  was  the  same,  it  is  clear  that  the  electro- 
motive force  due  to  the  machine  rotating  at  the  given  speed  is  exactly  equi- 
valent to  that  of  the  corresponding  number  of  elements.  Thus,  for  instance, 
the  current  from  3  Daniell's  cells  was  found  to  neutralise  that  of  a  particular 
hand  Gramme's  machine  rotating  with  a  velocity  of  10*2  turns  per  second. 
The  average  electromotive  force  due  to  this  machine  was  found  equal  to  0*27 
of  a  Daniell  for  a  velocity  of  i  turn  per  second.  With  another  the  ratio 
was  0*31,  and  with  others  again  as  much  as  0*8  of  a  Daniell. 

It  will  be  seen  from  the  description  that  the  action  of  the  ring  inductor  is 
not  inconsistent  with  the  application  of  the  dynamo-electrical  principle  ;  and 
in  the  larger  machines  it  is  applied,  and  the  rotation  effected,  by  steam 
or  gas  engines  or  by  water  power.  The  dimensions  and  details  of  the 
construction  vary  with  the  purpose  for  which  the  machine  is  designed. 
Thus  in  a  machine  which  is  to  be  used  for  electrolysis,  the  coils  in 
the  ring  inductor  are  made  up  of  a  comparatively  short  length  of  insulated 
upper  bands,  while  for  the  electric  light  a  long  length  of  fine  insulated 
wire  is  used. 

Gramme's  machine  is  reversible  ;  for  while  by  its  means  motion  is  con- 
verted into  electricity,  it  can  in  like  manner  convert  electricity  into  motion. 
This  may  be  seen  by  connecting  the  binding  screws  c  and  i  with  the  poles 
of  a  Grove's   battery.     This  iron  core  then  becomes  magnetised  by  the 
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action  of  the  current  passing  through  the  coils  ;  ihe  whole  system  rotates 
rapidly  under  the  influence  of  the  magnetised  bundle. 

91  g.  •lemens- arnamo-flleotrlaKl  m»ataln«s.— Fig.  923  represents  the 
essential  features  of  one  of  the  small-sized  vertical  machines  made  by 
Siemens  &  Co,  A  characteristic  is  the  cylindrical  or  drum  armature, 
which  may  be  regarded  as  an  extension  of  that  already  described  (914). 
The  electromagnets  MM  and  M'M'  with  double  poles  feed  the  magnetism 
of  the  soft  iron  armatures  NN,  which  are  bent  so  as  to  almost  completdy 
encircle  the  inductor  ;  they  are  in  detached  pieces,  so  that  air  can  freely 
circulate  between  them,  and  thereby  the  temperature  be  kept  down. 

The  inductor  itself,  D,  consists  of  a  drum-shaped  frame  of  soft  iron  wire 
covered  with  a  layer  of  insulating  material,  and  fixed  to  an  axle  which  rests 
in  the  strong  upright  supports, 
and  is  rotated  by  means  of 
power  transmitted  to  the  sheave 
A-  The  wire  is  coiled  on  this ; 
one  end  is  attached  to  a  plate 
which  forms  part  of  the  collector, 
as  in  Gramme's  machine ;  it 
passes  lengthwise  round  the 
drum  in  several  turns,  and  the 
other  end  is  attached  to  a 
similar  piece  on  the  collector, 
which  is  diametrically  opposite 
thefirst.  Thewireiscontinuotis, 
the  connection  of  the  individual 
strands  being  eflected  by  means 
of  the  collector.  On  the  col- 
lector rest  two  pairs  of  brushes, 
*  b  and  b'  b' ;  they  are  con- 
*'  '''■  nected  respectively  with  inso- 

lated  binding  screws  ;  from  these  the  current  passes  through  the  wires  of 
the  electromagnet,  and  thence  to  the  tenninals,  pp',  where  it  may  be  utilised 
in  the  external  circuit. 

The  advantage  of  this  construction  is  that  from  the  length  of  the  inducts 
the  wires  are  moving  in  a  more  extended  field  ;  and  being  on  the  suifece, 
and  quite  close  to  the  armature  of  the  field  magnets,  are  more  under  their 
influence. 

A  small  machine  of  this  kind,  which  does  not  occupy  a  space  of  more 
than  three  cubic  feet,  and  rotating  with  a  velocity  of  15  turns  in  a  second, 
which  is  effected  by  i^  horse-power,  can  produce  a  light  of  1,400  candles. 
The  larger  sizes  produce  far  more  powerful  efifects,  but  require  of  course 
greater  power  to  work  them. 

Machines  of  this  class  give  continuous  currents,  but  alternators  (910)  are 
also  constructed. 

919-  Bnuh  dyaama-elflotrloal  mB«liln«. — The  armature  of  this  ma- 
chine (fig.  9J4)  is  ring-shaped,  and  has  some  resemblance  to  Gramme's, 
but  the  coiling  is  different.  The  section  of  the  ring  is  rectangular  (fig.  9^5). 
and  there  are  deep  rectangular  grooves  in  it,  in  which  are  the  coils  of  wire 
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eight  in  number.  The  projected  cheeks  thus  formed  between  the  coils  fonu 
polar  appendices,  which  are  intended  to  act  laterally  on  the  coils.  These 
cheeks  are  traversed  by  deep  horizontal  grooves,  and  also  by  a  large  and 
deep  vertical  groove,  which  almost  divides  the  ring  into  two  parts.  By  this 
means  the  formation  of  local  currents  is  hindered,  and  a  gpreater  cooling 
surface  is  obtained. 

The  ring  rotates  between  the  four  poles  of  two  very  powerful  electro- 


magnets, M  and  M',  whose  soft  iron  armatures  are  prolonged  in  pole  plates, 
N  and  S,  double  poles  being  adjacent. 

On  the  collector  are  four  rings  (fig.  926).  Each  ring  consists  of  two  seg- 
ments, A  B,  separated  from  each  other  at  one  end  by  an  air  space,  while 
between  the  others  is  a  smaller  segment,  C,  called  the  '  insulator.'  During 
the  rotation  one  pair  of  coils  is  in 
the  neutral  position,  in  which  no 
electromotive  force  is  being  de- 
veloped in  it  In  this  position  the 
coils  only  represent  a  resistance, 
and  their  presence  in  the  circuit  is 
a  pure  loss.    The  contacts  are  so 

arranged  that  the  moment  the  pair  p.  p.      ^ 

is  in  this  position,  which  is  at  each 

quarter  of  a  rotation,  one  of  the  brushes  touches  the  insulator,  and  the  coil 
is  thus  not  only  removed  from  the  circuit,  but,  not  being  closed,  no  current 
can  circulate  in  it. 

One  end  of  each  coil  is  connected  with  one  end  of  the  coil  exactly 
opposite  it,  the  other  ends  being  connected  with  one  of  the  four  commutator 
rings  where  they  are  connected  to  isolated  segments.  From  these  segments 
the  current  of  the  two  coils  is  taken  off  by  brushes  arranged  horizontally  and 
in  connection  with  curved  spring  bands,  which  lead  it  to  the  binding  screws, 
from  which  it  passes  into  the  external  circuit. 

In  a  machine  of  this  kind  which  gives  16  arc  lights  the  ring  is  half  a 
metre  in  diameter,  and  each  of  the  8  coils  c 
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covered  copper  wire  2  mm.  in  diameter,  and  weighing  10  kg.  Each  pair  of 
coils  has  a  resistance  of  i  '5  ohm,  and  the  electromagnets  have  a  resistance 
of  6  ohms,  so  that  the  total  internal  resistance  is  12  ohms. 

In  all  such  machines,  the  strength  of  the  current  which  it  produces  is 
proportional  to  the  strength  of  the  magnetic  field,  and  with  a  given  armature 
to  the  speed  of  rotation,  or  to  the  number  of  lines  of  force  cut  in  a  given 
time  (826) ;  and  is  inversely  as  the  resistance  of  the  circuit.  The  strength 
of  the  magnetic  field  in  a  magneto  machine  depends  on  the  strength  of  the 
permanent  magnets  which  form  the  field,  and  when  these  are  electromagnets 
and  are  separately  excited,  on  the  strength  of  the  batteries  by  which  they  are 
excited.  With  dynamo  machines  the  strength  of  the  field  magnets  is  a  func- 
tion of  the  current  which  it  itself  produces  in  the  coils  of  the  electromagnet^ 
and  the  strength  of  this  current  depends  on  the  resistance  of  the  circuit,  the 
external  part  of  which  is  liable  to  frequent  variations  from  accidental  causes. 
Hence  dynamo  machines  are  more  irregular  in  their  action  than  magneto 
machines,  which  are  therefore  to  be  preferred  where  steadiness  is  required 
With  both  classes  of  machines  the  most  favourable  results,  both  as  to 
efficiency  and  economy,  are  obtained  with  the  larger  sizes. 

919a.  Classllloatloii  of  dynamo  machines. — The   principal   types  of 
dynamo  machines  are  depicted  in  figs.  927-930.  Fig.  927  represents  a  machine 

in  which  the  wires  from  a  separate 
machine  excite  the  field  magnets,  and 
this  type  is  known  as  the  separcUely 
^.itv/^/af machine ;  Wild's  machine  (fig. 
915)  is  an  example  of  this  class. 

Fig.  928  represents  the  original 
form  of  the  dynamo ;  the  current  from 
the  armature  passes  directly  from  one 
brush  into  the  wire  of  the  field  magnet, 
from  thence  into  the  external  circuit, 
returning  to  the  armature  by  the  other 
brush  ;  such  machines  are  said  to  be 
series  wound.  This  mode  of  winding 
has  the  defect  that  variations  or  breaks 
in  the  external  resistance  have  a  much  greater  effect  on  the  current  than  in 
magneto  machines  ;  for  the  E.M.F.  in  these  is  constant  for  a  given  speed  of 
rotation,  and  alterations  in  the  external  resistance  only  affect  the  current  in 
accordance  with  Ohm's  law.  With  the  series  machine  the  E.M.F.  itsdf 
is  lessened  if  the  external  resistance  is  doubled,  for  instance  ;  for  a  weaker 
current  now  circulates  in  the  field  magnets,  and  the  magnetic  field  in  which 
the  armature  rotates  is  thereby  weaker.  Accordingly  the  current  becomes 
much  less  than  half  what  it  was.  If,  further,  the  current  is  completely  stopped, 
the  field  magnets  almost  entirely  lose  their  magnetism,  and  a  considerable 
time  elapses  before  their  magnetism  is  again  excited.  Complete  stoppages 
also  reverse  the  polarity  of  the  magnets  in  consequence  of  the  production  of 
polarisation  currents,  and  accordingly  when  a  steady  current  is  required  as 
in  electroplating,  or  in  charging  an  accumulator  (849),  such  machines  arc 
not  used. 

A  third  type  is  that  represented  in  fig.  929,  and  is  known  as  the  shunt 


Fig.  927. 


Fig.  928. 


-920] 


Classification  of  Dynamo  Machines 


941 

wound  dynamo ;  the  current  at  the  armature  divides  at  B,  one  portion  passes 
through  the  wire  of  the  field  magnet,  which  is  long  and  thin,  and  the  other 
through  the  external  circuit — for  instance,  an  electroplating  bath.  If  a 
total  break  occurs  in  this  circuit,  the  effect  is  that  a  more  powerful  current 
passes  through  the  field  magnets,  which  are  thus  again  in  readiness  to 
act  when  the  circuit  is  restored.  An  increase  in  the  resistance  of  the  ex- 
ternal circuit  has  but  small  effect ;  for  if  the  E.M.F.  remained  constant,  the 
current  would  only  diminish  in  accordance  with  Ohm's  law,  and  as  a  rela- 
tively larger  proportion  now  goes  through  the  field  magnets,  the  latter  are 
more  strongly  excited,  and  the  current  again  increased;  the  latter  is,  in 
short,  lessened  in  a  smaller  degree  than  that  in  which  the  resistance  is 
increased.  Such  machines  are  used  for  electroplating  and  other  electrolytic 
work. 

The  compound  wound  dynamo  is  represented  in  fig.  93a  Consider  one 
wire  as  in  the  ordinary  series  wound  machine,  and  in  addition  to  this  a 
second  long  thin  wire  fi-om  B  passing 
round  the  field  magnets  to  the  other 
brush  at  B'.  This  machine  is  used  for 
feeding  a  number  of  glow  lamps  which 
are  inserted  in  parallel,  and  for  which 
It  is  essential  that  the  difference  of 
potential  should' be  constant  If  now 
a  number  of  these  lamps  are  removed, 
the  resistance  in  the  circuit  of  the  stout 
wire  is  increased,  and  the  current  would 
be  lessened,  partly  from  Ohm's  law  and 
partly  from  the  weaker  magnetism, 
whereby  the  difference  of  potential 
would  be  less,  and  possibly  to  such  an 
•extent  that  the  lamps  would  not  glow  ;  but  with  the  compound  winding  a 
greater  proportion  of  the  current  now  passes  through  the  thin  wire,  and  thus 
acts  more  strongly  on  the  magnetism.  By  a  suitable  choice  of  the  resistances, 
and  the  relative  number  of  turns  of  the  wires,  the  increase  of  the  magnetisa- 
tion can  be  made  so  great  that  the  diminution  in  the  difference  of  potential 
is  thereby  compensated. 

920.  AppUoatlons  of  magneto  and  dynamo-eleetrioal  machines. — 
Magneto-electrical  machines  with  constant  currents  are  a  triumph  of  modern 
times;  from  their  discovery,  together  with  that  of  the  dynamo  principle  (946), 
is  dated  the  introduction  of  electricity  for  industrial  purposes.  Great  improve- 
ments have  of  late  been  made  in  magneto-electrical  machines,  both  in  the 
economy  and  simplicity  of  their  construction,  and  also  in  their  power ;  for 
details  on  these  matters  we  must  refer  to  special  technical  works. 

The  energy  of  any  electrical  current  or  portion  of  an  electrical  current  is 
measured  by  the  product  of  the  electromotive  force,  E,  or  difference  of  poten- 
tials at  the  ends  of  the  portion  considered,  into  the  strength  of  the  current 
itself.  The  magnitude  represented  by  an  electromotive  force  of  a  volt,  V, 
multiplied  by  a  current  strength  of  an  ampere,  A,  is  called  a  volt-ampere^ 
and  from  its  great  practical  utility  has  got  a  special  name,  that  of  Watt 
(964).     A  volt-ampere  is  equivalent  to  a  watt,  but  the  two  are  not  identical ; 
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the  former  is  the  measure  of  the  electrical^  and  the  latter  of  the  mechanical 
effect  which  can  result  from  the  electrical,  that  is,  can  be  transformed  into  it 
A  horse-power  is  equal  to  746  watts,  or  a  watt  is  0*0134  of  a  horse-power. 
Hence,  if  we  know  the  number  of  watts  produced  in  any  circuits,  this  divided 
by  746  gives  at  once  the  equivalent  in  horse-power.  The  kilowatt  is  the 
Board  of  Trade  unit bf  electrical  energy  ;  it  is  1000  watts  or  1*3  horse-power. 

A  magneto-electrical  machine  may  be  compared  to  a  pump  forcing  water 
through  a  pipe  against  friction  ;  the  electrical  current  corresponds  to  the 
volume  of  water  passing  in  a  second,  and  the  electromotive  force  corresponds 
to  the  difference  in  pressure  on  the  two  sides  of  the  pump.  Just  as  the 
power  of  a  pump  is  measured  by  the  product  of  the  pressure,  and  volume  of 
water  per  second,  so  the  product  of  the  electromotive  force  and  current  is 
power,  and  the  ratio  of  this  power  to  the  mechanical  power  expended  in 
driving  the  magneto-electrical  machine  is  the  efficiency  of  the  magneto- 
electrical  machine.  The  peculiarity  of  the  dynamo-electrical  machine  is 
this,  that  the  electromotive  force,  or  the  element  corresponding  to  difference 
of  pressure  in  the  case  of  a  pump,  depends  directly  on  the  current  passing. 
It  does  not  increase  indefinitely  with  increase  of  current,  but  increases  to  a 
certain  limit,  and  then  remains  constant. 

Dr.  Hopkinson  made  a  series  of  experiments  with  a  machine  of  Siemens' 
construction,  where  special  arrangements  were  made  for  determining  the 
speed  at  which  the  machine  was  driven,  the  driving  power,  the  resistances 
in  the  circuit,  and  the  difference  in  potential  between  the  two  ends  of  a  known 
resistance  in  the  circuit.  He  thus  found  that  to  drive  the  machine  in  open 
circuit  at  a  speed  of  720  rotations  required  an  expenditure  of  0*28  horse- 
power. Exclusive  of  friction,  the  efficiency  of  the  machine  was  found  to  be 
about  90  per  cent,  so  that  in  this  respect  little  improvement  can  be  expected. 

If  the  relation  between  the  electromotive  force  measured  in  volts  (814), 
and  the  strength  of  the  current  measured  in  amperes  (814),  for  a  given  speed 
of  rotation  be  expressed  by  a  curve,  it  is  found  that  this  curve  has  the  form 
of  a  slanting  straight  line  starting  from  the  origin,  and  then  begins  to  bend 
away,  approaching  a  horizontal  line.  The  point  at  which  it  begins  to  bend 
away  is  when  the  electromotive  force  is  about  two-thirds  of  its  maximum, 
and  this  is  called  by  Dr.  Hopkinson  the  critical  cut  rent :  it  has  this  ph>'stcal 
meaning,  that  below  this  point  any  change  in  the  speed  of  rotation,  with  a 
steady  external  resistance,  or  any  change  in  the  external  resistance^  with  a 
constant  speed  of  rotation,  produces  considerable  changes  in  the  current 

The  principal  application  which  has  been  made  of  the  currents  produced 
by  dynamo  machines  is  to  the  production  of  the  electrical  light  (837).  In 
this  respect  it  may  be  said  that  the  arrangements  for  producing  the  electricity 
are  more  perfect  than  those  for  producing  the  light ;  for  while  over  90  per 
cent,  of  the  mechanical  power  used  appears  in  the  form  of  current,  only  about 
half  of  that  which  is  transmitted  to  the  machine  appears  in  the  electrical  arc. 

For  electrodes  of  a  definite  material,  kept  at  a  definite  distance  apart, 
and  under  the  ordinary  atmospheric  pressure,  the  difference  of  potential  is 
approximately  constant  for  a  constant  speed  of  rotation.  The  product  of 
difference  of  potential  into  the  current  passing,  is  the  work  developed  in  the 
arc,  and  the  ratio  of  this,  to  the  mechanical  power  expended  in  driving  the 
machine,  is  the  efficiency  of  the  electrical  arc. 
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Comparing  together  the  relative  costs  of  producing  a  certain  degree  of 
illumination — a,  by  means  of  gas  ;  b^  by  the  electrical  arc  with  alternating 
currents ;  c^  by  one  with  continuous  currents,  the  machines  for  the  production 
of  the  last  two  being  worked  by  a  gas  engine — it  was  found  that  the  ratio 
was  as  116  :  62  :  15  ;  when  the  machine  was  heated  by  coal  instead  of  gas, 
the  cost  was  as  116  :  50  :  10,  it  being  assumed  that  four  pounds  of  coal  pro- 
duced one  horse-power  per  hour.  The  actual  cost  of  lighting  the  British 
Museum  with  a  light  representing  18,800  candles  was  six  shillings  an  hour, 
of  which  the  carbons  cost  nearly  one-half. 

Dr.  Hopkinson  gave  the  following  illustration  of  the  luminous  effect  pro- 
duced by  converting  energy  into  heat  in  a  closed  space.  One  hundred  and 
twenty  cubic  feet  of  what  is  called  15-candle  gas  (509)  produce  a  light  of 
360  standard  candles  for  an  hour.  The  heat  produced  in  this  combustion  is 
equivalent  to  about  60  millions  of  foot-pounds  (484).  If  this  gas  be  burned 
in  a  gas-engine  (476)  about  8  million  foot-pounds  of  work  will  be  done  out- 
side the  engine,  or  4  horse-power  for  an  hour  (472).  This  power  is  sufficient 
to  drive  an  A  Gramme  machine  for  an  hour  ;  the  amount  of  energy  which  is 
converted  into  current  is  6,400,000  foot-pounds,  of  which  about  one-half,  or 
3,200,000,  appear  in  the  form  of  energy  in  the  electric  arc.  Viewed  hori- 
zontally this  radiates  a  light  of  2,000  candles,  and  two  or  three  times  as  much 
when  viewed  from  below.  Hence  about  3  million  foot-pounds  changed  into 
heat  in  the  electric  arc  will  affect  our  eyes  six  times  as  powerfully  as  60- 
millions  changed  into  heat  in  a  gas  burner. 

Both  for  arc  and  incandescent  lamps  the  relative  efficiency  is  greater  the 
higher  the  illuminating  power.  Thus  with  a  Swan  lamp  of  16  candles  the 
work  required  is  at  the  rate  of  a  horse-power  for  272  candles,  or  about  2j 
watts  per  candle,  while  with  a  32-candle  lamp  the  number  of  candles 
equivalent  to  a  horse-power  is  415. 

Although  the  temperature  of  the  electric  arc  is  exceedingly  high  (838),  yet 
from  the  small  amount  of  radiating  surface  the  heating  effect  is  hx  less  than 
that  produced  by  other  sources  of  equal  illumination.  Thus  the  late  Sir  C. 
Siemens  found  that  an  electric  arc  light  of  4,000  candles  radiated  142-5 
thermal  units  in  a  minute,  while  to  produce  this  light  by  gas  would  require 
200  Argand  burners,  which  would  emit  15,000  units,  or  over  a  hundred  times 
as  much.  So  too  it  has  been  found  that  incandescent  lamps  produce  less 
than  five  per  cent,  of  the  heat  from  other  sources  of  equal  intensity  as  regards 
their  light. 

Siemens  made  a  series  of  experiments  on  the  influence  of  the  electrical 
light  on  vegetation.  The  light  was  produced  by  a  dynamo-electrical  machine* 
of  his  construction,  and  was  equal  in  illuminating  power  to  1,400  candles.  Of 
a  series  of  four  sets  of  quickly  growing  plants  in  pots,  one  set  was  left  in  the 
dark,  and  two  other  sets  were  exposed  to  the  action  of  the  daylight  and  of 
the  electric  light  separately  ;  while  the  fourth  was  exposed  to  the  joint  action 
of  the  two  lights.  The  first  set  sowed  withered  and  died  ;  those  exposed  to 
the  electric  light  grew  and  flourished,  but  not  so  vigorously  as  those  exposed 
to  daylight  alone  ;  those,  however,  which  had  been  exposed  to  the  conjoint 
action  of  both  lights  showed  the  most  vigorous  growth.  Plants  did  not 
seem  to  require  a  period  of  repose,  but  made  increased  and  vigorous  pro- 
gress if  subjected  at  daytime  to  sunlight,  and  by  night  to  the  electric  light. 
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The  electric  light  was  also  found  beneficial  in  promoting  the  fonnation 
of  aromatic  and  saccharine  substances  on  which  the  ripening  of  fruits 
•depends. 

Abney  found  that  the  luminosity  and  also  the  actinic  action  of  the  light 
produced  by  the  electric  arc  increased  more  rapidly  than  in  direct  ratio  to 
the  velocity  of  rotation,  and  the  horse-power  required  to  produce  it.  This 
increase  was  slowest  for  red  light,  more  rapid  with  blue,  and  most  rapid 
of  all  with  the  actinic  action.  With  a  speed  of  565  rotations,  and  an  ex- 
penditure of  9  horse-power,  the  actinic  action  was  equal  to  that  of  11,000 
candles.  Cohn  found  that  the  electrical  light  is  more  favourable  for  the  pure 
perception  of  colour  than  any  other  light  of  equal  luminosity. 

Electrical  furnace. — It  is  probable  that  the  temperature  which  can  be 
produced  by  the  oxyhydrogen  flame  is  limited  and  has  been  already  reached, 
and  that  we  must  look  to  the  electrical  arc  for  the  production  of  higher 
temperatures  than  those  at  which  carbonic  acid  and  water  are  decomposed. 
Direct  experiments  by  Siemens  with  the  electric  arc  show  not  only  that  it 
produces  a  very  high  temperature  within  a  contracted  space,  but  also  that 
it  will  conveniently  and  economically  produce  such  larger  effects  as  will 
render  it  useful  for  many  purposes  in  the  arts,  like  the  fusion  of  platinum 
and  steel.     He  constructed  an  arrangement  by  which  the  electric  arc  was 
formed  within  a  crucible  made  of  the  most  refractory  materials ;  the  one 
electrode  passed  through  the  bottom  of  the  crucible  and  the  other  through 
the  lid,  and  there  was  an  arrangement  by  which  the  distance  of  the  elec- 
trodes could  be  automatically  regulated ;  another  important  point  was  to 
-constitute  the  positive  pole  of  the  material  to  be  fused,  as  it  is  at  this  pole 
that  the  heat  is  principally  developed,  the  arrangement  formed  in  short  an 
electrical  furnace,    A  dynamo -machine  capable  of  producing  a  current  of 
36  amperes,  and  which  produces  a  light  equal  to  6,000  candles,  fused  a 
kilogramme  of  steel  within  half  an  hour.     Siemens  calculated  that  the  heat 
in  his  furnace  represented  one-third  of  the  horse-power  expended  in  working 
the  machine  ;  and  as  a  good  engine  only  utilises  about  one-sixth  of  the  com- 
bustible value  of  the  coal  employed  in  working  it,  it  follows  that  the  electrical 
furnace  utilises  one-eighteenth  of  the  energy  residing  in  the  fuel  under  the 
engine.    The  electrical  furnace  is  theoretically  more  economical  than  the 
ordinary  air  furnaces.     Not  only  is  the  furnace  thus  a  source  of  intense  heat, 
but  in  certain  operations  the  reducing  action  of  the  electrodes  plays  an  im- 
portant part,  as  in  Cowles'  method  for  the  direct  production  of  aluminum 
bronze.    A  charge  of  35  kgr.  powdered  corundunty  an  aluminous  mineral, 
mixed  with  powdered  charcoal  and  twice  its  weight  of  granulated  copper, 
was  placed  between  carbon  electrodes  in  a  suitable  vessel.     On  passing 
a  powerful  current  the  alumina  was  reduced  and  united  directly  with  the 
copper  to  form  aluminum  bronze.     The  current   actually  employed  was 
one  of  5,000  amperes  with  an  E.M.F.  of  50  volts,  or  with  a  power  of 
250,000  watts-second.     The  current  was  continued  for  an  hour  and  a  half, 
and  produced  about  82  kgr.  of  the  alloy.     Each  kgr.  of  aluminum  in  the 
alloy  represents  a  work  of  44  horse-power  for  an  hour.      Minet  obtained 
pure  aluminum  by  electrolysing  between  carbon  electrodes  a  mixture  of 
cryolite  and  sodium  chloride,  kept  in  an  iron  trough  at  a  temperature  of 
1000°. 
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920a.  aieotrteal  transmlssloii  of  power. — When  a  magneto  or  dynamo 
machine  is  coupled  up  with  a  second  one,  on  working  the  first  the  second 
is  put  in  rotation,  and  in  a  direction  opposed  to  that  of  the  first.  Two  such 
machines  coupled  in  this  way  are  called  the  generator  and  the  motor.  This 
motor  may  be  geared  up  with  any  machine,  such  as  a  saw  wheel,  a  lathe,  or 
a  pump,  which  is  thereby  made  to  do  its  special  work.  On  this  depends 
the  possibility  of  transmitting  by  electricity  to  great  distances  power  from  a 
common  centre,  and  of  thereby  utilising  natural  sources  of  power,  such  as 
rivers,  waterfalls,  windmills,  and  the  like. 

The  efficiency  of  any  magneto  machine,  as  we  have  seen,  is  the  ratio  of 
the  energy  w'  developed  in  the  machine  to  the  mechanical  power  w^  expended 
in  producing  it.  Apart  from  friction,  more  than  90  per  cent,  of  the  power 
can  be  thus  converted  ;  if  such  a  machine  works  on  short  circuit  the  whole 
of  this  energy  would  appear  as  heat ;  when  external  work  is  done,  such  as  in 
producing  the  electric  light,  the  energy  is  shared  between  the  various  parts  of 
the  circuit,  and  the  amount  of  this  energy  in  any  part  can  be  easily  obtained 
if  we  know  the  fall  of  potential  between  the  part  in  question  and  the  current 
which  is  passing. 

When  a  motor  is  connected  with  a  generator  at  work,  the  former  is  set 

in  motion,  and  in  a  direction  opposed  to  that  of  the  generator  ;  it  thereby 

develops  an  electromotive  force  expressed  in  volts  of  z/,  opposed  to  that  of 

VA 
the  generator  V.    The  total  work  W  of  the  generator  in  unit  time  is      . 
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horse-power.     Part  of  this  work  appears  in  the  heating  of  the  conducting 

wires,  and  the  rest  in  the  form  of  the  energy  of  the  motor  a/,  which  is 

h.p.,  where  v  is  the  difference  of  potentials  at  the  two  terminals  of  the 

machine.     The  ratio  ^  =  ^  ;  that  is,  the  work  of  the  motor  is  to  that  of 

W     V 

the  generator  in  the  ratio  of  their  electromotive  forces — in  other  words,  to 

the  differences  of  potentials  at  the  respective  terminals.    In  practice  the  best 

condition  of  working  is  to  arrange  so  that  the  generator  has  twice  the  electro- 

motive  force  of  the  motor,  the  current  being,  of  course,  the  same  in  each. 

Suppose  a  source  of  energy  available  of  50,000  watts,  for  example,  and 
that  this  is  to  be  transmitted  in  the  form  of  electrical  energy  to  a  certain 
distance,  there  to  be  utilised.  Since  a  watt  represents  the  product  of  two 
factors,  a  volt  and  an  ampere,  we  may  vary  these  factors,  which  make  up 
the  total,  in  any  way  we  like.  We  may  transmit  it  in  the  form  of  a  strong 
current  of  low  electromotive  force,  or  of  a  weak  current  with  very  high 
electromotive  force.  Thus,  for  instance,  we  can  transmit  the  above  quantity 
as  a  current  of  500  amperes  under  a  pressure  of  100  volts.  But  for  this 
purpose  the  resistance  of  the  conductor  through  which  the  current  passes 
must  be  small,  which  necessitates  that  it  have  a  large  section  and  consist 
of  very  good  conducting  material — that  is,  of  copper.  The  great  weight  and 
cost  of  such  a  conductor  quite  preclude  its  use  for  transmission  to  any 
considerable  distance. 

The  energy  could,  however,  also  be  transmitted  in  the  form  of  a  weak  cur- 
rent, say  of  10  amperes,  under  a  pressure  of  5,000  volts ;  the  conductor  required 
for  this  purpose  might  be  very  much  thinner,  and  therefore  far  less  costly. 

3P 
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By  increasing  the  number  of  coils  of  a  niagneto-electricai  machine,  and 
the  speed  of  rotation,  currents  may  be  produced  of  very  high  electromotive 
force.  But  in  practice  it  is  found  that  a  certain  speed  of  rotation  cannot  be 
exceeded,  and,  moreover,  the  difficulty  of  insulation  in  the  machines  them- 
selves is  greatly  increased  ;  the  electricity  is  apt  to  discharge  in  the  body  of 
the  machine  itself,  and  thus  destroy  the  insulation.  In  practice  it  is  not 
safe  to  go  beyond  2,000  volts. 

Here  comes  in  the  great  utility  of  transformers  (923^).  At  the  place  at 
which  the  energy  is  available  this  is  converted  into  a  strong  electrical  current 
of  low  potential,  which  is  then  passed  into  a  suitable  transformer  and,  on 
the  principle  VA  =  V'A',  is  converted  into  a  small  current  of  high  electro- 
motive force  ;  this  is  then  transmitted  along  a  thin  wire  to  the  place  where 
it  is  to  be  utilised,  where  it  again  enters  a  transformer,  and  is  changed  into 
a  current  of  the  desired  practical  dimensions. 

The  greatest  progress  hitherto  made  in  this  direction  was  at  the  Elec- 
trical Exhibition  of  1891,  at  Frankfort-on-the-Main,  in  which  mechanical 
power  was  transmitted  from  LaufTen-on-the-Neckar  through  a  distance  of 
1 10  miles  with  a  loss  of  28  per  cent  The  water-power  available  at  Lanffim 
worked  a  turbine  producing  300  horse-power  ;  this  generated  an  enormous 
current  of  4,000  amperes  and  55  volts,  or  220,000  watts ;  by  means  oC 
copper  rods  over  an  inch  in  diameter  this  was  passed  into  a  transformer, 
where  it  was  changed  into  a  current  of  27,000  volts  and  8  amperes.  This 
passed  through  the  conductor,  which  consisted  of  three  copper  wires,  each 
^  of  an  inch  in  diameter,  and  at  Frankfort  this  again  entered  a  transformer, 
and  was  converted  into  a  current  of  100  volt  potential 

The  chief  practical  difficulty  in  the  transmission  of  power  economicaOy 
seems  now  to  be  one  of  insulation. 

Magneto-electrical  machines  have  been  applied  to  propelling  carriages 
along  a  railway.  A  narrow-gauge  railway  was  laid  down,  and  upon  this  a 
train  of  three  or  four  carriages  was  laid,  and  on  the  first  of  these  a  medium- 
sized  dynamo  machine,  so  fixed  and  connected  with  the  axle  of  one  pair  oC 
wheels  as  to  give  motion  to  the  same.  The  two  rails,  being  laid  upon 
wooden  sleepers,  were  sufficiently  insulated  to  serve  for  electrical  con- 
ductors. Between  the  two  rails  a  bar  of  iron  was  fixed  on  wooden  supports, 
through  which  the  current  was  conveyed  to  the  train  by  brushes  fixed  to  the 
driving  carriage,  while  the  return  circuit  was  completed  through  the  rails. 
At  the  station  the  centre  bar  and  rails  were  electrically  connected  with 
the  poles  of  a  dynamo  machine  like  that  on  the  carriage,  and  which  was 
worked  from  a  fixed  steam-engine  on  the  ground.  The  magneto  machine 
exerted  5  horse-power,  and  it  travelled  with  a  velocity  of  1 5  to  20  miles 
an  hour. 

Another  application  is  to  what  is  called  telpherage^  by  which  is  meant 
a  means  of  propelling  light  carriages  or  buckets  along  a  single  metal  rope 
or  rod^  supported  on  posts  at  some  height  above  the  ground.  A  working 
line  has  been  already  constructed  and  used  with  success,  and  this  method  of 
electrical  haulage  will  probably  be  of  great  service  in  conveying  minerals  in 
mountainous  countries,  from  the  facility  with  which  it  can  be  constructed  on 
uneven  ground,  and  particularly  in  those  cases  in  which  water  supply  is 
available. 
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931.  XKdnotonnm,  BnbmkorS'B  o*U.  These  are  arrangements  for 
producing  induced  currents,  in  which  a  current  is  induced  by  the  action  of 
an  electric  current,  whose  circuit  is  alternately  opened  and  closed  in  rapid 
succession.  These  instruments,  known  as  inductoriums,  or  induction  arils, 
present  considerable  variety  in  their  construction,  but  all  consist  essentially 
of  a  hollow  cylinder  in  which  is  a  bar  of  soft  iron,  or  bundle  of  iron  wires, 
with  two  helices  coiled  round  it,  one  connected  with  the  poles  of  a  battery, 
the  current  of  which  is  alternately  opened  and  closed  by  a  self-acting  arrange- 
ment, and  the  other  serving  for  the  development  of  the  induced  current.  By 
means  of  these  apparatus,  and  with  a  current  of  three  or  four  Grove's  cells, 
physical,  chemical,  and  physiological  effects  are  produced  equal  and  superior 
to  those  obtainable  irith  electrical  machines  and  even  the  most  powerAil 
Leyden  batteries. 

Of  all  the  forms  those  constructed  by  Ruhmkorff  are  the  most  powerfiiL 
Fig.  931  is  a  representation  of  one,  the  coil  of  which  is  about  14  inches  in 
length.    The  primary  or  inducing  wire  is  of  copper,  and  is  about  3  mm.  in 


Fig-  93'. 

diameter,  and  40  or  50  yards  in  length.  It  is  coiled  directly  on  a  cylinder  of 
cardboard,  which  forms  the  nucleus  of  the  apparatus,  and  is  enclosed  in  an 
insulating  cylinder  of  glass  or  of  caoutchouc  On  these  is  coiled  fhcsecondary 
or  induced  ■vn-n,  which  is  also  of  copper,  and  is  about  \  mm.  in  diameter. 
A  great  point  in  these  apparatus  is  the  insulation.  The  wires  are  not  merely 
insijJated  by  being  in  the  first  case  covered  with  silk,  but  each  individual 
coil  is  separated  from  the  rest  by  a  layer  of  melted  shellac  The  length  of 
the  secondary  wire  varies  greatly  ;  in  (he  largest  size  hitherto  made,  that  of 
the  late  Mr.  Spottiswoode,  it  is  as  much  as  280  miles,  while  the  primary  was 
1,164  yards.  With  these  great  lengths  the  wire  is  thinner,  about  J  mm.  The 
thinner  and  longer  the  wire  the  higher  the  potential  of  the  induced  electricity. 
The  following  is  the  working  of  the  apparatus  : — The  current  arriving  by 
the  wire  P  at  a  binding  screw,  a,  passes  thence  in  the  commutator  C,  to  be 
afterwards  described  (fig.  934),  thence  by  the  binding  screw  b  it  enters  the 
primary  wire,  where  it  acts  inductively  on  the  secondary  wire  ]  having  tra- 
versed the  primary  wire,  it  emerges  by  the  wire  s  (fig.  932).  Following  the 
direaion  of  the  arrows,  it  will  be  seen  that  the  current  ascends  in  the 
binding  screw  i,  reaches  an  oscillating  piece  of  iron,  o,  called  the  Hammer, 
descends  by  the  anvil  h,  and  passes  into  a  copper  plate,  K,  which  takes  it 
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to  the  commutator  C.   It  goes  from  there  to  the  binding  screw  c,  and  finally 
to  the  negative  pole  of  the  battery  by  the  wire  N. 

The  current  in  the  primary  wire  only  acts  inductively  on  the  secondary 
wire  (901),  when  it  opens  or  doses,  and  hence  must  be  constantly  inter- 
lupted.  This  is  effected  by  means  of  the  oscillating  hammer  o  (fig.  932).  In 
the  centre  of  the  bobbin  is  a  bundle  of  soft  iron  wires,  forming  together  a 
cylinder  a  little  longer  than  the  bobbin,  and  thus  projecting  at  the  end  as- 
seen  at  A.  When  the  current  passes  in  the  primary  wire  this  hammer,  c, 
is  attracted  ;  but  immediately,  there  being  no  contact  between  o  and  A,  the 
current  is  broken,  the  magnetisation  ceases,  and  the  hammer  falls ;  the 
current  ag^ain  passing,  the  same  series  of  phenomena  recommences,  so  that 
the  hammer  oscillates  with  great  rapidity. 

933.  oondensar.^ln  proportion  as  the  current  passes  thus  intermittently 
in  the  primary  wire  of  the  bobbin,  an  induced  current,  alternately  direct 
and  inverse,  is  produced  at  each 
interruption  in  the  secondary  wire. 
But  as  this  is  perfectly  insulated, 
the  induced  current  requires  such  a 
strength  as  to  produce  very  power- 
ful effects.  Fizeau  increased  this 
strength  still  more  by  interposii^  a 
condenser  in  the  primary  circuit. 

This  condenser  (fig.  933)  consists 
of  sheets  of  tinfoil  placed  over  each 
other  and  insulated  by  larger  sheets 
of  stout  paper,  v,  soaked  in  paiaffine 
y.  or  resin.  The  sheets  of  tinfoil  project 

at  the  end  of  the  paper,  one  set  at 
t  s's",  and  the  other  at  the  other  end,  at  ee'e'',  so  that  when  joined  by  a 
binding  screw  the  odd  numbers  form  one  coating  of  a  condenser,  and  the  even 
numbers  the  other  coating.  In  large  condensers,  the  sur^ce  of  each  con- 
denser is  as  much  as  75  square  yards.  The  whole  being  placed  in  a  box  at 
the  base  of  the  apparatus,  one  of  the  coatings,  the  positive,  is  connected  with 
the  lunding  screw  (',  which  receives  the  current  on  emergii^  from  the  bobUn ; 
and  the  other,  the  nega-tive^ 
4^  is  connected  with  the  bind- 

ing screw  m,  which  commn- 
.  nicates  by  the  plate  K  with 
'  the  commutator  C,  and  with 
the  battery. 

The  capacity  of  the  coo- 
denser  should  bear  a  rela- 
Fie.  9]  3.  tion  to  the  self-induction  oT 

the  primary  circuit  and  the 
rapidity  of  the  contact-breaker.  To  understand  the  effect  of  the  condenser, 
it  must  be  observed  that  at  each  break  of  the  inducing  current  an  extra 
current  is  produced  in  the  same  direction,  which,  continuing  in  a  certain 
manner,  prolongs  its  duration.  It  is  this  extra  currentVhich  produces  the 
spark  that  passes  at  each  break  between  the  hammer  and  the  anvil ;  when 
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the  current  is  strong  this  spark  rapidly  alters  the  surface  of  the  hammer  and 
anvil,  though  they  are  of  platinum.  By  interposing  the  condenser  in  the 
inducing  circuit,  the  extra  current,  instead  of  producing  so  strong  a  spark, 
passes  into  the  condenser — the  positive  electricity"  m  the  coating  connected 
with  /,  and  the  negative  in  that  connected  with  m.  But  the  opposite  electri- 
cities combining  quickly  by  the  thick  wire  of  the  primary  coil,  by  the  battery, 
and  the  circuit  CKm,  give  rise  to  a  current  contrary  to  that  of  the  battery, 
which  instantaneously  demagnetises 'the  bundle  of  soft  iron:  the  induced 
-current  is  thus  shorter  and  more  intense.  The  binding  screws  m  and  n  on 
the  base  of  the  apparatus  are  for  receiving  this  extra  current. 

The  commutator  or  key  serves  to  break  contact  or  send  the  current  in 
either  direction.  The  section  in  fi%.  934  is  entirely  of  brass,  excepting  the 
core.  A,  which  is  of  ebonite  :  on  the  two  sides  are  two  brass  plates,  C  C 
Against  these  press  two  elastic  brass  springs,  joined  to  two  binding  screws, 
a  and  c,  with  which  are  also  connected  the  electrodes  of  the  battery.  The 
current  arriving  at  a  rises  in  C  ;  thence  by  a  screw,  y^  it  reaches  the  binding 
screw  b  and  the  bobbin  :  then  returning  by  the 
plate  K,  which  is  connected  with  the  hammer, 
the  current  goes  to  C  by  the  screw  jr,  descends 
to  r,  and  rejoins  the  battery  by  the  wire  N.  If, 
by  means  of  the  milled  head,  the  key  is  turned 
180  degrees,  it  is  easy  to  see  that  exactly  the 
opposite  takes  place ;  the  current  reaches  the 
hammer  by  the  plate  K  and  emerges  at  b.  If, 
lastly,  it  is  only  turned  through  90  degrees,  the 
elastic  plates  rest  on  the  ebonite  A  instead  of  on 
the  plate  C  C\  and  the  current  is  broken. 

The  two  wires  from  the  bobbin  at  o  and  o' 
(fig.  93 1 )  are  the  two  ends  of  the  secondary  wire.  They  are  connected  with  the 
thicker  wires  P  P',  so  that  the  current  can  be  sent  in  any  desired  direction. 
With  large  coils  the  hammer  cannot  be  used,  for  the  sur&ces  become  so  much 
heated  as  to  melt  But  Foucault  invented  a  mercury  contact-breaker  which 
is  free  from  this  inconvenience,  and  which  is  an  important  improvement  Very 
powerful  discharges  were  obtained  by  Spottiswoode  from  his  coil  by  discon- 
necting the  contact-breaker  and  sending  into  it  the  alternate  currents  of  a 
powerful  magneto-machine. 

923.  BAeota  produced  by  Xnliiiikorirs  ooll. — The  high  potential  of 
the  electricity  of  induction  coils  has  long  been  known,  and  many  luminous 
and  heating  effects  have  been  obtained  by  their  means.  But  it  is  only 
since  the  improvements  which  Ruhmkorff  introduced  into  his  coil  that 
it  has  been  possible  to  utilise  all  the  potential  of  induced  currents,  and  to 
show  that  diese  currents  possess  powerful  statical  as  well  as  dynamical 
properties. 

Induced  ctu-rents  are  produced  in  the  coil  at  each  opening  and  breaking 
of  contact  But  these  currents  are  not  equal  either  in  duration  or  in 
potential  The  direct  current,  or  that  on  openings  is  of  shorter  duration,  but 
higher  potential ;  that  of  dosing  of  longer  duration,  but  lower  potential. 
Hence  if  the  two  ends  P  and  P'  of  the  fine  wire  (figs.  931  and  932)  are  con- 
nected, as  there  are  two  equal  and  contrary  quantities  of  electricity  in  the 
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wire  the  two  currents  neutralise  each  other.  If  a  galvanometer  is  placed  in 
the  circuit,  only  a  very  feeble  deflection  is  produced  in  the  direction  of  the 
direct  current  This  is  not  the  case  if  the  two  ends  P  and  P'  of  the  wire  are 
separated.  As  the  resistance  of  the  air  is  then  opposed  to  the  passage  of 
the  currents,  that  which  has  highest  potential — that  is,  the  direct  one  or  that 
on  opening — passes  in  excess,  and  the  more  so  the  greater  the  distance  of 
P  and  P^  up  to  a  certain  limit  at  which  neither  passes.  There  are  then  at 
P  and  P'  nothing  but  potentials  which  are  alternately  contrary. 

A  striking  distance  of  i  mm.  (788)  corresponds  to  an  electromotive  force 
of  5,490  volts,  and  the  striking  distance  of  i  inch  which  is  furnished  by  even 
a  small  machine  represents  a  potential  of  over  70,000  volts.  How  enonnoas 
must  then  be  the  potential  of  Spottiswoode's  larger  machine  ! 

T\i^  physiological  effects  of  Ruhmkorff's  coil  are  very  powerful ;  in  fewrl* 
shocks  are  so  violent  that  many  experimenters  have  been  suddenly  pros- 
trated by  them.  A  rabbit  may  be  killed  vdth  two  of  Bunsen's  elements,  and 
a  somewhat  larger  number  of  couples  would  kill  a  man. 

The  heating  effects  are  also  easily  observed ;  an  air  thermometer  is 

heated  by  the  alternating  currents ;  if  a  very  fine  iron  wire 
is  interposed  between  the  two  ends  Pand  P'of  the  induced 
wire,  this  iron  wire  is  immediately  melted,  and  bums  with 
a  bright  light  A  curious  phenomenon  may  here  be 
observed,  namely,  that  when  each  of  the  wires  P  and  P' 
terminates  in  a  very  fine  iron  wire,  and  these  two  are 
brought  near  each  other,  the  wire  corresponding  to  the 
negative  pole  alone  melts,  shovdng  that  its  temperature 
is  higher. 

The  chemical  effects  are  very  varied  ;  thus,  according 
to  the  shape  and  distance  of  the  platinum  electrodes 
inmiersed  in  water,  and  to  the  degree  of  acidulation  of 
the  water,  either  luminous  effects  may  be  produced  in 
water  without  decomposition,  or  the  water  may  be  de- 
composed and  the  mixed  gases  disengaged  at  the  two 
poles,  or  the  decomposition  may  take  place,  and  the  mixed  gases  separate 
either  at  a  single  pole  or  at  both  poles. 

Gases  may  also  be  decomposed  or  combined  by  the  continued  action  of 
the  spark  from  the  coil.  If  the  current  of  a  Ruhmkorffs  coil  be  passed 
through  an  hermetically  sealed  tube  containing  air,  as  shown  in  fig.  935, 
nitrogen  and  oxygen  combine  to  form  nitrous  acid. 

The  luminous  effects  of  Ruhmkorffs  coil  are  also  very  remarkable,  and 
vary  according  as  they  take  place  in  air,  in  vapour,  or  in  very  rarefied 
vapours.  In  air  the  coil  produces  a  very  bright  loud  spark,  which,  with  the 
largest  sized  coil  hitherto  made,  that  of  the  late  Mr.  Spotttswoode,  has  a 
length  of  42  inches.  In  vacuo  the  effects  are  also  remarkable.  The  eiqieri- 
ment  is  made  by  connecting  the  two  wires  of  the  coil  P  and  P'  with  the  two 
rods  of  the  electric  ^%%  (fig.  742)  used  for  producing  in  vacuo  the  luminoos 
effects  of  the  electrical  machine.  Exhaustion  having  been  produced  up  to 
I  or  2  mm.,  a  beautiful  luminous  trail  is  produced  from  one  knob  to  the  other^ 
which  is  virtually  constant,  and  has  the  same  intensity  as  that  obtained  with 
a  powerful  electrical  machine  when  the  plate  is  rapidly  turned.  This  ezperi- 


Fig.  935. 
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mentis  shown  in  figs.  939  and  940.  Fig.  938  represents  a  remarkable  deviation 
which  light  undergoes  when  the  hand  is  presented  to  the  egg. 

The  positive  pole  of  the  current  shows  the  greatest  brilliancy ;  its  light 
is  of  a  fiery  red,  while  that  of  the  negative  i>ole  is  of  a  feeble  violet  colour ; 
moreover,  the  latter  extends  along  all  the  length  of  the  negative  rod,  which 
is  not  the  case  with  the  positive  pole. 

The  coil  also  produces  mechanical  effects  so  powerful  that,  with  the 
largest  apparatus,  glass  plates  two  inches  thick  have  been  perforated.  This 
result,  however,  is  not  obt^ned  by  a  single  charge,  but  by  several  successive 

Tlte  experiment  is  arranged  as  shown  in  fig.  936.  The  two  poles  of  the 
induced  current  correspond  to  the  binding  screws  a  and  b ;  by  means  of  a 
copper  wire,  the  pale  a  is  connected  with  the  lower  part  of  an  apparatus  for 
piercing  glass  like  that  already  described  (fig.  748) ;  the  other  pole  is  attached 
to  the  other  conductor  by  a  wire,  d.     The  latter  is  insulated   in  a  large 


Fig.  936. 

glass  tube,  r,  filled  with  shellac,  which  is  run  in  while  in  a  state  of  fiision. 
Between  the  two  conductors  is  the  glass  to  be  perforated,  V.  When  this 
presents  too  great  a  resistance,  there  is  danger  lest  the  spark  pass  in  the  coil 
itself,  perforating  the  insulating  layers  which  separate  the  wires,  and  then 
the  coil  is  destroyed.  To  avoid  this,  two  wires,  t  and  e,  connect  the  poles  of 
the  coil  with  two  metallic  rods  whose  distance  from  each  other  can  be  regu- 
lated. If  then  the  spark  cannot  penetrate  through  the  glass.  It  strikes  across, 
and  the  coil  is  not  injured. 

The  coil  can  also  be  used  to  charge  Leyden  jars.  With  a  large  coil 
giving  sparks  of  6  to  8  inches,  and  using  6  Bunsen's  elements  with  a  large 
saifece,  RuhmkorfF  charged  large  batteries  of  6  jars  each,  having  about 
3  square  yards  of  coated  surface. 

Tlie  experiment  with  a  single  Leyden  jar  (fig.  937)  is  made  as  follows  ; — 
The  coatings  of  the  latter  are  in  connection  with  the  poles  of  the  coil  by 
the  wires  d  and  i,  and  these  same  poles  are  also  connected,  by  means  of 
(he  wires  t  and  c,  with  the  two  horizontal  rods  of  a  universal  discharger 
(fig.  731).  The  jar  is  then  being  constandy  charged  by  the  wires  i  and  d, 
sometimes  in  one  direction  and  sometimes  in  another,  and  as  constantly 
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discharged  by  the  wires  e  and  c ;  the  discharges  from  m  to  n  takbg  place  u 
sparks  two  or  three  inches  in  length,  very  lumincius,and  producing  a  deafak- 


ing  sound ;  they  can  scarcely  be  compared  with  the  sparks  of  the  dectncal 
machine,  but  are  rather  true  lightning  flashes. 

To  charge  a  battery,  the  form  of  the  experiment  is  somewhat  varied,  ibe 
outer  coating  being  connected  with  one  pole  of  the  coil  by  the  wire  d,  ud 
the  inner  coating  with  the  other  by  the  rods  nt  n,  and  the  wire  c  (fig.  93S). 
The  rods  m  and  n  are  not,  however,  in  contact     If  they  were — as  the  m 


riK.  «?B. 
the  inverse  and  direct,  pass  equally — the  battery  would  not  be 
constantly  charged  and  discharged  ;  while  from  the  distance  between  mtai 
n  the  direct  current,  that  of  breaking,  which  has  higher  potential,  pas» 
alone,  and  it  is  this  which  charges  the  battery. 

92311.  TranBrormera. — RuhmkorfTs  coil,  as  we  have  seen,  is  an  arrange- 
ment by  means  of  which  we  can  transform  electricity  of  low  into  electnoty 
of  high  potential.  There  is  no  creation  of  electricity  ;  the  energy  produced 
in  the  secondary  circuit  is  produced  at  the  cost  of  that  in  the  primary.  Ti^ 
apparatus  acts  in  short  as  a  transformer  or  converter,  and  it  is  reversible,  fc» 
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if  we  connect  the  loi^  thin  wire  with  a  source  of  electricity  yielding  alter- 
nating discharges  at  high  poteatia],  we  get  altenjating  discharges  in  the  short 
thick  wire  of  low  potential  but  of  much  stronger  current.  The  fiinctions  of 
the  wires  are  reversed  in  this  case  ;  the  thin  long  wire  is  the  primary  and 
the  short  thick  wire  the  secondary.  This  modification  of  the  principle  of 
RuhmkoriTs  coil  is,  as  we  have  seen  (920a),  of  great  practical  importance  in 
the  transmission  of  electrical  energy. 

One  of  the  chief  types  of  transformer,  represented  in  fig.  939,  consists  of 
a  closed  iron  ring,  or  preferably  a  bundle  of  soft  iron  wires  or  strips,  so  as  to 
hinder  the  fonnation  of  Foucault  currents  (939).  In  either  case  the  magnetic 
circuit  is  closed,  the  primary  wire  A  B  is  coiled  on  this,  and  over  it  the 
secondary,  a  b,  both  carefully  insulated  ;  or  the  two  sets  are  coiled  separately 
in  individual  sections,  as  shown  in  the  figure. 


In  another  type,  represented  in  fig.  940,  the  primary  and  secondary  wires 
are  wound  together  and  form  the  core,  while  on  this  is  coiled  in  a  con- 
tinuous circuit  at  right  angles  iron  wire  or  strips,  coated  on  the  surfece  with 
oxide  of  iron  which,  being  an  insulator,  tends  to  prevent  the  formation  of 
Foucault  currents. 

It  is  of  great  importance  that  the  insulation  of  transformers  be  good, 
more  especially  when,  as  in  recent  times,  it  is  requisite  to  transform  potentials 
of  30,000  to  4c^ooo  volts,  or  even  more.  In  such  cases  the  whole  transformer 
is  placed  in  oil,  which  penetrates  the  pores  and  insulates  admirably. 

The  chief  requirement  in  any  transformer  is  that  it  shall  efi'ect  the  trans- 
formation of  electrical  energy  without  great  loss.  In  the  ideal  case  the 
transformed  electrical  energy  would  be  equal  to  the  original,  which,  however, 
is  impossible  ;  for  in  the  first  case  heat  due  to  the  Joule  effect  is  produced 
both  in  the  primary  and  the  secondary  wire,  which  is  lost  as  far  as  ^lans- 
mission  of  energy  is  concerned.  Then,  further,  some  energy  is  consumed, 
in  Foucault  currents,  and,  moreover,  the  magnetisation  and  demagnetisation 
of  the  iron  core  or  envelope  represents  a  lossof  enei^,  which  is  spoken  of 
as  the  loss  byhysterisis  {829). 
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Owing  to  all  these  causes,  the  effect  in  the  secondary  wire  is  always  less 
than  that  in  the  primary,  and  the  ratio  of  the  two  is  called  the  egicUncf. 
In  the  most  improved  modem  forms  an  efficiency  of  96  per  cenL  is 
attained.  The  efficiency  is  greater  when  the  transformer  works  under  a  fiill 
load.  The  magnetisation  then  oscillates  within  narrower  limits,  and  the 
losses  due  to  hysterisis  are  smaller. 

Lane  Fox  showed  that  secondary  batteiies  could  be  used  as  transformers 
for  direct  currents  of  high  electromotive  force. 

924.  BtimtlfliiBtloii  or  tbe  eieotrie  ii(At.^Quet  observed,  in  studying 
the  electric  light  which  RuhmkorfPs  coil  gives  in  a  vacuum,  that  if  some  of 
the  vapour  of  turpentine,  wood  spirit,  alcohol,  or  bisulphide  of  carbon,  &c, 


Fig.  MI.  Fi(t.  9<>.  Fie.  W3. 

be  introduced  into  the  vessel  before  exhaustion,  the  aspect  of  the  light  is 
totally  modified.  It  appears  then  like  a  series  of  alternately  bright  and  dait 
zones,  forming  a  pile  of  electric  light  between  the  two  poles  (fig.  943). 

In  this  experiment  it  follows,  from  the  discontinuity  of  the  current  of 
induction,  that  the  light  is  not  continuous,  but  consists  of  a  series  of  dis- 
charges which  are  near  each  other  in  proportion  as  the  hammer  o  (fig.  931} 
oscillates  more  rapidly.  The  zones  appear  to  possess  a  rapid  gyratory  and 
undulatory  motion.  Quel  considers  this  as  an  optical  illusion :  for  if  the 
hammer  is  slowly  moved  by  the  hand,  the  zones  appear  very  distinct  and  fi^^ 

The  light  of  the  positive  pole  is  most  frequently  red,  and  that  ofthenegi- 
live  pole  violet  The  tini  varies,  however,  with  the  vapouror  gas  in  the  globe. 


-926]  Geissler's  Tubes  955 

925.  aaiBBier*s  tnbes. — The  brilliancy  and  beauty  of  the  stratification 
of  the  electric  light  are  most  remarkable  when  the  discharge  of  the  Ruhm- 
korff  coil  takes  place  in  glass  tubes  containing  a  highly  rarefied  vapour  or 
gas.  These  phenomena,  which  were  originally  investigated  by  Gassiott,  are 
produced  by  means  of  sealed  giass  tubes  first  constructed  by  GeJssler,  of 
Bonn,  and  generally  known  as  Geissler's  tubes  (578).  The  tubes  are  filled 
with  different  gases  or  vapours,  and  are  then  exhausted,  so  that  the  pressure 


Fig.  M«. 

does  not  exceed  half  a  miUimetre.    At  the  ends  ot  the  tubes  two  platinum 
or  aluminum  wires  are  soldered  into  the  glass. 

When  the  two  platinum  wires  are  connected  with  the  ends  of  a  Ruhm- 
korff  coil  munificent  lustrous  strife,  separated  by  dark  bands,  are  produced 
all  through  the  tube.  These  strix  vary  in  shape,  colour,  and  lustre  with  the 
degree  of  the  vacuum,  the  nature  of  the  gas  or  vapour,  and  the  dimensions 
of  the  tube.  The  phenomenon  has  occasionally  a  stiil  more  brilliant  aspect 
firom  the  fluorescence  which  the  electric  discharge  excites  in  the  glass. 

Fig.  944  shows  the  since  in  carbonic  acid  under  a  quarter  of  a  millimetre 
pressure;  the  colour  is  greenish,  and  the  stris  have 
not  the  same  form  as  hydrogen.     In  nitrogen  the 
light  is  orange-yellow. 

Fliicker  found  that  the  light  in  a  Geissler's  tube 
did  not  depend  on  the  substance  of  the  electrodes,  ' 

but  simply  on  the  nature  of  the  gas  or  vapour  in 
the  tube.     He  found  that  the  lights  fiimished  by 

hydrogen,  nitrogen,  carbonic  oxide,  &c.,  give  differ-  ' 

cnt  spectra  when  theyare  decomposed bya  prism. 
The  discharge  of  the  coil  which  passes  through  a 
highly  rarefied  gas  would  not  pass  through  a  perfect  , 
vacuum,  from  which  it  follows  that  the  presence  of 
a  ponderable  substance  is  absolutely  necessary  for 
the  passage  of  electricity.  Plg_  ^^ 

By  the  aid  of  a  powerful  magnet  Pliicker  tried 
the  action  of  magnetism  on  the  electric  discharge  in  a  Geissler's  tube,  as 
Davy  had  done  with  the  ordinary  voltaic  arc,  and  obtained  many  curious 
results,  one  of  which  may  be  mentioned.     He  found  that  where  the  discharge 
is   perpendicular  to  the  line  of  the  poles,  it  is  separated  into  two  distinct 


' 
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parts,  which  can  be  referred  to  the  different  action  exerted  by  the  electro- 
magnet on  the  two  extra  currents  produced  in  the  discharge. 

The  light  of  Geissler's  tubes  has  been  applied  to  medical  purposes.  A 
long  capillary  tube  is  soldered  to  two  bulbs  provided  with  platinum  wires ; 
this  tube  is  bent  in  the  middle,  so  that  the  two  branches  touch,  and  their 
extremities  are  twisted  as  shown  at  a  (fig.  945).  This  tube  contains  a  highly 
rarefied  gas,  like  those  previously  described,  and  when  the  discbarge  passes 
a  light  is  produced  at  a^  bright  enough  to  illuminate  any  cavity  of  the  body 
into  which  the  tube  is  introduced. 

926.  Be  la  Sue  and  BCAller's  ezpeiimeiits. — These  physicists  have 
made  a  very  extensive  and  elaborate  series  of  experiments  on  the  stratifica- 
tion of  the  electric  light  by  means  of  the  currents  produced  by  their  battery 
(812).  They  employed  for  some  of  these  experiments  as  many  as  14,400 
cells,  which  is  by  far  the  most  powerful  battery  ever  put  together.  It  is 
impossible  to  attempt  here  even  a  condensed  account  of  these  experiments  ; 
but  the  following,  which  are  some  of  the  results  obtained,  may  be  mentioned. 

The  discharge  in  a  vacuiun  tube  is  essentially  of  the  same  nature  as  that 
which  takes  place  in  gases  under  the  ordinary  atmospheric  pressure.  A 
vacuum  tube  was  interposed  in  the  circuit  of  a  battery  of  2,400  cells,  to- 
gether with  a  very  long  resistance.  It  was  found  that  the  potentials  at  the 
two  ends  of  the  tube  are  virtually  the  same  ;  now  according  to  Ohm's  law 
there  should  be  a  fall  of  potential  along  the  entire  circuit ;  it  is  accordingly 
concluded  that  the  discharge  is  not  a  current  in  the  ordinary  sense  of  the 
term,  but  is  disruptive,  the  electricity  being  carried  by  the  molecules  of  the 
gas.    At  no  degree  of  exhaustion  is  air  a  conductor. 

All  the  strata  start  from  the  positive  pole.  For  a  definite  pressure  an 
aureole  is  formed  at  the  positive  pole ;  with  a  diminished  pressure  this  de- 
taches itself,  is  succeeded  by  others,  and  so  on. 

One  of  the  most  curious  results  is  the  definite  and  stationary  character  of 
the  strise  for  given  conditions ;  they  are  remarkably  permanent,  and  seem 
almost  as  if  they  could  be  manipulated  ;  a  single  stratum  may  be  seen  fell- 
ing down  a  tube  like  a  feather  in  a  vacuum,  or  like  a  drop  of  water.  They 
are  not  produced  in  the  same  way  as  drops  falling,  but  all  and  each  of  the 
little  strata  are  so  many  Leyden  jars. 

The  length  of  the  arc  found  between  two  terminals  varies  with  the 
square  of  the  number  of  cells  ;  thus  while  1,000  cells  give  a  spark  of  oxx>5i 
inch  under  ordinary  atmospheric  pressure,  11,000  cells  give  a  spark  of 
0*62  inch. 

With  an  increase  of  exhaustion  the  potential  necessary  to  cause  a  current 
to  pass  diminishes  to  a  certain  pressure  which  represents  an  exhaustion  of 
least  resistance ;  from  this  it  again  increases,  and  the  strata  thicken  and 
diminish  in  number  until  a  point  is  reached  at  which  no  dischai^ge  takes 
place,  however  high  be  the  potential. 

A  change  in  the  current  often  produces  an  entire  change  in  the  colour  of 
the  stratification  ;  thus  in  hydrogen  the  change  is  from  blue  to  pink.  If  the 
discharge  is  irregular  and  the  strata  indistinct,  an  alteration  in  the  strength 
of  the  current  makes  the  strata  distinct  and  steady.  Even  when  the  strata 
are  apparently  quite  steady  and  permanent,  a  pulsation  may  be  detected  in 
the  current  by  means  of  the  telephone. 
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In  the  same  tube,  and  with  the  same  gas,  a  very  great  variety  of  phe- 
nomena can  be  produced  by  varying  the  pressure  and  the  current.  The 
Mculiar  luminosity  and  form  of  stratification  in  their  various  forms  can  be 
^produced  in  the  same  tube  or  in  others  having  similar  dimensions. 

The  colour  of  the  discharge  in  one  and  the  same  gas  greatly  depends  on 
lie  degree  of  rarefaction.  The  least  resistance  to  the  discharge  in  hydrogen, 
md  when  its  brilliancy  is  greatest,  is  at  a  pressure  of  0-642  mra.  or  845  M 
'M  is  a  very  convenient  symbol  for  the  millionth  of  an  atmosphere).  When 
beiaiefectionhas  attained  axxa  mm.  or  3  M,  the  discharge  only  just  passes 
iren  with  a  potential  of  1 1,330  volts  \  while  with  an  exhaustion  of  Qrotxx>%^ 
nm.,  the  nearest  approach  to  a  perfect  vacuum  ever  attained,  not  only  does 
liis  foil  to  produce  a  discharge,  but  the  i-inch  spark  of  an  induction  coil 
Iocs  not  pass. 

Air  offers  a  greater  resistance  than  hydrogen  ;  a  spark  which  passes  in 
lydrogen  across  a  distance  of  5-6  mm.  will  only  strike  across  a  distance  of 

In  air  at  a  pressure  of  6z  mm.,  which  corresponds  10  an  atmospheric  height 
if  13-4  miles,  the  electric  discharge  has  the  carmine  tint  so  often  seen  in  the 
lisplay  of  the  aurora  borealis  (1003) ;  at  a  pressure  of  i'5  mm.,  corresponding 
»  a  height  of  30-96  miles,  it  is  salmon-coloured ;  and  at  a  pressure  of  o'Smm., 
representing  a  height  of  33*96  miles,  it  is  of  a  pale  white.    Under  a  pressure 
a  0-379  nun.  the  discharge  has  the  greatest  brilliancy.    This  represents  a 
lidght  of  37-67 
miles,  and  would 
lie  visible  at  a 
Distance  of  585 
miles ;  it  is  pro- 
liably  the  upper 
limit      of      the 
iieight,     though 
m      the    other 
■and  it  is  pos- 
bUc    that    the 
lischarge     may 
lometimes  take 
iLaceat  a  height 
rf  a  few  thou- 
and  feet 
927-« 
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zat  when  the  electrical  dischai^  takes  place  in  tubes  very  highly  exhausted, 
hat  is,  beyond  the  point  at  which  the  best  effects  of  the  stratification  are 
{Kxluced. 
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When  the  electrical  discharge  is  passed  through  a  Geisslei's  tnbe  m 
which  the  exhaustion  is  as  low  as  2  mm.,  the  negative  pole  is  sunoundBd 
by  a  narrow  layer,  and  then  by  a  relatively  dark  bluish  space,  the  rest  of 
the  tube  being  filled  by  layers  of  reddish-yellow  light,  separated  by  duk 
spaces  ;  as  the  rarefaction  proceeds,  the  bluish  light  extends,  and  under  on- 
tain  circumstances  fills  the  entire  tube.  Wherever  the  light  strikes  against 
the  glass  it  excites  the  brightest  fluorescence  (882).  But  the  most  remaxk* 
able  feature  is  that  when  the  vacuum  is  almost  complete  the  nature  of  tk 
phenomenon  changes.  The  light  now  proceeds  from  the  electrode  in  straight 
lines,  and  does  not  follow  any  bends  in  the  tubes.  This  rectilinear  praf^ga- 
tion  is  well  illustrated  by  the  following  experiment  of  Crookes.  In  fig.  946,  A, 
the  negative  pole  of  the  induction  coil,  is  connected  with  the  electrode  c, 
which  is  made  of  aluminiun,  and  forms  a  slightly  concave  mirror.  If  the 
exhaustion  is  not  more  than  2  mm.  pressure,  and  the  positive  pde  is  coi- 
nected  successively  with  the  electrodes  ^,  r,  d^  the  discharge  talces  place  '■ 
curved  lines  as  shown  in  the  figure.  But  when  the  rareCsiction  is  eioeed- 
ingly  great,  about  a  millionth  of  an  atmosphere,  the  appearance  is  that  pre- 
sented in  ^g,  946,  B.  With  whatever  electrode  the  positive  pole  is  connected, 
the  rays  proceeding  in  straight  lines  cross  in  the  focus,  and,  striking  agaiatf 

the  opposite  side,  excite  tfaeR 
the  most  brilliant  flooRS- 
cence.  . 

If  a  screen  of  mica  of 
any  shape  be  interposed  ia 
the  path  of  the  rays,  it  stops 
the  light  on  its  path,  aad  a 
shadow  is  formed  at  theote 
end  of  its  own  shape,  sur- 
rounded by  a  bright  flouts- 
cence. 

The  discharge  can  also  produce  mechanical  effects.  A  Geisslet's  obe 
{fig>  947)  is  constructed  with  a  pair  of  glass  rails  in  it,  on  which  rolls  the  aoi 
of  a  light  wheel,  on  the  spokes  of  which  are  mica  vanes.  If  now  thedb- 
charge  be  directed  against  the  top  of  the  vanes,  the  wheel  moves  akm 
towards  the  positive  pole. 

The  experiment  represented  in  fig.  948  shows  the  very  great  heat 
the  glow  light  can  produce ;  a  is  the  negative  electrode  in  the  form  of  ft 
-concave  mirror,  b  a  strip  of  platinum  foil.  With  a  sufficiently  powefM  i^ 
duction  coil  the  platinum  can  be  made  white-hot  or  even  melted. 

Some  of  the  most  beautiful  of  these  experiments  are  those  made 
directing  the  discharge  on  various  precious  stones.     In  these  ci 
diamond  emits  a  splendid  green  fluorescence,  ruby  a  brilliant  red, 
•carmine,  and  so  forth. 

The  electrical  discharge  does  not  pass  through  a  vacutmi,  as  is 
by  the  following  experiment,    A  small  tube  containing  caostic  potask 
fused  to  a  Geissler's  tube  connected  with  a  Sprengel  pump.    By 
exhaustion  while  the  caustic  potash  is  being  heated,  as  complete  a 
as  possible  is  made  and  the  tube  sealed.    The  last  minute  trace  of 
vapour  is  absorbed  by  the  caustic  potash  as  it  cools.     In  this  compknj 


Fig.  947. 
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-vacuum  the  discharge,  however  strong,  no  longer  passes  ;  the  vacuum  acts 
as  a  complete  non-conductor. 

If,  however,  the  caustic  potash  is  gently  heated,  a  trace  of  aqueous  vapour 
is  given  off,  and  a  green  fluorescent  hght  flashes  along  the  tube ;  as  the  heating 
is  continued  and  the  vapour  becomes  denser  ne  get  the  stratification,  until 
ultimately  the  electricity  passes  along  the  tube  in  the  form  of  a  narrow 
ptitple  line.  If  the  tube  is  allowed  again  to  cool,  the  phenomena  reproduce 
themselves  in  the  reverse  order. 

The  phenomena  here  described  are  regarded  by  Crookes  as  due  to  an 
ultra-gaseous  state,  which  he  calls  radiant  matter. 
In  gas  under  the  ordinary  pressure  the  average  free 
path  of  a  molecule  of  air  is  0*0001  mm.  ;  as  the 
gas  is  more  rarefied  the  length  of  the  path  in- 
creases, so  that  with  the  high  degrees  of  exhaustion 
which  Crookes  employs  in  his  later  experiments — 
as  much  as  the  one  twenty-millionth  of  an  atmo- 
sphere— the  length  of  the  mean  path  is  so  much 
increased  that  its  dimensions  are  comparable  with 
those  of  the  vessel,  and  along  with  this  increase  the 
number  of  intramolecular  shocks  diminishes  in  a 
corresponding  ratio.  It  is  to  this  condition,  in 
which  the  molecules  move  forward  with  their  own 
motion,  and,  striking  against  the  sides,  give  rise 
to  the  fluorescence,  that  Crookes  accounts  for  the 
effects  produced. 

The  theoretical  views  to  which  Crookes  has  been 
led  by  his  experiments  have  met  with  a  consider- 
able degree  of  criticism,  and  it  must  be  added  that 
none  of  the  explanations  of  these  singularly  beauti-  Fig.  94B. 

fill  experiments  have  met  with  general  adoption. 

928.  Botatlon  of  Indnoed  murenta  by  mftsmata. — De  la  Rive  devised 
an  experiment  which  shows  in  a  most  ingenious  manner  that  magnets  act  on 
the  light  in  Geissler's  tubes  in  accordance  with  the  laws  with  which  they 
act  on  any  other  movable  conductor. 

This  apparatus  consists  of  a  glass  globe  or  electrical  egg  (fig.  948),  pro- 
vided at  one  end  with  two  stopcocks,  one  of  which  can  be  screwed  on  the 
air-pump,  and  the  other,  which  is  a  stopcock  like  that  of  Gay  Lussac 
(383),  serves  to  introduce  a  few  drops  of  liquid  into  the  globe.  At  the 
other  end  a  tubulure  is  cemented,  through  which  passes  a  soft  iron  rod  about 
i  of  an  inch  in  diameter,  the  top  of  which  is  about  the  centre  of  the  globe. 
Except  at  the  two  ends,  this  rod  is  entirely  covered  with  a  very  thick  insu- 
lating layer  of  shellac,  then  with  a  glass  tube  also  coated  with  shellac,  and 
finally  with  another  glass  tube  uniformly  coated  with  a  layer  of  wax.  Tlie 
instilating  layer  must  be  at  least  |  of  an  inch  thick.  Inside  the  globe,  the 
insulating  layer  is  surrounded  at  x  with  a  copper  ring,  connected  with  a 
binding  screw,  c,  by  means  of  a  copper  wire. 

The  vessel  having  been  exhausted  as  completely  as  possible,  a  few  drops 
of  ether  or  of  turpentine  are  introduced  by  means  of  a  stopcock  a ;  it  is 
again  exhausted,  so  that  the  vafiour  remaining  is  highly  rarefied. 
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A  thick  disc  of  soft  iron,  o,  provided  with  a  binding  screw,  is  ihen 
placed  on  one  of  the  branches  of  a  powerful  electromagnet,  and  the  end 
m  of  the  rod  mn  is  placed  on  this  disc,  while  at  the  same  time  one  of 
the  ends  of  the  secondary  wire  of  RuhmkorfT's  coil  is  connected  with  the 
binding  screw,  <;,  and  the  other  with  the  knob,  o.     If  then  the  coil  is  woriud 
without  setting  in  action  the  electromagnet,  the  electricity  of  the  wire  i 
passes  to  the  top,  n,  of  the  soft  iron  rod,  and  that  of  the  second  wire 
to  the  ring  x,  and  a  more  or  less  irregular  luminous  sheaf  appears  oa 
the  inside  of  the  globe  round  the  rod,  as  in  the  experiment  of  the  electric 
egg- 
But  if  a  voltaic  current  passes  into  the  electromagnet,  the  phenomenoo 
is  different ;  instead 
of    starting     from 
different   points  of 
the   upper  surface 
n,  and  the  ring  t, 
the    light    is   con- 
densed and  emils  a 
single  arc,  from  n 
to    X.       Further— 
and  this  is  the  most 
remarkable  pan  of 
the     experiment— 
this  arc  turns  slowly 
round  the  magne- 
tised cylinder   fiM, 
sometimes  in  one  di- 
rection,  and  some- 
times   in   another, 
according    to    the 
direction  of  the  in- 
duced   current,  or 
the  direction  of  the 
magnetisation.    As 
soon  as  the  magne- 
tisation ceases,  the 
luminous  pbenofne- 
non  reverts  to  iu 
p-  original        appcBi- 

This  experiment  is  remarkable  as  having  been  devised  ipriorihy  DeU 
Rive  to  explain,  by  the  influence  of  terrestrial  magnetism,  a  kind  of  rotatory 
motion,  from  east  to  west,  observed  in  the  aurora  borealis.  The  rotatioa  of 
the  luminous  arc  in  the  above  experiment  can  evidently  be  refiirred  to  the 
rotation  of  currents  by  magnets  (868). 

Geissler  has  constructed  a  very  usefiil  form  of  the  above  experiment,  in 
which  the  globe  is  exhausted  once  for  all.  Apart  from  the  purpose  for  which 
it  was  originally  devised,  it  is  a  very  convenient  arrangement  for  demon- 
strating the  action  of  magnets  on  movable  ci 
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929.  Kaatt  <leT«lop«a  1>r  the  IndnoUon  of  powerful  nuv»»t>  on  bodies 

la  motion.— We  have  already  seen  in  Arago's  experiments  (914)  that  a 
rotating  copper  disc  acts  at  a  distance  on  a  magnetic  needle,  communicating 
10  it  a  rotatory  motion.  We  shall  presently  see  that  a  cube  of  copper,  rotating 
with  great  velocity,  is  suddenly  stopped  by  the  influence  of  the  poles  of  two 
strong  magnets  (938).  It  is  clear  that,  in  order  to  prevent  the  rotation  of  the 
needle  or  of  the  copper,  a  certain  mechanical  force  must  be  expended  in 
oi-ercoming  the  resistance  which  arises  from  the  inductive  action  of  the  mag- 
net Reasoning  upon  the  theory  of  the  transformation  of  mechanical  work 
iota  heat  (497),  it  has  been  attempted  to  ascertain  what  quantity  of  heat 
is  developed  by  the  action  of  induced  currents  under  the  influence  of  power- 
liil  magnets.  Joule,  with  a  view  of  determining  the  mechanical  equivalent 
of  heat,  coiled  a  quantity  of  copper  wire  round  a  cylinder  of  soft  iron,  and 
having  enclosed  the  whole  in  a  glass  tube  full  of  water,  he  caused  the 
system  to  rotate  rapidly  between  the  branches  of  an  electromagnet.  A 
thennometer  placed  in  the  liquid  served  to  measure  the  quantity  of  heat 
produced  by  the  induced  currents  in  the  soft  iron  and  the  wire  round  it. 


It  was  thus  found  that  the  heat  developed  was  proportional  to  the  square  ol 
the  magnetism  evoked,  and  was  equivalent  to  the  work  used  in  the  rotation. 

Foucault  made  a  remarkable  experiment  by  means  of  the  apparatus 
represented  in  fig.  950.  It  consists  of  a  powerful  electromagnet  fixed 
horizontally  on  a  table.  Two  pieces  of  soft  iron,  A  and  B,  are  in  contact 
irith  the  poles  of  the  magnet,  and,  becoming  magnetised  by  induction, 
3iey  concentrate  their  magnetic  inductive  action  on  the  two  faces  of  a 
:opper  disc,  D,  3  inches  in  diameter  and  a  quarter  of  an  inch  thick  ; 
jiis  disc  partly  projects  between  the  pieces  A  and  B,  and  can  be  rotated  by 
neans  of  a  handle  and  a  series  of  toothed  wheels  with  a  velocity  of  150  to 
too  turns  in  a  second. 

So  long  as  the  current  does  not  pass  through  the  wire  of  the  electro- 

3Q 
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magnet,  very  little  resistance  is  experienced  in  turning  the  handle,  and  when 
once  it  has  begun  to  rotate  rapidly,  and  is  left  to  itself,  the  rotation  continues 
in  virtue  of  the  acquired  velocity.  But  when  the  current  is  made  to  pass,  Ihc 
disc  and  other  pieces  stop  almost  instantaneously  ;  and  if  the  handle  is 
turned  considerable  resistance  is  felt.  If,  in  spite  of  this,  the  rotation  be 
continued,  the  force  used  is  transformed  into  heat,  and  the  disc  becomes 
heated  to  a  remarkable  extent.  In  an  experiment  made  by  Foucault  the  tempe- 
rature of  the  disc  rose  from  10°  to  61°,  the  current  being  fonncd  by  three  of 
Bunsen's  elements ;  with  six  the  resistance  was  such  that  the  rotation  couldnot 
longbe  continued.  The  currents  thus  produced  in  solid  conductors,  and  which 
are  converted  into  heat,  are  often  spoken  of  as  Foucault  or  eddy  curreals. 

Such  currents  are  of  constant  occurrence  in  magneto-electrical  machines, 
and  weaken  their  force,  first,  by  owing  their  existence  to  some  part  of  the 
work  expended  ;  secondly,  they  weaken  the  magnetism  of  the  armatures  by 
their  direction  ;  nnd,  lastly,  they  are  converted  into  heat,  which  increases 
I  the  internal  resistance  of  the  machine. 
•4-      930.  Til*  Telepboae. — To  the  number  of  instruments  depending  on  io- 
/    duction  may  be  added  this  discovery,  which  is  equally  remarkable  for  [be 
I  surprising  character  of  the  results  which  it  pro- 

duces, and  for  the  simplicity  of  the  means  by 
which  they  are  produced.  Fig.  951  represents 
a  perspective,  and  fig.  9;z  a  section  of  Graham 
Bell's  telephone. 

It  consists  essentially  of  a  steel  magnet,  of 
about  4  inches  in  length  by  half  an  inch  in  dia- 
meter, enclosed  in  a  wooden  case.  Round  one 
end  of  this  magnet  is  fitted  a  thin  flat  bobbin, 
BB,  of  fine  insulated  copper  wire.  For  a 
magnet  of  this  size  a  length  of  250  metres  of 
Ko.  38  wire,  offering  a  resistance  of  350  ohms, 
is  well  suited. 

The  ends  of  this  coil  pass  through  longitu- 
dinal holes,  LL,  in  the  case,and  are  connected 
with  the  binding  screws  CC.  In  front  of  the 
magnet,  and  at  a  distance  which  can  be  regu- 
lated by  a  screw,  but  which  is  something  less 
than  a  millimeire.is  the  essentia!  feature  of  the 
instrument,  a  diaphragm,  D,  of  soft  iron,  not 
much  thicker  than  a  sheet  of  stout  letter-paper. 
This  diaphragm  is  screwed  down  by  the  mouth- 
piece E,  which  is  similar  to,  though  somewhat 
larger  than,  that  of  a  stethoscope. 
'  ,        The  instnmients  are  connected  by  wires, 

Fig.  ,5,.  foi  one  of  which  the  earth  may  be  sulwlituted, 

as  in  ordinary  telegraphic  communication 
{886).  Each  instrument  can  be  used  either  as  sender  or  receiver,  though  in 
actual  practice  it  is  more  com  enient  for  each  operator  to  have  two  telephones. 
one  of  which  is  held  to  ihe  ear,  while  the  other  is  used  for  speaking  in;o  ;  the 
latter  being  larger  and  more  poiierful  than 
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The  action  of  the  instrument  depends  on  the  fact  that  whenever  the 
tektive  positions  of  a  magnet  and  of  a  closed  coil  of  wire  are  altered  there 
is  produced  within  the  coil  a  current  or  currents  of  electricity.  This  may 
be  illustrated  by  reference  to  fig.  892.  When  the  magnet  is  suddenly 
brought  into  the  coil,  a  current  is  produced  in  the  coil  in  a  particular  direc- 
tion. There  is  no  current  so  long  as  the  coil  and  the  magnet  are  stationary. 
When,  however,  the  magnet  is  suddenly  withdrawn,  a  current  is  produced 
in  the  opposite  direction.  Similar  effects  are  produced  if,  while  the  magnet 
ii  in  the  coil,  its  magnetism  i;  by  any  means  increased  or  diminished. 

Now  in  the  telephone  the   magnet   and  the  coil,  when  once  properly 
adjusted,  remain  fixed.     But  the  magnet  M  magnetises  by  induction  the 
soft  iron  membrane  D  in  front  of  it— that  is,  converts  it  into  a  magnet. 
When,      by      the 
mouthpiece     being 
spoken    into,    this  1 
iron  membrane  vi-  ^ 
brates     backwards 
and  forwards,  these 
vibrations  give  rise 
to  an  alteration  in 
the   magnetism   of    . 
the  permanent  mag-  ^ 
net,    the   effect    of 

which  is  that  cur-  .- 

rents  are  produced 

in  alternate  directions  in  the  coil  surrounding  the  pole.  Moreover,  the  alter- 
ation in  the  relative  positions  of  the  magnetised  diaphragm,  thus  magnetised 
by  induction,  and  of  the  coil,  give  rise  to  currents  in  the  same  direction  as 
the  above.  These  alternating  currents,  being  transmitted  through  the  circuit 
to  the  distant  coil,  alternately  attract,  and  cease  to-attract,  the  c:orre5ponding 
diaphragm.  They  thereby  put  this  in  vibration,  and  when  the  mouthpiece 
of  this  telephone  is  held  to  the  ear,  these  vibrations  are  perceived  as  sound 
corresponding  to  that  which  is  transmitted.  Hence,  whatever  sound  produces 
the  vibration  of  the  diaphragm  of  the  sending  instrument  is  repeated  by  that 
of  the  receiver. 

The  reproduction  of  the  sound  in  the  receiving  instrument  is  perfect  as 
far  as  articulation  is  concerned,  but  it  is  considerably  enfeebled,  as  might  be 
expected.  The  sound  has  something  of  a  metallic  character,  appearing  as 
if  heard  through  a  long  length  of  tubing,  while  it  faithfully  reproduces  the 
characteristics  of  the  person  speaking.  It  does  not  result  from  a  series  of 
sharp  and  distinct  makes  and  breaks,  but  in  each  of  the  momentary  currents 
there  is  a  continuous  rise  and  fall,  corresponding  in  eveiy  gradation  and 
infleclion  lo  the  motion  of  the  air  agitated  by  the  speaker. 

Various  attempts  have  been  made  to  improve  the  loudness  of  the  sounds 
produced  in  the  telephone,  by  varying  the  form  of  the  various  parts,  and 
using  more  powerful  magnets  of  horseshoe  and  circular  forms ;  Ader's 
telephone,  which  is  largely  used  in  P" ranee,  is  constructed  with  a  circular 
horseshoe  magnet.  Experiment  shows  that  with  telephones  increased  loud- 
nets  is  in  general  produced  at  the  expense  of  distinctness. 

3Qa 
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The  amplitude  of  the  vibration  of  the  disc  is  extremely  smalL  According 
to  Bosscha  a  unit  current  produced  a  displacement  of  0*034  of  a  mm.,  and  as 
currents  of  xoVtt  of  this  are  perceptible,  it  follows  that  the  amount  of  displace- 
ment must  be  about  the  5  J^  of  the  wave-length  of  yellow  light  (637). 

The  current  in  a  telephone  is  estimated  by  De  la  Rue  as  not  exceeding 
that  which  would  be  produced  by  one  Daniell's  cell  in  a  circuit  of  copper 
wire  4  mm.  in  diameter  of  a  length  sufficient  to  go  290  times  round  the  earth. 
This  current  would  have  to  pass  19  years  through  a  voltameter,  to  produce 
I  cc.  of  detonating  gas.  This  is  about  1,000  million  times  less  than  the 
currents  in  ordinary  use.  Such  currents  are,  however,  sufficient  to  cause 
the  contraction  of  a  frog's  leg  (797).  According  to  Pellat,  the  energy  con- 
tained in  one  heat  unit  (water-gramme-degree)  would  maintain  a  continuous 
sound  for  10,000  years. 

Siemens  estimated  that  not  more  than  rv^vir  of  the  mass  of  sound  which 
the  sender  receives  is  produced.  That  it  is  possible  to  perceive  this,  is  due 
to  the  great  sensitiveness  and  range  of  the  ear,  which  can  endure  the  sound 
of  a  cannon  at  a  distance  of  5  yards,  and  still  perceives  it  at  a  distance 
10,000  times  as  great.  This  represents  a  ratio  of  intensities  of  one  to  one 
hundred  millions. 

From  some  experiments  on  the  transmission  of  the  sound  of  a  high- 
pitched  tuning-fork  (251)  Rontgen  concludes  that  no  less  than  24,000  currents 
are  transmitted  in  one  second. 

This  extreme  delicacy  of  the  telephone  is  its  drawback  to  speaking 
through  ordinary  telegraph  circuits.  The  currents  in  adjacent  wires,  the 
vibration  of  the  posts  and  of  the  insulators,  or  the  passage  of  a  cart  over 
the  streets,  acts  by  induction  on  the  telephone  circuit,  and  overpowers  its 
indications.  When  a  telephone  circuit  was  placed  at  a  distance  of  20  metres 
from  a  well-insulated  line,  through  which  signals  were  sent  by  means  of  a 
battery  of  a  few^  elements,  sounds  were  distinctly  heard  in  the  telephone. 
Speaking  under  such  circumstances  is  like  speaking  in  a  storm.  The 
powerful  currents  used  for  systems  of  electric  lighting  produce  such  a  roar 
in  an  adjacent  telephone  circuit  that  it  is  impossible  to  speak  through  the 
telephone.  The  only  effective  way  of  diminishing  the  inductive  action  of 
adjacent  systems  is  to  have  two  insulated  wires  close  to  each  other,  forming 
a  loop  circuit.  They  are  thus  at  the  same  distance  from  the  inducing  cir- 
cuit, and  as  one  of  the  wires  is  used  for  going  and  the  other  for  returning, 
the  similar  influences  must  be  in  opposite  directions,  and  therefore  neu- 
tralise each  other. 

Iron  wires  present  a  special  difficulty  in  telephoning  through  long  dis- 
tances. Telephone  currents  are  alternating  ones,  and  at  each  reversal  an 
extra  current  is  produced,  which  enfeebles  the  original  one,  and  alters  its 
character.  This  extra  current  is  more  pronounced  the  longer  the  circuit, 
and  with  iron  it  is  300  times  as  strong  as  with  copper.  Hence  for  long 
distances  a  loop  circuit  of  copper  or  bronze  wire  is  used,  and  with  such 
circuits  it  is  possible  to  telephone  through  very  long  distances.  In  America, 
cities  at  a  distance  of  750  miles  apart  are  in  telephonic  communication  ;  the 
greatest  distance  in  Europe  is  from  London  to  Marseilles,  vtd  Paris. 

If  a  telephone  is  inserted  in  the  circuit  of  a  Morse's  instrument,  the 
sound  of  the  working  is  heard,  and  the  messages  can  be  read  ;  this  is  the 
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case  also  of  the  telephone  in  the  branch  circuit  of  a  Morse.  If  one  telephone 
is  joined  up  with  the  primary,  and  another  with  the  secondary  wire  of  an 
induction  coil,  communication  is  almost  as  good  as  if  the  two  apparatus  were 
directly  united. 

Telephones  have  been  constructed  in  which  the  thin  iron  plate  is  re- 
placed by  a  thicker  one,  or  by  an  unmagnetic  one ;  or  if  the  telephone  is 
held  close  to  the  ear,  the  plate  can  be  dispensed  with  altogether.     In  the 
latter  two  cases  the  sounds  are  only  perceived  when  the  spiral  surrounding 
^e  magnet  can  vibrate  with  it 

A  telephone  may  be  constructed  with  a  rod  of  soft  iron  instead  of  a 
magnet ;  when  the  rod  is  held  in  the  line  of  dip,  and  the  mouthpiece  is  sung 
into,  the  sounds  are  reproduced. 

From  its  extreme  sensitiveness,  being  perhaps  the  most  delicate  galvano- 
scope  we  possess,  the  telephone  has  become  of  great  service  in  scientific 
research.  It  may  be  used  instead  of  a  galvanometer  in  a  Wheatstone's 
bridge.  If  inserted  in  either  of  the  circuits  of  an  induction  coil,  the  number 
of  breaks  can  be  determined  from  the  height  of  the  tone  which  is  produced. 
When  inserted  in  the  current  of  a  Holtz's  machine,  the  disc  of  which  is 
rotating  with  a  uniform  velocity,  the  height  of  the  note  varies  with  the  re- 
sistance of  the  circuit,  and  with  the  capacity  of  the  condensers.  It  can  be 
shown  also  that  the  circumstances  most  favourable  for  the  production  of  a 
most  distinct  stratification  in  a  Geissler's  tube  correspond  to  a  definite  pitch 
in  the  telephone. 

The  telephone  has  been  used  to  test  hardness  of  hearing.  If  the  mag- 
netism of  a  telephone  be  excited  by  galvanic  currents  which  are  made  inter- 
mittent by  a  vibrating  tuning-fork,  and  if  a  telephone  is  inserted  in  a  branch 
circuit  (961),  then  by  varying  the  strength  of  the  principal  current,  by  the 
insertion  of  resistances,  the  strength  of  the  sounds  in  the  telephone  may  be 
varied  at  will. 

When  a  telephone  is  held  to  the  ear  during  a  thunderstorm,  every 
lightning  flash  in  the  sky  is  simultaneously  heard  to  be  accompanied  by  a 
sharp  crack. 

Dolbear  has  constructed  a  telephone  in  which  the  electrostatic  action  of 
currents  is  used.  It  consists  of  two  circular  flat  discs  of  metal  rigidly  fixed 
to  each  other  in  an  insulated  case  of  ebonite.  One  of  the  discs  is  in  metallic 
connection  with  the  line  wire,  in  which  is  a  battery  and  an  induction  coil ; 
in  this  way,  while  one  disc  is  electrified  positively,  the  other  is  negatively 
electrified  by  induction,  and  if  the  current  be  varied  by  speaking  through  a 
transmitter  in  the  circuit  their  varying  eflfects  are  faithfully  reproduced,  and 
reappear  as  sound  vibrations  on  the  receiver. 

931.  The  Wcroplione. — When  the  wires  of  an  electrical  circuit,  in  which 
is  interposed  a  telephone,  are  broken,  and  rest  loosely  on  each  other,  sounds 
produced  near  the  po^t  of  contact  are  reproduced  and  magnified  in  the 
telephone.  The  microphone ^  invented  by  Prof.  Hughes,  depends  on  this 
fact  ;  its  arrangement  may  be  greatly  varied  ;  one  of  the  simplest  and  most 
convenient  forms  is  that  represented  in  fig.  953.  A  piece  of  thin  wood  is 
fitted  vertically  on  a  base  of  the  same  material ;  two  small  rods  of  gas  carbon, 
C  C,  about  ^  of  an  inch  thick,  are  fixed  horizontally  in  the  upright ;  by  means 
of  binding  screws,  they  are  in  metallic  connection  with  the  wires  of  a  circuit 
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in  which  is  a  small  battery  and  a  telephone  ;  and  in  each  of  them  is  a  cavity. 
A  third  piece,  D,  of  the  same  material,  and  about  one  inch  long,  is  pointed 
at  each  end,  one  of  which  rests  in  the  lower  cavity,  while  the  other  pivots 
loosely  in  the  upper  one.  When  a  watch  is  placed  on  the  base  6,  its  ticking 
is  heard  in  the  telephone  with  surprising  loudness  ;  the  walking  of  a  fly  on 
the  base  suggests  the  stamping  of  a  horse  ;  the  scratching  of  a  quill,  the 
rustling  of  silk,  the  beating  of  the  pulse,  are  perceived  in  the  telephone  at  a 
disiance  of  a  hundred  miles  from  the  source  of  sound  ;  while  a  drop  of  water 
falling  on  the  base  has  a  loud  crashing  sound.     To  obtain  the  best  results 
with  a  particular  instrument,  the  position  of  the  carbon  must  be  carefully 
adjusted  by  trial ;  and  indeed  the  form  of  the  instrument  itself  must  be 
var.iously  modified   for  ihe   special 
object  in  view  :  in  some  cases  great 
sensitiveness  is  required  :  in  others 
great  range.     In  order  to  eliminale 
as  far  as  possible  the  effect  of  acci- 
dental  vibrations  due  to   the  sup- 
ports,   the    base    should    rest   on 
pieces  of  vulcanised  tubing,  or  on 

It  is  known  that  the  compression 
of  a  semiconductor,  such  as  carbon, 
diminishes  its  resistance,  while  a 
diminution  in  the  compression  in- 
creases the  resistance.  The  action 
of  the  microphone  is  to  be  ascribed 
to  this  ;  in  consequence  of  the 
'*'  **''  minute  alterations  in  the  pressure 

and  in  the  degreeof  contact  atthebreak,  the  electrical  resistance  in  the  circuit 
varies  in  accordance  with  the  sound-waves,  and  consequently  the  strength  of 
the  current  varies  too.  The  result  of  this  is,  that  what  we  may  call  undulating 
currents  of  electricity  are  produced,  whose  amplitude,  height,  and  form  art 
in  exact  correspondence  with  the  sound-waves.  The  effect  of  the  micro- 
phone is  to  draw  supplies  of  energy  from  the  battery,  which  then  appear  in 
the  telephone. 

932.  ■n|'b«a'*  IntlDotlon  balance. — The  principle  of  this  apparatus  may 
be  thus  stated ; — Suppose  we  have  two  exactly  equal  primary  induction  coils, 
A  and  A',  and  near  them  two  secondary  coils,  B  and  B',  also  exactly  equal, 
and  connected  up  with  a  galvanorneter,  so  that  the  coils  act  upon  it  in 
opposite  directions.  If  now  the  current  of  a  battery  be  sent  through  the 
primary  coils,joined  in  series,  the  inductive  effects  on  each  of  the  secondary 
coils  will  be  the  same,  and,  as  their  action  on  the  galvanometer  is  opposed, 
no  deflection  of  the  needle  will  be  produced.  If,  however,  a  piece  of  inio 
be  introduced  into  the  core  of  one  of  the  secondary  coils,  the  equality  in  the 
induction  effects  will  be  destroyed,  and  the  needle  of  the  galvanometer  at 
once  deflected. 

This  principle  was  first  applied  by  Babbage,  Herschel,  and  in  a  special 
apparatus  by  Dove  ;  but  the  microphone  and  the  telephone'  ha\e  led  the 
ir  of  the  former  to  the  invention  of  an  apparatus  which  has  opened 
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out  new  possibilities,  and  has  placed  in  the  hands  of  the  phys  icist  an  elegant 
and  powerful  engine  of  research,  which  in  certain  departments  of  investiga- 
tion promises  to  be  of  great  service. 

The  form  of  instrument  as  devised  by  Professor  Hughes  is  represented 
in  fig.  954,  where  the  essential  parts  are  drawn  to  scale,  though  the  relative 
distances  of  the  parts  are  not  so  ;  a  and  a^  are  the  two  primary  coils,  each 
of  which  consists  of  100  metres  of  No.  32  silk-covered  copper  wire  (0*009  i^ 
diameter)  wound  on  a  flat  boxwood  spool  10  inches  in  depth  ;  b  and  b'  are 
two  secondary  coils,  all  four  coils  being,  in  intention  at  least,  exactly  alike. 
The  two  primary  coils  are  ^_ 
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joined  in  series  with  a 
battery  of  three  or  four 
small  Daniell's  cells,  in 
which  circuit  a  micro- 
phone, w,  is  also  inserted  ; 
the  ticking  of  a  small  clock 
on  the  table  acts  as  'make 
and  break.  t 

The  secondary  coils  | 
are  joined  up  with  a  tele-  j 
phone  in  such  a  manner  I 
that  their  action  upon  it  is  I 
opposed.  I 

Now,  whatever  care  be 
taken  in  winding  the  wire 
on  the  coils,  it  is  not 
possible  to  get  at  the 
outset  an  exact  balance. 
Hence,  while  one  of  the 
secondary  coils,  ^,  is  at  a 
fixed  distance  from  a,  the 
corresponding  one,  b\  is 
not  so  ;  its  distance  from 
a  can  be  slightly  modified 
by  means  of  a  micrometric 
screw,  and  thus,  connec- 
tion with  the  battery 
circuit  having  been  made,  a  balance  is  obtained  by  slightly  varying  the 
adjustment,  and  the  accomplishment  of  this  is  known  by  there  being  silence 
in  the  telephone.  But  if  now  any  metal  whatever  be  introduced  in  one 
of  the  secondary  coils,  a  sound  is  at  once  heard. 

This  arrangement  is  so  far  a  simple  differential  one,  and  furnishes  as  yet 
no  means  of  measuring  the  forces  brought  into  play,  and  for  this  purpose 
Hughes  uses  what  is  called  a  sonometer  or  audiometer.  This  consists  of 
three  similar  coils,  r,  dy  and  e,  placed  vertically  on  a  horizontal  graduated  rule 
along  which  d  can  be  moved.  By  means  of  a  switching  key  or  switch, 
the  primary  coils  c  and  e  can  be  put  in  communication  with  the  battery  and 
microphone  circuit  quite  independently  of  the  balance,  and  it  is  so  ar- 
ranged that  the  ends  of  the  coils  c  and  e  facing  each  other  are  of  the  same 
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polarity ;  the  third  coil,  //,  the  secondary  one,  is  connected  with  the  telephone 
circuit. 

If  these  primary  coils  c  and  e  were  quite  equal,  then,  when  connected  up 
with  the  battery  circuit,  no  sound  would  be  heard  in  the  telephone,  when  the 
secondary  d  is  exactly  midway  between  them.  But  as  the  coil  is  moved 
from  this  position  either  towards  ^  or  ^  a  sound  is  heard,  due  to  the  prepon- 
derance of  one  or  the  other.  In  practice  the  coils  are  so  arranged  that  a 
balance  is  obtained  when  the  secondary  circuit  is  near  one  of  the  coils,  c 
for  instance ;  this  represents  a  zero  of  sound,  and  as  the  coil  d  is  moved 
nearer  to  ^  a  sound  of  gradually  increasing  intensity  is  heard  ;  distances 
measured  off  along  this  scale  represent  values  of  sound  on  an  arbitrary 
scale. 

Suppose  now  that  a  balance  has  been  obtained  in  the  induction  balance, 
and  that  the  coil  d  in  the  sonometer  is  at  zero ;  no  sound  is  then  heard 
in  the  telephone  when  the  current  is  switched  either  in  one  or  the  other 
circuit.  But  if  the  balance  is  disturbed  by  placing  a  piece  of  metal  in  the 
core  of  by  a  definite  continuous  sound  is  heard.  The  current  is  then  switched 
into  the  sonometer,  and  the  secondary  coil  e  is  moved  until  the  ear  perceives 
the  same  sound  in  both  circuits.  The  distance  then  along  which  the  coil  d 
has  been  moved  is  thus  an  arbitrary  measure  of  the  effect  produced. 

Although  by  the  switch  the  transition  from  one  circuit  to  the  other 
can  be  effected  with  great  rapidity,  and  the  ear  can  appreciate  minute 
differences,  this  has  not  the  value  of  a  null  method.  Hughes  has  still 
further  improved  the  balance  by  the  following  device,  in  which  the  sono- 
meter is  dispensed  with  : — A  graduated  strip  of  zinc  about  200  mm.  in  length 
by  25  mm.  wide,  and  tapering  from  a  thickness  of  4  mm.  at  one  end  to  a  fine 
edge  at  the  other,  is  made  use  of.  The  metal  to  be  tested  is  placed  in  a 
plane  between  a  and  b  on  the  left  of  the  plate,  and  the  strip  is  moved  along 
the  top  of  b'  until  a  balance  is  obtained. 

The  instrument  is  of  surprising  delicacy  ;  a  milligramme  of  copper  or  a 
fine  iron  wire  introduced  into  one  of  the  coils  which  has  been  balanced  can 
be  loudly  heard,  and  appreciated  by  direct  measurement.  If  two  shillings 
fresh  from  the  Mint  be  balanced,  rubbing  one  of  them  or  breathing  on  it  at 
once  disturbs  the  balance.  A  false  coin  balanced  against  a  genuine  one 
is  at  once  detected.  The  instrument  furnishes  a  means  of  testing  the  deli- 
cacy of  hearing ;  such  a  piece  of  wire  as  the  above,  or  a  fine  spiral  of  copper, 
furnishes  a  kind  of  test  object  for  this  purpose. 

933.  Taslmeter. — This  instrument,  invented  by  Edison,  consists  essen- 
tially of  an  arrangement  by  which  a  disc  of  carbon  forming  part  of  a  voltaic 
circuit  is  exposed  to  varying  pressure.  It  depends  on  the  fisict  that  the 
resistance  of  carbon  varies  very  greatly  with  the  pressure  to  which  it  is 
exposed.  It  consists  of  an  iron  base,  on  which  are  two  rigid  supports  {^'g, 
955),  one  of  which,  a,  is  connected  with  the  galvanometer,^,  by  means  of 
a  wire.  An  ebonite  disc,  //,  is  screwed  into  a,  and  in  a  circular  cavity  in 
this  ebonite  is  a  small  carbon  disc,  not  shown  in  the  figure,  in  the  outer 
surface  of  which  is  a  strip  of  platinum*  in  metallic  connection  with  one  pole 
of  an  element,  /.  The  disc  of  carbon  is  closed  in  the  cavity  by  a  metal 
plug,  Cy  in  which  is  a  cavity.  There  is  a  similar  plug,  ^,  with  a  correspond- 
ing cavity  at  the  end  of  a  screw,  ^,  which  works  in  the  upright  support ;  in 
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the  two  cavities  is  placed  the  sttipof  substance,/,  with  which  the  experiment 
is  made. 

A  gentle  pressure  being  applied  by  the  sciew,  the  needle  is  deflected 
through  a  few  degrees,  and  its  pasitioo,  when  it  comes  to  rest,*  is  noted. 
The  slightest  subsequent  contraction  or  expansion  is  indicated  by  a  deflec- 
tion of  the  needle  of  ihe  galvanometer. 

The  sensitiveness  of  the  instrument  is  very  great ;  a  thin  strip  of  ebonite 
is  expanded  oy  the  heat  of  the  hand  held  near  it,  so  as  to  affect  a  not  very 
delicate  galvanometer.    A  strip  of  gelatine,  inserted  instead  of  the  ebonite, 


is  expanded  by  the  moisture  of  a  damp  strip  of  paper  held  two  or  three 
inches  away. 

The  apparatus  seems  well  adapted  for  the  qualitative  observation  of 
minute  changes  in  length  ;  it  has  been  used,  for  instance,  to  show  the  very 
small  elongation  of  an  iron  rod  when  it  is  magnetised  (883).  Great  care  is 
required  in  the  preparation  of  the  carbon  disc  ;  the  best  kind  seems  to  be 
made  from  lampblack  prepared  at  a  low  temperature,  and  then  powerfully 
compressed  into  a  button. 

934.  BdtBon'a  lona-apeaklur  teleplione. — Although  depending  on  a 
different  principle,  we  may  give  a  description  here  of  this  instrument. 

An  adjustable  metal  spring  passes  on  the  surface  of  a  small  cylinder, 
made  of  chalk,  moistened  with  solutions  of  caustic  potash  and  acetate  of 
mercury  ;  both  the  spring  and  the  cylinder  form  part  of  a  circuit  in  which 
15  a  battery  and  a  Reis's  transmitter  (885).  The  spring  is  connected  in  a 
suitable  manner  with  a  mica  disc,  which  is  the  vibrating  part  of  a  mouth- 
piece like  that  of  an  ordinary  telephone.  The  cylinder  can  be  turned  at  a 
onifbrm  rate,  either  by  hand  or  by  an  automatic  clockwork  arrangement 

Now  while  the  spring  is  pressing  on  the  cylinder,  if  the  latter  be  rotated 
in  a  direction  away  from  the  mouthpiece,  in  consequence  of  the  friction 
between  the  spring  and  the  surface  of  the  cylinder,  a  certain  Dull  will  be 
exerted  on  Ihe  disc,  which  will  tend  to  drag  it  outwards.  If  the  direction  of 
rotation  were  the  opposite,  the  disc  would  be  pushed  inwards.  Now  the 
amount  of  pull  or  push  will  depend  on  the  friction  between  the  point  and 
the  sur^e.  If  a  momentary  current  be  passed,  there  will  be  a  momentary 
dccomfiosition  at  the  surface  of  the  cylinder,  its  friction  will  be  altered  in 
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consequence  of  this  momentar>'  decomposition,  the  effect  of  which  is  that 
the  disc  moves  inwards,  and  a  series  of  such  intermissions  of  the  current 
produces  a  corresponding  series  of  pulsations  of  the  disc  which  if  sufficiently 
rapid  produce  a  sound.  The  friction  of  the  surfaces  in  contact  is  in  fact 
modified  by  means  of  electrical  decomposition,  a  lubricator  is  liberated  in 
correspondence  with  the  sound-waves,  and  thus  the  sound  which  they  repre- 
sent is  reproduced.  The  reproduction  is  so  loud  as  to  be  heard  throughout 
a  room,  the  sounding  instrument  being  at  a  distance.  Although  ordinary 
speech  and  music  can  thus  be  transmitted,  yet  the  sounds  have  a  harsh 
metallic  character  which  is  not  pleasing,  but  at  the  same  time  the  individual 
character  of  the  voice  is  preserved. 
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935'  OptlOMl  eStoetB  or  powertal  mavneM- — Faraday  discovered,  i 
1S45,  that  a  powerful  electromagnet  exercises  an  action  on  the  propagation 
of  light  in  substances  exposed  to  its  action ;  thus  if  a  polarised  ray  tra- 
verses them  in  the  direction  of  the  line  of  the  magnetic  poles,  the  plane  of 
polarisation  is  deviated  either  to  the  right  or  to  the  left  according  to  the 
direction  of  the  magnetisation. 

Fig.  956  represents  Faraday's  apparatus,  as  constructed  by  RuhmkorfT. 
s  of  two  very  powerful  electromagnets,  M  and  N,  fixed  on  two  iron 


Fig.  9s6. 

supports,  O  O',  which  can  be  moved  on  a  support,  K.  The  current  from  a 
battery  of  10  or  \%  Bunseii's  elements  passes  by  the  wire  A  to  the  commu- 
lator,  H,  the  coil  M,  and  then  to  the  coil  Ni  by  the  wire  g,  descends  in  the 
"ire  I,  passes  again  to  the  commutator,  and  emerges  at  B.  The  two 
cylinders  of  soft  iron,  which  are  in  the  axis  of  the  coils,  are  perforated  by 
cylindrical  holes,  to  allow  the  light  to  pass.  At  b  and  a  there  are  two  Nicol's 
prisms,  b  serving  as  polariser  and  a  as  analyser.  By  means  of  a  limb  this 
latter  is  turned  round  the  centre  of  a  graduated  circle,  P. 

The  two  prisms  being  then  placed  so  that  their  principal  sections  are 
perpendicular  to  each  other,  the  prism  «  completely  extinguishes  the  light 
iransmitted  through  the  prism  b.  If  at  c,  on  the  axis  of  the  two  coils,  a  plate 
f«  placed  with  parallel  faces,  either  of  ordinary  or  flint  glass,  light  supposed 
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to  be  monochromatic  is  still  extinguished  so  long  as  the  current  does  not 
pass  ;  but  when  the  connections  are  made,  the  light  reappears,  and  in  order 
to  extinguish  it  the  analyser  must  be  turned  through  an  angle  which  can  be 
read  off  on  the  limb,  and  which  measures  the  rotation.  By  reversing  the 
direction  of  the  current  twice  the  rotation  is  observed.  If  the  source  of 
light  is  not  monochromatic,  and  if  the  analyser  be  turned  from  left  or  right, 
according  to  the  direction  of  the  current,  the  light  passes  through  the 
different  tints  of  the  spectrum,  as  is  the  case  with  plates  of  quartz  cut 
perpendicularly  to  the  axis  (675).  Becquerel  showed  that  a  large  number  of 
substances  can  also  rotate  the  plane  of  polarisation  under  the  influence  of 
powerful  magnets.     The  direction  of  the  rotation  for  a  given  substance  is 

independent  of  the 
direction  in  which  the 
rays  of  light  pass; 
and  also  of  whether 
the  propagation  of 
the  light  is  in  the 
Fig.  557.  direction  of  the  lines 

of  force,  or  in  the 
opposite  direction.  Hence  if  the  ray  is  reflected  on  itself  and  traverses 
the  substance  a  second  time  in  the  opposite  direction,  the  rotation  is  doubled. 
By  thus  increasing  the  path  of  the  ray  by  successive  reflections  {^%,  957), 
the  rotation  may  be  increased  in  the  same  proportion. 

The  rotation  of  the  plane  of  polarisation  between  two  points  is  propor- 
tional to  the  difference  of  magnetic  potential  ^\i\Q\\  exists  between  these  points. 
This  is  known  as  Verde fs  law. 

If  V  and  V  are  the  magnetic  potentials  at  two  points  on  the  path  of  the 
ray,  then  the  angle  B  by  which  the  plane  of  polarisation  has  been  turned  is 
^  =  «  (V  —  V) ;  CD  being  the  rotation  which  for  the  body  in  question  would  be 
due  to  unit  diflerence  of  potential.  This  quantity  is  called  Verde  fs  constant 
For  difierent  rays  it  is  nearly  as  the  inverse  square  of  the  wave  length.  For 
the  ray  D  and  at  0°  it  is  o'-o4o  for  bisulphide  of  carbon  and  o'*oi3  for  water. 
It  diminishes  with  rise  of  temperature.  It  is  positive  foi  diamagnetic  and 
negative  for  magnetic  substances. 

This  leads  to  a  simple  means  of  determmmg  a  current  m  absolute  measure 
by  optical  means  ;  it  is  a  sort  of  optical  galvanometer,    A  long  tube  closed 

at  each  end  by  glass  plates 
(flg.  958)  is  filled  with  some 
liquid  which  has  a  high  value 
for  Verdefs  constant^  and  is 
surrounded  Dy  a  coil  consisting 
of  n  turns  traversed  by  a  cur- 
rent i.  If  the  tube  is  so  long 
that  the  influence  of  the  coil 
at  the  ends  may  be  neglected,  the  ray  passes  from  a  point  where  the  potential 
is  zero  to  another  where  it  is  also  zero,  and  in  so  doing  traverses  the  current 
n  times,  and  the  potential  has  each  time  varied  ^ni ;  accordingly  the  observed 
rotation  6  is 

6  B  m^nni 
from  which  /  can  be  calculated. 


V 


^ 


^ 


1 


Fig.  958. 
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By  means  of  Faraday's  apparatus  it  has  been  found  that  thin  layers  of 
iron,  cobalt,  and  nickel,  so  fine  as  to  be  transparent,  exert  a  powerful  rota- 
tion of  the  plane  of  polarisation  for  transmitted  light.*  The  rotation  for  the 
central  rays  of  the  spectrum  in  iron  is  32,000  times  that  of  glass  of  the  same 
thickness.  In  all  the  above  substances  the  rotation  is  in  the  direction  of 
the  magnetising  current. 

936.  Vbotopbone. — Mr.  Graham  Bell,  the  inventor  of  the  telephone 
has  invented  an  apparatus  by  which  articulate  speech  can  be  transmitted  to 
a  considerable  distance  by  the  simple  agency  of  a  ray  of  light. 

The  essential  features  of  the  apparatus  are  represented  in  fig.  959,  in 
which  m  is  the  transmitter.  This  consists  of  a  wooden  box  closed  by  a  thin 
plate  of  microscope  glass  silvered  in  front,  which  acts  as  mirror ;  in  the 


Fig.  959. 


back  of  the  box  is  an  aperture  provided  with  a  flexible  tube  and  mouthpiece. 
A  powerful  beam  of  solar  or  of  the  electrical  light  falls  against  a  large 
mirror,  A,  and  is  reflected  by  it  on  a  lens,  b^  by  which  the  rays  are  concentrated 
on  the  mirror,  w,  of  the  transmitter.  An  alum  cell,  a^  is  sometimes  inter- 
posed, to  cut  off  the  influence  of  the  heating  rays. 

From  the  mirror  m  the  reflected  rays  pass  through  a  lens,  /,  by  which  they 
are  rendered  parallel,  and  fall  on  a  parabolic  mirror,^,  at  the  distant  station  j 
Here  they  are  concentrated  on  what  may  be  called  a  selenium  rheostatey  s 
which  is  interposed  in  a  circuit  consisting  of  a  few  Leclanchd  cells  and  a 
telephone,  /. 

The  action  de|>ends  on  the  alterations  in  the  resistance  of  selenium 
produced  by  the  action  of  light.  The  construction  of  the  rheostat  is  as 
follows  : — ^A  number  of  discs  of  thin  sheet  brass  are  taken,  separated  from 
each  other  by  thin  discs  of  mica  of  somewhat  smaller  diameter,  and,  the 
whole  having  been  tightly  screwed  together,  the  interstitial  spaces  are  filled 
with  melted  selenium.  All  the  odd  numbers  of  brass  discs  are  in  metallic 
connection  with  each  other  and  with  one  pole  of  the  circuit,  and  all  the  even 
ones  are  also  in  metallic  connection  with  each  other  and  with  the  other 
pole.  In  this  way  two  conditions  are  realised — ^namely,  that  the  surface  of 
selenium  exposed  to  the  action  of  light  is  as  large,  and  its  resistance  as 
small,  as  possible. 
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This  being  premised,  when  light  falls  on  the  plane  mirror  at  rest,  its  rays 
are  reflected  parallel  against  the  parabolic  mirror  by  which  they  are  con- 
centrated on  the  cell,  the  cylindrical  shape  being  well  adapted  for  this.  But 
if,  by  being  spoken  against,  the  transmitting  mirror  m  is  put  in  vibration, 
it  bulges  in  and  out — that  is,  becomes  convex  and  concave — and  the  rays  no 
longer  fall  parallel  on  the  parabolic  mirror ;  they  diverge  or  converge— in 
other  words,  the  whole  of  the  light  is  no  longer  concentrated  on  the  selenium 
cell :  its  intensity  changes  at  every  instant,  and  these  variations  in  the  action 
of  the  light  produce  corresponding  variations  in  the  resistance  of  the  sde- 
nium,  which  again  produce  corresponding  variations  in  the  strength  of  the 
current,  and  these  are  revealed  by  the  articulate  sounds  of  the  telephone. 

Mr.  Bell  has  found  that  a  great  number  of  substances  are  thrown  into 
vibration  by  the  intermittent  action  of  light,  as  we  have  seen  (446a).  Lord 
Rayleigh's  calculations  show  that  there  is  no  reason  for  discarding  the  ex- 
planation that  the  sounds  in  question  are  due  to  the  bending  of  the  plates  in 
consequence  of  unequal  heating. 
^ — .  937.  XeiT*s  eleotro-optloal  ezpeiimentB. — Dr.  Kerr  has  discovered  a 
/    remarkable  relationship  between  electricity  and  light.     He  finds  that  when 
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Fig.  960. 


certain  dielectrics  are  subjected  to  a  state  of  electrical  strain,  they  develop 
doubly  refringent  properties  (639).  The  general  arrangement  of  the  experi- 
ments is  as  follows  :  a  cell,  P  (fig.  960),  is  suitably  constructed  of  stout  glass 
plates,  in  which  is  placed  the  liquid  under  examination  ;  its  dimensions  are 
4  inches  in  length  by  i  inch  in  width,  and  about  \  of  an  inch  in  thickness. 
Two  copper  plates  placed  horizontally,  and  kept  at  a  distance  of  about  ^  of 
an  inch,  can  be  connected  with  the  poles  of  a  Holtz  machine  (fig.  705),  or, 
what  is  more  convenient,  with  the  opposite  coatings  of  a  Leyden  jar,  which 
in  turn  is  worked  by  such  a  machine.  B  is  the  mirror  of  a  heliostat, 
by  which  a  beam  of  light  may  be  sent  in  any  direction.  M  and  X  are 
two  Ni col's  prisms  (660) ;  C  is  a  compensator,  while  D  is  a  condensing 
lens. 

Of  the  two  Nicol's  prisms,  M  serves  as  jx>lariser,  and  N  as  analyser 
(656) ;  at  the  outset  they  are  arranged  so  that  their  principal  sections  are  al 
right  angles  to  each  other,  and  make  an  angle  of  45°  with  the  verticaL 
Thus  the  light  polarised  by  the  prism  M  is  extinguished  by  the  analyser  N, 
so  that  the  field  between  them  is  quite  dark,  and  remains  so  even  when 
the  cell  is  filled  with  liquid  ;  the  cell  is  so  arranged  that  the  observer 
looks  through  the  slit  of  dielectric  which  is  between  the  conductors  in  the 
cell. 

If  now  the  plates  are  placed  in  opposite  electrical  conditions,  the  field  at 
once  becomes  clear.     Of  all  dielectrics  hitherto  examined,  carbon  bisulphide 


-938]  Diainagnetism  975 

is  that  which  best  exhibits  the  phenomenon.  A  fraction  of  a  turn  of  a  Holtz 
machine  is  at  once  sufficient  to  produce  light  in  the  field,  which  disappears 
immediately  the  plates  are  discharged.  As  the  machine  is  worked  and  the 
potential  rises,  the  light  between  the  conductors  gradually  increases  in  bright- 
ness until  a  pure  and  brilliant  white  is  obtained  ;  with  increase  of  potential 
a  fine  progression  of  chromatic  effects  is  obtained  ;  the  luminous  band 
between  the  conductors  changes  first  from  white  to  a  straw  colour,  which 
deepens  gradually  to  a  rich  yellow  ;  it  then  passes  through  orange  to  a  deep 
brown,  next  to  a  pure  and  dense  red,  through  purple  and  violet  to  a  rich 
and  full  blue,  and  then  to  green.  All  the  colours  are  beautifully  dense  and 
pure,  and  as  fine  as  anything  seen  in  experiments  with  crystals  in  the  polari- 
scope.  The  phenomenon  generally  ceases  at  the  green  of  the  second  order 
with  a  discharge  of  electric  sparks.  The  action  of  bisulphide  of  carbon 
under  electrical  strain  is  similar  to  that  of  glass  stretched  in  a  direction 
parallel  to  the  lines  of  force  ;  it  is  an  action  of  the  same  kind  as  that 
of  a  uniaxial  bi-refringent  crystal  (640) ;  in  this  respect  carbon  bisulphide 
occupies  a  place  among  dielectrics  similar  to  that  of  Iceland  spar  among 
crystals. 

In  order  to  measure  the  effect  produced,  a  compensator,  C,  is  placed 
behind  the  cell ;  the  plates  are  connected  with  a  Thomson's  electrometer 
in  such  a  manner  that  the  potential  can  be  directly  measured,  and  then 
compared  simultaneously  with  the  difference  of  the  path  of  the  extraordinary 
and  ordinary  ray  in  the  dielectric.  Kerr  arrived  thus  at  the  law  :  *  the 
strength  of  the  electro-optical  action  of  a  given  dielectric,  that  is,  the 
difference  in  the  path  of  the  ordinary  and  extraordinary  rays,  for  unit 
thickness  of  the  dielectric,  varies  directly  as  the  square  of  the  resultant 
electrical  force.'  Kerr  also  found  that  when  a  pencil  of  plane  polarised 
light  is  reflected  from  the  polished  surface  of  either  pole  of  an  electromagnet 
of  iron,  it  undergoes  a  rotation  in  a  direction  contrary  to  that  of  the  mag- 
netising current.  This  result  is  also  obtained  when  it  is  reflected  from  the 
sides  of  the  electromagnet  when  the  magnet  is  excited. 

938.  Bftamaffiietism. — Coulomb  observed,  in  1802,  that  magnets  act  upon 
all  bodies  in  a  more  or  less  mai'ked  degree :  this  action  was  at  first  attributed 
to  the  presence  of  ferruginous  particles.  Brugmann  also  found  that  certain 
bodies — for  instance,  bars  of  bismuth — when  suspended  between  the  poles  of 
a  powerful  magnet,  do  not  set  axially  between  the  poles,  that  is,  in  the  line 
joining  the  poles,  but  equatorially^  or  at  right  angles  to  that  line.  In  other 
words,  while  a  magnetic  substance  such  as  iron  sets  along  the  lines  of  force 
of  the  magnetic  field,  a  bar  of  bismuth  sets  at  right  angles  to  the  field. 
This  phenomenon  was  explained  by  the  assumption  that  the  bodies  were 
transversely  magnetic.  Faraday  made  the  important  discovery  in  1845  ^^^ 
all  solids  and  liquids  which  he  examined  are  either  attracted  or  repelled  by 
a  powerful  electromagnet.  The  bodies  which  are  attracted  are  called  mag- 
netic or  paramagnetic^  or  also  fcrromag?ictic^  substances,  and  those  which 
are  repelled  or  take  a  magnetisation  opposite  that  of  the  lines  of  force  are 
diamagnetic  bodies.  Among  the  metals,  iron,  nickel,  cobalt,  manganese, 
platinum,  cerium,  osmium,  and  palladium  are  magnetic  ;  while  bismuth, 
antimony,  zinc,  tin,  mercury,  lead,  silver,  copper,  gold,  and  arsenic  are 
diamagnetic,  bismuth  being  the  most  so  and  arsenic  the  least.     Diamagnetic 
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effects  were  first  observed  by  Faraday  in  a  particular  kind  of  glass  called 
Faraday* s  heavy  glass ;  they  can  only  be  produced  by  means  of  very  powerful 
magnets,  and  it  is  by  means  of  Faraday's  apparatus  that  they  have  been  dis- 
covered and  studied.  In  experimenting  on  the  diamagnetic  effects — solids, 
liquids,  and  gases — armatures  of  soft  iron,  S  and  Q  (figs.  961-963),  of  dif- 
ferent shapes,  are  screwed  on  the  magnets. 

i.  Diamagnetism  of  solids.  If  a  small  cube  of  copper,  suspended  by  a 
fine  silk  thread  between  the  poles  of  the  magnet  (fig.  962),  be  in  rapid  rota- 
tion between  the  poles  of  an  electromagnet,  it  stops  the  moment  the  current 
passes  through  the  coils.  If  the  movable  piece  have  the  form  of  a  small 
rectangular  bar  it  sets  equatorially^  or  at  right  angles  to  the  axis  of  the  bob- 
bins, if  it  is  a  diamagnetic  substance,  such  as  bismuth,  antimony,  or  copper ; 
but  axially,  or  in  the  direction  of  the  axis,  if  it  is  a  magnetic  substance,  such 
as  iron,  nickel,  or  cobalt.  Besides  the  substances  enumerated  above,  the 
following  are  diamagnetic  :  rock  crystal,  alum,  glass,  phosphorus,  iodine, 
sulphur,  sugar,  bread ;  and  the  following  are  magnetic :  many  kinds  of 
paper  and  sealing-wax,  fluorspar,  graphite,  charcoal,  &c 

ii.  Diamagnetism  of  liquids.  To  experiment  with  liquids,  very  thin  glass 
tubes  filled  with  the  substance  are  suspended  between  the  poles  instead  of 
the  cube  m  in  the  figure  962.     If  the  liquids  are  magnetic,  such  as  solutions 
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of  iron  or  cobalt,  the  tubes  set  axially ;  if  diamagnetic,  like  water,  blood, 
milk,  alcohol,  ether,  oil  of  turpentine,  and  most  saline  solutions,  the  tubes  set 
equatorially.  Very  remarkable  changes  take  place  in  the  direction  of  mag- 
netic and  diamagnetic  substances  when  they  are  suspended  in  liquids.  A 
magnetic  substance  is  indifferent  in  an  equally  strong  magnetic  liquid ;  it 
sets  equatorially  in  a  stronger  magnetic  substance,  and  axially  in  a  sub- 
stance which  is  less  strongly  magnetic;  it  sets  axially  in  all  diamagnetic 
liquids. 

A  diamagnetic  substance  surrounded  by  a  magnetic  or  diamagnetic  sub- 
stance sets  equatorially.  According  to  its  composition  glass  is  sometimes 
magnetic  and  sometimes  diamagnetic,  and  as  glass  tubes  are  used  for  con- 
taining the  liquids  in  these  investigations,  its  deportment  must  first  be  deter- 
mined, and  then  taken  into  account  in  the  experiment 

The  action  of  powerful  magnets  on  liquids  may  also  be  observed  in  the 
following  experiment  devised  by  Pliicker.  A  solution  of  a  magnetic  liquid 
is  placed  on  a  watch-glass  between  the  two  poles,  S  and  Q,  of  a  powerfiJ 
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electromagnet  When  the  current  passes,  the  solution  forms  the  enlarge- 
ment represented  in  fig.  963  ;  this  continues  as  long  as  the  current  passes, 
and  is  produced  to  different  extents  with  all  magnetic  liquids.  The  changes 
in  the  aspects  of  the  liquids  are,  however,  so  small  as  to  require  careful 
scrutiny  to  detect  their  existence.  A  method  of  magnifying  these  changes 
so  as  to  render  them  visible  to  larger  audiences  was  devised  by  Prof. 
Barrett.  A  source  of  light  is  placed  above  the  watch-glass  containing  a  drop 
of  the  solution  to  be  tried.  Below  the  watch-glass,  and  between  the  legs  of 
the  magnet,  is  placed  a  mirror  at  an  angle  of  45^  By  this  means  the  beam 
of  light  passing  through  the  watch-glass  is  reflected  at  right  angles  on  to  a 
screen,  where  an  image  of  the  drop  is  focussed  by  the  lens.  If  now  a  drop  of 
diamagnetic  liquid,  such  as  water,  or,  better,  sulphuric  acid,  be  placed  on  the 
watch-glass,  as  soon  as  the  current  passes,  the  flattened  drop  retreats  from 
the  two  poles,  and  gathers  itself  up  into  a  little  heap,  as  at  A  (fig.  963).  So 
doing,  it  forms  a  double  convex  lens,  by  which  the  light  is  brought  to  a  short 
focus  below  the  drop,  an  effect  instantly  seen  on  the  screen.  When  the  current 
is  interrupted  the  drop  falls,  and  the  light  returns  to  its  former  appearance. 
A  magnetic  liquid,  such  as  a  solution  of  perchloride  of  iron,  has  exactly  the 
opposite  effect  The  drop  attached  to  the  two  poles  becomes  flattened,  and 
instead  of  a  plano-convex  shape,  at  which  it  rests,  it  becomes  nearly  concavo- 
convex,  as  at  B.  The  light  is  dispersed,  and  the  effect  manifest  on  the  screen. 
Instead  of  a  mirror  and  lens,  a  sheet  of  white  paper  may  be  placed  in  an  in- 
clined position  under  the  watch-glass,  and  the  effects  are  somewhat  varied, 
but  equally  well  pronounced. 

iii.  Diamagnetism  of  gases.  Bancalari  observed  that  the  flame  of  a  candle 
placed  between  the  two  poles  in  Faraday's  apparatus  was  strongly  repelled 
(fig.  961).  All  flames  present  the  same  phenomenon  to  different  extents, 
resinous  flames  or  smoke  being  most  powerfully  affected. 

The  magnetic  deportment  of  gases  may  be  exhibited  for  lecture  purposes 
by  inflating  soap  bubbles  with  them  between  the  poles  of  the  electromagnet, 
and  projecting  on  them  either  the  lime  or  the  electric  light 

Faraday  experimented  on  the  magnetic  or  diamagnetic  nature  of  gases. 
He  allowed  gas  mixed  with  a  small  quantity  of  a  visible  gas  or  vapour,  so 
as  to  render  it  perceptible,  to  ascend  between  the  two  poles  of  a  magnet, 
and  observed  their  deflections  from  the  vertical  line  in  the  axial  or  equatorial 
direction ;  in  this  way  he  found  that  oxygen  was  least,  nitrogen  more,  and 
hydrogen  most  diamagnetic.  With  iodine  vapour,  produced  by  placing  a 
little  iodine  on  a  hot  plate  between  the  two  poles,  the  repulsion  is  strongly 
marked.  Becquerel  found  that  oxygen  is  the  most  strongly  magnetic  of  all 
gases,  and  that  a  cubic  yard  of  this  gas  condensed  would  act  on  a  magnetic 
needle  like  5*5  grains  of  iron.  This  magnetism  of  gases  may  be  shown  by 
suspending  a  glass  globe  to  the  pan  of  a  balance,  above  the  pole  of  a 
powerful  magnet ;  this  globe  being  exhausted,  it  is  exactly  counterpoised, 
and  having  been  filled  with  a  given  gas,  the  weight  is  ascertained  which  is 
required  to  detach  them.  With  oxygen  the  attraction  is  appreciable,  and 
is  five  times  as  much  as  air  under  the  same  pressure.  Faraday  found  that 
oxygen,  although  magnetic  under  ordinary  circumstances,  became  diamag- 
netic when  the  temperature  was  much  raised,  and  that  the  magnetism  or 
diamagnetism  of  a  substance  depends  on  the  medium  in  which  it  is  placed. 
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A  substance,  for  instance,  which  is  magnetic  in  vacuo  may  be  diamagnetic 
in  air. 

In  the  crystallised  bodies  which  do  not  belong  to  the  regiilar  system,  the 
directions  in  which  the  magnetism  or  diamagnetism  of  a  body  is  most  easily 
excited  are  generally  related  to  the  crystallographic  axis  of  the  substance. 
The  optic  axis  of  the  uniaxial  crystals  sets  either  axially  or  equatorially  when 
a  crystal  is  suspended  between  the  poles  of  an  electromagnet  Faraday 
assumed  from  this  the  existence  of  a  magneto-crystalline  {orc^jhot  it  appears 
probable  from  Knoblauch's  researches  that  the  action  arises  from  an  unequal 
density  in  different  directions,  inasmuch  as  unequal  pressure  in  different 
directions  produces  the  same  result. 

According  to  Pliicker,  for  a  given  unit  of  magnetising  force,  the  specific 
magnetisms  developed  in  equal  weights  of  the  undermentioned  substances 
are  represented  by  the  following  numbers,  those  bodies  with  the  minus  signs 
prefixed  being  diamagnetic  : — 

Iron  .  1,000,000  Nickel  oxide  .  .  287 

Cobalt      .  .  1,009,000  Water   .        .  -  -25 

Nickel      .  .  465,800  Bismuth         .  .  .  —23*6 

Iron  oxide  .        .  759  Phosphorus   .  .  .  -13*1 

iv.  Detonation  produced  by  the  rupture  of  a  current  under  ike  influence 
of  a  powerful  electromagnet.  The  following  experiment  by  Ruhmkorff  is  a 
remarkable  effect  of  Faraday's  apparatus.  When  the  two  ends  of  a  stout  wire 
in  which  the  current  of  the  electromagnet  passes  are  placed  between  the  two 
poles  S  and  Q  of  fig.  961 — that  is  to  say,  when  the  current  is  closed  between 
S  and  Q — this  closing  takes  place  without  a  spark  and  without  noise,  or 
merely  a  feeble  noise  and  a  spark.  But  when  the  two  ends  are  separated,, 
and  the  current  is  hence  broken,  a  violent  noise  is  heard,  almost  as  strong  as 
the  report  of  a  pistol.  This  appears  to  be  the  extra  current,  the  intensityof 
which  is  greatly  increased  by  the  influence  of  two  poles.  vw 

The  repulsion  produced  in  a  diamagnetic  body  under  the  influence  of  a 
powerful  magnet  is  due  to  the  fact  that  the  magnet  develops  in  the  end 
nearest  to  it  like  polarity,  and  in  the  end  furthest  away  unlike  polarity ;  a 
phenomenon  the  exact  opposite  of  that  of  iron. 

The  following  experiment,  which  is  due  to  Weber,  is  considered  to  prove 
that  diamagnetism  is  a  polar  force.  A  coil  was  placed  near  the  end  of  ao 
electromagnet,  its  axis  being  in  the  prolongation  of  the  axis  of  the  magnet, 
and  its  ends  being  connected  with  a  sensitive  galvanometer.  When  a  bar 
of  bismuth  was  suddenly  introduced  and  removed  from  the  coil,  induction 
currents  were  produced  in  the  circuit,  the  direction  of  which,  as  shown  by 
the  galvanometer,  was  the  exact  opposite  of  that  which  iron  would  have 
produced  under  the  same  circumstances. 
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CHAPTER  VIII 

« 

THERMO-ELECTRIC  CURRENT 

939.  Tbermo-eleotrlolty.— In  182 1,  Professor  Seebeck,  of  Berlin,  found 
that  by  heating  one  of  the  junctions  of  a  metallic  circuit,  consisting  of  two 
metals  soldered  together,  an  electric  current  was  produced.  This  pheno- 
menon may  be  shown  by  means  of  the  apparatus  represented  in  fig.  964, 
which  consists  of  a  plate  of  copper,  /««,  the  ends  of  which  are  bent  and 
soldered  to  a  plate  of  bismuth,  op.  Inside  the  circuit  is  a  magnetic  needle 
^i,    moving   on    a    pivot. 

When  the  apparatus  is 
placed  in  the  magnetic 
meridian,  and  one  of  the 
solderings  gently  heated, 
as  shown  in  the  figure, 
the  needle  is  deflected  in 
a  manner  which  in4,icates 
the  passage  of  a  current 
from  n  to  m — that  is,  from 
the  heated  to  the  cool 
junction  in  the  copper.  If, 
instead  of  heating  the 
junction  /i,  it  is  cooled  by 
ice,  or  by  placing  upon  it 
cotton -wool  moistened  with  ether,  the  other  junction  remaining  at  the  ordi- 
nary temperature,  a  current  is  produced,  but  in  the  opposite  direction — that 
is  to  say,  from  m  to  n  ;  in  both  cases  the  current  is  in  general  stronger  in 
proportion  as  the  difference  in  temperature  of  the  solderings  is  greater. 

Seebeck  gave  the  name  thermo-electric  to  this  current,  and  to  the  couple 
which  produces  it,  to  distinguish  it  from  the  hydro-electric  or  ordinary  voltaic 
current  and  couple. 

940.  Tlienno-eleotrte  series. — If  small  bars  of  two  different  metals  are 
soldered  together  at  one  end  while  the  free  ends  are  connected  with  the 
wires  of  a  galvanometer,  and  if  now  the  point  of  junction  of  the  two  metals 
be  heated,  a  current  is  produced,  the  direction  of  which  is  indicated  by  the 
deflection  of  the  needle  of  the  galvanometer.  Moreover,  the  strength  of  the 
current,  calculated  from  the  deflection  of  the  galvanometer,  is  proportional 
to  the  electromotive  force  of  the  thermo-element.  By  experimenting  in  this 
way  with  different  metals,  they  may  be  formed  in  a  list  such  that  each  metal 
gives  rise  to  positive  electricity  when  associated  with  one  of  the  following, 
and  negative  electricity  with  one  of  those  that  precede  : — that  is,  inj  heat- 
ing the  soldering,  the  positive  current  goes  from  the  positive  to  the  negative 
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+  25 

Gas  coke    . 

-o-i 

9 

Zinc    .        .        .        , 

0-2 

5 '5 

Cadmium   . 

0-3 

5 

Strontium  . 

2-0 

3 

Arsenic 

3-8 

1*03 

Iron  .        .        .        . 

5"^ 

I 

Red  phosphorus 

9-6 

I 

Antimony  . 

9-8 

10 

Tellurium  . 

179-9 

+  07 

Selenium    . 

—  290-0 

metal  across  the  soldering,  just  as  if  the  soldering  represented  the  liquid  in 
a  hydro-electrical  element ;  hence  out  of  the  element — in  the  connecting 
wire  and  the  galvanometer,  for  instance— the  current  goes  from  the  negative 
to  the  positive  metal. 

Thus  a  couple,  bismuth-antimony,  heated  at  the  junction  would  corre- 
spond to  a  couple,  zinc-copper,  immersed  in  sulphuric  acid.  The  following 
is  a  list  drawn  up  from  Matthiessen's  researches,  which  also  gives  compara- 
tive numerical  values  for  the  electromotive  force  ; — 

Bismuth 

Cobalt 

Potassium 

Nickel . 

Sodium 

Lead    . 

Tin 

Copper 

Silver  . 

Platinum 

• 

Such  a  list  represents  what  is  called  a  themto-electric  series^  and  the 

meaning  of  the  numbers  in  this  series  is  that,  taking  the  electromotive  force 

of  the  copper-silver  couple  as  unity,  the  electromotive  force  of  any  pair  of 

metals  is  expressed  by  the  difference  of  the  numbers  where  the  signs  are  the 

same  and  by  the  sum  where  the  signs  are  different.    Thus  the  electromotive 

force  of  a   bismuth-nickel   couple  would  be  25  — 5^20;  of  a   cobalt-iron 

9 -(-5-2)=  14-2,  and  of  an  iron-antimony  - 5*2- 9*8 «— 4*6.     Where  the 

positive  sign  is  affixed,  the  current  is  from  the  other  metal  to  silver  across 

the  soldering  ;  and  where  the  negative,  from  silver  to  that  metaL 

It  will  be  observed  how  great  is  the  electromotive  force  of  the  highly 
crystalline  metals.  Alloys  are  not  always  intermediate  to  the  metals  of  which 
they  are"  composed,  and,  therefore,  the  position  of  the  metals  is  greatly 
affected  by  slight  admixtures.  The  thermo-electric  behaviour  of  substances 
is  greatly  affected  by  hardness,  direction  of  crystallisation,  and  so  forth,  and 
to  this  is  no  doubt  due  many  of  the  discrepancies  in  the  lists  given  by  different 
observers. 

Of  all  the  bodies  mentioned  in  the  above  series,  bismuth  and  selenium 
produce  the  greatest  electromotive  force ;  but  from  the  expense  of  this 
latter  element,  and  on  account  of  its  low  conducting  power  and  the  diflSculty 
of  making  good  joints,  antimony  is  generally  substituted.  The  antimony  is 
the  negative  metal  but  the  positive  pole,  and  the  bismuth  the  positive  metal 
but  the  negative  pole,  and  the  current  goes  from  bismuth  to  antimony  across 
the  junction. 

If  copper  wires  connected  with  the  ends  of  a  galvanometer  are  soldered 
together  to  the  ends  of  an  antimony  rod,  and  if  one  of  the  junctions  is  heated 
to  50*^,  the  other  being  maintained  at  0°,  a  certain  deflection  is  observed  in 
the  galvanometer.  If,  similarly,  a  compound  bar,  consisting  of  antimony  and 
tin  soldered  together,  be  connected  with  the  ends  of  the  galvanometer,  and  if 
the  junction  copper-tin  as  well  as  the  junction  tin-antimony  be  heated  to  5o^ 
while  the  junction  antimony-copper  is  kept  at  o^,  the  deflection  is  the  same 
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as  in  the  previous  case.  Hence  the  electromotive  force  produced  by  heating 
the  two  junctions,  copper-tin  and  tin-antimony,  is  equal  to  the  electromotive 
force  produced  by  heating  the  copper-aniimony ;  and,  generally,  if  a  metal,  b, 
is  associated  with  a  metal,  a,  which  is  above  it  in  the  list,  and  in  like  manner 
Mb  is  associated  with  c,  which  is  beloir  it  in  the  list,  then  the  electromotive 
force  produced  by  heating  the  combination  ac  is  equal  to  the  sum  of  the 
electromotive  forces  produced  by  heating  ab  and  be  separately. 

If  the  two  junctions  of  a  given  couple  be  heated  to  the  temperatures  / 
and  B,  and  then  to  6  and  f,  respectively,  the  electromotive  force  produced  by 
heating  the  junctions  to  the  temperatures,  t  and  f,  is  equal  to  the  sum  of  the 
electromotive  forces  produced  in  the  oiher  two  cases  ;  that  is,  for  small 
intervals  the  electromotive  force  is  directly  proportional  to  the  temperature. 

With  greater  ranges  this  no  longer  holds  ;  as  the  temperature  increases 
the  differences  of  potential  gradually  diminish,  and  at  a  certain  temperature 
of  the  hot  junction  no  current  is  produced ;  this  temperature  is  called  the 
neutral  temperature.  In  the  case  of  a  silver-iron  couple  this  is  when  one 
junction  is  at  0°,  the  other  is  at  223°  ;  in  the  case  of  copper-iron,  it  is  when 
the  hot  junction  is  at  276°. 

When  the  couple  is  heated  beyond  the  neutral  temperature,  the  pheno- 
menon of  inversion  now  lakes  place— that  is,  the  direction  of  the  current 
changes.  Thus,  with  iron-copper,  whereas  below  376°  copper  is  positive  to 
iron,  above  that  temperature  iron  is  positive  to  copper. 

There  is  another  general  case  in  which  no  current  is  produced  by  heating 
the  two  junctions,  and  that  is  whenever  the  arithmetical  mean  of  the  tempe- 
ratures of  the  junction  is  equal  to  this  neutral  temperature.  Thus,  for  silver 
and  iron  this  tempierature  is  228*5°,  and  no  current  is  produced  when  the 
temperature,  /,  of  the  one  is  186,  145,  and  1 18,  the  corresponding  one  of  the 
other  being  260,  302,  and  328.  If  the  mean  temperature  in  one  case  is  above 
and  in  another  below,  the  current  has  different  directions  in  the  two  cases  ; 
hence  the  electromotive  force  cannot  always  be  increased  by  raising  the 
temperature  of  one  or  lowering  the  temperature  of  another. 

As  compared  with  ordinary  hydro- electric  currents,  the  electromotive 
force  of  thermo  currents  is  very  small ;  thus  the  electromotive  force  of  a 
bismuth- copper  element  with  a  difference  of  100°  C.  in  the  temperatures  of 
their  junctions  is,  according  to  Neumann,  jJb  t^i^'  ^^^  Dan i ell's  element :  the 
electromotive    force    of   an    iron- 

argentan  couple    with    10°   to    15°  ~  * 

difference  of  temperature  at  their 
junctions  is  B^o'^at  of  aDaniell's, 
according  to  Kohlrausch  that  of  a 
copper-argentan  couple  by  -n^jy  of 
a  Daniell  for  100=  C.  The  E.M.F. 
of  a  bismuth -antimony  couple  is 
otxx»57  volt  for  a  degree  Centi- 
grade. 

941.  CkDaaaafth«nDa-al«etrto  Fig.  965. 

Mnta. — Thermo-electric     cur- 

s  are  probably  to  be  attributed  to  an  electromotive  force  produced  by  the 

tact  of  heterogeneous  substances,  a  force  which  varies  with  the  tempera- 
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ture.  When  all  the  parts  of  a  circuit  are  homogeneous,  no  current  i$  pro- 
duced on  heating,  because  the  heat  is  equally  propagated  in  all  directions. 
This  is  the  case  if  the  wires  of  the  galvanometer  are  connected  by  a  second 
copper  wire.  But  if  the  uniformity  of  this  is  destroyed  by  coiling  it  in  ii 
spiral,  or  by  knotting  il  (fig.  965),  the  needle  indicates  by  its  deflection  a 
ctirrent  going  from  the  healed  part  to  that  in  which  the  homogeneity  has 
been  destroyed  by  the  twisting  produced  ;  this  is  not  seen  with  platinum 
wire.  If  the  ends  of  the  galvanometer  wires  be  coiled  in  a  spiral,  and  one 
end  heated  and  touched  with  the  other,  the  current  goes  from  the  healed 
to  the  cooled  end. 

When  two  plates  of  the  same  metal,  but  at  different  temperatures,  are 
placed  in  a  fused  salt  sucb  as  borax,  which  conducts  electricity  but  exerts 
no  chemical  action,  a  current  passes  from  the  hotter  metal  through  the  fiised 
salt  to  the  colder  one.  Hot  and  cold  water 
in  contact  produce  a  current  which  goes 
from  the  warm  water  to  the  cold. 

Svanbeig  found  that  the  thermo-electro- 
motive  force  is  influenced  by  the  crystallisa- 
tion ;  for  instance,  if  the  cleavage  of  bis- 
muth is  parallel  to  the  face  of  contact,  it 
is  greater  than  if  both  are  at  right  angles, 
and  that  the  reverse  is  the  case  with  anti- 
mony. Thermo-electric  elecnenls  may  be 
constructed  of  either  two  pieces  of  bismuth 
or  two  pieces  of  antimony,  if  in  the  one  the 
principal  cleavage  is  parallel  to  the  place  of 
contact,  and  in  the  other  is  at  right  angles. 
Hence  the  position  of  metals  in  thermo- 
electric series  is  influenced  by  their  crystalline  structure. 

Many  crystallised  minerals  have  great  electromotive  force  when  heated 
with  metals  or  with  each  other.  Thus  the  combination  copper  pyrites- 
copper  when  heated  in  a  spirit  lamp  has  an  electromotive  force  of  012,  and 
copper  pyrites— iron  pyrites  of  018  of  a  volL 


Fig.  966. 


942.  Tb«rino-el«omo  batMrr.— From  what   has  been  said  it  wiU  be 
understood  that  a  thermo-electric  couple  -consists  of  two  metals  soldered 
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together,  the  two  ends  of  which  can  be  joined  by  a  conductor.  Fig.  966 
represents  a  bismuth -copper  couple  ;  fig.  967  represents  a  series  of  couples 
used  by  Pouillet.  The  former  consists  of  a  bar  of  bismuth  bent  twice  at 
Tight  angles,  at  the  ends  of  which  are  soldered  two  copper  strips,  c,  rf,  which 
lerminate  in  two  binding  screws  fixed  on  some  insulating  material. 

When  several  of  these  couples  are  joined  so  that  the  second  copper  of 
the  first  is  soldered  to  the  bismuth  of  the  second,  then  the  second  copper  of 
this  to  the  bismuth  of  the  third,  and  so  on,  this  arrangement  constitutes  a 
thermo-electric  battery,  which  is  worked  by  keeping  the  odd  solderings,  for 
instance,  in  ice,  and  the  even  ones  in  water,  which  is  heated  to  100°. 

943.  WolilU'a  tbermo-aleetrlo  ptia. — Nobiti  devised  a  form  of  thermo- 
electric battery,  or  pile,  as  it  is  usually  termed,  in  which  there  are  a  large 
number  of  elements  in  a  very  small  space.  For  this  purpose  he  joined  the 
couples  of  bismuth  and  antimony  in  such  a  manner  that,  after  having  formed 
a  series  of  five  couples,  as  represented  in  fig.  969,  the  bismuth  from  b  was 
soldered  to  the  antimony  of  a  second 

series  arranged  similarly ;  the  last 
bismuth  of  this  to  the  antimony  of  a 
third,  and  so  on  for  four  vertical 
-series,  containing  together  20  couples, 
commencing  by  antimony,  finishing 
by  bismuth. 

Thus  arranged,  the  couples  arc  in-  " 

sulated  from  one  another  by  means 

of  small   paper  bands  covered  with  p^^  ^s  Fi^^  ^^ 

varnish,  and  are  then  enclosed  in  a 

copper  frame,  P  (fig.  968),  so  that  only  the  solderings  appear  at  the  two 
«nds  of  the  pile.  Two  small  copper  binding  screws,  m  and  n,  insulated 
in  an  ivory  ring,  communicate  in  the  interior,  one  with  the  first  antimony, 
representing  the  positive  pole,  and  the  other  with  the  last  bismuth,  repre- 
senting the  negative  pole.  These  binding  screws  communicate  with  the 
extremities  of  a  galvanometer  wire  when  the  thermo-electric  current  is  to 
be  observed, 

944.  Baoqaerel'B  thermo-almtrlo  bktterr, — Becquerei  found  that  arti- 
ficial sulphuret  of  copper  heated  from  200°  to  300°  is  powerfully  positive, 
and  that  a  couple  of  this  substance  and  copper  has  an  electromotive  force 
nearly  ten  times  as  great  as  that  of  the  bismuth  and  copper  couple  in  fig.  966. 
Native  sulphuret,  on  the  contrary,  is  powerfully  negative.  As  the  artificial 
sulphuret  only  melts  at  about  1,035°,  't  "^y  be  used  at  very  high  tempera- 
tures. The  metal  joined  with  it  is  German  silver  {90  of  copper  and  10  of 
nickel).  Fig.  970  represents  the  arrangement  of  a  battery  of  64  couples 
arranged  in  two  series  of  32.  Fig.  971  gives  on  a  larger  scale  the  view  of  a 
single  couple,  and  fig.  972  that  of  6  couples  in  two  series  of  3.  The  sulphuret 
Is  cut  in  the  form  of  rectangular  prisms,  10  centimetres  in  length,  by  iB  mm. 
in  breadth,  and  12  mm.  thick.  In  front  is  a  plate  of  German  silver,  m,  intended 
to  protect  the  sulphuret  from  toasting  when  it  is  placed  in  a  gas  flame. 
Below  there  is  a  plate  of  German  silver  MM,  which  is  bent  several  times  so 
as  to  be  joined  to  the  sulphuret  of  the  next,  and  so  on.  The  couples,  thus 
arranged  in  two  series  of  32,  are  fixed  to  a  wooden  frame  supported  by  two 
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brass  columns,  A,  B,  on  which  it  can  be  more  or  less  raised.   Below  the  couplet 

is  a  brass  trough,  through  which  water  is  constantly  flowing,  arriving  by 
the  tube  b  and  emerging  by  the  stopcock  r.  Tlie  plates  of  Gennan  silver 
are  thus  kept  at  a  constant  lemperalure.  On  each  side  of  the  trough  are  two 
long  Argand  burners,  fed  by  gas  from  a  caoutchouc  tube,  a.  The  frame 
being  sufficiently  lowered,  the  ends  are  kepi  at  a  temperature  of  2ocf  or 
300°.    For  utilising  the  current,  two  binding  screws  are  placed  on  the  left 


Fig.  97". 

of  the  frame,  one  communicating  with  the  first  sulphuret— that  is,  the  posi- 
tive pole — and  the  other  with  the  last  Gennan  silver,  or  the  negative  pole. 
At  the  other  end  of  the  frame  are  two  binding  screws,  which  facilitate  the 
arrangement  of  the  couples  in  different  ways. 

945.  Clamond'a  Uieraui-eleairlo  bKttarr. — Of  the  attempts  which  have 
been  made  to  apply  thermo-electric  currents  to  directly  practical  purposes. 


Fig.  97'-  Fi<.  W- 

perhaps  the  most  successful  has  been  Clamond's,  which  has  been  used 
for  telegraphic  purposes  and  also  for  electroplating.  Its  characteristic 
features  are  the  construction  and  arrangement  of  the  elements,  and  the 
manner  in  which  the  heating  is  effected. 

The  negative  element  consists  of  an  alloy  of  two  parts  of  antimony  and 
one  of  zinc,  forming  a  flat  spindle-shaped  bar  from  3  to  3  inches  in  length,  by 
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j  inch  in  tliickness  (fig.  974).  The  positive  melal  is  a.  ihin  strip  or  tug  of  tin- 
plate,  stamped  as  represented  at  a  a'  in  fig,  973  ;  this  is  then  bent  in  as  shown 
a(  (:,and  being  held  in  a  mould,  the  alloy,  which  melts  at  360°  C,  is  poured 
in.  The  individual  elements  have  then  the  apftearance  represented  in  fig. 
974,  and  to  connect  them  together  the  tin  lugs  are  bent  into  shape,  and  joined 
in  a  circle  of  elements  (fig.  975),  being  kept  in  their  position  by  a  paste  of 
asbestos  and  soluble  glass ;  flat  rings  of  this  composition  are  also  made, 
and  are  placed  between  each  series  of  rings  piled  over  each  other ;  the  con- 
Dcciion  between  the  individual  elements  and  between  the  sets  of  rings  is 
made  by  soldering  together  the  projecting  ends  of  the  lin  lugs.  Thin  plates 
of  mica  are  placed  between  the  alloy  and  the  tin-plate,  excepting  at  the 
place  of  soldering.     Looked  at  from  the  inside, 

the  feces  of  the  battery  present  the  appearance  ^R 

of  a  perfect  cylinder. 

The  heating  is  efTecied  by  means  of  coal      J/nii» 
gas,  admitted  through  an  earthenware  tube, 
A  B,  fig.  976,  perforated  by  numerous  small 
holes  ;  this  is  surrounded  by  a  somewhat  larger 

iran  lube,  C  D,  reaching  nearly  lo  the  top  of  the  rig,  ^^j.  Fig.  974. 

cylinder,  which  is  closed   by  a  lid,  E  F,    Air 

enters  at  the  bottom  of  this  tube,  and  the  heated  gases,  passing  up  the  tube, 
curl  over  the  top,  descend  on  the  outside,  and  escape  by  a  chimney,  G  H.  Tliis 
arrangement  economises  gas  and  prevents  danger  from  overheating,  as  the 
gas-jets  do  not  impinge  directly  on  the  element     The  supply  of  gas   is 


ftr 


regulated  by  an   automatic  arrangement,  so  that  the  temperature  is  not 
higher  than  about  zoo". 

Although  sometimes  convenient,  thermo-electric  batteries  are  by  no  means 
an  economical  source  of  electricity.  Thus  a  Clamond's  battery  of  120  ele- 
ments has  an  E.M.P'.  of  8  volts,  and  a  resistance  of  y2  ohms  ;  its  maximum 
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available  work  can  be  shown  lo  be  5  watts  per  second ;  and  the  consump' 
tion  of  gas  per  hour  is  180  litres.  The  heat  of  combustion  of  a  litre  of  gas 
gives  5,200  gramme  calories;  the  heat  expended  per  second  is,  therefore, 
260  calories,  which  would  correspond  to  1,084  watts.  The  yield  is  ibcit- 
fore  only  about  gj^  of  the  heal  supplied. 

Taking  the  ordinary  price  of  gas  in  large  towns,  the  cost  of  producing  a 
horse-power  by  a  thermo-electric  battery  would  be  nearly  three  shillings  in 
hour  for  gas  alone. 

946.  XeUonl's  tbermomnltlpUer.— We  have  already  noticed  (434]  the 
use  which  Melloni  made  of  Nobili's  pile,  in  conjunction  with  the  galvano- 
meter, for  measuring  the  most  feeble  alterations  of  temperature.  Tlie 
arrangement  he  used  for  his  experiment  is  represented  in  fig.  977. 

On  a  wooden  base,  provided  with  levelling  screws,  a  graduated  copper 
rule,  about  a  metre  long,  is  fixed  edgeways.  On  this  rule  the  various  pans 
composing  Che  apparatus  are  placed,  and  their  distance  can  be  fixed  by 
jneans  of  binding  screws,    a  is  a  support  for  a  Locatelii's  lamp,  or  other  source 


-of  heat  i  F  and  E  are  screens  ;  C  is  a  support  for  the  bodies  under  experi- 
ment, and  »i  is  a  tbermo-electrical  battery.  Near  the  apparatus  is  a  gal- 
vanometer, D  ;  this  has  only  a  comparatively  few  turns  of  a  tolerably  thict 
(i  mm.)  copper  wire  ;  for  the  electromotive  force  of  the  therm o-currents  is 
small,  and  as  the  internal  resistance  is  small  too,  for  it  only  consists  of  metal, 
it  is  clear  that  no  great  resistance  can  be  introduced  into  the  circuit  if  ibe 
current  is  not  to  be  completely  stopped.  Such  galvanometers  are  called 
thcrmomullipliers.  The  delicacy  of  this  apparatus  is  so  great  thai  the  beat 
of  the  hand  is  enough,  ai  a  distance  of  a  yard  from  the  pile,  to  deflect  tbc 
needle  of  the  galvanometer. 

In  using  it  for  measuring  temperature,  the  relation  of  the  deflection  of  the 
needle,  and  therefore  of  the  strength  of  the  current,  to  the  difference  of  the 
temperatures  of  the  two  ends  must  be  determined.  That  known,  the  tem- 
peratures of  the  ends  not  exposed  to  the  source  of  heat  also  being  known,  the 
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observed  deflection  gives  the  temperature  of  the  other,  and  therewith  the 
intensity  of  the  source  of  heat. 

The  most  sensitive  arrangement  of  this  class  is  the  radiomicro meter 
invented  by  Mr.  Boys.  It  consists  of  a  light  thermoj unction  suspended  by 
a  thin  quartz  thread  (89)  between  the  poles  of  a  strong  horse-shoe  magnet ; 
k-resembles  in  fact  D'Arsonval's  galvanometer  (fig.  84).  With  the  slightest 
difference  in  the  temperature  of  the  two  ends  of  the  bars  of  the  thermo  pair 
a  current  is  produced  in  its  circuit,  and  this  being  in  a  magnetic  field  is 
deflected  like  any  current  under  the  influence  of  a  field.  And  as  the  force 
tending  to  deflect  it,  is  the  product  of  the  current  into  the  strength  of  the 
field,  it  follows  that  with  a  strong  field  only  an  extremely  feeble  current  is 
necessary  to  produce  a  considerable  deflection.  By  its  means  Mr.  Boys  can 
detect  differences  of  less  than  one-millionth  of  a  degree  Centigrade.  It 
will  clearly  respond  to  a  quantity  of  heat  not  greater  than  that  which  would  be 
received  on  a  halfpenny  by  the  flame  of  a  candle  at  a  distance  of  1,530  feet. 

947.  Vropertles  and  uses  of  tlienno-eleotrlo  currents. — ^Thermo-elec- 
tric currents  are  of  extremely  low  potential,  but  of  great  constancy ;  for  their 
opposite  junctions  can  easily  be  kept  at  0°  and  100°  C.  by  means  of  melting 
ice  and  boiling  water.  On  this  account,  Ohm  used  them  in  the  experimental 
establishment  of  his  law.  They  can  produce  all  the  actions  of  the  ordinary 
battery  in  kind,  though  in  less  degree.  By  means  of  a  thermo-electrical  pile 
consisting  of  769  elements  of  iron  and  German  silver,  the  ends  of  which 
differed  in  temperature  by  about  10°  to  15°,  Kohlrausch  proved  the  presence 
of  free  positive  and  negative  electricity  at  the  two  ends  of  the  open  pile 
respectively.  He  found  that  the  potential  of  the  free  electricity  was  nearly 
proportional  to  the  nuniber  of  elements,  and  also  that  the  electromotive  force 
of  a  single  element  under  the  above  circumstances  was  about  ^^^^that  of  a 
single  Daniell's  element.  On  account  of  their  low  potential,  thermo-electric 
piles  produce  only  feeble  chemical  actions.  Botto,  however,  with  1 20  platinum 
and  iron  wires,  decomposed  water. 

948.  Tbermo-eleotrlo  diagram. — Thermo-electric  relations  may  be  very 
conveniently  illustrated  by  means  of  what  is  called  the  thenno-electric  dia- 
gram. In  fig.  978  the  abscissae  represent  the  temperatures  of  the  junctions 
on  the  centigrade  scale.  If,  now,  the  thermo-electric  deportment  of  any 
metal  with  another,  taken  as  standard,  be  determined  for  any  given  tempe- 
rature, the  corresponding  differences  of  potential  are  represented  by  an 
ordinate  according  to  a  definite  scale.  In  the  diagram  the  ordinates  repre- 
sent microvolts  (964),  and  lead  is  taken  as  standard.  A  line  which  connects 
the  ordinates  thus  determined  is  called  a  thermo-electric  line ;  the  lines  are 
here  represented  as  straight,  though  some,  such  as  iron  and  nickel,  present 
distinct  sinuosities,  and  may  thus  cross  the  straight  line  belonging  to  another 
metal  more  than  once,  indicating  therefore  more  than  one  neutral  temperature. 

It  will  be  seen  that,  if  we  know  the  differences  of  potential  of  any  two 
metals  in  respect  of  lead,  the  thermo-electrical  lines  give  us  the  diflferences 
of  potential  of  these  two  metals  directly.  If,  for  example,  for  the  metals 
copper  and  iron  the  junctions  are  heated  to  0°  and  100®  respectively,  the 
mean  temperature  is  50°,  and  the  difference  of  the  two  ordinates  yy'  gives 
the  thermo-electric  force  of  the  combination  for  this  mean  temperature,  the 
metal  at  the  top,  copper,  being  electropositive  ;  the  area  xo  —  i  SjTj  represents 
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the  total  thermo-electric  force  in  the  circuit.  If  Ihe  temperatures  of  the  two 
junctions  were  300°  and  500°,  the  mean  temperature  will  now  be  400'',  and 
(he  difference,^y,  would  represent  the  thenno-electric  force,  which  in  this 
case  would  be  from  iron  to  copper ;  that  is,  iron  is  now  electropo^tive  lo 


Fit.  9?E. 

The  point  n  where  two  lines  cross  one  another,  and  where,  therefore,  there 
is  no  electromotive  force,  represents  the  neutral  temperature,  or  temperature 
of  inversion  (940);  for  copper- iron  this  is  at  276°,  for  iron-cadmium  it  is  at  140^. 

949.  BBoqnerel'a  aleetrlo  pjrometer, — This  apparatus  is  an  improved 
foim  of  one  originally  devised  by  Pouillet  It|consists(fig.  979)of  twowiies, 
one  of  platinum  and  Che  other  of  palladium,  both  two  metres  in  length  and 
a  square  millimetre  in  section.  They  are  not  soldered  at  the  ends,  but  firmly 
tied  for  a  distance  of  a  centimetre  with  fine  platinum  wire.  The  palladinoi 
wire  is  enclosed  in  a  thin  porcelain  tube ;  the  platinum  wire  is  on  the  outside, 
and  the  whole  is  enclosed  in  a.  larger  porcelain  tube,  P.  At  the  end  of  this 
is  the  junction,  which  is  adjusted  in  the  place  the  temperature  of  which  isto 
be  investigated.  At  the  other  end  project  the  platinum  and  palladium  wires 
m  and  n,  which  are  soldered  to  two  copper  wires  that  lead  the  current  to  a 
magnetometer,  G,  These  wires  at  the  junction  are  placed  in  a  glass  tube 
immersed  in  ice,  so  that,  being  both  at  the  same  temperature,  they  give  rise 
to  no  current. 

TTie  magnetometer,  which  was  devised  by  Weber,  is  in  effect  a  laige 
galvanometer.  It  consists  of  a  magnetised  bar,  ab,  placed  in  the  centre  of 
a  copper  frame,  which  damps  the  oscillations  (905)  and  rests  on  a  stimip, 
H,  which  in  turn  is  suspended  to  a  long  and  very  fine  platinum  wire.  On 
the  stirrup  is  fixed  a  mirror,  M,  which  moves  with  the  magnet,  and  gives 
by  reflection  the  image  of  divisions  traced  on  a  horizontal  scale,  £,  at  a 
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distance.  These  divisions  are  observed  by  a  telescope.  With  this  view, 
before  the  current  passes  the  image  of  the  zero  of  the  scale  is  made  to  coin- 
cide with  the  micrometer  wire  of  the  telescope  :  then  Che  slightest  deflection 
of  the  mirror  gives  the  image  of  another  division,  and  therefore  the  angular 
deflection  of  the  bar  magnet.  This  angle  is  always  small,  and  should  not 
exceed  3  or  4  degrees  :  this  is  ejected  by  placing,  if  necessary,  a  rheostat  or 
a  resistance  coil  in  the  circuit.  The  angular  deflection  being  known,  the 
intensity  of  the  current  and  the  temperature  of  the  junction  ate  deduced  from 
pyromctric  tables.  These  are  constructed  by  interpolation  when  the  strengths 


are  known  which  correspond  to  two  temperatures  near  those  to  be  observed. 
The  indications  of  the  pyrometer  extend  to  the  fusing  point  of  palladium. 

Lechatellier  has  greatly  improved  this  method  by  using  a  couple  of 
platinum  associated  with  an  alloy  of  platinum  with  lo  per  cent,  of  rhodium, 
both  in  the  form  of  wires.  These  are  connected  with  a  Deprez  and 
D'Arsonval's  dead-beat  galvanometer  (821).  The  couple  is  placed  in  various 
metals  and  salts  at  their  melting  points,  the  temperatures  of  which  are 
known,  and  from  the  observed  deflections  a  scale  is  empirically  graduated. 
In  this  way  temperatures  up  lo  1,200°  C.  may  be  determined  which  are  accu- 
rate to  within  10°. 


990 


Dynamical  Electricity 


[960-^ 


950.  Peltier's  experiment. — When  on  a  bar  of  bismuth,  BB',  cut  half- 
way through  at  its  centre  (fig.  980),  is  soldered  a  bar  of  antimony  with  a 
similar  cut,  and  when  the  ends  A  and  B  are  connected  with  a  galvanometer^ 
the  needle  of  the  galvanometer  is  deflected  in  one  direction  when  the  junction 
is  heated,  and  in  the  other  when  it  is  cooled. 

Peltier  found  by  means  of  this  apparatus,  which  is  known  as  Peltiei's 
cross,  that  when  the  end  A'  was  connected  with  one  pole,  and  B'  with  the 
other  pole  of  a  voltaic  element,  so  that  a  current  passed  from  A'  threugh  the 
junction  to  B',  the  needle  was  deflected  in  such  a  direction  as  to  show  that 
the  junction  was  heated  when  the  positive  current  passed  from  A'  to  B', 
while  it  was  cooled  when  the  current  passed  in  the  opposite  direction. 
This  is  called  the  Peltier  effect.  In  order  to  show  the  cooling  effect,  this 
experiment  may  be  made  by  hermetically  fixing  in  two  tubulures  in  an  air 

thermometer  a  compound  bar  consisting  of  bismuth 
and  antimony  soldered  together,  in  such  a  manner 
that  the  ends  project  on  each  side.  The  projecting 
parts  are  provided  with  binding  screws,  so  as  to  allow 
a  current  to  be  passed  through.  When  the  positive 
current  passes  from  the  antimony  to  the  bismuth,  the 
air  in  the  bulb  is  heated,  it  expands,  and  the  liquid  in 
the  stem  sinks  ;  but  if  it  passes  in  the  opposite  direc- 
tion the  air  is  cooled,  it  contracts,  and  the  liquid  rises  in  the  stem.  The 
current  must  not  be  too  strong ;  that  of  a  single  Bunsen's  cell  is  usually 
sufficient ;  it  is  best  regulated  by  a  rheostat  (949)' 

By  making  a  small  hole  at  the  junction  of  a  bismuth  and  antimony  bar,  in 
which  was  placed  a  drop  of  water  and  a  small  thermometer,  the  whole  being 
cooled  to  zero,  Lenz  found  that  when  a  current  was  passed  from  bismuth 
to  antimony  the  water  was  frozen  and  the  thermometer  sank  to  —  3*5°  C. 

The  Peltier  experiment  may  also  be  illustrated  by  interposing  an  iron 
wire  between  two  copper  wires,  and  surrounding  the  first  with  water  at  o^ 
and  the  second  with  ice  at  0°.  On  passing  a  feeble  current,  it  is  found  that 
as  much  ice  melts  at  one  junction  as  is  produced  at  the  other. 

The  Peltier  effect  is  independent  of  the  heating  effect  produced  when  a 
current  traverses  any  conductor,  and  ^hich  may  be  called  the  frictional 

heating  ox  Joule  effect.  The  heat  due 
to  this  cause  is  proportional  to  the 
square  of  the  current,  C,  to  the  re- 
sistance, R,  and  to  the  time,  /,  and  is 
independent  of  the  direction  of  the 
J^  current  (830) ;  while  the  Peltier  effect 
is  proportional  to  the  strength  of  the 
current  and  to  the  time,  and  is  re\*er- 
sible  with  its  direction.  This  suggests 
a  method  of  determining  the  effect  in 
question.  If  this  be  called  ^  the 
heat  due  to  it  will  be  ^C/,  and  that 
due  to  the  frictional  heating  Mrill  be 
C'R/.  Hence  if  the  current  be  passed  so  that  in  one  case  the  Peltier  effect 
coincides  with  the  Joule  effect,  while  in  the  other  it  is  opposed  to  that  effect. 


B 


Fig.  981. 
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we  shall  have  for  the  total  heat  H  and  H'  in  the  two  cases :  H  =  OR/  +  JvC/,, 
and  H'  =  C^R/  -  ^C/,  from  which 

That  the  Peltier  effect  is  independent  of  the  Joule  heating  has  been  in- 
vestigated by  Edlund,  by  a  method  the  principle  of  which  is  represented  in 
fig.  981.  M  and  N  are  two  bulbs,  and  are  connected  by  a  narrow  glass, 
tube,  in  which  is  a  drop  of  liquid  serving  as  index.  The  rods  of  metal 
A  and  B  are  fixed  airtight  in  the  bulbs,  and  are  soldered  at  m  and  n^  while 
the  free  ends  can  be  connected  with  a  battery.  If  the  pieces  m  and  n  inside 
the  glass  vessels  offer  the  same  resistance,  and  these  vessels  are  of  the  same 
size,  when  the  current  passes  the  Joule  effect  is  the  same  in  each  case,  and 
consequently  the  index  is  equally  pressed  in  opposite  directions,  and  there- 
fore does  not  move.  But  the  Peltier  effect  is  opposite  in  the  two  vessels, 
and  produces  a  displacement  of  the  index,  from  which  the  change  of  tem- 
perature can  be  deduced. 

The  Peltier  effect,  as  will  be  seen,  is  greater  as  the  term  2C/,  or  the  strength 
of  the  current,  is  less,  and  hence  it  can  only  be  shown  with  feeble  currents. 

These  experiments  form  an  interesting  illustration  of  the  principle,  that 
whenever  the  effects  of  heat  are  reversed  heat  is  produced  ;  and  whenever 
the  effects  ordinarily  produced  by  heat  are  otherwise  produced,  cold  is  the 
result;  for  cooling  takes  place  when  the  current  is  in  the  same  direction 
as  the  thermo-current  which  would  be  produced  by  heating  the  junctions^ 
and  heating  when  the  current  is  in  the  opposite  direction. 

950a.  Tliomson  effect. — If  we  take  two  bars  of  the  same  metal  A  B  and 
A'  B',  which  are  connected  at  the  ends  A  A',  by  a  wire,  while  a  current  can 
be  passed  through  the  other, 
then  the  temperature  of  each 
part  of  the  bar  due  to  the 
Joule  effect  would  be  the 
same  when  the  stationary 
condition  is  attained.     If  the 

two  ends  B  B'  are  kept  at  a  j^  I  C         /  B 

constant  temperature  of  100°        ^ — ^\  '■; '  ^  ww  i-ii.'V  •  'i; '1:111-;  1  ■iiiniM'.Hfa-ti'irti::!!-!''  ^^w^ 
by  being  immersed  in  boiling 

water,  while  the  others  A  A',  _^_ l:L? S 

are    placed    m  meltmg  ice,  a'  c'  ^ 

and   are  thus  at   0°,  and   if  Fig.  982. 

now  a  thermopile  be  placed 

with  its  two  opposite  faces  in  contact  with  symmetrical  positions  of  the  two* 
bars,  it  will  be  found  that  when  a  current  passes  through  the  system  at  A  A',, 
the  galvanometer  of  the  thermopile  is  deflected,  showing  that  there  is  a  dif- 
ference of  temperature  at  the  two  ends  of  the  pile — that  is,  the  corre- 
sponding parts  of  the  bars  are  not  at  the  same  temperature.  In  the  case  of 
copper,  silver,  zinc,  and  antimony  the  point  would  be  hotter  on  that  bar 
along  which  the  positive  current  passes  from  cold  to  hot ;  in  the  case  of 
tin,  aluminum,  platinum,  bismuth,  and  iron  it  is  hotter  when  the  negative 
current  passes. 
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This  phenomenon,  which  is  known  as  the  Thomson  effect  from  its  dis- 
coverer, Lord  Kelvin,  is  most  marked  in  antimony  among  positive  metals, 
and  in  iron ;  it  is  a  sort  of  electrical  convection  of  heat ;  in  copper  the 
positive  current  carries  electricity  along  with  it  more  readily  than  iron  ;  it 
has,  in  short,  a  greater  specific  heat  of  electricity, 

Le  Roux  found  that  lead  has  no  Thomson  effect  He  also  showed  that 
this  effect  is  proportioned  to  the  strength  of  the  current. 
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CHAPTER   IX 

DETERMINATION  OF  ELECTRICAL  CONSTANTS 

951.  Xbeomtet.— A  R/ieoslal  is  an  instrument  by  which  the  n 
any  given  circuit  can  be  increased  or  diminished  without  opening  the  circuit. 
The  original  form  invented  by  Wheatstone  consists  of  two  parallel  cylinders, 
one,  A,  of  brass,  the  other,  B,  of  wood  (fig.  983).  In  the  latter  there  is  a 
spiral  groove,  which  terminates  at  a  in  a  brass  ring,  to  which  is  fixed  the 
end  of  a  fine  brass  wire.  This  wire,  which  is  about  40  yards  long,  is  partially 
coiled  on  the  groove  ;  it  passes  to  the 

cylinder  A,  and,  after  a  great  number 
of  turns  on  this  cylinder,  is  fixed  at 
the  extremity  <■.  Two  binding  screws, 
n  and  o,  connected  with  the  battery, 
communicate  by  two  steel  plates  ;  one 
with  the  cylinder  A,  the  other  with 
the  ring  n. 

When  a  current  enters  at  o,  it 
simply  traverses  that  piortion  of  the 
wire  rolled  on  the  cylinder  B,  where 
the  windings  are  insulated  by  the 
grooves;  passing  thence  to  the  cyhnder 
A,  which  is  of  metal,  and  in  contact 
with    the    wire,    the    current    passes 

directly  to  m,  and  thence  to  n.    Hence,  Fij.  ^bj. 

if  the  length  of  the  current  is  to  be  in- 
creased, the  handle  d  must  be  turned  from  right  to  left  If,  on  the  contrary, 
it  is  to  be  diminished,  the  handle  is  to  be  fixed  on  the  axis  •:,  and  turning 
then  from  left  to  right,  the  wire  is  coiled  on  the  cylinder  A.  The  length  of 
the  circuit  is  indicated  in  feet  and  inches,  by  two  needles,  at  the  end  of 
the  apparatus  not  seen  in  the  figure,  which  are  moved  by  the  cylinders  A 
and  B. 

952.  Detemiutlan  of  tlw  resUteiice  of  «  oonaaoMr.  B«<ln«ea 
lenKiii. — If  in  the  circuit  of  a  constant  element  a  tangent  galvanometer  be 
interposed,  a  certain  deflection  of  the  needle  will  be  produced.  If,  then,  dif- 
ferent lengths  of  copper  wire  of  the  same  diameter  be  successively  interposed. 
corresponding  deflections  will  in  each  case  be  produced.  Let  us  suppose 
that  in  a  particular  case  the  tangent  of  the  angle  of  deflection  (S23)  observed 
with  the  element  and  tangent  galvanometer  alone  was  1  -88,  and  that  when 
5,  40,  70,  and  100  yards  of  copper  wire  were  successively  placed  in  the 
circuit,  the  tangents  of  the  corresponding  deflections  were  0849,  0-172, 

3S 


994  Dynamical  Electricity  [99S- 

O'io5,  and  0'074.  Now,  in  this  experiment,  the  total  resistance  consists  of 
two  components— (he  resistance  offered  by  the  element  and  the  tangent 
galvanometer,  and  the  resistance  offered  by  the  wire  in  each  case.  The 
former  resistance  may  be  supposed  to  be  equal  to  the  resistance  of  x  yards 
of  copper  wire  of  the  same  diameter  as  that  used,  and  then  we  have  the 
following  relations  : — 

Length  of  wire  Tangent  of  angle  of  defUcHon 

X  yards i'88 

^+5 o"849 


:r+ioo     „ o-o?4 

If  the  intensities  of  the  currents  are  inversely  as  the  resistances— that  is, 
as  the  lengths  of  the  circuits — the  proportion  must  prevail, 
j::.i-+5-o-849  :  r88 ; 
.  from  which  :r»4'ii.  Combining, in  like  manner,  the  other  observations,  we 
get  a  series  of  numbers,  the  mean  of  which  is  4'o8.  That  is,  the  resistance 
offered  by  the  element  and  galvanometer  is  equal  to  the  resistance  of  4'o8 
yards  of  such  copper  wire,  and  this  is  said  to  be  the  reduced  length  of  the 
element  and  galvanometer  in  terms  of  the  copper  wire. 

It  is  of  great  scientific  and  practical  importance  to  Xtxvti&unit  ox  standari 
of  comparison  of  resistance,  and  numerous  such  have  been  proposed.  Jacobi 
proposed  the  resistance  of  a  metre  of  a  special  copper  wire  a  millimetre  in 
diameter.  Copper  is,  however,  ill  adapted  for  this  purpose,  as  it  is  difiicali 
to  obtain  pure,  Matthiessen  proposed  an  alloy  of  gold  and  silver,  contain- 
ing two  parts  of  gold  and  one  of  silver  ;  its  conducting  power  is  very  little 
affected  by  impurities  in  the  metals,  by  annealing,  or  by  moderate  changes 
of  temperature. 

Siemens'  unit  is  a  metre  of  pure  mercury,  having  a  section  of  a  square 
millimetre.  Its  actual  material  reproduction  for  ordinary  use  is  a  German 
silver  wire  3'8  metres  in  length  and  0'9  mm.  in  diameter.  It  is  0-9534  of 
an  ohm  (963).  A 
mile  of  No.  16  pun 
copper  wire  repre- 
sents a  resistance  o 
1367  ohms. 

953-  »— l«wo» 
coua— The  actiu 
material  production 
of  a  standard  resist- 
ance is  ordinarily  a 
given  length  of  wire 
of  a  certain  definite 
material,  and  is 
Fig.  ^84.  known    as  a  rtsiit- 

aace  coil.    An  alloy 
of  silver  u-ith  about  ^  of  platinum  is  best,  as  it  is  very  permanent,  and  its  le- 
es  little  with  increase  of  temperature.    Such  resistance  coils  are 
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usually  employed  in  what  are  called  resistance  boxes  (fig.  984).  Fig.  985 
represents  the  way  in  which  resistance  coils  are  affixed  inside  the  box.  On 
the  top  of  the  box,  which  is  of  slate  or  ebonite,  are  a  number  of  solid  pris- 
matic pieces  of  brass  fixed  a  little  distance  apart ;  at  their  ends  are  conical 
perforations  in  which  fit  brass  plugs.  Inside  the  box  are  fitted  to  these 
brass  pieces  the  various   lengths   of  — .     ^,--.    ^—^ 

wires  which  represent  very  accurately  gj    O     l-J    L-J1 


the  resistances ;  they  are  covered 
with  insulated  wire,  and  are  wound 
double,  so  as  to  neutralise  any  ex- 
traneous inductive  action.  If  the 
terminals  of  a  circuit  are  connected 
with  TT',  fig.  985,  and  all  the  plugs 
are  inserted,  the  resistance  box  offers 
no  appreciable  resistance,  for  the 
current  passes  by  the  plugs  and  the 
massive  metal ;  but  by  taking  out  any  of  the  plugs  the  current  has  to  pass 
through  the  wire  coil  between  the  two  brass  pieces,  and  thus  its  resistance  is 
introduced.     In  fi^,  984  this  represents  the  use  of  a  resistance  of  74  ohms. 

The  coils  are  in  multiples  and  submultiples  of  ohms,  and  are  so  arranged 
that  their  combination  may  be  as  greatly  varied  with  as  few  resistances  as 
possible.  Thus  a  set  of  eleven  coils  of  o-i,  0-2, 0-2, 0-5, 2,  2,  5,  10,  10,  20,  and 
50  enables  us  to  introduce  any  resistance  from  ci  to  100  into  the  circuit. 

Resistance  boxes  have  almost  entirely  superseded  the  rheostat  and 
similar  instruments.  They  are  more  accurate,  and  not  nearly  so  likely  to 
suffer  from  use. 

954.  Atosolnte  measnre  of  eleotrloal  resistanoe. — When  the  resistance 
of  any  conductor  has  been  measured  and  expressed  by  reference  to  any  of 
the  standards  of  resistance  mentioned  in  the  preceding  paragraph,  the  num- 
ber denoting  the  result  of  the  measurement  still  does  not  tell  us  what  the 
resistance  of  the  conductor  in  question  really  is  ;  it  only  tells  us  what  mul- 
tiple it  is  of  the  resistance  of  the  particular  conductor  with  which  the  com- 
parison has  been  made.  It  gives  us  merely  a  relative  and  not  an  absolute 
measure.  Just  in  the  same  way,  if  we  are  told  that  the  pressure  of  the  steam 
in  a  boiler  is  equal  to  (say)  8  atmospheres  (157),  this  statement  does  not  in 
itself  enable  us  to  form  any  estimate  of  what  the  actual  pressure  of  the  steam 
is  ;  it  only  tells  us  that,  whatever  the  pressure  of  an  atmosphere  may  be, 
that  of  the  steam  is  8  times  as  great.  In  order  that  we  may  be  able  to  cal- 
culate what  effects  the  pressure  of  the  steam  is  capable  of  producing,  we 
require  to  have  it  stated  in  absolute  measure — that  is,  not  how  much  greater 
or  less  it  is  than  some  other  pressure — but  what  actual  force,  is  exerted  by  it 
on  each  unit  of  surface.  So,  for  very  many  purposes,  we  require  absolute 
measures  of  electrical  resistance,  instead  of  mere  comparisons  of  the  resist- 
ance of  one  conductor  with  that  of  another. 

To  see  how  it  is  possible  to  get  an  absolute  measure  of  resistance,  we 
must  go  back  to  the  fundamental  meaning  expressed  by  the  term.  If,  by 
any  means  whatever,  a  definite  electromotive  force  or  difference  of  potential  is 
maintained  between  any  two  given  cross-sections  of  a  conductor,  a  constant 
electric  current  flows  from  one  cross-section  to  the  other,  and,  for  the  same 
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conductor,  the  ratio  of  the  electromotive  force  to  the  strength  of  the  result- 
ing current  is  constant.  That  is,  if  Ej,  Ej,  E,,  ...  be  various  values 
successively  given  to  the  electromotive  force,  and  C,,  Cj,  Cj,  .  .  .  be  the 
corresponding  strengths  of  the  current,  then 

^1  =  ^3-^8=  .  .  .   =  R  (a  constant). 
Cj     Cg      C-3 

This  constant  ratio  of  electromotive  force  to  strength  of  current  is  charac- 
teristic of  the  individual  conductor  employed,  and  is  called  its  electrical 
resistance.  And,  when  the  resistance  of  a  conductor  is  stated  as  the  value 
of  the  ratio  in  question,  the  statement  gives  us  the  absolute  measure  of  the 
resistance  ;  that  is,  it  gives  us  definite  information  about  the  electrical  pro- 
perties of  that  particular  conductor  without  implying  a  comparison  of  it  with 
any  other  conductor. 

Hence  it  appears  that  the  absolute  resistance  of  a  given  conductor  is 
determined  if  we  can  ascertain  the  ratio  of  any  electromotive  force  to  the 
strength  of  the  current  which  it  is  capable  of  producing  in  the  conductor  in 
question.  It  is  not,  however,  needful  to  make  an  independent  measurement 
of  this  ratio  in  the  case  of  every  conductor  whose  resistance  we  require  to 
know  ;  it  is  sufficient  to  determine  it  once  for  all  for  ^ome  one  conductor,  and 
then,  taking  this  conductor  as  a  standard,  to  compare  the  resistance  of  other 
conductors  with  that  of  this  one,  by  means  of  Wheatstone's  Bridge  (948)^ 
or  any  other  convenient  method. 

The  methods  available  for  determining  the  ratio  between  electromotive 
force  and  resistance,  required  for  an  absolute  measurement  of  resistance^ 
depend  on  the  electromagnetic  phenomena  presented  by  electric  conductors 
and  currents  ;  it  will  be  sufficient  here  to  indicate  the  general  principles 
upon  which  such  methods  can  be  founded.  From  what  has  been  said  it  will 
be  seen  that  any  method  for  this  purpose  involves  a  measurement  of  electro- 
motive force  and  a  measurement  of  the  strength  of  a  current  It  will  be 
convenient  to  treat  these  two  parts  of  the  process  separately. 

A.  Absolute  measurement  of  electromotive  force. — When  any  electric 
conductor  is  moved  in  a  magnetic  field  (707) — that  is  to  say,  in  any  region 
where  there  is  magneticTorce— an  electromotive  force  is  in  general  developed 
in  the  conductor  during  its  motion.  The  magnitude  of  this  electromotive 
force  depends  upon  the  strength  of  the  magnetic  field,  on  the  length  and 
form  of  the  conductor,  and  on  the  velocity  and  direction  of  its  motion.  The 
simplest  case  is  presented  by  a  straight  conductor,  with  its  length  perpen- 
dicular to  the  direction  of  the  force  in  a  uniform  magnetic  field,  and  moving 
at  right  angles  to  its  length  and  to  the  direction  of  the  force.  If  T  be  the 
strength  of  the  field,  /  the  length  of  the  conductor,  and  v  the  velocity,  the 
electromotive  force  E  is  — jf 

E  -  kiiv,        r^ 

where  >&  is  a  constant,  depending  on  the  unit  adopted  for  the  measurement 
of  electromotive  force.  If  we  define  the  unit  of  electromotive  force  as  that 
which  is  developed  in  a  conductor  of  unit  length  moving  (in  the  way  specified 
above)  unth  unit  velocity  in  a  magnetic  field  of  unit  intensity^  the  constant  t 
becomes  =  i,  and  the  value  of  E  is 

E  =  T/r. 
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If  the  length  and  the  direction  of  motion  of  the  conductor  are  not  at  right 
angles  to  the  direction  of  magnetic  force,  we  must  project  both  on  a  plane 
perpendicular  to  the  direction  of  the  force  ;  thus,  if  the  conductor  is  inclined 
at  an  angle  a,  and  moves  in  a  direction  making  an  angle  fi^  both  being 
measured  from  the  direction  of  magnetic  force,  the  electromotive  force 
becomes 

E  =  T/  sin  a,  v  sin  /S. 

If  the  conductor  is  bent  in  any  way,  so  that  a  has  different  values  for  different 
parts,  and  if  the  direction  or  velocity  of  its  motion  varies  from  one  part  to 
another,  we  may  conceive  of  it  as  divided  into  a  great  number  of  equal  parts, 
each  so  small  that  no  sensible  variation  of  a,  3,  or  v  can  occur  within  it,  we 
may  calculate  the  electromotive  force  due  to  each  of  these  small  parts  taken 
separately  by  the  last  formula,  and  then,  adding  all  the  results  together,  we 
obtain  the  electromotive  force  developed  in  the  whole  conductor.  A  little 
consideration  will  show  that  the  following  statement  is  equivalent  to  that  just 
given  :  namely,  the  electromotive  force  generated  in  a  conductor  moving 
in  any  manner  in  a  magnetic  field  is  proportional  at  each  instant  to  the 
rate  of  variation  of  the  area  swept  over  by  its  projection  on  a  plane  perpen- 
dicular to  the  direction  of  the  magnetic  force ;  and  the  average  electromotive 
force  acting  in  the  conductor  during  any  interval  of  time  is  proportional 
directly  to  the  total  area  swept  over  by  its  projection  during  the  interval, 
and  inversely  to  the  length  of  the  interval. 

In  order  to  apply  practically  the  principles  that  have  been  pointed  out, 
it  is  most  convenient  to  take  advantage  of  the  magnetic  field  due  to  the 
magnetism  of  the  earth.  Throughout  any  moderate  space  at  a  distance 
from  magnets  or  masses  of  iron,  the  magnetic  force  due  to  the  earth  is 
uniform  in  intensity  and  direction.  Suppose,  then,  a  circular  conducting 
ring,  placed  so  that  its  plane  is  perpendicular  to  the  direction  of  the  earth's 
magnetic  force — that  is,  to  the  direction  of  the  dipping  needle — to  be  turned 
through  half  a  revolution  about  one  of  its  diameters  ;  we  may  regard  its  pro- 
jection on  a  plane  perpendicular  to  the  direction  of  the  earth's  force  to  be 
made  up  of  the  projections  of  the  two  semicircles  into  which  it  is  divided  by 
the  axis  of  rotation.  During  the  half-turn  made  by  the  ring,  the  projection 
of  each  semicircle  sweeps  through  an  area  equal  to  that  of  the  whole  ring  ; 
but  one  projection  passes  over  this  area  in  one  direction,  and  the  other  in 
the  opposite  direction.  Consequently,  equal  electromotive  forces  are  gene- 
rated in  the  two  halves  of  the  ring,  in  opposite  directions  as  regarded  from 
outside,  but  both  in  the  same  direction  if  considered  as  tending  to  produce  a 
current  round  the  ring  :  the  total  electromotive  force  is  therefore  the  sum  of 
the  forces  in  the  two  halves,  and  if  r  be  the  radius  of  the  ring,  and  therefore 
^r-  its  area,  and  n  the  number  of  revolutions  per  second,  so  that  the  time 

occupied  by  each  half-revolution  is       ,  the  average  electromotive  force  act- 

in 

ing  in  the  ring  as  it  rotates  uniformly  about  a  diameter  is 

2T  .  7rr»-^   ^  ^^l-nrn, 
in 

where  T  stands  for  the  whole  intensity  of  the  earth's  magnetic  force.  If, 
instead  of  a  single  ring,  we  have  a  circular  coil  of  wire  of  u  convolutions. 
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and  if  the  axis  of  rotation  makes  any  angle  a  w^th  the  line  of  dip,  the  elec- 
tromotive force  due  to  the  rotation  of  the  coil  is 

E  =  ^Tnr^nu  sin  a. 
Consequently,  the  rotation  of  a  coil  of  wire  under  the  circumstances  named 
furnishes  the  means  of  obtaining  an  electromotive  force,  the  absolute  value 
of  which  is  given  by  the  intensity  of  the  magnetic  field,  the  dimensions  and 
speed  of  the  coil,  and  the  position  of  its  axes  of  rotation.  If  we  can  deter- 
mine the  strength  of  current  which  this  electromotive  force  is  capable  of 
producing  in  a  given  conductor,  the  absolute  resistance  of  the  conductor  is 
at  once  known. 

B.  Absolute  measurement  of  the  strength  of  currents, — ^The  method  of 
measuring  the  strength  of  electric  currents  is  founded  on  the  fact  that  a 
force  is  exerted  between  a  conductor  carrying  a  current  and  any  magnetic 
pole  in  its  neighbourhood.  In  general,  both  the  distance  and  the  direction, 
as  seen  from  a  given  magnetic  pole,  vary  from  point  to  point  of  the  con- 
ductor, so  that  it  is  generally  impossible  to  give  any  simple  statement  of 
the  law  according  to  which  a  given  current  acts  upon  a  magnetic  pole  in  a 
given  position.  But,  if  we  consider  only  a  very  small  length  of  a  current, 
neither  the  distance  of  its  various  points  from  a  given  magnetic  pole,  nor 
their  directions,  can  vary  to  a  sensible  extent ;  and  when  these  two  condi- 
tions are  constant,  the  law  of  the  force  between  the  current  and  the  pole 
maybe  stated  as  follows  :  As  to  direction  the  force  is  perpendicular  to  a 
plane  containing  the  current  and  the  pole,  and  acts  upon  a  north  pole,  to- 
wards the  left  hand  of  an  observer  looking  at  the  pole  from  the  line  of  the 
current,  and  so  placed  that  the  nominal  direction  of  the  current  is  from  his 
feet  to  his  head,  or,  upon  a  south  pole,  towards  the  right  hand  of  an  ob- 
server similarly  placed  ;  as  to  magnitude,  the  force  is  proportional  directly 
to  the  length  (/)  and  to  the  strength  (C)  of  the  current,  to  the  strength  of  the 
magnetic  pole  (w),  and  to  the  sine  of  the  angle  {&)  made  by  the  direction  of 
the  current  with  a  straight  line  drawn  from  it  to  the  pole,  and  inversely  to 
the  square  of  the  distance  (r')  from  the  current  to  the  pole.  Hence,  if  the 
force  be  denoted  by/,  we  have 

^k  ^    sm^, 

where  >&  is  a  constant,  depending  on  the  units  in  which  the  numerical  values 
of  the  various  quantities  are  expressed.  If  we  define  the  unit  strength  of 
current  as  the  strength  of  a  current  of  which  unit  length  placed  at  unit  dis- 
tance from  a  magnetic  pole  of  unit  strength^  and  making  everywhere  a  right 
angle  with  a  line  drawn  from  it  to  the  pole ^  exerts  unit  force  on  the  pole,  k 
becomes  unity,  and  we  have 

/=-    ,,    sm  ^,  or  C »     ■;   .     ^. 

The  most  convenient  way  of  founding  a  practical  measurement  of  the 
strength  of  a  current  upon  these  principles  is  to  cause  the  current  to  go  one 
or  more  times  round  a  vertical  circle  of  known  radius  placed  in  the  plane 
of  the  magnetic  meridian,  with  a  very  short  magnet  suspended  at  the  centre. 
This  is  the  arrangement  of  the  tangent  galvanometer  already  described 
(823).     If  H  is  the  intensity  of  the  horizontal  component  of  the  earth's  mag- 
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nctic  force,  the  force  which  must  be  exerted  upon  each  pole  of  a  magnet 
whose  poles  are  of  the  strength  +  m  and  -  /«,  in  a  direction  perpendicular 
to  the  magnetic  meridian,  in  order  to  deflect  the  magnet  through  an  angle 
y,  is  .  : 

/=  H»«  tan  y. 

Putting  this  value  of/  into  the  expression  given  above  for  the  strength 
of  a  current,  we  have 

^  ^  Hw  tan  y  r'^ 

ml  sin  B 

But  in  the  case  supposed,  that  of  a  tangent-galvanometer  with  the  current 
going  «'  times  round  the  circle,  we  have  l-^u'zna,  if  a  is  the  radius  of  the 
circle  ;  moreover,  the  distance  r'  of  each  part  of  the  current  from  the  magnet 
is  constant  and  equal  to  the  radius,  or  r'  =  <»,  and  the  angle  B  is  also  constant, 
being  everywhere  a  right  angle,  so  that  sin  ^  =  i  ;  consequently  we  get  for 
the  strength  of  the  current  in  absolute  measure, 

C  =    --r        tan  y  « ,  tan  y. 

mu2na  ittu 

We  have  thus  shown  how  both  electromotive  force  and  strength  of  cur- 
rent can  be  measured  in  absolute  units,  and  if  these  two  measurements  be 
combined,  the  ratio  of  the  numerical  value  of  the  electromotive  force,  acting 
in  a  cohductor,  to  that  of  the  strength  of  the  resulting  current,  is  the  measure 
of  the  resistance  of  the  conductor  in  question.  Using  the  notation  employed 
above,  this  leads  to  the  following  expression  for  the  absolute  measure  of  re- 
sistance. 

P  _  E     ^Tirr^un  sin  a  .  27r«' 

C  H  r'  tan  y 

Various  practical  methods  of  measurement  founded  upon  this  principle  have 
been  devised,  and  when  any  of  them  is  employed  the  value  of  the  resistance 
under  investigation  is  obtained  by  putting  in  this  formula  the  values  of  elec- 
tromotive force  and  strength  of  current  that  result  from  the  particular 
arrangement  adopted. 

It  may  be  observed  with  regard  to  the  above  expression,  that  the  factors 
TT,  «,  «',  sin  a  and  tan  y,  are  all  of  them  simple  numbers,  that  T  and  H  are 
quantities  of  the  same  kind,  so  that  their  ratio  is  also  a  pure  number.  The 
only  factors  which  involve  reference  to  physical  units  are  therefore  r*,  r'  and 
«,  and  the  two  former  being  both  distances,  the  ratio  r^-s-r'  is  the  first  power 
oif  a  distance,  while  «,  the  number  of  revolutions  per  unit  of  time,  is  the  re- 
ciprocal of  the  time  occupied  by  a  single  revolution.  Hence  the  expression 
for  the  absolute  resistance  of  a  conductor  is  in  all  cases  reducible  to 

a^distance  ^  ^  numerical  factor ; 
a  time 

that  is  to  say,  electrical  resistance  may  be  expressed  in  terms  of  the  units  of 
length  (or  distance)  and  time  in  the  same  manner  as  a  velocity,  and  the 
natural  unit  of  resistance,  like  the  natural  unit  of  velocity,  would  be  repre- 
sented by  a  unit  of  length  per  unit  of  time.  Adopting  the  C.G.S.  system,  the  ab- 
solute unit  of  resistance  becomes  one  centimetre  per  second]  such  a  resistance, 
however,  is  so  small  that  resistances  commonly  occurring  in  practice  would 
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have  to  be  represented  by  inconveniently  great  multiples  of  it  As  a 
practical  standard  of  resistance,  it  is,  therefore,  more  usual  to  employ  the 
ohm  (964),  which  is  a  resistance  of  one  thousand  million  centimetres  per 
second,  or, 

\&  centimetres 
I  second 

955.  "Wlieatstone's  bridge. — The  various  methods  of  determining  the 
electrical  conductivity  of  a  body  consist  essentially  in  ascertaining  the  ratio 
between  the  resistance  of  a  certain  length  of  the  conductor  in  question, 
having  a  given  section,  to  that  of  a  known  length  of  a  known  section  of  some 
substance  taken  as  standard.  The  most  convenient  method  of  ascertaining 
experimentally  the  ratio  between  the  resistance  of  two  conductors  is  by  a 
method  known  as  that  of  WheatsUm^s  bridge^  the  general  principle  of  which 
may  be  thus  stated  : — 

The  conductors,  which  may  be  denoted  by  AB  and  BC,  are  connected  end 
to  end,  as  shoi^n  in  fig.  986,  and  one  end  of  each  is  also  connected  with  a 
battery,  say  the  end  A  of  AB  with  the  positive  pole,  and  the  end  C  of  BC 
with  the  negative  pole  ;  the  ends  that  are  in  connection  with  the  battery  are 
likewise  connected  together  by  another  conductor,  AB'C  A  current  will 
thus  pass  from  A  to  C  by  each  of  the  two  paths  ABC  and  AB'C,  and  there 


Fig.  986. 

will  be  a  gradual  fall  of  potential  in  passing  from  A  to  C  along  either  path, 
so  that  for  every  point  in  the  conductors  AB  and  BC  there  is  a  point  in  the 
wire  AB'C  which  has  the  same  potential.  If  one  end  of  a  galvanometer 
wire  BGB'  be  connected  with  the  point  of  junction  B,  the  point  of  AB'C 
which  has  the  same  potential  as  the  point  B  can  be  found  by  applying  the 
other  end  of  the  galvanometer  wire  to  AB'C,  and  shifting  the  point  of  con- 
tact towards  A  or  C  until  the  galvanometer  shows  no  deflection.  Let  B'  be 
the  point  so  found  j  the  fact  that  when  it  is  connected  with  B  by  the  bridge 
BGB'  no  current  passes  from  one  to  the  other  proves  that  the  potential 
at  B'  is  the  same  as  the  potential  at  B.  From  this  it  follows  that  if  r  and  r* 
are  the  resistances  of  AB  and  BC  respectively,  and  s  and  s*  the  resistances 
of  AB'  and  B'C, 

r  :  r'  =  j  :  s'. 

If  the  conductor  AB'C  is  a  wire  of  uniform  material  and  diameter,  the 
ratio  of  the  resistances  s  and  s'  will  be  the  ratio  of  the  lengths  of  the  corre- 
sponding portions  of  wire,  and  can  therefore  be  at  once  really  ascertained 

To  prove  this,  let  MN,  NO,  MN'  and  N'O'  (fig.  987)  be  taken  in  the 
same  straight  line,  proportional  respectively  to  the  several  resistances 
r,  r',  J,  5'  \  and  let  MP  be  drawn  at  right  angles  to  O'MO  of  a  length 
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proportional  to  the  difference  of  potential  between  the  points  A  and  C.  Then 
if  the  straight  lines  PO  and  PO'  be  drawn,  the  potential  at  N  (the  point  of 
junction  of  the  conductors  whose  resistances  r  and  r'  are  to  be  compared — 
t.e.  the  point  corresponding  to  B  in  the  previous  figure)  will  be  given  by  the 
length  of  the  line  NQ,  drawn  from  N  at  right  angles  to  NO  ;  and  the  point 


Fig.  987. 

N'  (corresponding  to  B''  in  the  previous  figure),  where  the  potential  is  the 
same  as  at  N,  will  be  found  by  drawing  QQ'  parallel  to  OO',  and  letting  fall 
from  Q'  the  perpendicular  Q'N''  upon  O'M.  The  geometry  of  the  figure 
gives  obviously, 

^^»^and-^    «-^'Qs 
MP  j  +  j'      MP' 


r  +  r' 


and  therefore  since  NQ  -  N,Qj 


r 


s 
J'' 


A  convenient  form  of  Wheatstone's  bridge,  and  one  well  adapted  for 
purposes  of  instruction,  is  that  represented  in  fig.  988.  It  consists  of  a  long 
mahogany  board,  on  which  is  fixed  a  thick  copper  band,  which  practically 
offers  no  resistance.  To  the  ends  of  this  band  is  fixed  a  straight  platinum 
wire,  near  which  is  a  scale  divided  into  100  parts.  At  c  and  d  are  breaks 
in  the  copper  band,  provided  with  binding  screws,  in  which  are  introduced 
the  resistances  to  be  compared,  o  and  x.  The  wires,  from  an  element 
which  gives  only  a  weak  current,  so  as  not  to  introduce  heating  effects,  are 


Fig.  988. 

connected  with  the  binding  screws  d  and  d\  Another  wire  connects  the 
binding  screw  g  and  one  end  of  a  sensitive  galvanometer,  the  other  end 
of  which  is  connected  with  a  sliding  spring  contact-key  ^,  which  is   so 
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constructed  that  when  the  knob  is  depressed  a  knife-edge  makes  contaa        I 
with  any  part  of  the  wire.    The  resistances  to  be  compared  having  been 
introduced  at  c  and  d^  the  position  on  the  platinum  wire  is  found  by  tiiai,        i 
at  which,  when  the  key  is  depressed,  the  needle  of  the  galvanometer  is  not 
deflected.    When  this  is  found,  for  instance,  at  34,  the  resistance  of  o  :  the 
resistance  of  ^=34  :  66. 

The  principle  of  Wheatstone's  bridge  is  of  constant  use  in  the  measure- 
ments required  in  telegraphy,  and  many  other  applications  of  electricity. 
In  practice  the  variations  of  the  resistance  are  effected  by  means  of  resist- 
ance coils  (953)  suitably  arranged. 

The  resistance  of  a  galvanometer  may  be  determined  by  making  it  one 
of  the  four  conductors  of  a  Wheatstone's  bridge  arrangement,  replacing 
it  in  the  bridge  by  an  ordinary  contact-key.  The  resistances  of  the  other 
conductors  are  then  varied  until,  on  making  contact,  the  deflection  of  the 
galvanometer  is  constant. 

956.  Bquivalent  condnotors. — The  resistance  of  a  conductor  depends, 
as  we  have  seen  (825),  on  its  length,  section,  and  conductivity.  Two  con- 
ductors, C  and  C\  whose  length,  conductivity,  and  section  are  respectively 
X,X',  «f,«c',  «,(»',  would  offer  the  same  resistance,  and  might  be  substituted  for 
each  other  in  any  voltaic  circuit,  without  altering  its  strength,  provided  that 

"       . ;  and  such  conductors  are  said  to  be  equivalent  to  each  other.    .An 

K0>        Kb) 

example  will  best  illustrate  the  application  of  this  principle. 

It  is  required  to  know  what  length  of  a  cylindrical  copper  wire  4  mm. 
*  ♦  in  diameter  would  be  equivalent  to  12  metres   of  copper  wire  1  mm.  in 

diameter. 

Let  X"  12  the  length  of  the  copper  wire  i  mm.  in  diameter,  and  X'the 
length  of  the  other  wire ;  then  since  in  this  case  the  material  is  the  same,  the 

X     X' 

V     conductivity  is  also  the  same,  and  the  equation  becomes— #=-.    Now  the 

sections  of  the  wires  are  directly  as  the  squares  of  the  diameters,  and  hence 

12    X' 
wehave   -  =— ,  or  X'=i2x  16=192.    That  is,   192  metres  of  copper  wre 

4  mm.  in  thickness  would  only  offer  the  same  resistance  as  1 2  metres  of  copper 
wire  I  mm.  in  thickness. 

How  thick  must  an  iron  wire  be  which  for  the  same  length  shall  offer  the 
same  resistance  as  a  copper  wire  2 '5  min.  in  diameter  ? 

Here,  the  length  being  the  same,  the  expression  becomes  kw  -  «c'o»',  or  since 
the  sections  are  as  the  squares  of  the  diameter,  k{P  =  K'd^.  The  conducti^'it)' 
of  copper  is  unity,  and  that  of  iron  o'i38.  Hence  we  have  25'  ^^/^  x  o*i3S 
or  //^^  =  6-25-r-o*i38  =  45-3  mm.  or  d^-6'7  mm.  That  is,  any  length  of  a 
copper  wire  2*5  mm.  in  diameter  might  be  replaced  by  iron  wire  of  the  same 
length,  provided  its  diameter  were  67  mm. 

957.  Betermlnatlon  of  tbe  internal  resistance  of  an  element. — ^The 
following  is  the  method  of  determining  the  internal  resistance  of  an  element 
A  circuit  is  formed  consisting  of  one  element,  a  rheostat,  and  a  galvanometer, 
and  the  strength  C  is  noted  on  the  galvanometer.  A  second  element  is  then 
joined  with  the  first,  so  as  to  form  one  of  double  the  size,  and  therefore  half 
the  resistance,  and  then  by  adding  a  length,  /,  of  the  rheostat  wire,  the 
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strength  is  brought  to  what  it  originally  was.  Then  if  E  is  the  electromotive 
force,  and  R  the  resistance  of  the  element,  r  the  resistance  of  the  galvano- 
meter and  the  other  parts  of  the  circuit ;  the  current  strength  C  in  the  one 

E  E 

case  is  C  =  i^— ,~,  and  in  the  other  -  -^ir ^  and  since  the  strength  in  both 

R  +  r  ^R  +  r  +  Z^ 

cases  is  the  same,  R  =  2/. 

Another  method  is  that  due  to  Sir  H.  Mance.  The  element  whose  internal 
resistance  is  to  be  determined  is  placed  in  one  of  the  arms  of  a  Wheatstone 
bridge  as  at  fig.  988,  a  resistance  box  being  placed  in  the  other.  The  gal- 
vanometer is  connected  with  the  ends  of  the  wire,  and  a  simple  contact-key  is 
interposed  in  the  ordinary  position  of  the  galvanometer,  and  by  trial  its  posi- 
tion is  found  for  the  sliding  contact  such  that  when  the  key  is  depressed  no 
alteration  is  produced  in  the  deflection  of  the  galvanometer.  When  this 
is  found,  the  ordinary  conditions  of  the  bridge  hold — that  is,  the  cross  pro- 
ducts of  the  resistances  are  equal 

958.  Bleotrloal  oondnotlTlty. — We  may  regard  conductors  in  two 
aspects^  and  consider  them  as  endowed  with  a  greater  or  less  facility  for 
allowing  electricity  to  traverse  them,  a  property  which  is  termed  conductivity^ 
or  we  may  consider  conductors  interposed  in  a  circuit  as  offering  an  obstacle 
to  the  passage  of  electricity — that  is,  a  resistance  which  it  must  overcome. 
A  good  conductor  offers  a  feeble  resistance,  and  a  bad  conductor  a  great 
resistance.     Conductivity  and  resistance  are  the  inverse  of  each  other. 

The  conductivity  of  metals  has  been  investigated  by  many  physicists  by 
methods  analogous  in  general  to  that  described  in  the  preceding  paragraphs, 
and  very  different  results  have  been  obtained.  This  arises  mainly  from  the 
various  degrees  of  purity  of  the  specimens  investigated,  but  their  molecular 
condition  has  also  great  influence.  Matthiessen  found  the  difference  in  con- 
ductivity between  hard-drawn  and  annealed  silver  wire  to  amount  to  8*5, 
for  copper  2*2,  and  for  gold  1-9  per  cent.  The  following  are  results  of  a 
series  of  careful  experiments  by  Matthiessen  on  the  electrical  conductivity 
of  metals  at  0°  C.  compared  with  silver  as  a  standard. 


Silver    . 

lOO-Q 

Platinum 

•                 • 

.  i8-o 

Copper  . 

.  99'9 

Iron 

•                 • 

.  i6-8 

Gold      . 

.  8o-o 

Tin 

•                 * 

.  lyi 

Sodium 

•  37*4 

Lead 

•                 • 

.     8-3 

Aluminium    . 

.  340 

German  silv 

er 

.     77 

Zinc 

.  290 

Antimony 

•                 • 

.     4-6 

Cadmium 

.  237 

Mercury 

•                 • 

.     1-6 

Brass     . 

.    22-0 

Bismuth 

•                 • 

.       1*2 

Potassium 

.    20-8 

Graphite 

■                 • 

.      0*07 

Silver  and  copper  have  the  smallest  resistance  for  a  given  volume^  while 
aluminium  has  the  smallest  for  a  given  weight. 

The  conductivity  of  metals  is  diminished  by  an  increase  in  temperature. 
The  law  of  this  diminution  is  expressed  by  the  formula 

Kt  ^Ko  (i  -at  +  dt^) ; 

where  k  and  k^  are  the  conductivities  at  /  and  o^  respectively,  and  a  and  d 
are  constants,  which  are  probably  the  same  for  all  pure  metals.     For  ten 
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metals  investigated  by  Matthiessen  he  found  that  the  conductivity  is  expressed 
by  the  formula 

jti  =  Ko  (i  —  o'oo37647/  +  0-00000834/-). 

It  seems  that  this  value  is  about  0*00368  for  each  degree  C.  This  co- 
efficient agrees  in  a  surprising  manner  with  the  coefficient  ©f  expansion  of 
gases,  which  is  ^, 

Liquids  are  far  worse  conductors  than  metals.  The  conductivity  of 
a  solution  of  one  part  of  chloride  of  sodium  in  100  parts  of  water  is 
3ooo5qoo  that  of  copper. 

Liquids  only  conduct  by  being  electrolysed ;  such  liquids  as  perfectly 
pure  ether,  turpentine,  benzole,  and  even  water  do  not  conduct ;  they  are 
not  electrolysed,  and  have  no  free  ions  (845).  In  general,  acids  have  the 
highest,  and  solutions  of  alkalies,  alkaline  earths,  and  neutral  salts  the 
lowest  conductivity.  The  conductivity  of  a  27  per  cent,  solution  of  sal 
ammoniac  is  the  greatest  of  all  known  salts,  and  is  about  half  that  of  the 
best  conductors  among  the  acids. 

The  most  important  researches  on  the  conductivity  are  those  of  Kohl- 
rausch.  Owing  to  the  effects  of  polarisation  of  the  electrodes,  which  give 
rise  to  unknown  electromotive  forces,  it  is  difficult  to  get  very  accurate 
results  with  the  ordinary  methods,  and  Kohlrausch  introduced  the  use  of 
alternating  currents,  employing  for  this  purpose  those  of  a  small  induction 
coil.  His  apparatus  consisted  essentially  of  a  Wheatstone  bridge  arrange- 
ment, in  one  arm  of  which  was  introduced  the  liquid  resistance  to  be  deter- 
mined. For  the  rarer  liquids  he  used  such  vessels  as  are  represented  in 
fig.  989,  which  consists  of  two  small  glass  vessels  joined  by  a  glass  tube 
3  to  9  mm.  in  the  clear.  In  these  are  placed  cup-shaped  electrodes  of 
platinised  platinum,  in  the  centre  of  which  are  small  apertures  to  allow  gas 
to  escape.    In  place  of  the  galvanometer  an  electro-dynamometer  was  used, 

and  more  recently  the  telephone  was  found  of  great 
service.  The  resistances  were  varied  in  the  other 
branches  until  equality  was  obtained,  which  was  recog- 
nised by  there  being  no  sound  in  the  telephone. 

The  conductivity  of  a  salt  depends  on  the  concen- 
tration ;  for  dilute  solutions  it  increases  with  the  strength, 
though  not  in  direct  proportion.  For  each  solution 
there  is  a  certain  strength  at  which  the  conductivity  is 
greatest ;  this  strength,  in  many  cases,  is  short  of  that 
p.  at  which  the  liquid  is  saturated.     For  copper  sulphate 

this  is  18  per  cent.,  and  for  sodium  chloride  26  per  cent 
The  conductivity  of  liquids  increases  with  the  temperature.  The  co- 
efficient of  expansion  for  1°  C.  varies  within  wide  limits  in  the  case  of  strong 
solutions  of  various  liquids — thus,  from  0*0087  in  the  case  of  hydropotassic 
sulphate  to  0072  in  the  case  of  sodium  hydrate.  With  dilute  solutions, 
however,  the  limits  are  much  narrower — from  0*02 11  to  0*233,  or  about  six 
times  as  much  as  the  coefficient  of  expansion  of  gases  {^^z)- 

Of  the  elements  which  influence  the  resistance  of  a  solution,  the  tempera- 
ture, the  percentage  strength,  and  the  specific  conductivity,  the  latter  is 
susceptible  of  the  most  accurate  measurement,  and,  if  it  were  necessary,  a 
determination  of  the  ofher  two  might  be  based  on  it.    Since  the  conductivity 
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of  a  liquid  depends  on  the  number  of  free  ions,  a  determination  of  the  con- 
ductivity gives  also  a  determination  of  the  number  of  free  ions.  This 
becomes  of  great  importance,  from  the  fact  that  the  number  of  free  ions  is 
also  a  measure  of  the  facility  with  which  a  body  enters  into  chemical  action. 
Bodies  which  are  chemically  inert,  such  as  benzole,  the  neutral  alcohols,  and 
ether,  do  not  conduct  electricity  ;  they  have  no  free  ions.  The  measurement 
of  electrical  conductivity  furnishes  thus  a  measure  of  chemical  activity. 

If  two  liquids  be  mixed,  each  of  which  conducts  badly,  for  instance, 
alcohol  and  water  each  in  a  state  of  perfect  purity,  the  conductivity  of  the 
mixture  is  greater  than  that  of  either  of  the  constituents.  Here  we  may 
suppose  that  each  of  the  liquids  acts  as  a  diluent  to  the  other,  and  thus 
&vours  the  production  of  ions. 

The  following  is  a  list  of  the  conductivity  of  a  few  liquids  as  compared 
with  that  of  pure  silver  : — 

Pure  silver 


100,000,000,000 

8990 

.  5420 

.  31520 

.  5770 

.  99070 

•  132750 

.  90750 

.  88680 

7 

Nitrate  of  copper,  saturated  solution 
Sulphate  of  copper  ditto 

Chloride  of  sodium  ditto 

Sulphate  of  zinc  ditto 

Sulphuric  acid,  i-io  sp.  gr.    . 
„  „     I  24  sp.  gr.    . 

„     1-40sp.gr.    . 
Nitric  acid,  commercial 
Distilled  water       .... 


The  last  number  was  that  found  by  Kohlrausch  for  distilled  water,  which 
had  been  specially  purified.  Accordingly,  a  disc  of  water  a  millimetre  in 
thickness  offers  the  same  resistance  as  a  column  of  silver  of  the  same  dia- 
meter, but  of  a  length  equal  to  that  of  the  moon's  orbit.  The  least  trace  of 
impurity  in  water  markedly  raises  its  conductivity  :  thus  standing  in  the  air 
for  5  hours  doubles  it ;  the  addition  of  a  millionth  part  of  sulphuric  acid — 
that  is,  a  drop  in  about  17  gallons — increases  the  conductivity  tenfold.  Ac- 
cordingly we  may  say  in  effect  that  perfectly  pure  water  is  not  a  conductor, 
and  therefore  is  not  appreciably  decomposed. 

Liquids  and  fused  conductors  increase  in  conductivity  by  an  increase  of 
temperature  (845).     This  increase  is  expressed  by  the  formula 

#C<  =  *frt  (i  +^), 

and  the  values  of  a  are  considerable.     Thus  for  a  saturated  solution  of  sul- 
phate of  copper  it  is  00286. 

The  influence  of  light  upon  electrical  conductivity  in  the  case  of  selenium 
has  been  already  alluded  to  (930),  and  is  directly  proved  by  the  following 
experiment.  A  thin  strip  of  this  metalloid,  about  38  mm.  in  length  by  13 
in  breadth,  was  provided  at  the  ends  with  conducting  wires  and  placed  in  a 
60X  with  a  draw-lid.  The  selenium,  having  been  carefully  balanced  in  a 
VVheatstone's  bridge,  was  exposed  to  diffused  light  by  withdrawing  the  lid, 
when  the  resistance  at  once  fell  in  the  ratio  of  1 1  to  9.  On  exposure  to  the 
various  spectral  colours,  after  having  been  in  the  dark  it  was  found  to  be  most 
affected  by  the  red ;  but  the  maximum  action  was  just  outside  the  red,  where 
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the  resistance  fell  m  the  ratio  of  3  to  2.  Momentary  exposure  to  the  light  of 
a  gas  lamp,  or  even  to  that  of  a  candle,  caused  a  diminution  of  resistance. 
Exposure  to  full  sunlight  diminished  the  resistance  to  one  half. 

The  effect  produced  on  exposure  to  light  is  immediate,  while  recurrence 
to  the  normal  state  takes  place  more  slowly.  A  vessel  of  hot  water  placed 
near  the  strip  produced  no  effect,  and  hence  the  phenomenon  cannot  be  due 
to  heat,  but  there  appear  to  be  certain  rays  which  have  the  power  of  producing 
a  molecular  change  in  the  selenium  by  which  its  conductivity  is  increased. 

If  the  two  electrodes  of  a  RuhmkorfTs  coil  are  connected  with  a  Geisslefs 
tube,  suitably  exhausted,  so  that  a  discharge  just  does  not  pass  when  the 
apparatus  is  in  the  dark,  it  is  at  once  formed  when  the  path  is  exposed  to 
the  ultra  violet  rays  of  light. 

When  a  large  and  small  induction  coil  are  inserted  in  the  same  circuit 
so  that  they  spark  simultaneously,  it  is  found  that  by  interposing  a  screen 
between  the  two  the  smaller  spark  is  shorter  than  when  it  is  exposed  to  the 
light  of  the  other.  The  action  diminishes  as  the  distance  between  the  two 
sets  of  sparks  increases.  By  varying  the  nature  of  the  screen  and  other 
experiments,  it  has  clearly  been  established  that  this  alteration  is  not  due 
to  any  electrical  effect,  but  is  to  be  ascribed  solely  to  a  special  action  of  the 
ultra  violet  rays. 

959.  Beterminatlon  of  eleotromotlTe  force. — ^mrheatstoae**  mettio4. 
In  the  circuit  of  the  element  whose  electromotive  force  is  to  be  determined 
a  tangent  galvanometer  and  a  rheostat  are  inserted,  the  latter  being  so  ar- 
ranged that  the  strength,  C,  of  the  current  is  a  definite  amount ;  for  example, 
the  galvanometer  indicates  45°.  By  increasing  the  amount  of  the  rheostat 
wire  by  the  length,  /,  a  diminished  strength,  c  (for  instance,  40°),  is  obtained. 

A  second  standard  element  is  then  substituted  for  that  under  trial,  and 
by  arranging  the  rheostat,  the  strength  of  the  current  is  first  made  equal  to 
C,  and  then,  by  addition  of  /,  length  of  the  rheostat,  is  made  «r. 

Then  if  E  and  Ej  are  the  two  electromotive  forces,  R  and  R,  their  resist- 
ances when  they  have  the  intensity  I,  and  /  and  /,  the  lengths  added,  we 
have 

Trial  Element  Standard  Element 

R  R, 


E 


.=  3 


from  which  we  have 

e-eJ 

Hence  the  electromotive  forces  of  the  elements  compared  aro^  directly  as  the 
lengths  of  the  wire  interposed. 

Another  method  is  that  of  Wiedemann.  The  two  elements  are  con- 
nected in  the  same  circuit  with  a  tangent  galvanometer,  or  other  apparatus 
for  measuring  strength,  first,  in  such  a  manner  that  their  currents  go  in 
the  same  direction,  and  secondly,  that  they  are  opposed.  Then  if  the  elec- 
tromotive forces  are  E  and  E',  their  resistances  are  R  and  R',  the  other 
resistances  in  the  circuits  r,  while  Cs  is  the  intensity  when  the  elements  are 
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in  the  same  direction,  and  Cd  the  intensity  when  they  go  in  opposite  direc- 
tions, then 

CE  +  E         \  r^  E  —  E 

R  +  R'  +  r  R  +  R'  +  r'' 

whence  E' «  ^  (C  ~Cd) 

c7+c7  * 

The  difference  of  potentials  or  E.M.F.  between  any  two  points  of  a 
circuit  conveying  a  current,  such  as  that  of  a  magneto  machine,  may  be 
determined  by  charging  a  condenser  from  the  terminals  at  the  points  in 
question,  and  discharging  it  through  a  galvanometer  with  a  high  resistance, 
and  then  repeating  the  operation  with  a  standard  cell,  such  as  that  of  Latimer 
Clarke,  the  E.M.F.  of  which  is  1*434  volt  (964).  If  dT  is  the  deflection  of  the 
galvanometer  when  the  standard  cell  is  used,  and  D  the  deflection  after  the 

discharge  of  the  current,  and  if  a  shunt  be  used  so  that  only     of  the  current 

n 

/iD 
passes  through  the  galvanometer,  then  E.M.F.  =  _-  x  1*434, 

d 

959^.  SCeasarement  of  oapaolty. — In  order  to  compare  the  capacities 
of  two  condensers,  the  two  armatures  are  severally  connected  with  the  two 
poles  of  a  battery,  and  are  then  discharged  through  a  ballistic  galvanometer  ; 
the  amount  of  charge,  and  therefore  the  capacities,  are  proportioned  to  the 
angles  of  throw  of  the  needle. 

If  we  have  a  condenser  of  known  capacity  this  method  may  be  used  to 
measure  the  E.M.F.  of  a  battery,  or  rather  to  compare  the  E.M.F.  of  two 
couples.  Two  capacities,  C  and  C,  may  also  be  compared,  by  an  arrange- 
ment (fig.  990)  resembling  that  of  Wheatstone's  bridge,  by  connecting  the 


Mft'A  ^wwr/<  rTmT'.iTm 


z-=^ 


Tiiitwiitiiti  a  ' 


v,„:.inAY 


Earth 

Fig.  990. 

inner  coatings  at  c  and  d  respectively  (fig.  990),  their  outer  coatings  being  put 
to  earth.  The  two  resistances  a  and  a^  are  adjusted,  so  that  by  raising  or 
lowering  the  key  K,  which  puts  the  battery  E  in  connection  with  A,  no 
current  is  shown  in  the  galvanometer. 

The  condition  of  equilibrium  is  that  the  two  points  of  the  bridge  B  and 
B'  are  at  the  same  potential — that  is  to  say,  at  a  given  time  the  charges 
Q  and  Q,  are  proportional  to  the  capacities  C  and  C^ ;  as  these  charges  are 
proportional  to  the  currents  which  produce  them,  and  as  these  latter  again 
are  inversely  as  the  resistances,  we  have  the  proportion 

C  \C,  =  a' ;  a. 
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966.  •laniMiB'  «lectrloKl  realBtanea   tbermonaet«r. — Supposing  in  a 

Wbeaistone's  bridge  arrangement,  aAer  the  ratio  r :  r,  ^  j  :  t,  has  been  esta- 
blished, the  temperature  of  one  of  the  coils,  r,  for  instance,  be  increased,  the 
above  ratio  will  no  longer  prevail,  for  the  resistance  of  r  will  have  been 
altered  by  the  temperature  (953),  and  the  ratio  of  s  and  j,  must  be  altered 
so  as  to  produce  equivalence.  On  this  idea  Siemens  based  a  mode  of  ob- 
serving the  temperature  of  places  which  are  difficult  of  direct  access.  He 
placed  a  coil  of  known  resistance  in  the  particular  locality  whose  temperature 
was  to  be  observed  ;  it  was  connected  by  means  of  long  good  conducting  wires 
with  the  place  of  observation,  where  it  formed  part  of  a  Wheatstone's  bridge 
arrangement.  The  resistance  of  the  coil  was  known  in  terms  of  the  rheostat, 
and  by  preliminary  trials  it  had  been  ascertained  how  much  additional  wire 
must  be  introduced  to  balance  a  given  increase  in  the  letnperature  of  the  re- 
sistance coil.  This  being  known,  and  the  apparatus  adjusted  at  the  ordinary 
temperature,  when  the  temperature  of  the  resistance  coils  varied,  this  variation 
in  either  direction  was  at  once  known  by  observing  the  quantity  which  must 
be  brought  in  or  out  of  the  rheostat  to  produce  equivalence. 

This  apparatus  has  been  of  essential  service  in  watching  the  tetnpera- 
ture  of  large  coils  of  telegraph  wire,  which,  stowed  away  in  the  hold  of  vessels, 
are  very  liable  to  become  heated.  It  might  also  be  used  for  the  conlinuous 
and  convenient  observation  of  underground  and  submarine  temperatures. 
If  a  coil  of  platinum  wire  were  substituted  for  the  copper,  the  apparatus  could 
be  used  for  watching  the  temperature  of  the  interior  of  a  fiimacc.  It  ha: 
been  found  that  the  magnetistn  of  ships  (715)  excited  so  perturbing  an 
influence  on  the  needle  of  the  galvanoAieter  as  to  make  its  indicatitins 
untrustworthy.  Hence  for  use  in  such  cases  Siemens  replaced  the  galvano- 
meter, as  an  indicator,  by  a  voltameter  specially  constnicted  for  the  pur- 

The  same  principle  has  been  applied  by  Professor  Langley  to  the  inven- 
tion of  an  instrument  called  the  Bolometer,  or  actinic  balance.,  for  measuring 
radiant  heal.  The  characteristic  part  of  such  a  balance  is  a  resistance 
,t  surface  has  a  very  small  mass.  In  the  latest  improved 
form  this  consists  of  a  grating  of  platinum, 
the  bars  of  which  are  32  mm.  in  length  by 
1  '5  mm.  in  breadth,  and  are  i  mm.  apan 
(fig.  ggl).  The  thickness  is  about  I  /^  and 
this  extraordinary  tenuity  is  attained  by  a 
process  based  on  that  by  which  Wollaston 
obtained  fine  wire.  Such  a  grating  is  fatA 
"  "      '      1"^       7~~      inaslatc  frame  (fig.  992);  two  of  them  being 

'*"  "'*  '*■  ^''  placed  in  the  two  anns  of  a  Whcatsione 

bridge,  one  of  them  is  exposed  to  the  action  of  radiant  heaL  The  sensi- 
tiveness is  far  greater  than  that  of  the  most  sensitive  thermopile,  and  mate* 
it  possible  to  measure  a  difference  of  temperature  of  the  lo^gg  of  a  degree 
between  the  two  resistances.  It  has  been  used  by  the  inventor  to  measure 
the  distribution  of  heat  in  the  solar  spectrum.  By  its  means  he  has  been 
able  to  map  the  dark  heat  of  the  spectrum,  and  to  extend  it  far  bej-ond  the 
limits  which  were  previously  known.  It  has  also  been  used  in  the  investiga- 
tion of  electrical  vibrations  (965). 


which  for  a  great  s 
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961.  Slvldedor  bTAnebenrraoti. — In  fig.  993  the  current  from  Bunsen's 
element  traverses  the  wire  rqpnm.  Let  us  take  the  case  in  which  any  two 
points  of  this  circuit,  n  and  g,  are  joined  by  a  second  wire,  nxq.  The  current 
will  then  divide  at  the  point  g  info  two  others,  one  of  which  goes  in  the 
direction  gpnm,  while  another  takes  the  direction  gxnm.  The  two  points  g 
and  M  ho\n  which  the  second  conductor  starts,  and  at  which  it  ends,  are  called 
iht  points  of  derivation  ;  the  vi'ixagpm  and  the  wire  gxn  are  derived -wires  or 
shunts.  ITie  currents  which  traverse  these  wires  are  called  the  derived  or 
partial  currents ;  the  current  which  traverses  the  circuit  rqpnm  before  it 
branches  is  the 
primitive  cur- 
rent ;  and  the 

currentis  given      ,'        '  'f 

to     the    whole    -^tl  /(i 

of  the  currenl      C  Ji_ 

which  traverses       ^•-.^_:=-:— .^       " 
the  circuit  when 

the    shunt    has  i^iswa- 

been  added.    The  principal  current  is  stronger  than  the  primitive  one,  be- 
cause the  interposition  ofthe  wire^jm  lessens  the  total  resistance  of  the  circuit. 

If  the  two  wires  qpn  and  qjm  were  of  the  same  length  and  the  same 
section,  their  action  would  be  the  same  as  if  they  were  juxtaposed,  and  they 
might  be  replaced  by  a  single  wire  of  (he  same  length  bui  of  twice  the  section, 
and  therefore  with  half  the  resistance.  Hence  the  current  would  divide  into 
two  equal  parts  along  the  two  conductors. 

When  the  two  wires  are  of  the  same  length  but  of  different  sections,  the 
current  would  divide  unequally,  and  the  quantity  which  traversed  each  wire 
would  be  proportional  to  its  section,  just  as  when  a  river  divides  into  two 
branches,  the  quantity  of  water  which  passes  in  each  branch  is  proportional 
to  its  dimensions.  Hence  the  resistance  of  the  two  conductors  joined  would 
be  the  same  as  that  of  a  single  wire  of  the  same  length,  the  section  of  which 
would  be  the  sum  of  the  two  sections. 

If  the  two  conductors  qpn  and  gxn  are  different,  both  in  kind,  length, 
and  section,  they  could  always  be  replaced  by  two  wires  of  the  same  kind 
and  length,  with  such  sections  that  their  resistances  would  be  equal  to  the 
two  conductors  ;  in  short,  they  might  be  replaced  by  equivalent  conductors. 
These  two  wires  would  produce  in  the  circuit  the  same  effect  as  a  single 
wire,  which  had  this  common  length,  and  whose  section  would  be  the  sum 
of  the  sections  thus  calculated.  The  current  divides  at  the  junction  into  two 
parts  proportional  to  these  sections,  or  inversely  as  the  resistances  of  the  two 
wires. 

Suppose,  for  instance,  qpn  is  an  iron  wire  5  metres  in  length  and  3  sqimre 
mm.  in  section,  and  ^.m  a  copper  wire.  The  first  might  be  replaced  by  a 
copper  wire  a  metre  in  length,  whose  section  would  be  g  n  ^  (taking  the  con- 
ductivity of  copper  at  7  times  that  of  iron)  or  ^  square  mm.  The  second 
wire  might  be  replaced  by  a  copper  wire  a  metre  in  length  with  a  section  of 
)  square  mm.  These  two  wires  would  present  the  same  resistance  as  a  copper 
wire  a  metre  in  length,  and  with  a  section  of  ^  +  g  -  j^  square  millimetres. 

3T 
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The  principal  current  would  divide  along  the  wires  into  two  portions, 
which  would  be  as  ^  :  J,  or  as  27  :  70. 

The  most  important  laws  of  divided  circuits  are  as  follows  : — 

i.  The  sum  of  the  strengths  in  the  divided  parts  of  a  circuit  is  equal  to 
the  strength  of  the  principal  current: 

ii.  The  strengths  of  the  currents  in  the  divided  parts  of  a  circuit  are 
inversely  as  their  resistances ;  or^  what  is  the  same^  the  division  of  a  current 
into  partial  currents  which  lie  between  two  points  is  directly  €U  the  respective 
conductivities  of  these  branches. 

And  as  problems  on  divided  or  shunt  circuits  frequently  occur  in  tele- 
graphy, the  following  formulae,  which  include  these  laws,  are  given  for  a 
simple  case. 

If  C  be  the  strength  of  the  current  in  the  undivided  part  of  the  circuit 
rqpnmy  and  if  c  is  the  strength  in  one  branch  (say)  in  the  above  figure  qpn 
and  c^  in  qxn  ;  if  R,  r,  and  r^  are  the  corresponding  resistances,  the  electro- 
motive force  being  E,  then 

^^      E(r  +  r,)  ^^  En  ^.'^ •^----. 

Rr  +  Rr^  +  rr^  Rr  +  Rr,  -^rr^  Rr  +  Rrj  +  rr^ 


The  resistance  R,  of  the  whole  circuit  is 


R,  =  R+  '^J-, 
r  +  r 


and  therefore  the  total  resistance  of  the  branch  currents  qPn  and  qxn  is 


rr. 


961^2.  Vse  of  slinnts. — The  principle  of  divided  or  branch  circuits  has 
an  important  application  in  shunts,  by  which  any  given  proportion  of  even  a 

powerful  current  may  be  transmitted  through  a  delicate 
galvanometer,  and  thus  their  range  is  greatly  extended. 

They  consist  of  a  set  of  resistances  usuaJly  J,  ^,  and 
ry  J^,  of  that  of  the  galvanometer,  arranged  as  represented 
in  fig.  994.  G  and  G'  are  in  connection  with  the  ter- 
minals of  the  galvanometer,  and  P,  P'  with  those  of  the 
battery.  The  gaps,  O,  A,  B,  C  can  be  closed  by  plugs, 
and  thus  the  corresponding  resistances  introduced.  When 
they  are  all  open,  the  entire  current  would  pass  through  the 
galvanometer.  By  plugging  O  the  current  is  short-circuited, 
and  none  of  it  passes  through  the  galvanometer. 

If  g  is  the  resistance  of  the  galvanometer,  s  that  of 
the  shunt,  C  the  total  current,  and  c  that  which  passes 
through  the  galvanometer  and  produces  the  deflection, 
we  may  deduce  from  the  laws  of  branch  circuits 

Fig. 994.  gc^'S  {C-c)  or  C  ='^'*  ^c. 

The  expression  ^—  =  w  is  called  the  multiplying  power  of  the  shunt ; 
It  is  the  value  by  which  the  observed  current  must  be  multiplied  to  obtain 


-962}  Electrical  Measuring  Instruments  loil 

the  principal  current.     In  the  above  cases  the  muhiplying  powers  are  lo, 
too,  and  1,000  respectively. 

962.  neotrloBl  meaatirlnir  Instnunenta. — The  numerous  and  Impor- 
tant technical  applications  of  electricity  have  given  rise  to  the  invention  of 
numerous  instruments  for  the  simple  and  direct  measurement  of  powerful 
electrical  currents.  The  amf>eromtttr,  or  briefly  amiruier,  for  instance,  gives 
at  once  the  strength  of  a  current  in  amperes. 

As  a  type  of  this  instrument  we  may  take  a  recent  form  of  that  invented 
by  Professors  Ayrton  and  Perry  ;  it  depends  on  the  principle  tha.t  when  .1 
portion  of  an  iron  core  is  partly  within  and  partly  without  a  magnetising 
coil,  it  is  drawn  inwards  when  a  current  is  passed  through  the  coil.     The 
essential  feature  of  the  apparatus  is  a  coil  of  insulated  wire,  in  the  axis  of 
which  is  a  spiral  attached  at  one  end  to  an  index  moving;  over  a  graduated 
scale.    At  the  other  end  of  the  spiral  Is  a  brass  cap  to  tvhich  is  attached  a 
thin  cylinder  of  fine  sheet  iron,  which  is  in  fact  the  core  ;  it  encircles  the 
spiral  and  projects  outside  the  coil.     The  spiral  itself  is  formed  of  a  ribbon 
of  thin  phosphorus  bronze  coiled  so   as  to  form  a  very 
narrow  cylinder.     This  construction  gives  it  the  property 
that,  unlike  ordinary  spirals,  when  its  length  increases 
the  free  end   rotates  through  a   considerable  distance. 
Accordingly,  when  the  current  passes  through  the  coil, 
the  iron  lube  is  drawn  within  the  spiral  to  an  extent  vary- 
ing with  the  strength  of  the  current ;  this  thereby  elongates 
the  spiral  to  which  it  is  attached,  and  the  index  attached 
10  the  latter  moves  over  the  scale,  finally  taking  up  a 
position  which  depends  on  the  strength  of  the  current. 
Such  instruments  are  graduated  empirically  and  within 
any  desired  range  by  observing  the  deflection  caused  by 
passing  through  them  currents  of  known  strength. 

TTie  voltmeter^  which  is  not  to  be  confounded  with 
the  voltameter  (846),  measures  the  difference  of  potential 
between  any  two  points  of  a  circuit.  It  consists  essen- 
tially of  a  coil  such  as  the  above,  but  with  a  great  length 
of  long  fine  wire,  offering,  therefore,  a  great  resistance. 
This  can  be  inserted  as  a  shunt  without  appreciably 
altering  the  resistance  of  the  circuit.  It  is  empirically 
graduated  like  the  ammeter. 

Cardevfs  voUrneler  depends  on  the  heatingeffect  pro- 
duced when  a  current  traverses  a  wire  and  consists  essen-  '"^'  ^^ 
ttally  of  a  long  fine  platinum  wire,  stretched  by  a  spring  or  a  weight  lo  which 
is  attached  a  multiplying  motion  and  an  index.  This  wire,  being  introduced 
between  the  points  of  the  circuit  to  be  measured,  becomes  heated  to  an  extent 
proportional  to  the  square  of  the  difference  of  potentials,  and  the  motion  of 
the  index  is  a  measure  of  this  heating. 

The  principle  of  the  electrodynamomettr  is  that  of  measuring  the  repul- 
sion between  parallel  currents  moving  in  opposite  directions,  one  of  them 
being  fixed  and  the  other  movable.  Fig.  995  represents  the  main  features 
of  a  form  devised  by  Siemens  for  measuring  the  strength  of  the  powerful 
currents  used  in  electric  lighting  ;  w  is  a  coil  of  stout  copper  wire,  and  -w' 
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a  single  wire  ;  nn  are  mercury  cups,  and  kk  binding  screws,  by  which  con- 
nection is  made  with  the  main  circuit  LL. 

The  wire  w*  is  surrounded  by  a  stout  spiral  spring,  which  is  connected 
at  one  end  with  this  wire,  and  at  the  other  with  a  screw,  s ;  this  is  provided 
with  an  index,  jar,  which  moves  over  a  graduated  scale,  S.  An  index,  ^y,  is 
also  fixed  to  the  wire  w\  At  the  outset  both  indexes  point  to  zero  ;  when 
the  current  passes  it  will  be  seen  from  the  direction  of  the  arrows  that  it 
traverses  the  fixed  and  movable  coils  in  opposite  directions,  and  the  point  z' 
is  displaced  along  the  scale.  By  turning  the  screw  s  it  is  brought  back  to 
zero,  in  doing  which  the  index  z  is  moved  through  an  angle  which  is  a 
measure  of  the  torsion  of  the  spiral  spring  f^  and  this  angle  is  proportional 
to  the  square  of  the  strength  of  the  current  by  which  the  movable  coil  is 
deflected. 

This  electrodynamometer  has  by  no  means  the  sensitiveness  which  can 
be  readily  obtained  with  galvanometers  ;  but  it  has  the  advantage  that  its 
indications  are  independent  of  the  strength  of  the  external  field,  and  when 
the  two  coils  are  traversed  by  the  same  current  they  are  also  independent  of 
the  direction  of  the  current ;  and  can  accordingly  be  used  with  advantage  in 
measuring  alternating  currents. 

An  electrodynamometer  devised  by  Giltay  on  a  principle  first  introduced 
by  Bellati  is  remarkable  for  its  g^eat  sensitiveness.  A  bundle  of  fine  iron 
wires  hangs  by  a  bifilar  suspension  inside  the  coil  of  a  multiplier,  the  plane 
of  which  is  at  an  angle  of  45°  with  the  magnetic  meridian.  The  bundle 
itself  is  at  an  angle  of  45°  with  the  plane  of  the  coils,  and  is  thus  at  right 
angles  to  the  magnetic  meridian.  \Vhen  alternating  currents  are  passed 
through  the  coil  they  magnetise  the  wires  with  alternate  poles,  so  that 
the  bundle  is  always  deflected  in  the  same  direction.  The  deflections  are 
read  off  by  a  mirror  and  scale,  and  when  small,  are  directly  proportional 
to  the  square  of  the  current.  The  apparatus  is  so  sensitive  that  deflec- 
tions of  18  cm.  on  the  scale  are  produced  by  the  currents  of  an  ordinary 
telephone. 

963,  Absolute  eleotrical  nntts. — ^The  great  importance  of  having  a 
uniform  system  of  measurements  of  physical  magnitudes  which  should  be 
universally  adopted  is  at  once  obvious,  and  this  has  been  more  especiaUy 
felt  in  the  applications  of  electricity.  The  first  step  in  this  direction 
was  taken  by  the  British  Association,  which  adopted  the  system  of  abso- 
lute units  known  as  the  C.G.S.  system,  of  which  mention  has  already 
been  made  (6ia,  709),  and  which  this  account  is  intended  to  supple- 
ment 

The  essence  of  an  absolute  system  of  physical  measurements  is  that 
the  various  units  may  be  directly  expressed  in  mechanical  units  (6 id).  A 
system  of  absolute  electrical  units  may  be  based  on  either  the  elec- 
trostatic, the  electromagnetic,  or  again  on  the  electrodynamic  actions. 
There  is  no  theoretical  reason  why  one  should  be  preferred  to  another  of 
these,  but  in  practice  only  the  two  former  arc  used.  Of  these  the  electro- 
static system  is  perhaps  the  simpler,  but  that  based  on  electromagnetism  is 
most  convenient,  and  best  lends  itself  to  the  practical  determination  of 
the  most  important  standards,  such  as  those  of  electromotive  force  and 
resistance. 
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Electrostatic  Units 

We  shall  distinguish  these  units  by  small  letters  placed  in  brackets. 
Quantity  of  Electricity,  q.  Coulomb's  law  given  for  the  repulsive  force 

between  two  equal  quantities  q^  of  electricity  at  the  distance  /,  f—  ^-  (734), 

from  which  q^l  »Jf,  Hence  we  have  for  the  dimensions  of  unit  quantity  of 
electricity  \c[\  =  //*  =  UM*T-». 

Potential,  v.  The  potential  of  a  quantity  of  electricity  at  the  distance  / 

is  the  quotient  of  the  quantity  by  the  distance.     Hence  [v]  =  ?  «  L*M*T-^ 

Capacity,  c.  The  capacity  of  a  conductor  is  the  quotient  of  the  quantity 
of  electricity  with  which  it  is  charged,  by  the  potential  which  this  quantity 

produces  in  it ;  M  =  -  from  which  {c]  -  L.  Hence  the  capacity  of  a  con- 
ductor is  expressed  by  a  length.  Unit  capacity  is  thus  that  of  a  body  which 
is  raised  by  unit  quantity  to  unit  potential.  An  insulated  conducting  sphere 
which  has  a  radius  of  one  centimetre  has  unit  capacity. 

Current,  i.  The  strength  of  a  current  is  the  quantity  of  electricity  which 

passes  in  a  given  time  ;  [/]  =  ?  =  HM*T"''.    Accordingly  unit  current  is  that 

which  conveys  unit  quantity  of  electricity  in  a  second. 

Resistance,  r.  From  Ohm's  law  (825),  the  resistance  of  a  conductor  is 
the  quotient  of  difference  of  potentials  at  the  two  ends  of  a  wire  by  the 

strength  of  a  current  Hence  [r]  -  -.  -  L^^T,  which  shows  that  the  dimen- 
sions of  resistance  are  the  inverse  of  a  velocity. 

Electromagnetic  Units 
Quantity  of  magnetism.     From  Coulomb's  law  /  =  -— ,  from  which  [M]  - 

LIM*T-' — that  is,  the  same  as  that  of  quantity  of  electricity  on  the  electro- 
static system.  Unit  magnetic  pole  is  that  which  repels  an  equal  pole  at  a 
distance  of  a  centimetre  with  a  force  of  a  dyne. 

Magnetic  Field,  H.  Unit  magnetic  field  is  that  field  in  which  unit 
quantity  magnetism  is  acted  on  by  unit  force.  Hence  F  =  HM,  from  which 
[H]-L-»M*T-'. 

Current,  1.  The  unit  of  electrical  current  in  the  electromagnetic  system 
is  that  which,  traversing  unit  length  of  an  arc  of  a  circle  of  unit  radius,  exerts 
unit  force  on  unit  pole,  or  unit  magnetism  at  its  centre.  Its  dimensions  are 
[I]«L*M*T^ 

Quantity  of  electricity,  Q.  The  quantity  of  electricity  conveyed  by  a  con- 
ductor is  the  product  of  the  current  by  the  time  that  it  lasts.  Hence  unit 
quantity  is  that  which  passes  in  a  second  in  a  conductor  in  which  unit  current 
is  flowing,  [Q]  -  IT  -  UMi. 

Resistance,  R.     The  resistance  of  a  conductor  may  be  defined  by  Joule's 

law,  W  -  I"RT.  Hence  [R]  =  •  — that  is,  the  resistance  of  a  conductor  is 
expressed  by  a  velocity. 
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EUctromoiivi  force.     Difftrenee   of  potentials  [E].     From  Ohm's  law, 
,    E-IR-LIMIT-'. 
-~l — ,      964.  VnM>tlo«l  Dnlu. — The  values  of  the  absolute  units  in  the  C.G.S. 
/     system  are  not  convenient  for  measuring  the  magnitudes  which  ordinarily 
'        occur.     Thus   the   absolute   unit  of  resistance   is   that  represented  by  the 
tM'enty-fhousandth  part  of  a  millimetre  of  pure  copper  nire  a  millimetre  in 
diameier.     It  has  therefore  been  necessarj'  to  choose  units  better  suited  for 
practical  uses,  and  at  the  Inlemalional  Congress  of  Elec- 
tricians at  Paris  in  1881  an  International  Commission  was 
fonned  for  the  purpose  of  deciding  on  such  units  and. deter- 
mining their  value.     In  1892  a  Committee  of  the  Board  of 
Trade  agreed  to  recommend  the  following,  which  are  in  the 
main  those  originally  introduced  by  the  British  Association. 
The  practical  unit  of  resistance  is  equal  to  10*  absolute 
electromagnetic  C.G.S.  units  of  resistance,  and  is  called  the 
Ohm.     It  has  been  decided  to  represent  it  by  a  column  vi 
pure  mercury  of  uniform  section  io6'3  cm.  in  length  at  0°  C., 
FiE  wfi.         and  with  a  mass  of  I4'52l  grammes.     Copiesof  this  standard 
maybe  made  either  in  mercury  (fig.  996),  or  in  wire(fig.  995  . 
and  each  copy  has  the  value  marked  upon  it,  which  is  correct  for  a  certain 
temperature.   A  wire  of  pure  copper,  a  millimetre  in  diameter  and  46-25  metre* 
in  length,  has  a  resistance  of  one  ohm.    Siemens'  unit  (952)  has  a  resistance 
of  o'94339  ohm.    The  copper  conducting  wire  of  an  ordinary  submarine  cable 
has  a  resistance  of  about  11  ohms  per  mile. 

In  order  to  express  multiples  and  submultiples  the  prefixes  mega  and 
micro  are  used,  which  are  respectively  a  million  times  as  great  or  as  small 
Thus  a  megohm  is  10'  ohms— thai  is,  lo''  absolute  units  of  resistance.  In 
like  manner  a  microhm  is  10*  ohm — that  is,  lo"  =  1000  such  units. 

The   Volt  is  the  practical  unit  of  electromotive  force  or  of  difference  of 
potentials,  and  is  equal  to  10'  absolute  units.     From  the  difficulty  of  getting 
an  element  which  is  perfectly  constant,  more  especially  when  it  is  closed,  tbt 
standard  of  E.M.F.  is  best  derived  from  measurements  of  resistance  and  of 
strength  of  current,  which  are  both  convenient  and  verj-  accurate.     Com- 
pared with  the  electrostatic  unit  of  potential  the  volt  is  ve:^-  snwU,  bein|[ 
only  bJb  of  such  a  unit.     The  Board  of  Trade  Committee  takes  the  Clait 
cell  standard  of  electromotive  force  as  equal  to  1434  volt ;  so  that 
V  It  -  electromotive  force  of  Clark  cell  at  1 5°  C. 
1-434 
The  Ampere  is  the  unit  of  current,  and  is  the  current  produced  by  tbt 
electromotive  force  of  a  volt  in  a  circuit  having  a  resistance  of  an  ohm.    It 
is  therefore  equal  to  icr'  C.G.S.  units.     It  is  equal  to  the  current  that  CM 
deposit  o-ooii  18  gramme  of  silver  per  second  from  neutral  solution  of  silver 
nitrate.    A  miilampere  is  the  thousandth  of  an  ampere. 

The  resistance  of  a  Daniell's  element  w  iih  an  external  cylinder  of  line, 
8  inches  high  and  3J  in  diameter,  surrounding  the  porous  pot,  is  about  1-J 
ohm,  and  taking  its  E.M.F.  ai  i-o8  volt,  its  current  when  on  short  circuit  is 
about  0-8  ampere.  In  like  manner  a  medium-sized  Bunsen  has  a  resistance 
of  about  o-i  ohm,  and  as  its  E.M.F.  is  1-8  volt,  the  current  on  short  circuit  is 
18  amperes.     A  Brush  machine  the  current  of  tihich  ignited  16  lamps  bad  an 
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E,M,F,  of  839  volts ;  its  internal  resistance  was  lO'SS,  and  the  external,  in- 
cluding the  lamps,  was  73  ohms.  Accordingly  the  current  was  1004  amperes. 
A  Holtz  machine  has  in  electromagnetic  measure  the  E.M.F.of  90,000  volts; 
its  internal  resistance,  when  it  makes  two  turns  in  a  second,  is  calculated  at 
27X  10"  ohms;  thus  its  current  is  gaJnn  of  an  ampere,  or  3'n  of  amillampere. 
Such  a  current  is  too  weak  for  telegraph  work  ;  the  currents  used  with  the 
ordinary  Morse  receivers  have  a  strength  of  14  lo  16  millamperes. 

The  Coulomb  is  the  unit  of  quantity  of  electricity,  and  is  that  quantity 
which  traverses  the  section  of  a  conductor  in  a  second,  when  a  current  of  an 
ampere  is  passing  through  it.  A  coulomb  of  electricity  in  traversing  an 
electrolyte  decomposes  a  weight  of  the  body  expressed  by  O'ooooto38  times 
its  chemical  equivalent. 

The  Farad  is  the  unit  of  capacity,  and  is  such  that  in  a  condenser  of  that 
,  capacity  the  quantity  of  a  coulomb  produces  a  difference  of  potential  of  a 
volt.  It  is  10-"  C.G.S.  units.  The  farad  is  far  too 
large  a  unit  for  practical  use  ;  thus  the  capacity  of  the 
globe  is  only  0000636  of  a  farad,  that  of  the  Sun  does 
not  amount  to  a  farad.  Accordingly  the  technical 
unit  of  capacity  is  the  millionth  part  of  this,  and  is 

called  the  miV^nriu/.    This  is  10 '■■  units.    A  Leyden  j,  . 

jar  with  a  total  coated  surface  of  a  square  metre,  and 
the  ^ass  of  which  is  1  mm,  thick,  has  a  capacity  of 
^  of  a  microfarad.  The  capacity  of  an  ordinary 
submarine  cable  may  be  taken  at  about  j  of  a  micro- 
farad per  knot  or  nautical  mile  of  1852  metres.  A 
spbe re  nine  kilometres  in  radius  has  a  capacity  of  a  **. 

microfarad.  '^"  *"' 

The  practical  standards  consist  of  circular  or  square  sheets  of  tinfoil  with 
projecting  tongues,  a  and  a'  (fig.  997),  fastened  on  thin  sheets  of  mica.  Be- 
tween each  such  coaled  sheet  is  placed  an  uncoated  one  of  mica,  the  two 
sets  of  tongues  being  severally  connected  with  each  other,  and  thus  the 
coalings  represent  the  coated  surfaces  of  a  condenser.  The  whole  is  en- 
closed in  a  box ;  a  condenser  having  a  capacity  of  a  microfarad  will  repre- 
sent a  coated  surface  of  over  6  square  yards. 

Walt. — The  energy,  W,  of  an  electrical  current  in  unit  time  may  be 
variously  expressed  ;  thus  W  -  C'R  -       -  CE.    This  latter  expression  is  the 

most  convenient  for  practical  purposes  ;  if  the  factors  which  express  the  watt 
are  given  in  practical  units,  it  represents  the  work  done  by  unit  current 
(ampere)  when  impelled  by  an  E.M.F.  of  a  volt.  It  is  thus  a  vollampere, 
and  on  the  proposal  of  the  late  Sir  W.  Siemens  has  been  called  a  luatl. 
If  the  factors  are  given  in  absolute  units,  V  A  is  equal  to  10'  ergs.  It  may 
also  be  defined  as  the  work  done  bj'  the  quantity  of  electricity  of  a  coulomb 
falling  through  a  difference  of  potentials  equal  to  a  volt,  and  in  this  form  the 
definition  is  closely  analogous  to  that  of  a  kilogramme  metre. 

The  watt  is  ^Jg  of  an  English  horse- power,  or  one  horse-power  =^  746  watts. 
The  French  cheval  vapeur  of  75  kilogramme-metres  or  542-4  foot-pounds  per 
second  is  equal  to  736  watls. 
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965.  delation  of  tlie  eleotrostatio  to  tlie  eleotromjiffBetio  Halt. — If 

we  compare  the  dimensions  of  the  units  of  quantity  and  of  the  other  electrical 
magnitudes  in  the  electrostatic  with  those  of  the  corresponding  dimensions 
as   expressed  in  the  electromagnetic  system,  we  find  that  the  ratios  are 

independent  of  the  unit  of  mass,  and  that       that   is,  the  expression  of  a 

velocity,  always  enters  into  the  ratio  between  theoL  Now  the  ratio  of  the 
two  sets  of  units  may  be  determined  experimentally.  Suppose  that  a  con- 
denser is  charged  with  electricity.  Knowing  its  dimensions,  the  quantity,  q^ 
of  the  charge  may  be  determined  in  electrostatic  measure,  by  measuring, 
for  instance,  the  repulsion  which  a  given  proportion  of  the  total  charge 
produces  in  a  torsion  balance  of  known  dimensions.  The  same  con- 
denser, being  charged  to  the  same  extent,  may  be  discharged  through  a 
galvanometer,  and  by  measuring  the  deflection  produced,  and  knowing  the 
constants  of  the  instrument,  the  quantity  may  be  obtained  in  electromagnetic 
units,  and  thus  the  ratio  of  the  quantity  expressed  in  the  two  sets  of  units 
may  be  deduced.  Or,  again,  the  E.M.F.  of  a  DanielPs  cell  may  be  measured 
first  by  the  aid  of  an  absolute  electrometer  (781),  which  will  give  in  electro- 
static units  of  potential  about  0*0036.  On  the  other  hand,  the  potential 
determined  in  electromagnetic  measure  has  the  value  i  '088  x  lo**.  Hence 
it  would  thus  be  found  that  in  round  numbers  the  electromagnetic  unit 
of  quantity  is  equal  to  3  x  10^^  electrostatic  units  of  quantity.  This  can  be 
understood  if  we  consider  that  the  latter  is  the  quantity  of  electricity  which 
attracts  or  repels  another  equal  quantity  at  a  distance  of  i  cm.  with  a  force 
of  a  dyne,  while  the  former  is  the  quantity  which  traverses  the  wire  in  a 
second  when  the  current  has  unit  intensity.  Similarly,  by  making  deter- 
minations of  the  ratio  in  all  cases  in  which  the  same  magnitude  may  be 
determined  in  electrostatic  as  well  as  in  electromagnetic  measure,  it  is  found 
that  the  agreement  in  the  numbers  found  is  very  close,  and  as  the  mean  of 
the  best  results  is  2*9857  x  io*<'.  As  the  ratio  between  the  units  is  always  of 
the  dimensions  of  a  velocity,  and  holds  under  the  condition  that  the  centi- 
metre is  the  unit  of  length,  and  the  second  is  the  unit  of  time,  this  velocity 
is  298,570  kilometres,  or  185,530  miles  in  a  second.  Now  this  number  agrees 
very  closely  with  that  which  has  been  experimentally  found  for  the  velocity 
of  light — 185,420  miles  (507). 

Faraday,  discarding  the  idea  of  action  at  a  distance,  considered  that 
electrical  forces  are  transmitted  through  an  elastic  medium,  and  that  this 
was  the  luminiferous  ether  (637).  Maxwell,  starting  from  these  ideas,  was 
led  to  the  development  of  his  electromagnetic  theory  of  light ;  this  theory 
requires  that  an  electromagnetic  wave  motion  must  be  transmitted  with  a 
velocity  represented  by  the  ratio  of  the  electrostatic  to  the  electromagnetic 
unit  of  quantity  of  electricity  ;  this,  as  we  have  seen,  is  equal  to  the  velocity 
of  light  Now,  if  luminous  and  electromagnetic  waves  are  transmitted  in 
one  and  the  same  medium  and  with  the  same  velocity,  it  is  natural  to  suppose 
that  they  are  identical  in  kind.  The  theory  also  requires  the  relation  be- 
tween the  refractive  index  of  a  body  and  the  dielectric  constant  which  we 
have  already  found  to  exist  (748). 

These  theoretical  previsions  of  what  is  known  as  the  Faraday- Maxwell 
theory  have  quite  recently  received  a  striking  confirmation  in  a  most  remark- 
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able  and  beautiful  series  of  experiments  by  Professor  Hertz,  of  which  we  can 
only  give  an  outline  of  some  of  the  principal  results. 

In  order  to  demonstrate  that  light  is  essentially  an  electromagnetic 
phenomenon,  it  would  be  necessary  to  produce,  with  a  vibratory  motion  of 
a  purely  electromagnetic  origin,  the  same  class  of  phenomena  as  can  be 
produced  with  ordinary  light,  such,  more  especially,  as  interference  and  re- 
fraction. The  difficulty  is  the  great  length  of  the  waves  with  which  we  have 
to  deal ;  for  from  the  laws  of  wave  motion  (253),  if  the  frequency  of  the 
electrical  oscillations  were  even  as  great  as  ten  thousand  in  a  second,  that 
would  represent  a  wave-length  of  30  kilometres,  and  for  a  wave-length  of 
3  metres  the  duration  should  not  be  greater  than  the  hundred-millionth  of  a 
second.  Now  in  the  discharge  of  a  Ley  den  jar,  or  the  still  more  rapid  one 
which  takes  place  between  the  ends  of  the  secondary  wire  of  a  RuhmkorfTs 
coil,  the  duration  of  the  oscillation  is  comprised  within  the  ten-thousandth 
and  the  hundred-thousandth  of  a  second. 

Hertz  devised  an  apparatus  which  he  calls  a  vibrator  or  discharger  for 
obtaining  continuous  but  very  rapid  electrical  oscillations,  true  rays  of  electri- 
cal force.  Two  spheres  or  plates  of  metal,  AA'  (fig.  998),  are  provided  with 
straight  metal  rods  with  small  knobs 
at  the  end,  the  distance,  C,  of  which  can 
be  adjusted.  The  rods  are  in  connection 
with  the  poles  of  a  small  RuhmkorfTs 
coil  B,  which  charges  the  two  spheres  to 
different  potentials  and  a  spark  passes  at 
C.  This  spark,  by  heating  the  air,  forms, 
as  it  were,  a  path  for  the  subsequent  os- 
cillations, and  the  vibrator  now  discharges 
itself  independently,  as  if  it  were  detached 
from  the  coil,  forming  between  each 
discharge  of  the  Ruhmkorff  a  series  of 
oscillations  of  extreme  rapidity.  Theory 
shows  that  if  the  resistance  of  the  circuit 
is  so  small  as  to  be  neglected,  the  period, 
/,  of  such  an  oscillation  is  proportional 
to    the    square    root    of    the   capacity, 

and    the coefficient    of    self-induction, 

/=2frN/LC  ;  and  accordingly  by  suitably 

choosing  the  dimensions  of  the  apparatus  it  has  been  possible  to  obtain 
electrical  oscillations  with  a  frequency  of  5  x  10*  in  a  second,  representing 
a  wave-length  of  60  cm. 

If  a  wire  frame  be  connected  with  one  of  the  spheres,  as  shown  on 
the  right  of  the  figure,  the  potentials  are  equal  at  a  and  0,  and  no  spark 
passes  between  them.  But  if  the  connection  is  made  dissymmetrically,  as 
shown  in  the  left — that  is  to  say,  is  nearer  one  knob  than  the  other — there  is 
a  difference  of  potential,  and  very  minute  sparks  pass  continuously. 

If  we  have  a  vibrating  tuning-fork  producing  sound  waves  therefore, 
and  we  approach  to  it  a  body  tuned  in  unison  with  the  fork,  the  body  in 
question  begins  to  vibrate  also  ;  such  bodies  as  we  have  seen  are  called 
resonators  (255).     In  order  to  investigate  the  distribution  of  electrical  waves 


Fig.  998. 
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in  the  region  about  a  vibrator,  Hertz  used  what  he  calls  an  eleciriccU  resonator. 
This  consists  (fig.  999)  of  a  wire  ring,  one  end  terminating  in  a  point  and 
the  other  in  a  knob,  which  by  a  micrometric  arrangement,  not  shown  in  the 
figure,  may  be  kept  at  any  desired  distance.  The  dimensions  of  the  frame 
are  adjusted — tuned  as  it  were — so  that  its  oscillations  synchronise  with 
those  of  the  vibrator.  If  now  the  resonator  is  placed  with  its  axis  parallel 
to  the  axis  of  the  vibrator — that  is,  to  the  line  joining  a  andjS — positions  are 
found  in  which  a  flow  of  minute  sparks  passes  between  the  ends  of  the 

resonator;  their  quantity  and  strength  diminish  as 
the  distance  from  the  vibrator  increases,  but  are  per- 
ceptible at  even  50  .or  60  feet.  These  waves  arc 
transverse  to  the  direction  of  propagation,  as  appears 
from  the  fact  that  when  in  a  given  position  the 
resonator  is  giving  sparks,  it  ceases  to  do  so  when 
turned  at  right  angles.  When  the  vibrator  works  well 
the  whole  room  is  pervaded  by  electrical  waves,  and 
by  varying  the  position  and  distance  of  the  resonator 
**■  ^^*  in  reference  to  the  vibrator,  it  is  possible  to  plot 

out  the  exact  form  of  the  wave  motion  in  the  field.  Sparks  can  be  taken 
between  any  two  pieces  of  metal ;  by  presenting  a  penknife  to  a  gaspipe 
and  the  like. 

These  electrical  waves  pass  through  ordinary  conductors,  such  as  a  door 
•  or  a  wall,  but  are  reflected  from  a  conducting  surface.  If  the  vibrator  is 
placed  at  a  suitable  distance  in  front  of  a  large  sheet  of  metal,  the  waves 
are  reflected  from  the  wall,  and  interfering  with  incident  rays  give  rise  to 
stationary  waves  made  up  of  nodes  and  loops  at  regular  intervals,  quite 
analogous  to  the  corresponding  acoustical   phenomenon.    This  may  be 

demonstrated  by  means  of  the  resonator,  which  gives 
no  spark  if  placed  at  a  node,  but  does  so  if  in  a  loop. 
If  the  metal  is  a  perfect  conductor,  there  is  fomied 
a  node  at  the  reflecting  surface  and  others  at  equal 
distances.  This  is  analogous  to  the  case  of  a  stopped 
pipe. 

If  the  vibrator  is  placed  in  front  of  a  tall  cylindrical 
metal  reflector  with  a  parabolic  section  (fig.  1000),  the 
eflects  produced  are  more  pronounced,  and  can  be  per- 
ceived at  a  greater  distance  than  before.  A  mass  of 
electrical  rays  parallel  to  the  focal  line  is  formed,  and 
the  experiment  of  the  conjugate  mirrors  (420)  may  be 
repeated.  An  insulating  screen  placed  between  the 
two  mirrors  does  not  stop  the  action,  but  a  conducting  screen  does.  It  forms 
an  electrical  shadow. 

The  electrical  rays  undergo  a  refraction  on  passing  from  one  medium  to 
another.  This  Hertz  demonstrated  by  means  of  a  huge  prism  of  pitch, 
5  feet  in  height,  with  a  refracting  angle  of  30%  and  with  a  face  of  over  a 
square  yard.  When  the  rays,  rendered  parallel  by  the  mirror,  fell  on  this 
they  were  deflected  towards  the  base,  and  by  means  of  the  resonator  the 
refractive  index  was  found  to  be  i  "69  ;  the  optical  refractive  index  is  between 
1-5  and  1-6. 


Fig.  1000. 
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By  allowing  electrical  rays  to  fall  on  a  plane  reflecting  surface,  part  are 
absorbed  and  part  reflected,  and  it  is  readily  shown  that  the  angle  of  reflec- 
tion, as  with  light  and  heat,  is  equal  to  the  angle  of  incidence  (511). 

If  the  electrical  rays  concentrated  by  a  mirror  fall  on  a  grating  formed 
of  parallel  copper  wires,  it  is  found  that  when  the  grating  is  in  the  direction 
of  the  rays — that  is,  when  the  wires  are  parallel  to  the  focal  line  of  the  mirror 
— they  are  transmitted,  but  are  stopped  when  the  wires  are  turned  at  right 
angles  to  the  direction.  This  is  a  phenomenon  of  polarisation  ;  the  grating 
acts  in  regard  to  the  rays  like  a  tourmaline  in  respect  of  plane  polarised 
light  (666).  In  another  experiment  Hertz  reproduced  the  phenomena  of 
diffraction  (646).  He  also  showed  that  electrical  waves  can  exert  a  mechani- 
cal action  by  causing  them  to  strike  against  a  small  tube  of  gold  paper  very 
delicately  suspended. 

Hertz's  experiments  have  been  reproduced  by  many  observers,  and  with 
other  resonators  and  modifications  in  the  way  of  experimenting.  Dragoumis 
found  that  Geissler's  tubes  were  well  fitted  for  this  purpose.  Lecher's  method 
of  investigation  is  convenient.  The  vibrator  is  formed  of  two  metal  plates, 
ab  (fig.  looi),  connected  with  the  terminals  of  a  Ruhmkorflf's  coil  as  in 
fig.  998,  opposite  which  are  two  similar  ones,  a'b' ;  from  these  pass  long 
wires,  st  s'f^  parallel  from  s  to  /,  which  are  tightly  stretched  by  means  of 
strings. 

If  a  Geissler's  tube  g  with  or  without  electrodes  be  placed  across  the 
wires  it  becomes  luminous.     If  now  a  metal  wire,  xx'^  be  placed  across,  the* 


Fig.  looi. 


luminosity  ceases,  but  by  moving  the  cross  wires  backwards  or  forwards 
positions  are  found  in  which  it  again  appears.  These  positions  represent 
the  nodes.  According  to  Lecher,  this  is  a  phenomenon  of  electrical  resonance  ; 
a  principal  vibration  is  found  from  a'sxx's'b'^  which  by  induction  produces 
secondary  vibrations  in  the  rest  of  the  wire. 

If  a  portion  of  each  of  the  wires  is  cut  off,  the  resonance  is  disturbed, 
the  tube  is  dark,  and  to  restore  the  luminosity  the  bridge  xx*  must  be  moved 
nearer  to  F^ ;  the  amount  of  displacement  is  half  the  length  of  the  pieces 
thus  cut  off. 

If  a  sheet  of  tinfoil  is  attached  to  each  end,  this  increases  the  capacity  ; 
the  period  of  the  vibration  is  increased,  the  wave-length  greater,  and  to  keep 
the  tubes  luminous  the  cross  wires  must  be  moved  nearer  the  ends  //'.    This 
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leads  to  a  method  of  determining  capacities  and  dielectric  constants  by 
means  of  very  rapid  vibrations.  The  apparatus  furnishes  also  a  ready 
means  of  determining  the  electrical  wave-length.  In  certain  experiments 
with  a  period  of  vibration  of  the  hundred-thousandth  of  a  second,  the  distance 
of  two  consecutive  nodes,  or  half  a  wave-length,  was  found  to  be  1*4  m.,  so 
that  from  the  formula  (253)  we  get  for  the  velocity  of  electricity  280,000 
kilometres — that  is,  virtually  the  same  as  that  of  light  (507). 

The  velocity  is  the  same  whatever  be  the  nature  of  the  wires  used,  from 
which  it  follows  that  the  transmission  is  effected  by  the  surrounding  medium 
and  not  by  the  wire  itself. 

All  these  experiments  show  that  the  analogy  is  complete  between 
the  waves  of  light  and  of  electricity,  and  we  are  led  to  the  conclusion 
that  electrical,  thermal,  and  luminous  phenomena  have  one  and  the 
same  origin,  which  is  a  vibratory  motion  of  the  ether,  and  that  they  only 
differ  in  the  length  of  the  waves.  The  wave-length  of  the  longest  visible 
rays  is  about  0*00005  cm.,  that  of  the  longest  dark  thermal  ray  hitherto 
observed  is  0*003  ^^-t  while  the  shortest  electrical  wave  is  50  cm.,  or  a  million 
times  that  of  light 

These  experiments  lead  to  a  fundamental  change  in  oiu:  views  as  to  the 
way  in  which  the  electrical  current  is  transmitted.  It  has  hitherto  been 
considered  that  when  the  current  is  closed  the  wire  itself  is  the  agency  by 
which  it  is  transmitted.  We  must  for  the  future  consider  that  the  surrounding 
medium,  the  ether,  transmits  the  electrical  energy,  and  that  this  energy  enters 
the  wire  from  the  outside ;  it  is  there  destroyed  as  electromagnetic  energy, 
but  is  converted  into  heat,  which  heat  travels  by  radiation  from  layer  to  layer 
like  changes  of  temperature  in  a  conductor.  The  less  rapidly  electrical 
forces  change  their  direction  in  the  medium  the  more  completely  does  heat 
penetrate  the  wire  ;  when  the  change  takes  place  many  million  times  in  a 
second  the  interior  of  the  wire  is  not  afifected  by  the  current  This  is 
analogous  to  the  case  of  a  body  which  is  subject  to  excessively  rapid  alter- 
nations of  heat  and  cold. 
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966.  Mivioiilar  oarrents. — The  existence  of  electrical  currents  in  living 
muscle  was  first  indicated  by  Galvani,  but  his  researches  fell  into  Oblivion 
after  the  discovery  of  the  voltaic  pile,  which  was  supposed  to  explain  all  the 
phenomena.  Since  then,  Nobili,  Matteucci,  and  others,  especially,  in  late 
years,  Du  Bois  Reymond,  have  shown  that  electric  currents  do  exist  in  living 
muscles  and  nerves,  and  have  investigated  their  laws. 

For  investigating  these  currents  it  is  necessary  to  have  a  delicate  gal- 
vanometer, and  also  electrodes  which  will  not  become  polarised  or  give  a 
current  of  their  own,  and  which  will  not  in  any  way  alter  the  muscle  when 
placed  in  contact  with  it ;  the  electrodes  which  satisfy  these  conditions  best 
are  those  of  Du  Bois  Reymond,  as  modified  by  Bonders.  Each  consists  of 
a  glass  tube,  one  end  of  which  is  narrowed  and  stopped  by  a  plug  of  paste 
made  by  moistening  china-clay  with  a  half  per  cent,  solution  of  common  salt; 
the  tube  is  then  partially  filled  with  a  saturated  solution  of  sulphate  of  zinc  ; 
and  into  this  dips  the  end  of  a  piece  of  thoroughly  amalgamated  zinc  wire, 
the  other  end  of  which  is  connected  by  a  copper  wire  with  the  galvanometer  ; 
the  moistened  china-clay  is  a  conducting  medium  which  is  perfectly  neutral 
to  the  muscle,  and  amalgamated  zinc  in  solution  of  sulphate  of  zinc  does  not 
become  polarised. 

967.  Currents  of  mascle  at  rest. — In  describing  these  experiments  the 
surface  of  the  muscle  is  called  the  natural  longitudinal  section  ;  the  tendon 
the  natural  transverse  section  ;  and  the  sections  obtained  by  cutting  the 
muscle  longitudinally  or  transversely  are  respectively  the  artificicU  longitu- 
dinal and  artificicU  transverse  sections. 

If  a  living  irritable  muscle  be  removed  from  a  recently  killed  frog,  and 
the  clay  of  one  electrode  be  placed  in  contact  with  its  surface,  and  of  the 
other  with  its  tendon,  the  galvanometer  will  indicate  a  current  from  the 
former  to  the  latter ;  showing,  therefore,  that  the  surface  of  the  muscle  is 
positive  with  respect  to  the  tendon.  By  varying  the  position  of  the  elec- 
trodes, and  making  various  artificial  sections,  it  is  found — 

1.  That  any  longitudinal  section  is  positive  to  any  transverse  section. 

2.  That  any  point  of  a  longitudinal  section  nearer  the  middle  of  the 
muscle  is  positive  to  any  other  point  of  the  same  section  farther  from  the 
centre. 

3.  In  any  artificial  transverse  section  any  point  nearer  the  periphery  is 
positive  to  one  nearer  the  centre. 

4.  The  current  obtained  between  two  points  in  a  longitudinal  or  in  a 
transverse  section  is  always  much  more  feeble  than  that  obtained  between 
two  different  sections. 


I022 


Dynamical  Electricity 


[967 


Fig.  I002. 


5.  No  current  is  obtained  if  two  points  of  the  same  section*  equidistant 
from  its  centre  be  taken. 

6.  To  obtain  these  currents  it  is  not  necessary  to  employ  a  whole  muscle, 
or  a  considerable  part  of  one,  but  the  smallest  fragment  that  can  be  experi- 
mented with  is  sufficient. 

7.  If  a  muscle  be  cut  straight  across,  the  most  powerful  current  is  that 
from  the  centre  of  the  natural  longitudinal  section  to  the  centre  of  the  arti- 
ficial transverse  ;  but  if  the  muscle  be 
cut  across  obliquely,  as  in  fig.  1002,  the 
most  positive  point  is  moved  from  c 
towards  ^,  and  the  most  negative  from 
^/ towards  a  (*  currents  of  inclinatian^ 

To  explain  the  existence  and  rda- 
tions  of  these  muscular  currents,  it  may  be  supposed  that  each  muscle  is 
made  up  of  regularly  disposed  electromotor  elements,  which  may  be  re- 
garded as  cylinders  whose  ^es  are  parallel  to  that  of  the  muscle,  and 
whose  sides  are  charged  with  positive  and  their  ends  with  negative  electri- 
city ;  and,  further,  that  all  are  suspended  and  enveloped  in  a  conducting 
medium.  In  such  a  case  (fig.  1002)  it  is  clear  that  throughout  most  of  the 
muscle  the  positive  electricities  of  the  opposed  surfaces  would  neutralise  one 
another,  as  would  also  the  negative  charges  of  the  ends  of  the  cylinders  ;  so 
that,  so  long  as  the  muscle  was  intact,  only  the  charges  at  its  sides  and  ends 
would  be  left  to  manifest  themselves  by  the  production  of  electromotive 
phenomena  ;  the  whole  muscle  being  enveloped  in  a  conducting  stratum,  a 
current  would  constantly  be  passing  from  the  longitudinal  to  the  transverse 
section,  and,  a  part  of  this  being  led  off  by  the  wire  circuit,  would  manifest 
itself  in  the  galvanometer. 

This  theory  also  explains  the  currents  between  two  different  points  on  the 
same  section ;  the  positive  charge  at  ^,  for  instance  (fig.  1003),  would  have  more 

resistance  to  overcome  in  get- 
ting to  the  transverse  section 
than  that  at  d^  therefore  it  has 
a  higher  tension ;  and  if  b  and  d 
are  connected  by  the  electrodes, 
b  will  be  found  positive  to  d^ 
and  a  current  will  pass  firom 
the  former  to  the  latter.  WTiat 
are  called  currents  of  inclina- 
tion are  also  explicable  on  the 
above  hypothesis,  for  the 
oblique  section  can  be  repre- 
sented as  a  number  of  elements  arranged  as  in'fig.  1004,  so  that  both  the 
longitudinal  surfaces  and  the  ends  of  the  cylinders  are  laid  bare,  and  it  can 
thus  be  regarded  as  a  sort  of  oblique  pile  whose  positive  pole  is  towards  b 
and  its  negative  at  a,  and  whose  current  adds  itself  algebraically  to  the 
ordinary  current  and  displaces  its  poles  as  above  mentioned. 

A  perfectly  fresh  muscle,  very  carefully  removed,  with  the  least  possible 
contact  with  foreign  matters,  sometimes  gives  almost  no  current  between  its 
different  natural  sections,  and  the  current  always  becomes  more  marked  after 
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the  muscle  has  been  exposed  a  short  time  ;  nevertheless,  the  phenomena 
are  vital,  for  the  currents  disappear  completely  with  the  life  of  the  muscle, 
sometimes  becoming  first  irregular  or  even  reversed  in  direction. 

968.  Itl&eoaooplo  flrof.     Oontraotioii  wltlioiit  metals. — The  existence 
of  the  muscular  currents  can  be  manifested  without  a  galvanometer,  by  using 
another  muscle  as  a  galvanoscope.  ; 
Thus,  if  the  nerve  of  one  living  f 
muscle  of  a  frog  be  dropped  sud- 
denly on  another  living  muscle,  so 
as  to  come  in  contact  with  its  longi- 
tudinal and  transverse  sections,  a 
contraction  of  the  first  muscle  will  o 
occur,  due  to  the  stimulation  of  its                                ^^'  '°***' 

ner\'e  by  the  passage  through  it  of  the  electric  current  derived  fro»n  the 
sur&ce  of  the  second. 

969.  Onrreiits  In  aottve  masole. — When  a  muscle  is  made  to  contract 
there  occurs  a  sudden  diminution  of  its  natural  electric  current,  as  indicated 
by  the  galvanometer.  This  is  so  instantaneous  that,  in  the  case  of  a  single 
muscular  contraction,  it  does  not  overcome  the  inertia  of  the  needle  of  the 
galvanometer ;  but  if  the  contractions  be  made  to  succeed  one  another  very 
rapidly — that  is,  if  the  muscle  be  tetanised  (827) — then  the  needle  swings 
steadily  back  towards  zero  from  the  position  in  which  the  current  of  the 
resting  muscle  had  kept  it,  often  gaining  such  momentum  in  the  swing  as  to 
pass  beyond  the  zero  point,  but  soon  reverting  to  some  point  between  zero 
and  its  original  position. 

The  negative  variation  in  the  case  of  a  "simple  muscular  contraction  can, 
however,  be  made  manifest  by  using  another  muscle  as  a  rheoscope  ;  if  the 
nerve  of  this  second  muscle  be  laid  over  the  first  muscle  in  such  a  position 
that  the  muscular  current  passes  through  it,  and  the  first  muscle  be  then  made 
to  contract,  the  sudden  alteration  in  its  strength  of  the  current  stimulates 
the  nerve  laid  on  it  (827),  and  so  causes  a  contraction  of  the  muscle  to  which 
the  latter  belongs. 

The  same  phenomenon  can  be  demonstrated  in  the  muscles  of  warm- 
blooded animals  ;  but  with  less  ease,  on  account  of  the  difficulty  of  keeping 
them  alive  after  they  are  laid  bare  or  removed  from  the  body.  Experiments 
made  by  placing  electrodes  outside  the  skin,  or  passing  them  through  it,  are 
inexact  and  Unsatisfactory. 

970.  aieotrlo  onrrents  in  nerre. — The  same  electromotor  indications 
can  be  obtained  from  nerves  as  from  muscles — at  least,  as  far  as  their  smaller 
size  will  permit  ;  the  currents  are  more  feeble  than  the  muscular  ones,  but 
can  be  demonstrated  by  the  galvanometer  in  a  similar  way.  Negative  vari- 
ation has  been  proved  to  occur  in  active  nerve  as  in  active  muscle.  The 
sffect  of  a  constant  current  passed  through  one  part  of  a  nerve  on  the  amount 
jf  the  normal  nerve-current,  measured  at  another  part,  has  already  been 
lescribed  (Chapter  III.,  Electrotonus). 

971.  Bleotrioal  llsl&. — Electrical  fish  are  those  fish  which  have  the  re- 
luirkable  property  of  giving,  when  touched,  shocks  like  those  of  the  Leyden 
ar.  Of  these  fish  there  are  several  species,  the  best  known  of  which  are  the 
lorpedo,  the  gymnotus,  and  the  silurus.    The  torpedo,  which  is  very  common 
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in  the  Mediterranean,  has  been  carefully  studied  by  Becquerel  and  Breschet 
in  France,  and  by  Matteucci  in  Italy.  The  gymnotus  was  investigated  by 
Humboldt  and  Bonpland  in  South  America,  and  in  England  by  Faraday, 
who  had  the  opportunity  of  examining  live  specimens. 

The  shock  which  they  give  serves  both  as  a  means  of  offence  and  of 
defence.  It  is  purely  voluntary,  and  becomes  gradually  weaker  as  it  is 
repeated  and  as  these  animals  lose  their  vitality,  for  the  electrical  action 
soon  exhausts  them  materially.  According  to  Faraday,  the  shock  which  the 
gymnotus  gives  is  equal  to  that  of  a  battery  of  1 5  jars  exposing  a  coating  of 
25  square  feet,  which  explains  how  it  is  that  horses  frequently  give  way  under 
the  repeated  attacks  of  the  gymnotus. 

Numerous  experiments  show  that  these  shocks  are  due  to  ordinary 
electricity.  For  if,  touching  with  one  hand  the  back  of  the  animal^  the 
belly  is  touched  with  the  other,  or  with  a  metal  rod,  a  violent  shock  is  felt 
in  the  wrists  and  arms  ;  while  no  shock  is  felt  if  the  animal  is  touched  with 
an  insulating  body.  Further,  when  the  back  is  connected  with  one  end  of  a 
galvanometer  wire  and  the  belly  with  the  other,  at  each  discharge  the  needle 
is  deflected,  but  immediately  returns  to  zero,  which  shows  that  there  is  an 
instantaneous  current ;  and,  moreover,  the  direction  of  the  needle  also  shows 
that  the  current  goes  from  the  back  to  the  belly  of  the  fish.  Lastly,  if  the 
current  of  a  torpedo  be  passed  through  a  helix  in  the  centre  of  which  is  a 
small  steel  bar,  the  latter  is  magnetised  by  the  passage  of  a  discharge. 

By  means  of  the  galvanometer,  Matteucci  established  the  following 
facts  : — 

I.  When  a  torpedo  is  lively,  it  can  give  a  shock  in  any  part  of  its  body, 
but  as  its  vitality  diminishes,  the  parts  at  which  it  can  give  a  shock  are 
nearer  the  organ  which  is  the  seat  of  the  development  of  electricity.  2.  Any 
point  of  the  back  is  always  positive  as  compared  w^ith  the  correspond- 
ing point  of  the  belly.  3.  Of  any  two  points  at  different  distances  from 
the  electrical  organ,  the  nearest  always  plays  the  part  of  a  positive  pole, 
and  the  farthest  that  of  a  negative  pole.  With  the  belly  the  reverse  is  the 
case. 

The  organ  where  the  electricity  is  produced  in  the  torpedo  is  double,  and 
formed  of  two  parts  symmetrically  situated  on  two  sides  of  the  head  and 
attached  to  the  skull-bone  by  the  internal  face.  Each  part  consists  of  neariy 
parallel  lamellae  of  connective  tissue  inclosing  small  chambers,  in  which  lie 
the  so-called  electrical  plates^  each  of  which  has  a  final  nerve  ramification 
distributed  on  one  of  its  faces.  The  face,  on  which  the  nerve  ends,  is 
turned  the  same  way  in  all  the  plates,  and  when  the  discharge  takes  place 
is  always  negative  to  the  other. 

Matteucci  investigated  the  influence  of  the  brain  on  the  discharge.  For 
this  purpose  he  laid  bare  the  brain  of  a  living  torpedo,  and  found  that  the 
first  three  lobes  could  be  irritated  without  the  discharge  being  produced,  and 
that  when  they  were  removed  the  animal  still  possessed  the  feculty  of  giving 
a  shock.  The  fourth  lobe,  on  the  contrary,  could  not  be  irritated  without 
an  immediate  production  of  the  discharge  ;  but  if  it  was  removed,  all  dis- 
engagement of  electricity  disappeared,  even  if  the  other  lobes  remained 
untouched.  Hence  it  would  appear  that  the  primary  source  of  the  electricity 
elaborated  is  the  fourth  lobe,  whence  it  is  transmitted  by  means  of  the  nerves 
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to  the  two  organs  described  above,  which  act  as  multipliers.  In  the  silurus 
the  head  appears  also  to  be  the  seat  of  the  electricity  ;  but  in  the  gymnotus 
it  is  found  in  the  tail. 

972.  AppUoatloii  of  eleotrlolty  to  modlolne. — The  first  applications  of 
electricity  to  medicine  date  from  the  discovery  of  the  Leyden  jar.  Nollet 
and  Boze  appear  to  have  been  the  first  who  thought  of  the  application,  and 
soon  the  spark  and  electrical  friction  became  a  universal  panacea ;  but  it 
roust  be  admitted  that  the  results  of  subsequent  trials  did  not  come  up  to  the 
hopes  of  the  early  experimentalists. 

After  the  discovery  of  dynamic  electricity  Galvani  proposed  its  applica- 
tion to  medicine  ;  since  which  time  many  physicists  and  physiologists  have 
been  engaged  upon  this  subject,  and  yet  there  is  still  much  uncertainty  as 
to  the  real  effects  of  electricity,  the  cases  in  which  it  is  to  be  applied,  and 
the  best  mode  of  applying  it  Practical  men  prefer  the  use  of  currents  to 
that  of  statical  electricity,  and,  except  in  a  few  cases,  discontinuous  to 
continuous  currents.  There  is,  finally,  a  choice  between  the  currents  of  the 
battery  and  induction  currents  ;  further,  the  effects  of  the  latter  differ 
according  as  induction  currents  of  the  first  or  second  order  are  used.  In 
fact,  since  induction  currents,  although  very  intense,  have  a  very  feeble 
chemical  action,  it  follows  that  when  they  traverse  the  organs  they  do  not 
produce  the  chemical  effects  of  the  current  of  the  battery,  and  hence  do  not 
tend  to  produce  the  same  disorganisation.  Further,  in  electrifying  the 
muscles  of  the  face,  induction  currents  are  to  be  preferred,  for  these  currents 
only  act  feebly  on  the  retina,  while  the  currents  of  the  battery  act  energeti- 
cally on  this  organ,  and  may  affect  it  dangerously.  There  is  a  difference  in 
the  action  of  induced  currents  of  different  orders ;  for  while  the  primary 
induced  current  causes  lively  muscular  actions,  but  has  little  action  on  the 
cutaneous  sensibility,  the  secondary  induced  current,  on  the  contrary,  in- 
creases the  cutaneous  sensibility  to  such  a  point  that  its  use  ought  to  be 
proscribed  to  persons  whose  skin  is  very  irritable. 

Hence  electrical  currents  should  not  be  applied  in  therapeutics  without 
a  thorough  knowledge  of  their  various  properties.  They  ought  to  be  used 
with  great  prudence,  for  their  continued  action  may  produce  serious  acci- 
dents. Matteucci  says  :  '  In  commencing,  a  feeble  current  must  always  be 
used.  This  precaution  now  seems  to  me  the  more  important  as  I  did  not 
think  it  so  before  seeing  a  paralytic  person  seized  with  almost  tetanic  con- 
vulsions under  the  action  of  a  current  formed  of  a  single  element.  Take 
care  not  to  continue  the  application  too  long,  especially  if  the  current  is 
energetic.  Rather  apply  a  frequently-interrupted  current  than  a  continuous 
one,  especially  if  it  be  strong  ;  but  after  twenty  or  thirty  shocks,  at  most,  let 
the  patient  take  a  few  moments'  rest.' 

Of  late  years,  however,  feeble  continuous  currents  have  come  more  into 
use.  They  are  frequently  of  great  service  when  applied  skilfully,  so  as  to 
throw  the  nerves  of  the  diseased  part  into  a  state  of  cathelectrotonus  or 
anelectrotonus  (827),  according  to  the  object  which  is  sought  to  be  attained 
in  any  given  case. 
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METEOROLOGY 

973.  Meteoroloffy. — The  phenomena  which  are  produced  in  the  atmo- 
sphere are  called  meteors  \  and  tneteorology  is  that  part  of  physics  which  is 
concerned  with  the  study  of  these  phenomena. 

A  distinction  is  made  between  aerial  meteors,  such  as  winds,  hurricanes, 
and  whirlwinds  ;  aqueous  meteors,  comprising  fogs,  clouds,  rain,  dew,  snow, 
and  hail ;  and  luminous  meteors,  as  lightning,  the  rainbow,  and  the  aurora 
borealis. 

974.  MeteoroKTapl&. — The  importance  of  being  able  to  make  continuous 
observations  of  various  meteorological  phenomena  has  led  to  the  construc- 
tion of  various  forms  of  automatic  arrangements  for  this  purpose,  of  which 
that  of  Osier  in  England  may  be  specially  mentioned.  One  of  the  most  com- 
prehensive and  complete  is  Secchi's  meteorograph^  of  which  we  will  givt 
here  a  description. 

It  consists  of  a  base  of  masonry  about  2  feet  high  {fi%,  1005) ;  on  this  are 
fixed  four  columns,  about  7.\  yards  high,  which  support  a  table  on  which  is 
a  clockwork  regulating  the  whole  of  the  movements.  The  phenomena  are 
registered  on  two  sheets  which  move  downwards  on  two  opposite  sides,  their 
motion  being  regulated  by  the  clockwork.  One  of  them  occupies  ten  days 
in  so  doing,  and  on  it  are  registered  the  direction  and  velocity  of  the  wind, 
the  temperature  of  the  air,  the  height  of  the  barometer,  and  the  occurrence 
of  rain  ;  on  the  second,  which  only  takes  two  days,  the  barometric  height 
and  the  occurrence  of  rain  are  repeated,  but  on  a  much  larger  scale ;  d»is 
gives,  moreover,  the  moisture  of  the  air. 

Direction  of  the  wind, — The  four  principal  directions  of  the  wind  are  re- 
gistered by  means  of  four  pencils  fixed  at  the  top  of  thin  brass  rods,tf,^,^^ 
(fig.  1005),  which  are  provided  at  the  bottom  ends  with  soft  iron  keepers 
attracted  by  two  electromagnets,  E  E',  for  west  and  north,  and  by  two  Mher 
electromagnets  lower  down  for  south  and  east  These  four  electromagnets, 
as  well  as  all  the  others  on  the  apparatus,  are  worked  by  a  single  sand 
battery  (886)  of  twenty-four  elements.     The  passage  of  the  current  in  one  or 
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the  other  of  these  electromagnets  is  regulated  by  means  of  a  vane  (lig.  1006) 
consisting  of  two  plates  at  an  angle  of  thirty  degrees  with  each  other,  by 


which  greater  steadiness  is  obtained  than  with  a  single  plate.    In  the  rod  of 
the  vane  is  a  small  brass  plate,  o ;  this  part  is  in  the  centre  of  four  metal 
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sectors,  insulated  from  each  other,  and  each  provided  with  a  binding-son, 
by  which  connection  is  established  with  the  binding-screw  K,  and  ibe  dec- 
tromagnets  E  £'.  The  battery  cimai 
reaches  the  rod  of  the  vane  by  the  viiti. 
and  thence  (he  sliding  contact  o,  li^ 
leads  it  to  the  elearomagnet  fot  iIk 
north,  for  instance. 

If  the  current  passed  cooslanlly  iailiii 
electromagnet,  the  pencil  on  the  ml  i 
would  be  stationary  ;  but  from  the  electro- 
magnet  E'  the  current  passes  intoa  secMd 
electromagnet,  n,  over  the  clockwoit,uiil 
is  thereby  alternately  opened  and  dosed, 
as  will  be  seen  in  speaking  of  the  velocty 
of  the  wind.      Hence  the  armature  oflbi 
rod  d,  alternately  free  and  attracted,  va- 
cillates ;  and  its  pencil,  which  is  alnn    i 
pressed  against  the  paper  AD  by  ibe 
elasticity  of  the  rod,  traces  on  it  a  serie   i 
of  parallel  dashes  as  the  paper  descndi.  ' 
and  so  long  as  the  wind  is  in  the  nottb.    | 
If  the  wind  changes  then  to  n^est,  fiw  in-   I 
stance,  the  rod  a  oscillates,  and  its  pencl   | 
traces  a  different  series  of  marks      The  rate  of  displacement  of  the  ppe   | 
being  known,  we  get  the  direction  of  the  prevalent  wind  at  a  given  mooKW. 
Vilocity  of  the  tcijw^— This  is  iddi- 
cated  by  a  Robinson's  anemomittr,  tai 
^^  is  registered  in  two  ways:  bytwocoanltn 

^^^  which  mark  in  decametres  and  IdlooKiits 

the  distance  travelled  by  the  vind;  and 
by  a  pencil  which  traces  on  a  tableacnn'c. 
the  ordinates  of  which  are  propcrtioiul  to 
the  velocity  of  the  wind. 

Robinson,  who  originally  deiised  tha 
form  of  anemometer  (fig.  too;),  pcmd 
that  lis  velocity  is  proportional  to  ilui  of 
the  wind  ;  in  this  apparatus  the  knfi 
of  the  arms  is  so  calculated  that  udi  in- 
volution corresponds  to  a  velocity  d  m 
metres  (975).  The  anemometer  is  pl>«J 
at  a  considerable  distance  from  the  nxtff- 
ograph,  and  is  connected  with  ii  l>v  ■ 
copper  wire,i]^  which  passes  to  the  elKtn- 
magnet,*),  of  the  counter.  Onitsrodtbcrt 
is,  moreover,  an  excentric,  which  »1  e*i 
Pis-  ""7-  turn  touches  a  metal  contact  in  c«a«f' 

tion  with  the  wire  d.  The  battery  aima 
readies  the  anemometer  by  a  wire  a,  the  current  is  closed  once  at  e»d 
rotation,  and  passes  to  the  electromagnet  it,  which  moves  the  needle  i' 
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the  dial  through  one  division.  There  are  fifty  such  divisions,  which  repre- 
sent as  many  turns  of  the  vane,  and  therefore  so  many  multiples  of  ten 
metres.    The  lower  dial  marks  the  kilometres. 

The  curve  of  velocities  is  traced  on  the  sheet  by  a  pencil,  /,  fixed  to  a 
horizontal  rod.  This  is  joined  at  its  two  ends  to  two  guide-rods,  o  and  y^ 
which  keep  it  parallel.  The  pencil  and  the  rod  are  moved  laterally  by  a 
chain  which  passes  over  two  pulleys,  r'and  r,  and  is  then  coiled  over  a  pulley 
placed  on  the  shaft  of  the  counter,  but  connected  with  it  merely  by  a  ratchet- 
wheel  ;  and  moved  thus  by  the  counter  and  the  chain,  the  pencil  traces 
every  hour  on  the  sheet  a  line  the  length  of  which  is  proportioned  to  the 
velocity  of  the  wind.  From  hour  to  hour  an  excentric  moved  by  clockwork 
detaches,  from  the  shaft  of  the  counter,  the  pulley  on  which  is  coiled  the 
chain,  and  this  pulley  becoming  out  of  gear,  a  weight,  /,  connected  with  the 
pencil  /,  restores  this  to  its  starting-point.  All  the  lines,  V,  traced  succes- 
sively by  the  pencil,  start  from  the  same  straight  line  as  ordinates,  and  their 
ends  give  the  curve  of  velocities. 

The  counters  on  the  right  and  left  are  worked  by  electromagnets,  m  m\ 
and  are  intended  to  denote  the  velocity  of  special  winds  ;  for  instance,  those 
of  the  north  and  south,  by  connecting  their  electromagnets  with  the  north 
and  south  sectors  of  the  vane  {^%,  1006). 

Temperature  of  the  air. — This  is  indicated  by  the  expansion  and  con- 
traction of  a  copper  wire  of  16  metres  in  length  stretched  backwards  and 
forwards  on  a  fir  post  8  metres  in  length.  The  whole  being  placed  on  the 
outside — on  the  roof,  for  instance — the  expansion  and  contraction  are  trans- 
mitted by  a  system  of  levers  to  a  wire,  «/,  which  passes  to  the  meteorograph, 
where  it  is  jointed  to  a  bent  lever,  /.  This  is  jointed  to  a  horizontal  rod,  j", 
which  supports  a  pencil,  and  at  the  other  end  is  jointed  to  a  guide-rod,  x. 
Thus  the  pencil,  sharing  the  oscillations  of  the  whole  system,  traces  the  curve 
of  the  temperatures. 

Pressure  of  the  atmosphere, — This  is  registered  by  the  oscillations  of  a 
barometer,  B,  suspended  at  one  end  of  a  bent  scale-beam,  I  F,  playing  on  a 
knife-edge  (fig.  1009).  The  arm  F  supports  a  counterpoise  ;  to  the  arm  I  is 
suspended  the  barometer  B,  which  is  wider  at  the  top  than  at  the  bottom. 
A  wooden  flange  or  floater,  Q,  fixed  to  the  lower  part  of  the  tube,  plunges  in 
a  bath  of  mercury,  so  that  the  buoyancy  of  the  liquid  counterbalances  part  of 
the  weight  of  the  barometer.  Owing  to  the  large  diameter  of  the  barometric 
chamber,  a  very  slight  variation  of  level  in  this  chamber  makes  the  tube 
oscillate,  and  with  it  the  scale-beam  I  F.  To  the  axis  of  this  is  a  triangle, 
ghk^  jointed  to  a  horizontal  rod,  which  in  turn  is  connected  with  a  guide-rod, 
z.  In  the  middle  of  this  rod  is  a  pencil  which,  sharing  in  the  oscillations  of 
the  triangle  ghk^  traces  the  curve  H  of  pressure.  A  bent  lever  at  the  bottom 
of  the  barometer  tube  keeps  this  in  a  vertical  position. 

Rainfall. — This  is  registered  between  the  direction  of  the  winds  and  the 
curve  H  by  a  pencil  at  the  end  of  a  rod,  «,  which  is  worked  by  an  electro- 
magnet, e.  On  the  roof  is  a  funnel  which  collects  the  rain,  and  a  long  tube 
leads  the  water  to  a  small  water-balance,  with  the  cups  placed  near  the 
meteorograph  (fig.  1008).  To  the  axis  of  the  scale-beam  one  pole  of  the 
battery  is  connected ;  the  left  cup  being  ftill,  tips  up,  and  a  contact,  a, 
closes  the  current,  which  passes  then  to  one  of  the  binding-screws,  C,  and 
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hence  to  the  electromagnet,  e.  Then  the  right  cup,  being'  in  turn  full,  tips 
in  the  opposite  direction,  and  the  contact  b  now  transmits  the  current  to  the 
electromagnet.  Thus,  at  each  oscillation  this  latter  attracts  its  arniatore, 
and  with  it  the  rod  a,  which  makes  a  mark  by  means  of  a  pencil  al  the  end 
If  the  rain  is  abundant,  the  oscillations  of  the  beam  are  rapid,  and  the  marks, 
being  very  close  together,  give  a  deep  shade ;  if,  on  the  contrary,  the  oscilla- 
tions are  slow,  the  marks  are  at  a  greater  distance,  and  give  a  light  shade. 
When  the  rain  ceases  the  oscillations  cease  also,  and 
the  pencil  makes  no  mark. 

To  complete  this  description  of  the  first  face  of 
the  meteorograph  ;  S  is  the  alarum-bell  of  the  clock- 
work ;  00  a  cord  supporting  a  weight  which  moves 
the  works  of  the  hour-hand ;  LZ  is  a  second  cord  that 
supports  the  weight  which  works  the  alarum  ;  the 
wheel  U,  placed  below  the  clockwork,  winds  up  the 
sheet  AD  when  it  is  at  the  bottom  of  its  course. 

The  second  sheet  (fig.  1009)  gii-es  the  barometric 
height  and  the  rain&ll  like  the  first,  but  on  a  larger 
scale,  since  the  motion  of  the  sheet  is  five  times  as 
rapid.  Its  principal  function  is  that  of  registering  the 
moisture  of  the  air.  This  is  effected  by  means  eS  the 
psychromeUr  (fig.  loio).  T  and  T'  are  two  ihenno- 
Fig.  .00*.  meters  fixed  on  two  plates.     The  muslin  which  coven 

the  second  is  kept  continually  moist  by  water  dropping  on  it.  In  each  of 
the  bulbs  are  ftised  two  platinum  wires  ;  the  stems  of  the  thermometers  are 
opien  at  the  top,  and  in  them  are  two  platinum  wires,  m  and  n,  suspended 
to  a  metal  frame  movable  on  four  pulleys  supported  by  a  fixed  piece,  B. 
The  frame  A,  in  contact  with  the  current  of  the  battery,  is  suspended  to  a 
steel  wire,  L,  which  passes  over  a  pulley  to  the  meteorograph  (fig.  looS]. 
Here  is  a  long  triangular  lever,  W,  which  supports  a  small  wheel,  to  which 
is  fixed  the  wire  L.  The  lever  W,  which  turns  about  an  axis,^  is  moved 
by  a  rod,  a,  by  means  of  an  excentric,  which  the  clock  works  e%ery 
quarter  of  an  hour.  At  each  oscillation  the  lever  W  transmits  its  rootion 
to  a  small  chariot,  on  which  is  an  electromagnet,  x,  and  at  the  same  time  to 
the  steel  wire  L,  which  supports  the  frame  A  (fig.  loio).  The  chariot, moved 
towards  the  left  by  the  rotation  of  the  excentric,  lets  the  frame  sink.  The 
moment  the  first  platinum  wire  reaches  the  mercurial  column  of  the  dry- 
bulb  thermometer,  which  is  the  highest,  the  current  is  closed,  and  passes  inio 
the  electromagnet  of  the  chariot.  An  armature  at  once  causes  a  pencil  to 
mark  a  point  on  the  sheet  which  is  the  beginning  of  a  line  representing  the 
path  of  the  dry-bulb  thermometer.  As  the  frame  continues  to  descend,  the 
second  platinum  wire  touches  the  mercury  of  the  wet  bulb,  and  closes  a 
current  in  a  relay,  M,  which  opens  the  circuit  of  the  electromagnet,  x. 
The  pencil  is  then  detached  ;  then,  returning  upon  itself,  the  chariot  repro- 
duces the  closing  and  opening  of  the  circuit  in  the  opposite  direction,  the 
pencil  making  another  mark,  which  is  the  end  of  the  line.  There  are  thus 
formed  two  series  of  dots  arranged  in  two  curves,  one  of  which  represents  the 
path  of  the  dry,  and  the  other  the  path  of  the  wet,  bulb.  Hie  horinmtal 
distance  of  the  two  points  of  these  curves  is  proportional  to  the  difference 
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t — t,  of  the  temperatures  indicated  at  the  same  moment  by  the  thermometers 
{&%.  1010). 


Quantity  of  rain. — The  quantity  of  rain  which  falls  in  a  given  time 
J  registered  on  a  disc  of  paper  on  a  pulley,  R.  On  the  groove  of  this  is 
oiled  a  chain  to  which  is  suspended  a  brass  tube,  P.    This  is  fixed  at  the 
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bottom  to  a  Hoat,  which  plunges  in  a  reservoir  placed  in  the  base  of  the 
meteorograph.  On  passing  out  of  the  water-balance  {fig.  1005)  the  water 
passes  into  this  reservoir,  and  as  its  section  is  one-fourth  that  of  the  fiiDDet, 
the  height  of  water  which  falls  is  quadrupled  ;  it  is  measured  on  a  scale,  G, 
divided  into  millimetres. 

As  the  float  rises,  a  weight,  Z,  moves  the  pulley  in  the  contrary  direction, 
and  its  rotation  is  proportional  to  the  height  of  water  which  has  fallen.  A 
pencil  moves  at  the  same  time  from  the  centre  to 
one  circumference  of  the  paperdisc  with  a  velocity 
of  5  mm.  in  14  hours  :  hence  the  quantity  of  rain 
which  .falls  every  day  is  noted  on  a  ditlerenl  place 
on  the  paper  disc. 

975.  DlrBctloB  and  velo«ltT  of  wind*.— 
Winds  are  currents  moving  in  the  atmosphere  with 
variable  directions  and  velocities.  There  are  eight 
principal  directions  in  which  they  blow — north, 
north-east,  east,  south-east,  south,  south-west,  wtst, 
and  north-west.  Mariners  further  divide  each  of 
the  distances  between  these  eight  directions  into 
four  others,  making  in  all  32  directions,  which  are 
called  points  or  rhumbs.  A  figure  of  yi  rhumbs 
on  a  circle,  in  the  form  of  a  star,  is  known  as  the 

Velocity    is    determined    by    means    of    the 

anemometer  (fig.  1006),  a  small  vane  with  fans, 

which  the  wind  turns ;  the  velocity  is  deduced  from 

the  number  of  turns  made  in  a  given  time.    In  our 

climate  the  mean  velocity  is  from  1 S  to  20  feet  in  a 

second.     With  a  velocity  of  less  than  ig  inches  in 

a  second  no  movement  is  perceptible,  and  smoke 

ascends  straight  ;  with  a  velocity  betiveen  i^  and 

2    feet   per   second    the  wind    is   perceptible  and 

Ti%.  loio.  moves  a  pennant ;  from  1 3  to  22  feet  it  is  moderate, 

it  stretches  a  flag  and  moves  the  leaves  of  trees  ;  with  from  23  to  36  feel 

velocity  it  is  fresh,  and  moves  the  branches  of  trees  ;  with  36  to  56  feet  it  is 

Strong,  and  moves  the  larger  branches  and  the  smaller  stems  ;  with  a  velocity 

of  56  to  90  feet  it  is  a  storm,  and  entire  trees  are  moved  ;  and  from  90  to 

I30  it  is  a  hurricane. 

To  measure  the  pressure  of  ihe  wind  a  plate  is  used,  which  by  means  erf 
a  vane  is  always  kept  in  a  direction  opposite  that  of  the  wind-  Behind  the 
plate  are  one  or  more  springs,  which  are  the  more  pressed  the  greater  Is  the 
pressure  of  the  wind  against  the  plate.  Knowing  the  distance  through  which 
the  plate  is  pressed,  we  can  calculate  the  pressure  which  the  wind  exerts  on 
the  plate  in  question. 

With  some  degree  of  approximation,  and  for  low  velocities,  the  pressure 
may  be  taken  as  proportional  to  the  square  of  the  velocity.  Thus,  if  the 
pressure  on  the  square  foot  is  o^oos  pound,  with  a  velocity  of  i-j  foot  in 
a  second,  it  is  0-02  pound  with  a  velocity  of  3  feet,  and  0-133  '^'t^'  a  velocity 
of  7-33  feet 
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976.  Causes  of  winds. — Winds  are  produced  by  a  disturbance  of  the 
equilibrium  in  some  part  of  the  atmosphere ;  a  disturbance  always  resuhing 
from  a  difference  in  temperature  between  adjacent  countries.  Thus,  if  the 
temperature  of  a  certain  extent  of  ground  becomes  higher,  the  air  in  contact 
with  it  becomes  heated,  it  expands  and  rises  towards  the  higher  regions  of 
the  atmosphere  ;  whence  it  flows,  producing  winds  which  blow  from  hot  to 
cold  countries.  But  at  the  same  time  the  equilibrium  is  destroyed  at  the 
surface  of  the  earth,  for  the  barometric  pressure  on  the  colder  adjacent  parts 
is  greater  than  on  that  which  has  been  heated,  and  hence  a  current  will  be 
produced  with  a  velocity  dependent  on  the  difference  between  these  pressures ; 
thus  two  distinct  winds  will  be  produced — ^an  upper  one  setting  outwards 
from  the  heated  region,  and  a  lower  one  setting  inwards  towards  it. 

977.  Xeffiilar»  periodical,  and  variable  winds. — According  to  the 
more  or  less  constant  directions  in  which  winds  blow,  they  may  be  classed 
as  regular,  periodical,  and  variable  winds. 

i.  Regular  winds  are  those  which  blow  all  the  year  through  in  a  virtually 
constant  direction.  These  winds,  which  are  also  known  as  the  trade  winds, 
are  uninterruptedly  observed  far  from  the  land  in  equatorial  regions,  blowing 
from  the  north-east  to  the  south-west  in  the  Northern  Hemisphere,  and  from 
the  south-east  to  the  north-west  in  the  Southern  Hemisphere.  They  prevail 
on  the  two'  sides  of  the  equator  as  far  as  30°  of  latitude,  and  they  blow  in 
the  same  direction  as  the  apparent  motion  of  the  sun — that  is,  from  east  to 
west. 

The  air  above  the  equator  being  gradually  heated,  rises  as  the  sun  passes 
round  from  east  to  west,  and  its  place  is  supplied  by  the  colder  air  from  the 
north  or  south.  The  direction  of  the  wind,  however,  is  modified  by  this  fact, 
that  the  velocity  which  this  colder  air  has  derived  from  the  rotation  of  the 
earth — namely,  the  velocity  of  the  surface  of  the  earth  at  the  point  from 
which  it  started — is  less  than  the  velocity  of  the  surface  of  the  earth  at  the 
point  at  which  it  has  now  arrived  :  hence  the  currents  acquire,  in  reference 
to  the  equator,  the  constant  direction  which  constitutes  the  trade  winds. 

ii.  Periodical  winds  are  those  which  blow  regularly  in  the  same  direction 
at  the  same  seasons  and  at  the  same  hours  of  the  day  :  the  monsoon, 
simoom,  and  the  land  and  sea  breeze  are  examples  of  this  class.  The  name 
monsoon  is  given  to  winds  which  blow  for  six  months  in  one  direction  and 
for  six  months  in  another.  They  are  principally  observed  in  the  Red  Sea 
and  in  the  Arabian  Gulf,  in  the  Bay  of  BengaJ  and  in  the  Chinese  Sea. 
These  winds  blow  towards  the  continents  in  summer,  and  in  a  contrary 
direction  in  winter.  The  simoom  is  a  hot  wind  that  blows  over  the  deserts 
of  Asia  and  Africa,  and  which  is  characterised  by  its  high  temperature  and 
by  the  sands  which  it  raises  in  the  atmosphere  and  carries  with  it.  During 
the  prevalence  of  this  wind  the  air  is  darkened,  the  skin  feels  dry,  the 
respiration  is  accelerated,  and  a  burning  thirst  is  experienced. 

This  wind  is  known  under  the  name  oi  sirocco  in  Italy  and  Algiers,  where 
it  blows  from  the  great  desert  of  Sahara.  In  Egypt,  where  it  prevails  from 
the  end  of  April  to  June,  it  is  called  kamsin.  The  natives  of  Africa,  in  order 
to  protect  themselves  from  the  effects  of  the  too  rapid  perspiration  occasioned 
by  this  wind,  cover  themselves  with  fatty  substances. 

A  wind  characteristic  of  Switzerland  and  known  as  the  Fohn  originates  as 


I034  Meteorology  [977- 

foUows  :  a  mass  of  air  coming  from  the  south-east  being  impelled  over  a 
mountain  ridge  becomes  rarefied  as  it  ascends  ;  the  temperature  falls,  and  it 
deposits  its  moisture  on  the  other  side  as  rain  or  snow.  Being  driven  still 
forward  into  the  valleys,  the  superincumbent  pressure  being  greater,  the  air 
is  condensed  and  its  temperature  rises,  and  having  parted  with  its  moisture 
it  appears  as  a  wind  which  is  at  once  hot  and  dry.  One  observation  gave 
the  temperature  at  31*4  C,  while  it  only  contained  20  per  cent  of  moisture. 

The/and  snd  sea  breeze  is  a  wind  which  blows>  on  the  sea-coast,  during 
the  day  from  the  sea  towards  the  land,  and  during  the  night  from  the  land  to 
the  sea.  For  during  the  day  the  land  becomes  more  heated  than  the  sea,  in 
consequence  of  its  lower  specific  heat  and  greater  conductivity,  and  hence, 
as  the  superincumbent  air  becomes  more  heated  than  that  upon  the  sea,  it 
ascends  and  is  replaced  by  a  current  of  colder  and  denser  air  flowing  from  the 
sea  towards  the  land.  During  the  night  the  land  cools  more  rapidly  than  the 
sea,  and  hence  the  same  phenomenon  is  produced,  but  in  a  contrary  direction. 
The  sea  breeze  commences  after  sunrise,  increases  up  to  three  o'clock  in  the 
afternoon,  decreases  towards  evening,  and  is  changed  into  a  land  breeze 
after  sunset.  These  winds  are  only  perceived  at  a  slight  distance  from  the 
shores.  They  are  regular  in  the  tropics,  but  less  so  in  our  climates  ;  and 
traces  of  them  are  seen  as  far  as  the  coasts  of  Greenland.  The  proximity  of 
mountains,  and  also  of  forests,  likewise  gives  rise  to  periodical  daily  breezes. 

iii.  Variable  winds  are  those  which  blow  sometimes  in  one  direction  and 
sometimes  in  another,  alternately,  without  being  subject  to  any  law.  In  mean 
latitudes  the  direction  of  the  winds  is  very  variable  ;  towards  the  poles  this 
irregularity  increases,  and  under  the  arctic  zone  the  winds  frequently  blow 
from  several  points  of  the  horizon  at  once.  On  the  other  hand,  in  approach- 
ing the  torrid  zone  they  become  more  regular.  The  south-west  wind  prevails 
in  England,  in  the  north  of  France,  and  in  Germany ;  in  the  south  of  France 
the  direction  inclines  towards  the  north,  and  in  Spain  and  Italy  the  north 
wind  predominates. 

978.  Ziaw  of  tbe  rotation  of  winds. — Notwithstanding  the  great  irregu- 
larity which  characterises  the  direction  of  the  winds  in  our  latitude,  it  has 
been  ascertained  that  the  wind  has  a  preponderating  tendency  to  veer  round 
according  to  the  sun's  motion — that  is,  to  pass  from  north,  through  north-east, 
east-south-east  to  south,  and  so  on  round  in  the  same  direction  from  west  to 
north ;  that  it  often  makes  a  complete  circuit  in  that  direction,  or  more 
than  one  in  succession,  occupying  many  days  in  doing  so,  but  that  it  rarely 
veers,  and  ver>'  rarely  or  never  makes  a  complete  circuit  in  the  opposite 
direction.  This  course  of  the  winds  is  most  regularly  obser\'ed  in  winter. 
According  to  Leverrier,  the  displacement  of  the  north-east  by  the  south- 
west wind  arises  from  the  occurrence  of  a  whirlwind  formed  upon  the  Gulf 
Stream.     For  a  station  in  south  latitude  a  contrary  law  of  rotation  prevails. 

This  law,  though  more  or  less  suspected  for  a  long  time,  was  first  formally 
enunciated  and  explained  by  Dove,  and  is  known  as  Dove's  law  of  rotation 
of  winds, 

979.  "VTeatlier  cbarts. — A  considerable  advance  has  been  made  in 
weather  forecasts  by  the  frequent  and  systematic  publication  of  weather 
charts  \  that  is  to  say,  maps  in  which  the  barometric  pressure,  the  tempe- 
rature, the  force  of  the  wind,  &c.,  are  expressed  for  considerable  areas  in  an 
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exact  and  comprehensive  manner.  A  careful  study  of  such  maps  renders 
possible  a  forecast  of  the  weather  for  a  day  or  more  in  advance.  We  can 
here  do  little  more  than  explain  the  meaning  of  the  principal  terms  in  use. 

If  lines  are  drawn  through  those  places  on  the  earth's  surface  where  the 
corrected  barometric  height  at  a  given  time  is  the  same,  such  lines  are 
called  isobarometric  lines^  or,  more  briefly,  isobaric  lines,  or  isobars.  Between 
any  two  points  on  the  same  isobar  there  is  no  difference  of  pressure. 
Isobars  are  usually  drawn  either  for  a  difference  of  5  mm.  or  of  ^  of  an  inch. 

If  we  take  a  horizontal  line  between  two  isobars,  and  at  that  point  at 
which  the  pressure  is  greatest  draw  a  perpendicular  line  on  any  suitable 
scale,  which  shall  represent  the  difference  in  pressure  between  the  two  places, 
the  line  drawn  from  the  top  of  this  perpendicular  to  the  lower  isobar  will 
form  an  angle  with  the  horizontal,  and  the  steepness  of  this  angle  is  a 
measure  of  the  fall  in  pressure  between  the  two  stations,  and  is  called  the 
barometric  gradient.  Gradients  are  usually  expressed  in  England  and 
America  in  hundredths  of  an  inch  of  mercury  for  one  degree  of  sixty  nautical 
miles,  and  on  the  Continent  in  millimetres  for  the  same  distance.  The 
closer  are  the  isobars  the  steeper  is  the  gradient,  and  the  more  powerful 
the  wind ;  and  though  no  exact  numerical  relationship  can  be  proved  to  exist 
between  the  steepness  of  the  gradient  and  the  force  of  the  wind,  it  may 
be  taken  that  a  gradient  of  about  6  represents  a  strong  breeze  ;  and  a 
gradient  of  10,  or  a  difference  in  pressure  of  ^  of  an  inch  for  60  miles, 
is  a  stiff  gale. 

The  direction  of  the  wind  is  from  the  place  of  higher  pressure  to  that  of 
lower,  and  in  this  respect  the  law  of  Buys  Ballot  may  be  mentioned,  which 
has  been  found  to  hold  in  all  cases  of  the  Northern  Hemisphere,  where 
local  configuration  does  not  come  into  play.  If  we  stand  with  our  back  to 
the  wind,  the  line  of  lower  pressure  is  on  the  left  hand.  For  places  in  the 
Southern  Hemisphere  exactly  the  opposite  law  holds. 

If  within  any  area  the  pressure  is  lower,  the  wind  blows  round  that  area, 
the  place  of  lowest  pressure  being  on  the  left.  The  direction  of  the  wind  is, 
in  short,  opposite  that  of  the  hands  of  a  watch.  Such  a  circulation  is  called 
cyclonic ;  it  is  that  which  is  characteristic  of  the  West  Indian  hurricanes, 
which  are  known  as  cyclones.  Conversely,  the  wind  blows  round  an  area  of 
higher  pressure  in  the  same  direction  as  the  hands  of  a  watch  ;  and  this  cir- 
culation is  called  anti-cyclonic. 

Cyclonic  systems  are  by  far  the  most  frequent,  and  are  characterised  by 
steep  gradients  ;  the  air  in  them  tends  to  move  in  towards  the  centre,  and 
thence  to  the  upper  regions  of  the  atmosphere.  They  bring  with  them  over 
the  greater  part  of  the  region  which  they  cover  much  moisture,  an  abundance 
of  cloud,  and  heavy  rain.  An  anti-cyclonic  system  has  the  opposite  charac- 
teristics :  the  gradients  are  slight,  the  wind  light,  and  moves  with  the  hands 
of  a  watch.  The  air  is  dry,  so  that  there  is  but  little  cloud,  and  no  rain. 
Cyclonic  systems,  from  the  dampness  of  the  air,  produce  warm  weather  in 
winter,  and  cold,  wet  weather  in  summer.  Anti-cy clonic  systems  bring  our 
hardest  frosts  in  winter  and  greatest  heat  in  summer,  as  there  is  but  little 
moisture  in  the  air  to  temper  the  extremes  of  climate.  Both  systems  travel 
over  the  earth's  surface — the  cyclones  rapidly,  but  the  anti-cyclones  more 
slowly. 
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980.  Vogs  and  Mists.— When  aqueous  vapour  rising  from  a  vessel  of 
boiling  water  diffuses  in  the  colder  air,  it  is  condensed  ;  a  sort  of  cloud  is 
formed  which  consists  of  a  number  of  small  hollow  vesicles  of  water,  which 
remain  suspended  in  the  air.  These  are  usually  spoken  of  as  vapour,  yet 
they  are  not  so— at  any  rate,  not  in  the  physical  sense  of  the  word,  for  in 
reality  they  are  partially  condensed  vapour. 

When  this  condensation  of  aqueous  vapour  is  not  occasioned  by  contact 
with  cold,  solid  bodies,  but  takes  place  throughout  large  spaces  of  the  atmo- 
sphere, it  constitutes  fogs  or  mists^  which,  in  fact,  are  essentially  the  same, 
the  appearance  seen  over  a  vessel  of  hot  water. 

A  chief  cause  of  fogs  consists  in  the  moist  soil  being  at  a  higher  tem- 
perature than  the  air.  The  vapours  which  then  ascend  condense  and  become 
visible.  In  all  cases,  however,  the  air  must  have  reached  its  point  of  satura- 
tion before  condensation  takes  place.  Fogs  may  also  be  produced  when  a 
current  of  hot  and  moist  air  passes  over  a  river  at  a  lower  temperature  than 
its  own  ;  for  then,  the  air  being  cooled,  as  soon  as  it  is  saturated,  the  excess 
of  vapour  present  is  condensed.  The  distinction  between  mists  and  fogs  is 
one  of  degree  rather  than  of  kind.    A  fog  is  a  very  thick  mist 

By  observations  based  on  diffraction  phenomena  (650),  the  diameter  of 
.fog  vesicles  has  been  found  to  vary  from  0'0i54  to  0*0521  mm.  ;  the  longer 
the  continuance  of  fine  weather,  the  smaller  are  the  vesicles  ;  before  rains 
they  increase  rapidly. 

Dines,  by  direct  microscopic  measurement,  found  that  the  diameter  of 
fog  particles  varied  with  the  same  fog  from  o"oi5  to  0*127  mm. ;  the  larger 
occur  in  dense  fogs,  in  lighter  fogs  they  sink  to  0*0033.  Kamtz  found  from 
0*014  to  0*035  '"n^- 

When  water  is  coated  with  a  layer  of  coal-tar,  it  is  prevented  from 
evaporating.  Frankland  ascribes  the  dry  fog  met  with  in  London  to  the 
large  quantities  of  coal-tar  and  paraffin  vapour  which  are  sent  into  the 
atmosphere,  and  which,  condensing  on  the  vesicles  of  fog,  prevent  their 
evaporation. 

Aitkin  has  shown  that  aqueous  vapour  never  condenses  unless  some 
liquid  or  solid  is  present  on  which  it  is  deposited.  Particles  of  dust  in  the 
air  are  the  nuclei  for  clouds  and  fogs.  This  he  showed  by  passing  steam 
into  filtered  air;  it  remained  quite  clear,  while  a  turbidity  was  produced 
under  the  same  circumstances  in  unfiltered  air.  The  density  of  the  cloud 
was  found  to  depend  on  the  number  of  particles  of  dust  in  the  air.  A  most 
abundant  source  of  dust  is  the  combustion  of  coal.  The  sulphur  in  the  coal 
in  burning  also  forms  sulphurous  acid,  which,  though  a  gas,  is  found  to  act 
as  a  nucleus. 

981.  Clouds. — Clouds  are  masses  of  vapour  condensed  into  little  drops 
or  vesicles  of  extreme  minuteness,  like  fogs.  There  is  no  difference  of  kind 
between  fogs  and  clouds.  Fogs  are  clouds  resting  on  the  ground.  To  a 
person  enveloped  in  it,  a  cloud  on  a  mountain  appears  like  a  fog.  They 
always  result  from  the  condensation  of  vapour  which  rises  from  the  earth. 
The  horizontal  base  of  a  cloud  denotes  the  layer  of  air  in  which  the  ascending 
current  of  air  has  attained  the  dew-point.  According  to  their  appearance, 
clouds  were  divided  by  Howard  into  four  principal  kinds  :  the  nitnbusy  the 
stratuSy  the  cumulus^  and  the  cirrus.    These  four  kinds  are  represented  in 
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fig.  loi  I,  and  are  designated  respectively  by  one,  two,  three,  and  four  birds 
on  the  wing. 

The  cirrus  consists  of  small  whitish  clouds,  which  have  a  fibrous  or  wispy 
appearance,  and  occupy  the  highest  regions  of  the  atmosphere.  The  name 
of  mares'  tails,  by  which  they  are  generally  known,  well  describes  their 
appearance.  From  the  low  temperature  of  the  spaces  which  they  occupy, 
it  is  more  than  probable  that  cirrus  clouds  consist  of  frozen  particles  ;  and 
hence  it  is  that  halos,  corona,  and  other  optical  appearances,  produced  by 
refraction  and  reflection  from  ice-crystals,  appear  almost  always  in  these 
clouds  and  their  derivatives.  Their  appearance  often  precedes  a  change  of 
weather. 

The  cumulus  are  rounded  spherical  forms  which  look  like  mountains 
piled  one  on  the  other.    They  are  more  frequent  in  summer  than  in  winter. 
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and  aAer  being  formed  in  the  morning,  they  generally  disappear  towards 
evening.  If,  on  the  contrary,  they  become  more  numerous,  and  especially 
if  surmounted  by  cirrus  clouds,  rain  or  storms  may  be  expecied. 

Stratus  clouds  consist  of  very  large  and  continuous  horizontal  sheets, 
which  form  chiefly  iX  sunset  and  disappear  at  sunrise.  They  are  frequent 
in  autumn  and  unusual  in  spring-time,  and  are  lower  than  the  preceding. 

The  nimbus,  or  rain  clouds,  which  are  sometimes  classed  as  one  of  ihe 
(iindamenlaJ  varieties,  are  properly  a  combination  of  the  three  preceding 
kinds.  They  affect  no  particular  form,  and  are  solely  distinguished  by  a 
uniform  grey  tint  and  by  fringed  edges.  They  are  indicated  on  the  right  of 
the  figure  by  the  presence  of  one  bird. 

The  fundamental  fonrs  pass  into  one  another  in  the  most  varied  n 
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Howard  has  classed  these  transitional  forms  as  cirro-cumulus y  cirro-stratus^ 
and  cumulo-stratuSy  and  it  is  often  very  difficult  to  tell,  from  the  appearance 
of  a  cloud,  which  type  it  most  resembles.  The  cirro-cumulus  is  most  cha- 
racteristically known  as  a  ^mackerel  sky';  it  consists  of  small  roundish 
masses,  disposed  with  more  or  less  irregularity.  It  is  frequent  in  sununer, 
and  attendant  on  warm  and  dry  weather.  Cirro-stratus  appears  to  result 
from  the  subsidence  of  the  fibres  of  cirrus  to  a  horizontal  position,  which 
at  the  same  time  approach  laterally.  The  form  and  relative  position  when 
seen  in  the  distance  frequently  give  the  idea  of  shoals  of  fish.  The  tendency 
of  cumulo-stratus  is  to  spread,  settle  down  into  the  nimlfus^  and  finally  iaSi 
as  rain. 

The  height  of  clouds  varies  greatly ;  in  the  mean  it  is  from  1,300  to  1,500 
yards  in  winter,  and  from  3,300  to  4,300  yards  in  summer.  But  they  often 
exist  at  greater  heights  ;  Gay-Lussac,  in  his  balloon  ascent,  at  a  height  of 
7,630  yards,  observed  cirrus  clouds  above  him,  which  appeared  to  be  at  a 
considerable  height.  In  Ethiopia,  D'Abbadie  observed  storm-clouds  whose 
height  was  only  230  yards  above  the  ground. 

In  order  to  explain  the  suspension  of  clouds  in  the  atmosphere,  Halley 
first  proposed  the  hypothesis  of  vesicular  vapours.  He  supposed  that  clouds 
are  formed  of  an  infinity  of  extremely  minute  vesicles,  hollow,  like  soap- 
bubbles  filled  with  air,  which  are  hotter  than  the  surrounding  air  ;  so  that 
these  vesicles  float  in  the  air  like  so  many  small  balloons.  Others  assume 
that  clouds  and  fogs  consist  of  extremely  minute  droplets  of  water,  which  arc 
retained  in  the  atmosphere  by  the  ascensional  force  of  currents  of  hot  air, 
just  as  light  powders  are  raised  by  the  wind.  Ordinarily,  clouds  do  not 
appear  to  descend,  but  this  absence  of  downward  motion  is  only  apparent. 
In  fact,  clouds  do  usually  fall  slowly,  but  then  the  lower  part  is  continually 
dissipated  on  coming  in  contact  with  the  lower  and  more  heated  layers  ;  at 
the  same  time  the  upper  part  is  always  increasing  from  the  condensation  of 
new  vapours,  so  that  from  these  two  actions  clouds  appear  to  retain  the 
same  height. 

982.  Formatioii  of  clouds. — Many  causes  may  concur  in  the  formation 
of  clouds.  The  usual  cause  of  the  formation  of  a  cloud  is  the  ascent,  into 
higher  regions  of  the  atmosphere,  of  air  laden  with  aqueous  vapour ;  it 
thereby  expands,  being  under  diminished  pressure ;  and  in  consequence 
of  this  expansion  it  is  cooled,  and  this  cooling  produces  a  condensation  of 
vapour.  Hence  it  is  that  high  mountains,  stopping  the  currents  of  air  and 
forcing  them  to  rise,  are  an  abundant  source  of  rain.  If  the  air  is  quite  dry, 
its  temperature  would  be  one  degree  lower  for  every  300  metres.  The  case 
is  different  with  moist  air ;  for  when  the  air  has  ascended  so  high  that  its 
temperature  has  fallen  to  the  dew-point,  aqueous  vapour  is  condensed,  and 
in  consequence  of  this  heat  is  liberated  ;  when  the  dew-point  is  thus  attained^ 
and  the  air  is  saturated,  the  cooling  due  to  the  ascent  and  expansion  of  air 
is  counteracted  by  this  liberation  of  latent  heat,  so  that  the  diminution  of 
temperature  with  the  height  is  considerably  slower  in  the  case  of  moist  than 
of  dry  air.  About  one-half  of  the  entire  quantity  of  moisture  in  the  air  is 
contained  in  the  first  six  or  seven  thousand  feet  upon  the  ground. 

The  following  calculation  will  give  us  the  quantity  of  water  separated 
in  a  g^ven  case  :  Suppose  air  at  a  temperature  of  20°  to  be  saturated  with 
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aqueous  vapour  at  that  temperature  ;  the  pressure  of  the  vapour  will  be  17*4 
mm.,  and  the  weight  contained  in  one  cubic  metre  of  air  17-1  grammes. 

If  the  air  has  risen  to  a  height  of  3,500  metres,  it  has  come  under  a 
pressure  which  is  only  \  of  what  it  was :  its  temperature  is  4°,  and  its 
volume  about  i^  times  what  it  originally  was.  As  it  remains  saturated  the 
pressure  will  be  6*1  mm.,  and  the  quantity  of  vapour  will  be  6*4  grammes 
in  a  cubic  metre — that  is  to  say, 6*4  x  ij«9*6  grammes  in  the  whole  mass  of 
what  was  originally  a  cubic  metre.  The  pressure  of  aqueous  vapour  has 
sunk  during  the  ascent  from  17*4  mm.  to  6*1  mm.,  and  its  weight  17-1 
grammes  to  9*6  grammes  ;  that  is,  a  weight  of  7*5  grammes  has  been  deposited 
for  that  mass  of  air  which  at  the  sea-level  occupied  a  space  of  one  cubic 
metre.  These  7*5  grammes  are  in  the  form  of  the  small  droplets  which 
constitute  fogs  or  clouds. 

If  the  mass  of  air  had  risen  to  a  height  of  8,500  metres,  where  the  pres- 
sure is  only  one-third  that  on  the  sea-level,  the  temperature  is  -  28**,  and 
the  space  it  occupies  three  times  as  great  as  at  first.  The  pressure  of 
aqueous  vapour  is  0*5  mm.,  and  its  weight  0*6  gramme  in  a  cubic  metre. 
Hence  there  is  now  only  i  -8  gramme  left  of  the  entire  quantity  of  aque- 
ous vapour  originally  present,  and  the  remaining  15-3  grammes  would  be 
separated  as  water  or  ice.  A  similar  calculation  will  show  that  at  a  height 
of  4,200  metres,  where  the  temperature  is  zero  and  the  pressure  f ,  the  quan- 
tity of  water  present  in  the  original  cubic  metre  is  only  0*82  gramme,  the 
rest  being  deposited. 

Thus,  a  mass  of  air  which,  at  the  sea-level,  occupies  a  space  of  a  cubic 
metre,  and  is  saturated  with  aqueous  vapour  at  20**,  and  then  contains  17*1 
grammes,  will  only  contain  9*6  grammes  at  a  height  of  3,500  metres,  8*2 
grammes  at  4,200  metres,  and  i-8  gramme  at  8,500  metres.  Hence,  while 
a  mass  of  air  rises  from  the  sea-level  to  a  height  of  4,200  feet,  8*9  grammes 
of  aqueous  vapour  are  separated  as  cloud- vesicles  ;  at  8,500  metres,  or  about 
double  the  height,  6*4  grammes  are  separated  in  the  form  of  ice. 

A  hot  moist  current  of  air  mixing  with  a  colder  current  undergoes  a 
cooling,  which  brings  about  a  condensation  of  the  vapour.  Thus,  the  hot 
and  moist  winds  of  the  south  and  south-west,  mixing  with  the  colder  air  of 
our  latitudes,  give  rain.  The  winds  of  the  north  and  north-east  tend  also, 
in  mixing  with  our  atmosphere,  to  condense  the  vapours ;  but  as  these  winds, 
owing  to  their  low  temperature,  are  very  dry,  the  mixture  rarely  attains 
saturation,  and  generally  gives  no  rain. 

The  formation  of  clouds  in  this  way  is  thus  explained  by  Hutton.  The 
pressure  of  aqueous  vapour,  and  therewith  the  quantity  present  in  a  given 
space  when  saturated,  diminishes  according  to  a  geometric  progression, 
while  the  temperature  falls  in  arithmetical  progression,  and  therefore  the 
elasticity  of  the  vapour  present  at  any  time  is  reduced  by  a  fall  of  tempera- 
ture more  rapidly  than  in  direct  proportion  to  the  fall.  Hence,  if  a  current 
of  warm  air,  saturated  with  aqueous  vapour,  meets  a  current  of  cold  air  also 
saturated,  the  air  acquires  the  mean  temperature  of  the  two,  but  can  only 
retain  a  portion  of  the  vapour  in  the  invisible  condition,  and  a  cloud  or  mist 
is  formed.  Thus,  suppose  a  cubic  metre  of  air  at  10^  C.  mixes  with  a  cubic 
metre  of  air  at  20°  C,  and  that  they  are  respectively  saturated  with  aqueous 
vapour.     By  formula  (401)  it  is  easily  calculated  that  the  weight  of  water 
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contained  in  the  cubic  metre  of  air  at  10°  C.  is  9-397  grammes,  and  in  thai 
at  10°  C.  is  17153  grammes,  or  26559  grammes  in  all.  When  mixed  they 
produce  two  cubic  metres  of  air  at  15'  C. ;  but  as  the  weight  of  water 
required  to  saturate  this  is  only  2^  12-8  =  25-6  grammes,  the  excess,  0-95 
gramme,  will  be  deposited  in  the  form  of  mist  or  clouds. 

983.  aain.— When  the  individual  vapour-vesicles  become  lai^r  and 
heavier  by  the  condensation  of  aqueous  vapour,  and  when,  finally,  individual 
vesicles  unite,  they  form  regular  drops,  which  fall  as  rain. 

The  quantity  of  rain  which  falls  annually  in  any  given  place,  or  the  annual 
rainfell,  is  measured  by  means  of  ^  rain-gauge,  or  pluviometer.  Ordinarily 
it  consists  of  a  cylindrical  vessel 
M  (figs,  1012  and  1013),  closed 
at  the  top  by  a  funnel-shaped 
iid,  in  which  there  is  a  very 
small  hole,  through  which  the 
rain  falls.  At  the  bottom  of  the 
vessel  is  a  glass  tube,  A,  in 
which  the  water  rises  to  the 
same  height  as  inside  the  rain- 
gauge,  and  is  measured  by  a 
scale  on  the  side,  as  shown  in 
the  figures. 
Fig.  lou.  fig.  1013.  '^'^  apparatus  being  placed 

in  an  exposed  situation,  if  at  the 
end  of  a  month  the  height  of  water  in  the  tube  is  two  inches,  for  example, 
it  shows  that  the  water  has  attained  this  height  in  the  vessel,  and,  conse< 
quently,  that  a  layer  of  two  inches  in  depth  expresses  the  quantity  of  rain 
which  this  extent  of  surface  has  received. 

It  has  been  noticed  that  the  quantity  of  rain  indicatedby  the  rain-gauge  is 
greater  the  nearer  this  instrument  is  to  the  ground.  This  has  been  ascribed 
to  the  fact  that  the  raindrops,  which  are  generally  colder  than  the  layers  of 
air  which  they  traverse,  condense  the  vapour  in  these  layers,  and  therefore 
constantly  increase  in  volume.  Hence  more  rain  falls  on  the  surface  of  the 
ground  than  at  a  certain  height  But  it  has  been  objected  that  the  excess 
of  the  quantity  of  rain  which  falls,  over  that  at  a  certain  height,  is  six  or 
seven  times  that  which  could  arise  from  condensation,  e\'en  during  the  whole 
course  of  the  raindrops  from  the  clouds  to  the  earth.  TTie  difference  raim 
therefore  be  ascribed  to  purely  loca^  causes,  and  it  is  now  assumed  that  the 
difference  arises  from  eddies  produced  in  the  air  about  the  rain-gauge,  which 
are  more  perceptible  the  higher  it  is  above  the  ground  ;  as  these  eddies  dis- 
perse the  drops  which  would  otherwise  fall  into  the  instrument,  they  diminisli 
the  quantity  of  water  which  it  receives. 

In  any  case  it  is  clear  that,  if  rain-drops  traversemoist  air,  they  will,  from 
their  temperature,  condense  aqueous  vapour  and  increase  in  volume.  If,  °d 
the  contrary,  they  traverse  dry  air,  the  drops  tend  to  vaporise,  and  less  rain 
falls  than  at  a  certain  height ;  it  might  even  happen  that  the  rain  did  nw 
reach  the  earth. 

From  measurements  of  the  corom«  (9S1),  Delezenne  determined  the 
diameter  of  the  globules  in  the  case  of  rain-clouds  just  about  to  fall,  and  in 
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the  case  of  the  cloud  from  a  low-pressure  steam-engine  (471).  The  former 
was  found  to  vary  from  0*0565  to  o'0226  mm.,  and  the  latter  from  0*0051  to 
0*0042  mm.  With  the  former,  5,500  droplets  would  be  needed  to  make  a 
drop  of  water  a  millimetre  in  diameter,  and  with  the  latter  50,000. 

According  to  the  same  author,  there  would  be  about  1 5  mgr.  of  globules  in 
a  cubic  metre  of  a  cloud  which  produced  a  rainfall  of  10  mnu  of  water  in  an 
hour.  With  this  number  the  mean  distances  of  the  vesicles  with  the  above 
magnitudes  are  respectively  1*845,  0706,  o'i67,  and  0*148  mm. 

Many  local  circumstances  may  affect  the  quantity  of  rain  which  falls  in 
different  countries  ;  but,  other  things  being  equal,  most  rain  falls  in  hot  cli- 
mates, for  there  the  vaporisation  is  most  abundant  The  rainfall  decreases, 
in  fact,  from  the  equator  to  the  poles.  At  London  it  is  23*5  inches  ;  at 
Bordeaux  it  is  25*8  ;  at  Madeira  it  is  277  ;  at  Havannah  it  is  91*2  ;  and  at 
St.  Domingo  it  is  107*6.  The  quantity  varies  with  the  season  :  in  Paris,  in 
winter,  it  is  4*2  inches  ;  in  spring,  6*9  ;  in  summer,  6*3  ;  and  in  autumn,  4*8 
inches.  The  heaviest  annual  rainfall  at  any  place  on  the  globe  is  on  the 
Khasi  Hills,  in  Bengal,  where  it  is  600  inches  ;  of  which  500  inches  fall  in 
seven  months.  On  July  i,  185 1,  a  rainfall  of  25 J  inches  on  one  day  was 
observed  at  Cherrapoonjee.  At  Kurrachee,  in  the  north-west  of  India,  the 
rainfall  is  only  7  inches. 

The  rainfall  varies  with  the  height  of  a  station  above  the  sea-level  at  the 
rate  of  3  or  4  per  cent,  for  each  100  feet  of  altitude  above  the  sea. 

The  driest  recorded  place  in  England  is  Lincoln,  where  the  mean  rainfall 
is  20  inches  ;  and  the  wettest  is  Stye,  at  the  head  of  Borrowdale,  in  Cumber- 
land, where  it  amounts  to  165  inches.  The  greatest  average  amount  of  rain- 
fall in  anyone  day,  taking  the  means  of  all  stations,  is  i^  inch  ;  though 
individual  stations  far  exceed  this  amount,  sometimes  reaching  4  inches. 

An  inch  of  rain  on  a  square  yard  of  surface  expresses  a  fall  of  46*74 
pounds,  or  4*67  gallons.  On  an  acre  it  corresponds  to  22,622  gallons,  or 
100*9935  tons.  \QO  tons  per  inch  per  acre  \s  a  ready  way  of  remembering 
this. 

984.  "Waterspoiits. — On  hot  summer  days,  and  when  the  weather  is 
otherwise  calm,  we  often  notice  sand  and  dust  carried  forward  in  a  column 
with  a  whirling  motion.  As  storms  come  on,  larger  whirlwinds  of  this  kind 
are  formed,  which  carry  with  them  leaves,  straw,  and  even  small  branches. 
When  they  are  of  larger  dimensions  they  form  real  whirlwinds.  They  are 
probably  due  to  the  contest  of  two  winds  blowing  in  the  upper  regions  of  the 
atmosphere.  When  they  pass  over  land  they  form  large  conical-shaped 
masses  of  dust,  which  make  them  visible  at  a  distance  ;  when  they  pass 
over  rivers  or  the  sea  they  present  a  curious  phenomenon  :  the  water  is 
disturbed,  and  rises  in  the  form  of  a  cone,  while  the  clouds  are  depressed 
in  the  form  of  an  inverted  cone  ;  the  two  cones  then  unite  and  form  a 
continuous  column  from  the  sea  to  the  clouds  (fig.  1014).  Even,  however, 
on  the  high  seas  the  water  of  these  waterspouts  is  never  salt,  proving 
that  they  are  formed  of  condensed  vapour,  and  not  of  sea-water  raised  by 
aspiration. 

985.  Znllaenee  of  aqueous  vapour  on  ollmate. — Tyndall  applied  the 
property  possessed  by  aqueous  vapour  of  powerfully  absorbing  and  radiating 
heat  to  the  explanation  of  some  obscure  points  in  meteorology.     He  esta- 
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blished  the  fact  that  in  a  tube  4  feet  long  the  atmospheric  vapour  on  a  day  of 
average  dryness  absorbs  10  percent,  of  obscure  heaL  With  the  earth  wanned 
by  the  sun  as  a  source,  at  the  very  least  10  per  cent,  of  its  heat  is  intercepted 
within  10  feet  of  the  surface.  The  absorption  and  radiation  of  aqueous 
vapour  is  more  than  16,000  times  that  possessed  by  dry  air. 

The  radiative  power  of  aqueous  vapour  may  be  the  main  cause  of  the 
torrent-like  rains  that  occur  in  the  tropics,  and  also  of  ihe  formation  of 
cumulus  clouds  in  our  own  latitudes.  The  same  property  probably  causes 
the  descent  of  very  fine  rain,  called  serein,  which  has  more  the  characteristics 
of  falling  dew,  as  it  appears  a  short  time  after  sunset,  when  the  sky  is  dear  ; 
its  production  has  therefore  been  attributed  to  the  cold  resulting  from  the 
radiation  of  the  air.     It  is  not  the  air,  however,  but  the  aqueous  vapour  in 


the  air,  «hich  by  its  own  radiation  chills  itself,  so'jthat  it  condenses  into 

The  absorbent  power  of  aqueous  vapour  is  of  even  greater  importance. 
Whenever  the  air  is  dry,  terrestrial  radiation  at  night  is  so  rapid  as  to  cause 
intense  cold.  Thus,  in  the  central  parts  of  Asia,  Africa,  and  Australia,  the 
daily  range  of  the  thermometer  is  enormous  ;  in  the  interior  of  the  last- 
named  continent  a  difference  in  temperature  of  no  less  than  40°  C.  has  been 
recorded  within  24  hours.  In  India,  and  even  in  the  Sahara,  ice  has  been 
formed  at  night,  owing  lo  the  copious  radiation.  Bui  the  heat  which  aqueous 
vapour  absorbs  most  largely  is  of  the  kind  emitted  from  sources  of  lo«f 
temperature  ;  it  is  to  a  large  extent  transparent  to  the  heat  emitted  from  ihe 
sun,  whilst  it  is  almost  opaque  to  the  heat  railiated  from  the  earth.  Con- 
sequently, the  solar  rays  penetrate  our  atmosphere  with  a  loss,  as  esti^nsled 
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by  Pouillet,  of  only  25  per  cent.,  when  directed  vertically  downwards,  but 
after  warming  the  earth  they  cannot,  retraverse  the  atmosphere.  Through 
thus  preventing  the  escape  of  terrestrial  heat,  the  aqueous  vapour  in  the  air 
moderates  the  extreme  chilling  which  is  due  to  the  unchecked  radiation  from 
the  earth,  and  raises  the  temperature  of  that  region  over  which  it  is  spread. 
In  TyndalVs  words,  *  aqueous  vapour  is  a  blanket  more  necessary  to  the 
vegetable  life  of  England  than  clothing  is  to  man.  Remove  for  a  single 
summer  night  the  aqueous  vapour  from  the  air  which  overspreads  this 
country,  and  every  plant  capable  of  being  destroyed  by  a  freezing  tempera- 
ture would  perish.  The  warmth  of  our  fields  and  gardens  would  pour  itself 
unrequited  into  space,  and  the  sun  would  rise  upon  an  island  held  fast  in  the 
iron  grip  of  frost.' 

986.  Tyndall*s  researcbes. — Tyndall  found  that  by  the  action  of  the 
sun  and  the  electric  light  on  vapours  under  a  great  degree  of  attenuation 
they  are  decomposed.  He  used  a  glass  tube  with  glass  ends,  which  could 
be  exhausted  and  then  filled  with  air  charged  with  the  vapours  'of  volatile 
liquids,  by  allowing  the  air  to  bubble  through  small  Wolff  bottles  containing 
them.  By  mixing  the  air  charged  with  vapour  with  different  proportions  of 
pure  air,  and  by  varying  the  degrees  of  exhaustion,  it  was  possible  to  have  a 
vapour  under  any  degree  of  attenuation.  The  tube  could  also  be  filled  with 
the  vapour  of  a  liquid  alone.  The  tube  having  been  filled  with  air  charged 
with  vapour  of  nitrite  of  amyle,  a  somewhat  convergent  beam  from  the  elec- 
tric lamp  was  passed  into  the  tube.  For  a  moment  the  tube  appeared 
optically  empty,  but  suddenly  a  shower  of  liquid  spherules  was  precipitated 
on  the  path  of  the  beam,  forming  a  luminous  white  cloud.  The  nature  of 
the  substance  thus  precipitated  was  not  specially  investigated.  This  effect 
was  not  due  to  any  chemical  action  between  the  vapour  and  the  air,  for 
when  either  dry  oxygen  or  dry  hydrogen  was  used  instead  of  air,  or  when 
the  vapour  was  admitted  alone,  the  effect  was  substantially  the  same.  Nor 
was  it  due  to  any  heating  effect,  for  the  beam  had  been  previously  sifted  by 
passing  through  a  solution  of  alum,  and  through  the  thick  glass  of  the  lens. 
The  unsifted  beam  produced  the  same  effect ;  the  obscure  calorific  rays  did 
not  seem  to  affect  the  result.  The  sun's  light  also  effects  the  decomposition 
of  nitrite  of  amyle  vapour  ;  and  this  decomposition  was  found  to  be  mainly 
due  to  the  more  refrangible  rays.  When  the  electric  light,  before  entering 
the  experimental  tube,  was  made  to  pass  through  a  layer  of  liquid  nitrite  of 
amyle  an  eighth  of  an  inch  in  thickness,  the  luminous  effect  was  not  appre- 
ciably diminished,  but  the  chemical  action  was  almost  entirely  stopped. 
Thus,  that  special  constituent  of  the  luminous  radiation  which  effects  the 
decomposition  of  the  vapour  is  absorbed  by  the  liquid.  The  decomposition 
of  liquid  nitrite  of  amyle  by  light,  if  it  take  place  at  all,  is  far  less  rapid  and 
distinct  than  that  of  the  vapour.  The  circumstance  that  the  absorption  is 
the  same  whether  the  nitrite  is  in  the  liquid  or  in  the  vaporous  state,  is  con- 
sidered by  Tyndall  as  a  proof  that  the  absorption  is  not  the  act  of  the 
molecule  as  a  whole,  but  that  it  is  atomic  ;  that  is,  that  it  is  to  the  atoms 
that  the  peculiar  rate  of  vibration  is  transferred  which  brings  about  the 
decomposition  of  the  body.  By  varying  the  nature  of  the  vapour  the  shape 
of  a  cloud  could  be  greatly  varied,  and  in  many  cases  presented  the  most 
fantastic  and  beautiful  forms. 

3x2 
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It  was  also  found  that  a  vapour  which  when  alone  resists  the  action  of 
light  may,  by  being  associated  with  another  gas  or  vapour,  exhibit  a  vigorous 
action.  Thus,  when  the  tube  was  filled  with  atmospheric  air,  mixed  with 
nitrite  of  butyle  vapour,  the  electric  light  produced  very  little  effect ;  but  with 
half  an  atmosphere  of  this  mixture,  and  half  an  atmosphere  of  air  which  had 
passed  through  hydrochloric  acid,  the  action  of  the  light  was  almost  instan- 
taneous. In  another  case,  mixed  air  and  nitrite  of  butyle  vapour  were  passed 
into  the  tube  so  that  the  mixture  was  under  a  pressure  2'5  mm.  Air  passed 
through  aqueous  hydrochloric  acid  was  introduced  until  the  pressure  was 
3  inches.  The  condensed  beam  passed  through  at  first  without  change,  but 
afterwards  a  superb  blue  cloud  was  formed. 

In  cases  where  the  vapours  are  under  a  sufficient  degree  of  attenuation, 
whatever  otherwise  be  their  nature,  the  visible  action  commences  with  the 
formation  of  a  blue  cloud.  The  term  cloud,  however,  must  not  be  understood 
in  its  ordinary  sense ;  the  blue  cloud  is  invisible  in  ordinary  daylight,  and 
to  be  seert  must  be  surrounded  by  darkness,  //  alone  being  illuminated  by  a 
powerful  beam  of  light.  The  blue  cloud  differs  in  many  important  particulars 
from  the  finest  ordinary  clouds,  and  may  be  considered  to  occupy  an  inter- 
mediate position  between  these  clouds  and  true  cloudless  vapour. 

By  graduating  the  quantity  of  vapour,  the  precipitation  may  be  obtained 
of  any  required  degree  of  fineness  ;  forming  either  particles  distinguishable 
by  the  naked  eye,  or  particles  beyond  the  reach  of  the  highest  microscopic 
power.  The  case  is  similar  to  that  of  carbonic  acid  gas,  which,  diffused  in 
the  atmosphere,  resists  the  decomposing  action  of  solar  light,  but  is  decom- 
posed when  in  contact  with  the  chlorophyll  in  the  leaves  of  plants. 

When  the  blue  cloud  produced  in  these  experiments  was  examined  by 
any  polarising  arrangement,  the  light  emitted  laterally  from  the  beam — that 
is,  in  a  direction  at  right  angles  to  its  axis — was  found  to  be  perfectly  polar- 
ised. This  phenomenon  was  observed  in  its  greatest  perfection  the  more 
perfect  the  blue  of  the  cloud.  It  is  produced  by  any  particles,  provided  they 
are  sufficiently  fine.  This  is  quite  analogous  to  the  light  of  the  blue  sky. 
When  this  is  examined  by  a  Nicol's  prism,  or  any  other  analyser,  it  is  found 
that  the  light  emitted  at  right  angles  to  the  path  of  the  sun's  rays  is  polarised. 

The  phenomena  of  the  firmamental  blue,  and  the  polarisation  of  the 
sky-light,  thus  find  definite  explanations  in  these  experiments.  We  need  only 
assume  the  existence,  in  the  higher  regions  of  the  atmosphere,  of  excessively 
fine  particles  of  water  ;  for  particles  of  any  kind  produce  this  effect.  It 
is  easy  to  conceive  the  existence  of  such  particles  in  the  higher  regions, 
even  on  a  hot  summer's  day.  For  the  vapour  must  there  be  in  a  stale  (rf 
extreme  attenuation  ;  and  inasmuch  as  the  oxygen  and  nitrogen  of  the  atmo- 
sphere behave  like  a  vacuum  to  radiant  heat,  the  extremely  attenuated 
particles  of  aqueous  vapour  are  practically  in  contact  with  the  absolute  cold 
of  space. 

*  Suppose  the  atmosphere  surrounded  by  an  envelope  impervious  to  light, 
but  with  an  aperture  on  the  sunward  side,  through  which  a  parallel  beam  of 
solar  light  could  enter  and  traverse  the  atmosphere.  Surrounded  on  all 
sides  by  air  not  directly  illuminated,  the  track  of  such  a  beam  would  resemble 
that  of  the  parallel  beam  of  the  electric  light  through  an  incipient  cloud. 
The  sunbeam  would  be  blue,  and  it  would  discharge  light  laterally  in  the 
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same  condition  as  that  discharged  by  the  incipient  cloud.     The  azure  revealed 
by  such  a  beam  would  be  to  all  intents  and  purposes  a  blue  cloud.' 

987.  ]>ew.  Boarfirost. — Dew  is  aqueous  vapour  which  has  condensed 
on  bodies  during  the  night  in  the  form  of  minute  globules.  It  is  occasioned 
by  the  chilling  which  bodies  near  the  surface  of  the  earth  experience  in 
consequence  of  nocturnal  radiation.  Their  temperature  having  then  sunk 
several  degrees  below  that  of  the  air,  it  frequently  happens,  especially  in  hot 
seasons,  that  this  temperature  is  below  that  at  which  the  atmosphere  is 
saturated.  The  layer  of  air  which  is  immediately  in  contact  with  the  chilled 
bodies,  and  which  has  virtually  the  same  temperature,  then  deposits  a  por- 
tion of  the  vapour  which  it  contains  (396)  j  just  as  when  a  bottle  of  cold  water 
is  brought  into  a  warm  room  it  becomes  covered  with  moisture,  owing  to 
the  condensation  of  aqueous  vapour  upon  it. 

According  to  this  theory,  which  was  first  propounded  by  Dr.  Wells,  all 
causes  which  promote  the  cooling  of  bodies  increase  the  quantity  of  dew. 
These  causes  are  the  emissive  power  of  bodies,  the  state  of  the  sky,  and  the 
agitation  of  the  air.  Bodies  which  have  a  great  radiating  power  more  readily 
become  cool,  and  therefore  ought  to  condense  more  vapour.  In  fact  there 
is  generally  no  deposit  of  dew  on  metals,  whose  radiating  power  is  very 
small,  especially  when  they  are  polished ;  while  the  ground,  sand,  glass  and 
plants,  which  have  a  great  radiating  power,  become  abundantly  covered 
with  dew. 

The  state  of  the  sky  also  exercises  a  great  influence  on  the  formation  ot 
dew.  If  the  sky  is  cloudless,  the  planetary  spaces  send  to  the  earth  an  in- 
appreciable quantity  of  heat,  while  the  earth  radiates  very  considerably,  and 
therefore,  becoming  very  much  chilled,  there  is  an  abundant  deposit  of  dew. 
But  if  there  are  clouds,  as  their  temperature  is  far  higher  than  that  of  the 
planetary  spaces,  they  radiate  in  turn  towards  the  earth,  and  as  bodies  on  the 
surface  of  the  earth  only  experience  a  feeble  chilling,  no  deposit  of  dew  takes 
place. 

Wind  also  influences  the  quantity  of  vapour  deposited.  If  it  is  feeble,  it 
increases  it,  inasmuch  as  it  renews  the  air  ;  if  it  is  strong,  it  diminishes  it, 
as  it  heats  the  body  by  contact,  and  thus  does  not  allow  the  air  time  to 
become  cooled.  Finally,  the  deposit  of  dew  is  more  abundant  according  as 
the  air  is  moister,  for  then  it  is  nearer  its  point  of  saturation. 

Hoarfrost  and  rime  are  dew  which  has  been  deposited  on  bodies  cooled 
below  zero,  and  has  become  frozen.  The  flocculent  form  which  the  small 
crystals  present,  of  which  rime  is  formed,  shows  that  the  vapour  solidifies 
directly  without  passing  through  the  liquid  state.  Hoarfrost,  like  dew,  is 
formed  on  bodies  which  radiate  most,  such  as  the  stalks  and  leaves  of  vege- 
tables, and  is  chiefly  deposited  on  the  parts  turned  towards  the  sky. 

We  must  distinguish  between  the  dew  formed  in  consequence  of  lowering 
of  temperature  by  radiation,  and  the  deposit  formed  by  warm  moist  air 
passing  over  a  cold  wall ;  in  mild  weather  this  deposit  forms  a  liquid,  and  in 
severe  weather  a  snow  or  icy  coating.  Unlike  dew,  a  deposit  of  this  kind  is 
most  abundantly  found  on  good  conductors,  for  they  are  the  coldest. 

988.  Bnow.  Bleet. — Snow  is  water  solidified  in  stellate  crystals,  vari- 
ously modified,  and  floating  in  the  atmosphere.  These  crystals  arise  from 
the  congelation  of  the  minute  vesicles  which  constitute  the  clouds,  when  the 
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temperature  of  the  latter  is  below  zero.  They  are  more  regular  when  formed 
in  a  calm  atmosphere.  Their  form  may  be  investigated  by  collecting  them 
on  a  black  surface  and  viewing  them  through  a  strong  lens.  The  regularity, 
and  at  the  same  time  variety,  of  their  forms  are  truly  beautiful.  Fig.  1015 
shows  some  of  these  forms  as  seen  through  a  microscope.  Very  roughly,  a 
fall  of  one  foot  of  snow  may  be  taken  as  equal  to  an  inch  of  rain. 

It  snows  most  in  countries  near  the  poles,  or  which  are  high  above  the 
sea-level.  By  the  limit  of  perpetual  snow — or,  briefly  srww-line — is  meant  that 
height  above  the  sea-Ievel  at  which  the  snow  does  not  melt,  even  in  the 
hottest  sununers.  It  is  lower  nearer  the  poles  than  the  equator :  it  does  not 
depend  solely  on  the  latitude,  but  is  influenced  by  many  local  circumstances, 

Slett  is  also  solidilied  water,  and  consists  of  small  icy  needles  pressed 
together  in  a  confused  manner.  Its  formation  is  ascribed  to  the  sudden 
congelation  of  th  e  minute  globules  of  the  clouds  in  an  agitated  atmosphere.' 


When  the  ground  is  cooled  below  zero'after  severe  frost  and  a  thaw  sets 
in,  the  moist  air  passing  over  the  ground  deposits  its  moisture,  which  is 
converted  into  a  continuous  sheet  of  ice  ;  this  is  known  as  glazed  frost  (the 
French  ■verglas)  -,  it  may  also  occur  when  raindrops  which  have  been  cooled 
below  zero  in  the  higher  regions  of  the  air,  and  are  accordingly  in  a  state  of 
superfusion  (345),  fall  on  the  ground,  which  may  even  be  above  the  freezing- 

989.  Bail. — Hail  is  a  mass  of  compact  globules  of  ice  of  different  sizes 
which  fall  in  the  atmosphere.  In  our  climate  hail  falls  principally  during 
spring  and  summer,  and  at  the  hottest  limes  of  the  day  ;  it  rarely  falls  at 
night.    The  fall  of  hail  is  always  preceded  by  a  peculiar  noise. 

Haii  is  generally  the  precursor  of  storms ;  it  rarely  accompanies  them, 
and  follows  them  more  rarely  still.  Hail  falls  from  the  size  of  small  peas  to 
that  of  an  egg  or  an  orange,  with  a  core  of  compressed  snow  which  is  sur- 
rounded by  concentric  layers  of  ice.  While  snowstorms  may  last  for  days, 
hailstorms  do  not  last  for  more  than  a  quarter  of  an  hour.  The  formation 
of  hailstones  has  never  been  altogether  satisfactorily  accounted  for ;  nor, 
more  especially,  their  great  siie. 
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990.  Ice.  Ber elation. — Ice  is  an  aggpregate  of  snow-crystals,  such  as 
are  shown  in  fig.  1015.  The  transparency  of  ice  is  due  to  the  close  contact 
oi  these  crystals,  which  causes  the  individual  particles  to  blend  into  an  un- 
broken mass,  and  renders  the  substance  optically^  as  well  as  mechanically, 
continuous.  When  large  masses  of  ice  slowly  melt  away,  a  crystalline  form 
is  sometimes  seen  by  the  gradual  disintegration  into  rude  hexagonal  prisms ; 
a  similar  structure  is  frequently  met  with,  but  in  greater  perfection,  in  the 
ice-caves  or  glaciers  of  cold  regions. 

An  experiment  of  Tyndall  shows  the  beautiful  structure  of  ice.  When  a 
piece  of  ice  is  cut  parallel  to  its  planes  of  freezing,  and  the  radiation  from 
any  source  of  light  is  permitted  to  pass  through  it,  the  disintegration  of  the 
substance  proceeds  in  a  remarkable  way.  By  observing  the  plate  of  ice 
through  a  lens,  numerous  small  crystals  will  be  seen  studding  the  interior  of 
the  block ;  as  the  heat  continues  these  crystals  expand,  and  finally  assume 
the  shape  of  six- rayed  stars  of  exquisite  beauty. 

This  is  a  kind  of  negative  crystallisation,  the  crystals  produced  being 
composed  of  water  ;  they  owe  their  formation  to  the  molecular  disturbance 
caused  by  the  absorption  of  heat  from  the  source.  Nothing  is  easier  than  to 
reproduce  this  phenomenon,  if  care  be  taken  in  cutting  the  ice.  The  planes 
ol  freezing  can  be  found  by  noting  the  direction  of  the  bubbles  in  ice,  which 
are  either  sparsely  arranged  in  striae  at  right-angles  to  the  surface,  or  thickly 
collected  .n  beds  parallel  to  the  surface  of  the  water.  A  warm  and  smooth 
metal  plate  should  be  used  to  level  and  reduce  the  ice  to  a  slab  not  exceed- 
ing half  an  inch  in  thickness. 

A  still  more  important  property  of  ice  remains  to  be  noticed.  Faraday 
discovered  that  when  two  pieces  of  melting  ice  are  pressed  together  they 
freeze  into  one  at  their  points  of  contact.  This  curious  phenomenon  is  now 
known  under  the  name  of  Regelation,  The  cause  of  it  has  been  the  subject 
of  much  controversy,  but  the  simplest  explanation  seems  to  be  that  given  by 
its  discoverer.  The  particles  on  the  exterior  of  a  block  of  ice  are  held  by 
cohesion  on  one  side  only  :  when  the  temperature  is  at  o^  C,  these  exterior 
particles  being  partly  free,  are  the  first  to  pass  into  the  liquid  state,  and  a  film 
of  water  covers  the  solid.  But  the  particles  in  the  interior  of  the  block  arc 
bounded  on  all  sides  by  the  solid  ice,  the  force  of  cohesion  is  here  a  maximum, 
and  hence  the  interior  ice  has  no  tendency  to  pass  into  a  liquid,  even  when 
the  whole  mass  is  at  0°.  If  the  block  be  now  split  in  halves,  a  liquid  fihn 
instantly  covers  the  fractured  surfaces,  for  the  force  of  cohesion  on  the 
fractured  surfiaces  has  been  lessened  by  the  act  By  placing  the  halves 
together,  so  that  their  original  position  shall  be  regained,  the  liquid  films  on 
the  two  fractured  surfaces  again  become  bounded  by  ice  on  both  sides. 
The  film  being  excessively  thin,  the  force  of  cohesion  is  able  to  act  across 
it ;  the  consequence  of  this  is,  the  liquid  particles  pass  back  into  the  solid 
state,  and  the  block  is  reunited  by  regelation.  Not  only  do  ice  and  ice  thus 
freeze  together,  but  regelation  also  takes  place  between  moist  ice  and  any 
non-conducting  solid  body,  as  flannel  or  sawdust ;  a  similar  explanation  to 
that  just  given  has  been  applied  here,  substituting  another  solid  for  the  ice 
on  one  side.  It  must  be  remarked,  however,  that  many  eminent  philosophers 
dissent  from  the  explanation  here  given. 

Whatever  may  be  the  true  cause  of  regelation,  there  can  be  no  doubt  that 
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this  interesting  observation  of  Farada/s  explains  many  natural  phenomena. 
For  example,  the  formation  of  a  snowball  depends  on  the  regelation  of  the 
snow -granules  composing  it ;  and  as  regelation  cannot  take  place  at  tem- 
peratures below  0°  C.,  for  then  both  snow  and  ice  are  dry,  it  is  only  possible 
to  make  a  coherent  snowball  when  the  snow  is  melting. 

The  snow-bridges,  also,  which  span  wide  chasms  in  the  Alps  and  else- 
where, and  over  which  men  can  walk  in  safety,  owe  their  existence  to  the 
regelation  of  gradually  accumulating  particles  of  snow. 

Bottomley  has  made  a  very  instructive  experiment  which  illustrates  rege- 
lation. A  block  of  ice  is  suspended  on  two  supports,  and  a  fine  piano  wire 
with  heavy  weights  at  each  end  is  laid  across  it  After  some  time  the  wire 
has  slowly  cut  its  way  through,  but  the  cut  surfaces  have  reunited,  and,  except- 
ing a  few  bubbles,  show  no  trace  of  the  operation  ;  the  wire  is  below  zero,  as 
is  proved  by  placing  it  in  cold  water,  upon  which  some  ice  forms  round  it 

991.  CMaolers. — Tyndall  has  applied  this  regelating  property  of  ice  to 
an  explanation  of  the  formation  and  motion  of  glaciers,  of  which  the  follow- 
ing is  a  brief  description  :  In  elevated  regions,  \^t  snow-line  (988)  marks  the 
boundary  of  eternal  snow,  for  above  this  the  heat  of  summer  is  unable  to 
melt  the  winter's  snow.  By  the  heat  of  the  sun  and  the  consequent  percola- 
tion of  water  melted  from  the  surfece,  the  lower  portions  of  the  snow-field 
are  raised  to  0°  C.  ;  at  the  same  time  this  part  is  closely  pressed  together  by 
the  weight  of  the  snow  above  ;  regelation  therefore  sets  in,  converting  the 
loose  snow  into  a  coherent  mass. 

By  increasing  pressure  the  intermingled  air  which  renders  snow  opaque 
becomes  ejected  and  the  snow  becomes  transparent  ;  ice  then  results.     Its 
own  gravity,  and  the  pressure  from  behind,  urge  downwards  the  glacier 
which  has  thus  been  formed.     In  its  descent  from  the  mountain  the  glacier 
behaves  in  all  respects  like  a  river,  passing  through  narrow  gorges  with 
comparative  velocity,  and  then  spreading  out  and  moving  slowly  as  its  bed 
widens.     Further,  just  as  the  central  portions  of  a  river  move  faster  than 
the  sides,  so  Forbes  ascertained  that  the  centre  of  a  glacier  moves  quicker 
than  its  margin,  and  from  the  same  reason  (the  difference  in  the  Action 
encountered)  the  surface  moves  more  rapidly  than  the  bottom.     To  explain 
these  facts  Forbes  assumed  ice  to  be  a  viscous  body  capable  of  flexure,  and 
flowing  like  lava  ;  but  as  ice  has  not  the  properties  of  a  viscous  substance, 
the  now  generally  accepted  explanation  of  glacier  motion  is  that  supplied  by 
the  theory  of  regelation.     According  to  this  theory,  the  brittle  ice  of  the 
glacier  is  crushed  and  broken  in  its  passage  through  narrow  channels^  such 
as  that  of  Tr^aporte  on  Mont  Blanc  ;  and  then,  as  it  emerges  from  the  gorge 
which  confined  it,  becomes  reunited  by  virtue  of  regelation  ;  in  this  instance 
forming  the  well- known  Mer  de  Glace.     By  numerous  experiments  Tyndall 
has  established  that  regelation  is  adequate  to  furnish  this  explanation,  and 
has  artificially  imitated,  on  a  small  scale,  the  moulding  of  glaciers  by  the 
crushing  and  subsequent  regelation  of  ice. 

We  see  an  example  of  this  formation  of  ice  from  pressure  from  the  glazed 
appearance  of  the  tracks  in  snow  in  roads  over  which  heavy  carts  have 
passed. 

992.  JLtmospherlo  electricity.  VraaUln's  ezperlmenti — The  most 
frequent  luminous  phenomena,  and  the  most  remarkable  for  their  effects, 
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are  those  produced  by  the  free  electricity  in  the  atmosphere.  The  first 
physicists  who  observed  the  electric  spark  compared  it  to  the  gleam  of 
lightning,  and  its  crackling  to  the  sound  of  thunder.  But  Franklin,  by  the 
aid  of  powerful  electrical  batteries,  first  established  a  complete  parallel 
between  lightning  and  electricity  ;  and  he  indicated,  in  a  memoir  published 
in  1749,  the  experiments  necessary  to  attract  electricity  from  the  clouds  by 
means  of  pointed  rods.  The  experiment  was  tried  by 
Dalibard,  in  France  ;  and  Franklin,  pending  the  erec- 
tion of  a  pointed  rod  on  a  spire  in  Philadelphia,  had  the 
happy  idea  of  flying  a  kite,  provided  with  a  metal 
point,  which  could  reach  the  higher  regions  of  the 
atmosphere.  In  June,  1752,  during  stormy  weather, 
he  flew  the  kite  in  a  field  near  Philadelphia.  The 
kite  was  flown  with  ordinary  packthread,  at  the  end 
of  which  Franklin  attached  a  key,  and  to  the  key  a 
silk  cord,  in  order  to  insulate  the  apparatus  :  he  then 
fixed  the  silk  cord  to  a  tree,  and  having  presented 
his  hand  to  the  key,  at  first  he  obtained  no  spark. 
He  was  beginning  to  despair  of  success,  when,  rain 
having  fallen,  the  cord  became  a  good  conductor,  and 
a  spark  passed.  Franklin,  in  his  letters,  describes  his 
emotion  on  witnessing  the  success  of  the  experiment  as 
being  so  great  that  he  could  not  refrain  from  tears. 

Franklin  imagined  that  the  kite  drew  from  the 
cloud  its  electricity  ;  it  is,  in  fact,  a  simple  case  of 
induction,  and  depends  on  the  inductive  action  which 
the  thunder-cloud  exerts  upon  the  kite  and  the  cord. 

993.  Apparatus  to  Inrestiffate  tbe  eleotrloltj-  of 
tlie  atmosphere. — To  obser\'e  the  electricity  in  fine 
weather,  when  the  quantity  is  generally  small,  an  ap- 
paratus may  be  used  as  devised  by  Saussure  for  this 
kind  of  investigation.  It  is  an  electroscope  similar  to 
that  already  described  (751),  but  the  rod  to  which  the 
gold  leaves  are  fixed  is  surmounted  by  a  conductor 
2  feet  in  length,  and  terminates  either  in  a  knob  or 
a  point  (fig.  10 1 6).  To  protect  the  apparatus  against 
rain,  it  is  covered  with  a  metal  shield  4  inches  in 
diameter.  The  glass  case  is  square  instead  of  being  round,  and  a  divided 
scale  on  its  inside  face  indicates  the  divergence  of  the  gold  leaves.  This 
electrometer  only  gives  signs  of  atmospheric  electricity  as  long  as  it  is 
raised  in  the  atmosphere  so  that  it  is  in  layers  of  air  of  higher  electrical 
potential  than  its  own. 

To  ascertain  the  electricity  of  the  atmosphere  Saussure  also  used  a 
copper  ball,  which  he  projected  vertically  with  his  hand.  This  ball  was 
fixed  to  one  end  of  a  metal  wire,  the  other  end  of  which  was  attached  to 
a  ring,  which  could  glide  along  the  conductor  of  the  electrometer.  From 
the  divergence  of  the  gold  leaves,  the  electrical  condition  of  the  air  at 
the  height  which  the  ball  attained  could  be  determined.  Becquerel,  in  ex- 
periments made  on  the  St.  Bernard,  improved  Saussure's  apparatus  by 
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substiluting  for  the  knob a.n. arrow,  which  was  projecled  into  the  atmosphere 
by  means  of  a  bow.  A  gilt  silk  thread,  SS  yards  long,  was  fixed  with  one  end 
to  the  arrow,  while  the  other  end  was  attached  to  the  stem  of  an  electro- 
scope. Peltier  used  a  gold-leaf  electroscope,  at  the  top  of  which  was  a 
somewhat  large  copper  globe.  Provided  with  this  instrument,  the  observer 
places  himself  in  a  prominent  position  ;  it  is  then  quite  sufficient  to  raise  the 
electroscope  even  a  foot  or  so  to  obtain  signs  of  electricity. 

To  observe  the  electricity  of  clouds,  where  the  potential  is  very  con- 
siderable, use  is  made  of  a  long  bar  terminating  in  a  point.  This  bar, 
which  is  insulated  with  care,  is  fixed  to  the  summit  of  a  building,  and  its 
lower  end  is  connected  with  an  electrometer,  or  even  with  electric  chimes 
{fig-  713)1  which  announce  the  presence  of  thunder-clouds.  As,  however,  the 
bar  can  then  give  dangerous  shocks,  a  metal  ball  must  be  placed  near  it. 


1 


which  is  well  connected  with  the  ground,  and  which  is  nearer  the  bar  than 
the  observer  himself ;  so  that  if  a  dischaige  should  ensue,  it  will  strike 
the  ball,  and  not  the  observer.  Richmann,  of  SL  Petersburg,  was  killed  in  an 
experiment  of  this  kind,  by  a  dischai^e  which  struck  him  on  the  forehead. 

Sometimes  also  captive  balloons  or  kites  have  been  used,  provided  with 
a  point,  and  connected  by  means  of  a  gilt  cord  with  an  electrometer. 

A  good  collector  of  atmospheric  electricity  consists  of  a  fishing-rod  with 
an  insulated  handle  which  projects  from  an  upper  window.  At  the  top  is 
a  bit  of  lighted  tinder  held  in  a  metallic  forceps,  the  smoke  of  which,  being 
an  excellent  conductor,  conveys  the  electricity  of  the  air  down  a  wire  attached 
to  the  rod.  A  sponge  moistened  with  alcohol,  and  set  on  five,  is  also  an 
excellent  conductor. 

[rumeni   for  investigating  atmospheric  electricity  has 
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been  introduced  by  Lord  Kelvin,  one  form  of  which,  used  iii  the 
Meteorological  Observatory  of  Montsouris,  is  represented  in  fig.  1017.  It 
consists  of  a  large  meial  vessel,  A,,  resting  on  three  insulating  glass  legs  Hxed 
to  the  top  of  a  tall  column  of  cast  iron.  A  sheet-metal  mantle,  B,  protects  the 
supports  from  the  rain.  The  apparatus  is  arranged  in  the  open,  and  can  be 
filled  with  water  from  a  pipe,  C.  The  water  issues  through  a  long,  lateral 
jet  in  A,  in  a  stream  so  fine  that  the  volume  of  the  water  is  not  appreciably 
aJtered.  An  insulated  wire,  i,  passing  through  the  column,  connects  the  vessel 
A  with  an  electrometer  placed  indoors.    This  plan  of  collecting  the  atmo- 


Fig.  .0.8. 

spheric  electricity  is  adopted  in  balloons,  where  a  flame,  for  i 
the  question. 

The  manner  in  which  the  electricity  of  the  atmosphere  is  registered  is  seen 
from  fig.  1018,  which  represents  the  form  in  use  at  the  above  observatory. 
In  a  light-light  box  is  a  band  of  sensitised  photographic  paper,  stretched  on 
the  surface  of  a  cylinder  and  moved  by  clockwork. 

In  one  side  of  the  box  is  a  long  cylindrical  glass  lens,  in  front  of  which, 
at  E,  are  two  quadrant  electrometers  (780).  Roth  of  these  are  connected  with 
the  same  collector  of  electricity,  placed  outside,  and  their  sectors  are  charged 
by  the  same  source  of  electricity,  but  one  of  them  is  ten  times  as  sensitive 
as  the  other.  Near  one  side  of  the  box  is  a  gas-burner  with  an  opaque 
chimney.  A,  in  two  opposite  sides  of  which  are  longitudinal  slits,  through 
which  die  light  passes  to  two  total -reflect  ion  prisms  (545),  pp',  which  are 
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arranged  so  as  to  send  two  pencils  of  light  on  the  mirrors,  mnt\  of  the 
electrometer.  This  is  shown  on  a  larger  scale  on  the  left  of  the  figure  :  the 
two  pencils  fall  upon  the  lens,  L,  which  concentrates  in  a  point  the  slices  of 
light  issuing  from  the  chimney  and  reflected  from  the  mirror.  These  follow 
the  motion  of  the  mirror,  and  thus  impress  on  the  sensitive  paper  the  curves 
which  measure  the  electrical  potential  of  the  air.  There  is  also  an  arrange- 
ment by  which  an  electromagnet  puts  the  electrometers  to  earth  for  a  few 
minutes  at  every  hour,  and  thus  discharges  them.  The  mirrors  revert  then 
to  their  original  position  and  commence  a  new  trace. 

If  we  replace  the  electrometer  with  its  mirror  attached  by  a  magneto- 
meter, we  can  easily  see  how  the  variations  in  the  magnetic  declination  may 
be  recorded  (702). 

994.  Orainary  electricity  of  the  atmosphere. — By  means  of  the  dif- 
ferent apparatus  which  have  been  described,  it  has  been  found  that  the 
presence  of  electricity  in  the  atmosphere  is  not  confined  to  stormy  weather, 
but  that  the  atmosphere  always  contains  free  electricity,  in  the  vast  majority 
of  cases  positive,  but  occasionally  negative.  When  the  sky  is  unclouded 
the  electricity  is  always  positive,  and  it  increases  with  the  height  above  the 
ground.  The  amount  is  greatest  in  the  highest  and  most  isolated  places. 
No  trace  of  positive  electricity  is  found  in  houses,  streets,  and  under  trees  : 
in  towns,  positive  electricity  is  most  perceptible  in  large  open  spaces,  on 
quays,  or  on  bridges.    Lord  Kelvin  found  in  the  Isle  of  Arran,  at  a  height  of 

9  feet  above  the  ground,  a  difference  of  potential  equal  to  200  to  400  Daniell's 
elements,  or  from  216  to  432  volts.  This  represents  a  rise  of  potential  ot 
from  24  to  48  volts  for  each  foot  of  ascent.  This  is  subject  to  great  varia- 
tion ;  with  winds  from  the  north  and  north-east  the  potential  was  often  6  to 

10  times  as  much  as  the  higher  of  these  amounts.  The  change  of  potential 
is  most  rapid  in  cold  dry  weather,  when  the  quantity  of  moisture  in  the  air 
is  at  its  lowest.  Thus,  at  a  temperature  of  —8°  to  —  12°  C,  Exner  found  a 
change  of  600  Daniells  per  metre  in  the  direction  of  the  vertical.  With  a 
vapour-pressure  of  2*3  mm.  the  change  was  325,  with  6*8  it  was  116,  and 
with  12*5  it  was  68. 

Between  5  and  7.30  a.m.  the  positive  electricity  injthe  air  is  at  a  mini- 
mum ;  it  increases  from  7  to  9.30  A.M.,  according  to  the  season,  and  then 
attains  its  first  maximum.  It  then  decreases  rapidly  until  from  2.30  to 
4.30  P.M.,  and  again  increases  till  it  reaches  its  second  maximum,  from  6.30 
to  9.30  P.M.  ;  the  remainder  of  the  night  the  electricity  decreases  until  sun- 
rise. Thus  the  greatest  amount  of  electricity  is  observed  when  the  baro- 
metric pressure  is  highest.  These  increasing  and  decreasing  periods,  which 
are  observed  all  the  year,  are  more  perceptible  when  the  sky  is  clearer 
and  the  weather  more  settled.  The  positive  electricity  of  fine  weather  is 
much  stronger  in  winter  than  in  summer.  It  may,  in  short,  be  said  that 
electricity  of  the  air  follows  the  opposite  course  to  that  of  temperature  and 
moisture. 

When  the  sky  is  clouded,  the  electricity  is  sometimes  positive  and  some- 
times negative.  According  to  Palmieri,  the  occurrence  of  negative  electricity 
is  a  certain  indication  that  within  a  distance  of  40  miles  it  either  rains, 
snows,  or  hails.  It  often  happens  that  the  electricity  changes  its  sign 
several  times  in  the  course  of  the  day,  owing  to  the  passage  of  an  electrified 
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cloud.  During  storms,  and  when  it  rains  or  snows,  the  atmosphere  may  be 
positively  electrified  one  day,  and  negatively  the  next,  and  the  number  of  the 
two  sets  of  days  are  virtually  equal. 

During  a  thunderstorm  the  changes  in  potential  and  sign  of  electricity 
are  so  rapid  that  the  photographic  method  of  registration  fails. 

From  a  long  series  of  observations  on  the  electricity  of  the  atmosphere 
made  in  the  early  morning,  Dellnftin  found  that  the  electricity  increased 
with  the  density  of  the  fog,  but  in  a  far  more  rapid  ratio. 

The  electricity  of  the  ground  has  been  found  by  Peltier  to  be  always 
negative,  and  this  is  the  cardinal  fact  in  reference  to  atmospheric  electricity  ; 
it  is  so,  "however,  to  different  extents,  according  to  the  hygrometric  state 
and  temperature  of  the  air.  The  density  is,  moreover,  exceedingly  small, 
being  calculated  at  0*00036  dyne  per  square  centimetre,  from  which  it 
follows  that  the  electrical  pressure  {yyj)  is  0-00000082  dyne  per  square 
centimetre,  or  less  than  the  millionth  of  a  milligramme  in  weight.  Even  if 
the  pressure  were  ten  times  as  great,  it  would  be  insufficient  to  raise  even 
the  lightest  bodies. 

995.  Causes  of  atmospheric  eleotiiotty-. — Although  many  hypotheses 
have  been  propounded  to  explain  the  origin  of  atmospheric  electricity,  it 
must  be  confessed  that  our  knowledge  is  in  an  unsatisfactory  state. 

Volta  first  showed  that  the  evaporation  of  water  produced  electricity. 
Pouillet  subsequently  showed  that  no  electricity  is  produced  by  the  evapo- 
ration of  distilled  water  ;  but  that  if  an  alkali  or  a  salt  is  dissolved,  even 
in  small  quantity,  the  vapour  is  positively  and  the  solution  is  negatively 
electrified.  The  reverse  is  the  case  if  the  water  contains  acid.  Hence  it 
has  been  assumed,  that  as  the  waters  which  exist  on  the  surface  of  the  earth 
and  on  the  sea  always  contain  salt  dissolved,  the  vapours  disengaged  ought 
to  be  positively  and  the  earth  negatively  electrified.  The  development  of 
electricity  by  evaporation  may  be  observed  by  heating  strongly  a  platinum 
dish,  adding  to  it  a  small  quantity  of  liquid,  and  placing  it  on  the  upper 
plate  of  the  condensing  electroscope  (fig.  734),  taking  care  to  connect  the 
lower  plate  with  the  ground.  When  the  water  of  the  capsule  is  evaporated, 
the  connection  with  the  ground  is  broken,  and  the  upper  plate  raised.  The 
gold  leaves  then  diverge  if  the  water  contains  salts,  but  remain  quiescent 
if  the  water  is  pure. 

Reasoning  from  such  experiments,  Pouillet  ascribed  the  development 
of  electricity  by  evaporation  to  the  separation  of  particles  of  water  from 
the  substances  dissolved ;  but  Reich  and  Riess  showed  that  the  electricity 
disengaged  during  evaporation  could  be  attributed  to  the  friction  which 
the  particles  of  water  carried  away  in  the  current  of  vapour  exert  against 
the  sides  of  the  vessel,  just  as  in  Armstrong's  electrical  machine  (758).  By 
a  recent  series  of  experiments,  Gaugain  has  arrived  at  the  same  result. 

Sohncke  recalls  an  experiment  of  Faraday  which  he  has  repeated — that 
the  friction  of  minute  vesicles  of  water  against  dry  ice  is  an  abundant  source 
of  electricity  ;  he  ascribes  atmospheric  electricity  to  this  origin,  showing  that 
in  the  upper  regions  both  particles  of  water  and  of  ice  may  coexist.  The  ice 
particles  become  positively  electrified,  while  those  of  water  are  negative. 
When  these  fall  in  rain,  they  carr)'  with  them  their  negative  electricity.  A 
similar  theory  has  been  propounded  by  Luvini. 
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996.  Sleotrlolty  of  olouils. — Clouds  are  in  general  electrified  usually 
positively,  but  sometimes  negatively,  and  only  differ  in  their  higber  or 
lower  potential.  The  formation  of  positive  clouds  is  by  some  ascribed  10 
the  vapour  disengaged  from  the  ground  and  condensed  in  the  higher 
regions.  Negative  clouds  are  supposed  to  result  from  fogs,  which,  by  their 
contact  with  the  ground,  become  charged  with  negative  electricity,  wticfc 
they  retain  on  rising  into  the  atmosphere  ;  or  that,  separated  from  tk 
ground  by  layers  of  moist  air,  they  have  been  negatively  electrified  br 
induction  from  the  positive  clouds,  which  have  repelled  into  the  gnwod 
positive  electricity. 

Whatever  be  the  origin  of  atmospheric  electricity,  there  can  be  do 
doubt  that  the  invisible  aqueous  vapour  is  the  carrier  of  it,  and  it  is 
easy  to  explain  the  high  potential  of  clouds  from  the  condensation  of  this 
vapour.  For  suppose  1,000  vapour-particles,  each  possessing  the  same 
charge  of  electricity,  coalesce  to  form  a  single  droplet,  the  diameter  of  swi 
a  droplet  will  be  ten  times  that  of  the  individual  particles— that  is,  is 
capacity  is  ten  times  as  great,  since  the  capacity  is  equal  to  the  ladias 
(739) ;  t)ut  the  quantity  of  electricity  will  be  1,000  times  as  great  as  « 
the  small  one,  and  therefore  the  potential  will  be  100  times  as  gieai 
Now  the  number  of  vapour-particles  which  go  to  form  a  single  dropkl  is 
rather  to  be  counted  by  billions  ;  hence,  however  small  be  the  finite  valae 
which  we  assign  to  the  potential  of  the  electricity  of  the  vapour-partides, 
that  of  the  drops  will  be  infinitely  greater,  and  sufficient  to  accoont 
for  the  high  potential  of  clouds.  Thunder-clouds  are  sometimes  as  krw 
as  700  to  1,000  feet ;  but  their  usual  height  appears  to  be  3,000  to  6,000 
feet. 

997.  lilffhtnlnr. — This,  as  is  well  known,  is  the  dazzling  light  emitted  bf 
the  electric  spark  when  it  shoots  from  clouds  charged  with  electricity.  la 
the  lower  regions  of  the  atmosphere  the  light  is  white,  but  in  the  higbff 
regions,  where  the  air  is  more  rarefied,  it  takes  a  violet  tint ;  as  does  die 
spark  of  the  electrical  machine  in  a  rarefied  medium  (788). 

The  flashes  of  lightning  are  often  more  than  a  mile,  and  sometime 
extend  to  four  or  five  miles,  in  length  ;  they  generally  pass  through  tk 
atmosphere  in  a  zigzag  direction — a  phenomenon  ascribed  to  the  resisiaace 
offered  by  the  air  condensed  by  the  passage  of  a  strong  discharge.  The 
spark  then  diverges  from  a  right  line,  and  takes  the  direction  of  least  resist- 
ance.    In  a  vacuum,  electricity  passes  in  a  straight  line, 

De  la  Rue  and  Miiller  have  calculated  that  the  potential  reqwi*^ 
to  produce  a  flash  a  mile  in  length  would  be  that  of  3,516^480  of  th« 
cells  (812). 

We  cannot,  however,  regard  the  length  of  a  lightning  flash  as  the  date: 
striking  distance  between  two  conductors.  Owing  to  the  number  of  dit)f^ts 
met  on  its  path,  the  discharge  is  rather  to  be  compared  with  that  of  t.^ 
luminous  tubes  and  panes  (789).  The  experiments  of  Mascart  on  the  reJ*- 
tion  between  the  striking  distance  (788)  and  the  potential  required  to  p«- 
duce  it,  show  that  the  striking  distance  increases  far  more  rapidly  than  *^ 
potential.  Thus,  while  the  potential  required  for  a  striking  distance  of  i  ^ 
is  represented  by  8*3,  for  4  cm.  it  is  15-9,  for  8  cm.  20*5,  and  for  15  O 
23*3.     From  this  it  is  possible  that  a  lightning  discharge  is  produced  bi » 


-997]  Lightning  1055 

difference  of  potentials  between  two  clouds  which  is  not  out  of  proportion 
with  those  obtained  by  our  electrical  machines. 

Several  kinds  of  lightning  flashes  may  be  distinguished — i,  the  zigzag 
flashes,  which  move  with  extreme  velocity  in  the  form  of  a  line  of  fire  with 
sharp  outlines,  and  which  closely  resemble  the  spark  of  an  electrical  machine. 
The  recent  investigation  of  the  shape  of  lightning  discharges  by  means  of 
extra  rapid  photographic  dry  plates  (610)  has  shown  that  the  path  of  a  dis- 
charge is  not  so  sharply  zigzag  as  is  usually  represented,  but  has  more  the 
shape  of  the  course  of  a  river  as  shown  on  a  map,  and  with  frequent  branch- 
ings ;  2,  the  sheet  flashes,  which,  instead  of  being  linear,  like  the  preceding, 
fill  the  entire  horizon  without  having  any  distinct  shape.  This  kind,  which 
is  most  frequent,  appears  to  be  produced  in  the  cloud  itself,  and  to  illuminate 
the  mass.  According  to  Kundt,  the  number  of  sheet  discharges  are  to  the 
zijg^zag  discharged  as  1 1  :  6 ;  and  from  spectrum  observations  it  would  appear 
that  the  former  are  brush  discharges  between  clouds,  while  the  latter  are 
true  electrical  discharges  between  the  clouds  and  the  earth.  Another  kind, 
called  A^«/  lightnings  is  ascribed  to  distant  lightning  flashes  which  are  below 
the  horizon,  but  illuminate  the  higher  strata  of  clouds,  so  that  their  bright- 
ness is  visible  at  great  distances  ;  they  produce  no  sound,  probably  in  conse- 
quence of  the  fact  of  their  being  so  far  off  that  the  rolling  of  thunder  cannot 
reach  the  ear  of  the  observer.  There  is,  further,  the  very  unusual  phenomenon 
oi globe  lightnings  or  the  flashes  which  appear  in  the  form  of  globes  of  fire  18 
inches  in  diameter.  These,  which  are  sometimes  visible  for  as  much  as  ten 
seconds,  descend  from  the  clouds  to  the  earth  with  such  slowness  that  the 
eye  can  follow  them.  They  often  rebound  on  reaching  the  ground ;  at 
other  times  they  burst  and  explode  with  a  noise  like  that  of  the  report  of 
many  cannon.  No  adequate  explanation  has  been  given  of  these,  though 
Plante  with  a  large  battery  of  his  cells  has  imitated  the  phenomena. 

The  duration  of  the  light  of  the  first  three  kinds  does  not  amount  to  the 
millionth  of  a  second,  as  was  determined  by  Wheatstone  by  means  of  his 
rotating  wheel,  which  was  turned  so  rapidly  that  the  spokes  were  invisible  ; 
on  illuminating  it  by  the  lightning  flash,  its  duration  was  so  short  that 
whatever  the  velocity  of  rotation  of  the  wheel,  it  appeared  quite  stationary  ; 
that  is,  its  displacement  is  not  perceptible  during  the  time  the  lightning  exists. 
The  light  produced  by  a  lightning  flash  must  be  comparable  to  the  sun 
in  brightness,  though  it  does  not  appear  to  us  brighter  than  ordinary  moon- 
light. But  considering  its  excessively  brief  duration,  and  that  the  full  effect 
of  any  light  on  the  eye  is  only  produced  when  its  duration  is  at  least  the 
tenth  of  a  second,  it  follows  that  a  landscape  continuously  illuminated  by  the 
lightning  flash  would  appear  100,000  times  as  bright  as  it  actually  appears 
to  us  during  the  flash. 

Here  also  may  be  mentioned  the  phenomenon  known  as  St.  Elmers  fire^ 
which  occurs  in  a  highly  electrical  state  of  the  atmosphere  when  the  clouds 
are  low.  It  is  a  sort  of  brush  discharge  {j^l\  appearing  like  small  flames 
issuing  from  prominent  point-objects  such  as  masts,  tops  of  trees,  lightning- 
conductors  ;  it  has  also  been  observed  on  the  points  of  helmets  or  lances, 
alpenstocks  ;  it  is  of  course  most  easily  seen  in  the  dark,  and  is  accompanied 
by  a  slight  rustling  noise.  On  the  sea  it  is  not  uncommon  in  thunderstorms 
on  mastheads  and  yard-arms. 
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998.  Tbunaer. —  Thunder  is  the  violent  report  which  succeeds  lightning 
in  stormy  weather.  The  occurrence  of  lightning  and  thunder  is  practically 
simultaneous,  but  an  interval  of  several  seconds  is  generally  obsen'cd 
between  the  perception  of  these  two  phenomena,  which  arises  from  the  £ict 
that  sound  only  travels  at  the  rate  of  about  1,100  feet  in  a  second  (232), 
while  the  passage  of  light  is  almost  instantaneous.  Hence  an  observer  will 
only  hear  the  noise  of  thunder  five  or  six  seconds,  for  instance,  after  the 
lightning,  according  as  the  distance  of  the  thunder-cloud  is  five  or  six  times 
1,100  feet.  The  noise  of  thunder  arises  in  some  such  manner  as  the  crack 
of  a  whip  or  the  report  of  a  gun.  The  lightning  discharge,  whether  by 
heating  the  air  or  by  a  purely  mechanical  action,  such  as  is  illustrated  with 
Kinnersle/s  thermometer  (fig.  749),  is  expanded  with  explosive  violence, 
which  is  only  possible  by  a  compression  of  the  surrounding  air.  This  com- 
pressed air  rushes  in  to  fill  the  partial  vacuum,  forming  itself,  in  turn,  a  partial 
vacuum,  and  thus,  giving  rise  to  alternate  condensation  and  rarefactidb, 
constitutes  the  wave-motion  producing  the  sound.  The  depth  of  the  note 
represents  a  great  wave-length,  and  shows  that  the  disturbance  must  have 
a  great  length.  Near  the  place  where  the  lightning  strikes  the  sound  is 
sharp  and  of  short  duration.  At  a  greater  distance  a  series  of  reports  are 
heard  in  rapid  succession.  At  a  still  greater  distance  the  noise,  feeble  at 
first,  changes  into  a  prolonged  rolling  sound  of  varying  intensity.  If  the 
lightning  is  at  a  greater  distance  than  14  or  15  miles  it  is  no  longer  heard, 
for  sound  is  more  imperfectly  propagated  through  air  than  through  solid 
bodies  :  hence  there  are  lightning  discharges  without  thunder  ;  these  occur 
at  times  when  the  sky  is  cloudless. 

The  rolling  of  thunder,  the  alternate  rise  and  fall  of  the  sound,  occurs 
ordinarily  with  sheet  lightning,  less  so  with  forked  lightning,  when  the  sound 
is  short  and  crackling. 

Various  causes  contribute  to  produce  the  rolling ;  one  cause  is  the  reflec- 
tion from  the  ground,  from  clouds,  and  even  from  layers  of  air  of  unequal 
density.  Lightning,  too,  is  not  a  single  discharge,  but  a  series  of  discharges, 
each  of  which  gives  rise  to  a  particular  sound.  But  as  these  partial 
discharges  proceed  from  points  at  different  distances,  and  from  zones  of 
unequal  density,  it  follows  not  only  that  they  reach  the  ear  of  the  obscrA'cr 
successively,  but  that  they  bring  sounds  of  unequal  density,  which  occasion 
the  duration  and  inequality  of  the  rolling.  The  phenomenon  has  finally 
been  ascribed  to  the  zigzags  of  lightning  themselves,  assuming  that  the 
air  at  each  salient  angle  is  at  its  greatest  compression,  which  would 
produce  the  unequal  intensity  of  the  sound.  The  distance  between  the 
nearest  point  of  a  lightning  flash  is  obtained  in  kilometres  if  we  divide  the 
time  in  seconds  which  elapses  between  the  lightning  flash  and  the  beginning 
of  the  thunder  by  3. 

999.  Bffeota  of  lirbtnlnff. — The  lightning  discharge  is  the  electric 
discharge  which  strikes  between  a  thunder-cloud  and  the  ground.  The  lancr, 
by  the  induction  of  the  electricity  from  the  cloud,  becomes  charged  with 
contrary  electricity  ;  and  when  the  tendency  of  the  two  electricities  to  com- 
bine exceeds  the  resistance  of  the  air,  the  spark  passes,  which  is  often  ex- 
pressed by  saying  that  ^a  thunderbolt  has  fallen.'  Lightning  in  general 
strikes  from  above,  but  ascending  lightning  is  also  sometimes  obscn-cd; 
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probably  this  is  the  case  when  the  clouds  being  negatively  the  earth  is 
positively  electrified  ;  for  experiments  show  that  at  the  ordinary  pressure 
positive  electricity  passes  through  the  atmosphere  more  easily  than  negative 
electricity. 

The  discharge  usually  falls  first  on  the  nearest  and  best  conducting 
objects,  and,  in  fact,  trees,  elevated  buildings,  metals,  are  particularly  struck 
by  the  discharge.  Hence  it  is  imprudent  to  stand  under  trees  during  a 
thunderstorm. 

According  to  Hellman,  the  frequency  with  which  trees  are  struck  is  :  fir, 
5,  beech  7,  oak  18  ;  in  like  manner  of  soils  the  ratio  is  :  chalk  i,  clay  7,  sand 
9,  and  loam  22. 

The  effects  of  lightning  are  very  varied,  and  of  the  same  kind  as  those 
of  batteries  (783),  but  of  far  greater  power.  The  lightning  discharge  kills 
men  and  animals,  ignites  combustibles,  melts  metals,  breaks  bad  con- 
ductors in  pieces.  When  it  penetrates  the  ground  it  melts  the  silicious 
substances  on  its  path,  and  thus  produces  in  the  direction  of  the  discharge 
those  remarkable  vitrified  tubes  C2X\t&  fulgurites^  some  of  which  are  as  much 
as  12  yards  in  length  ;  in  most  cases  there  are  found  to  be  accumulations  of 
water  below  such  fulgurites.  When  it  strikes  bars  of  iron  it  magnetises 
them,  and  often  inverts  the  poles  of  compass  needles. 

The  action  of  lightning  on  trees  is  very  singular.  When  struck  by  it 
they  are  sometimes  stripped  of  their  bark,  either  wholly  or  partially,  or  the 
wood  is  often  split  into  thin  laths,  or  into  a  mass  of  fibres.  Franklin  ascribed 
this  to  the  sudden  evaporation  of  the  water. 

After  the  passage  of  lightning  a  highly  peculiar  odour  is  frequently 
produced,  like  that  perceived  in  a  room  in  which  an  electrical  machine 
is  being  worked.  This  is  due  to  the  formation  of  ozone^  a  peculiar  allotro- 
pic  modification  of  oxygen  (793).  An  electrified  cloud  forms  with  the  earth 
below  a  condenser,  the  intervening  mass  of  air  being  the  dielectric.  This 
mass  of  air  is  therefore  in  a  state  of  strain,  like  the  dielectric  in  a  charged 
Leyden  jar,  and  it  is  to  this  state  of  strain  which  precedes  the  actual 
discharge,  rather  than  to  the  discharge  itself,  that  is  due  the  production  of 
ozone. 

Heated  air  conducts  better  than  cold  air,  probably  only  owing  to  its 
lesser  density.  Hence  it  is  that  large  numbers  of  animals  are  often  killed 
by  a  single  discharge,  as  they  crowd  together  in  a  storm,  and  a  column  of 
warm  air  rises  from  the  group. 

icxx).  aetam  sbook. — This  is  a  violent  and  sometimes  fatal  shock  which 
men  and  animals  experience,  even  when  at  a  great  distance  from  the  place 
inrhere  the  lightning  discharge  passes.  It  is  caused  by  the  inductive  action 
which  the  thunder-cloud  exerts  on  bodies  placed  within  the  sphere  of  its 
activity.  These  bodies  are  then,  like  the  ground,  charged  with  the  opposite 
electricity  to  that  of  the  cloud ;  but  when  the  latter  is  discharged  by  the 
recombination  of  its  electricity  with  that  of  the  ground,  the  induction  ceases, 
and  the  bodies  reverting  rapidly  from  the  electrical  state  to  the  neutral  state, 
the  concussion  in  question  is  produced — the  return  or  back  shock,  A  gradual 
decomposition  and  reunion  of  the  electricity  produces  no  visible  effects ;  yet  it 
is  alleged  that  such  disturbances  of  the  electrical  equilibrium  are  perceived 
by  nervous  persons. 

3Y 


IOS8 


Meteorology 


[1000- 


The  return  shock  is  always  less  violent  than  the  direct  one  ;  there  is  no 
instance  of  its  having  produced  any  inflammation,  yet  plenty  of  cases  in 
which  it  has  killed  both  men  and  animals  ;  in  such  cases  no  broken  limbs, 
wounds,  or  bums  are  observed. 

The  return  shock  may  be  imitated  by  placing  a  gold-leaf  electroscope 
connected  by  a  wire  with  the  ground  near  an  electrical  machine  ;  when  the 
machine  is  worked,  at  each  spark  taken  from  the  prime  conductor  the  gold 
leaves  of  the  electroscope  suddenly  diverge. 

It  is  stated  that  persons  struck  by  lightning  often  lose  their  lives  only 
by  a  temporary  injury  to  the  nerves  which  control  the  act  of  respiration ;  so 
that  under  favourable  circumstances  such  persons  might  probably  be  saved 
by  producing  artificial  respiration. 

looi.  Klfflitiiliir-oonaactor. — This  was  invented  by  Franklin  in  1755. 
There  are  two  principal  parts  in  a  lightning-conductor,  the  rod  and  the 
conductor.   The  rod  (fig.  1 019)  is  a  pointed  bar  of  iron,  preferably  galvanised, 

P,  fixed  vertically  to  a  tube  or  rod  of  iron,  which,  by  means 
of  a  collar  a  a,  and  tube  ^,  is  fitted  on  the  roof  of  the  edifice 
to  be  protected ;  it  is  from  6  to  10  feet  in  height,  and  its 
basal  section  is  about  2  or  3  inches  in  diameter.  The  c'on- 
ductor  is  best  formed  of  a  wire  rope,  C,  such  as  those  which 
are  used  for  rigging  or  for  telegraph  wires,  attached  to  the  rod 
by  a  metal  collar,  b.  The  section  of  the  metallic  conductor 
ought  to  be  about  half  a  square  inch,  and  the  individual  wires 
0*04  to  0*06  inch  in  diameter;  they  ought  to  be  twisted  in 
strands,  like  an  ordinary  cord.  The  conductor  is  usually  led 
into  a  well,  a  pond,  or  other  continuous  mass  of  water,  and 
to  connect  it  better  with  the  ground  it  should  terminate  in  a 
plate  called  an  earth  plate,  or  if  a  strand  of  wires  the  separate 
wires  should  be  spread  out.  This  plate  should  be  of  the 
same  metal  as  the  conductor,  so  as  to  avoid  the  possibility 
of  local  galvanic  action  (816),  by  which  one  or  the  other 
metal  would  be  eaten  away  and  the  continuity  destroyed. 
If  there  is  no  well  near,  a  hole  is  dug  in  the  soil  to  the  depth* 
of  6  or  7  yards,  or  to  where  the  earth  is  permanently  damp  ; 
where  the  ground  is  naturally  dry  it  is  advantageous  to  direct 
the  rainfall  from  the  roof  towards  where  the  plate  is  placed, 
and  the  ends  of  the  conductor  having  been  introduced,  the 
hole  is  filled  with  powdered  coke,  which  conducts  very  wdL 
A  good  earth  contact  is  obtained  when  it  is  possible  to  con- 
nect the  wire  conductors  with  large  iron  gas  or  water  pipes. 
The  action  of  a  lightning-conductor  is  regarded  as  an  illustration  of  the 
action  of  induction  and  of  the  property  of  points  (742)  ;  when  a  storm  cload 
positively  electrified,  for  instance,  forms  in  the  atmosphere,  it  acts  inductively 
on  the  earth,  repels  the  positive  and  attracts  the  negative  electricity,  which 
accumulates  on  bodies  placed  on  the  surface  of  the  soil,  the  more  abundantly 
as  these  bodies  are  at  a  greater  height.  The  densit>'  is  then  greatest  on  the 
highest  bodies,  which  are  therefore  most  exposed  to  the  electric  discharge ; 
but  if  these  bodies  are  provided  with  metal  points,  like  the  rods  of  conductors, 
the  negative  electricity,  withdrawn  from  the  soil  by  the  influence  of  the  cloud,* 
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flows  into  the  atmosphere,  and  neutralises  the  positive  electricity  of  the  cloud. 
Hence  the  action  of  the  lightning-conductor  is  twofold  ;  not  only  does  it  tend 
to  prevent  the  accumulation  of  electricity  on  the  surface  of  the  earth,  but  it 
also  tends  to  restore  the  clouds  to  their  natural  state,  both  which  concur  in 
preventing  lightning  discharges.  This  mode  of  action  of  lightning-conductors 
is  often  overlooked  ;  it  is  stated  in  reference  to  Pietermaritzburg  that  until 
lightning-conductors  became  common  in  that  town  it  was  constantly  visited 
by  thunderstorms  at  certain  seasons.  They  come  as  frequently  as  ever,  but 
cease  to  give  flashes  on  reaching  the  town ;  they  do  so,  however,  when  they 
have  passed  over  it.  Th«  quantity  of  electricity  is,  however,  sometimes  so 
abundant  that  the  lightning-conductor  is  inadequate  to  discharge  the  elec- 
tricity accumulated,  and  the  lightning  strikes ;  but  the  conductor  receives 
the  discharge,  in  consequence  of  its  greater  conductivity,  and  the  edifice 
is  preserved. 

A  conductor,  to  be  efficient,  ought  to  satisfy  the  following  conditions  : — 
(i.)  The  rod  ought  to  be  so  large  as  not  to  be  melted  if  th'e  discharge  passes, 
(ii.)  It  ought  to  terminate  in  a  point,  or  in  several  points,  to  give  readier  issue 
to  the  electricity  disengaged  by  induction  from  the  ground,  (iii.)  Copper 
was  formerly  preferred  to  iron  owing  to  its  greater  conductivity.  But  the 
lightning  discharge  is  strictly  analogous  to  the  discharge  of  a  Leyden  jar, 
which  according  to  circumstances  may  form  either  a  continuous  discharge 
like  a  steady  current,  or  a  series  of  oscillations  (783).  In  the  latter  case  the 
discharge  is  restricted  to  the  surfece  owing  to  the  effect  of  impedance  (910), 
which  may  have  a  greater  influence  than  the  ohmic  resistance,  so  that  the 
advantage  of  the  greater  conducting  power  of  copper  disappears.  The  con- 
ductor must  be  continuous  from  the  point  to  the  ground,  and  the  connection 
between  the  rod  and  the  ground  must  be  as  intimate  as  possible  ;  this  is  the 
most  important  of  all,  and  the  one  point  most  frequently  neglected  in  the 
older  arrangements.  A  lightning-conductor  with  bad  earth  contact  is  not  only 
useless  but  dangerous.  In  regard  to  this,  it  may  be  said  that  the  best  earth  for 
contact  is  water.  The  continuity  of  the  conductor  may  be  tested  by  means 
of  a  voltaic  cell  and  a  portable  form  of  galvanometer,  (iv.)  If  the  building 
which  is  provided  with  a  lightning-conductor  contains  metallic  surfaces  of 
any  extent,  such  as  zinc  roofs,  metal  gutters,  or  ironwork,  these  ought  to 
be  connected  with  the  conductor,  or,  still  better,  have  each  a  separate  earth 
connection.  If  the  last  two  conditions  are  not  fulfilled,  there  is  a  great 
danger  of  lateral  discharges — that  is  to  say,  that  the  discharge  takes  place 
between  the  conductor  and  the  edifice,  and  then  it  increases  the  danger. 

Colladon  concludes,  from  the  observation  of  a  series  of  lightning  dis- 
charges, that  a  tall  tree,  such  as  a  poplar,  whose  roots  are  in  moist  groimd, 
may  act  as  a  good  lightning-conductor,  if  on  the  other  side  of  the  house 
there  does  not  happen  to  be  a  well  or  pool,  towards  which  the  electricity  can 
spring  through  the  house. 

The  requirements  above  laid  down  are  based  on  the  older  views  of  the 
protection  of  buildings.  Another  principle  is  based  on  the  screening  action 
of  a  closed  conducting  surface,  or  even  of  a  wire  gauze.  This  we  have  seen 
(735)  protects  a  body  from  external  electrical  action,  which  probably  holds 
aiso  for  violent  and  sudden  electrical  discharges.  If  a  building  could  be 
surrounded  by  a  wire  cage  which  itself  had  good  earth  contact,  this  would 
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be  an  efficient  protection.  Accordingly,  an  alternative  plan  aims  at  provid- 
ing all  the  ridges,  eaves  and  comers,  and  chiHineys  of  a  building  with  abun- 
dance of  galvanised  iron  wire,  preferably  barbed,  and  with  wire  netting,  all 
in  metallic  connection  with  each  other  and  with  the  earth. 

1002.  Batnbow. — The  rainbow  is  a  luminous  phenomenon  which  appears 
in  the  clouds  opposite  the  sun  when  they  are  resolved  into  rain.  It  consists 
of  seven  concentric  arcs,  presenting  successively  the  colours  of  the  solar 
spectrum.  Sometimes  only  a  single  bow  is  perceived,  but  there  are  usually 
two  :  a  lower  one,  the  colours  of  which  are  very  bright ;  and  an  external  or 
secondary  one,  which  is  paler,  and  in  which  the  order  of  the  colours  is  re- 
versed. In  the  interior  rainbow  the  red  is  the  highest  colour  ;  in  the  other 
rainbow  the  violet  is.  It  is  seldom  that  three  bows  are  seen  ;  theoretically 
a  greater  number  may  exist,  but  their  colours  become  so  faint  that  they  can- 
not be  perceived. 

The  phenomenon  of  the  rainbow  is  produced  by  decomposition  of  the 
white  light  of  the  sun  when  it  passes  into  the  drops,  and  by  its  reflection 
from  their  inside  face.  In  fact,  the  same  phenomenon  is  witnessed  in  dew- 
drops  and  in  jets  of  water — in  short,  wherever  sunlight  passes  into  drops  of 
water  under  a  certain  angle. 

The  appearance  and  the  extent  of  the  rainbow  depend  on  the  position  of 
the  observer,  and  on  the  height  of  the  sun  above  the  horizon  ;  hence  only 
some  of  the  rays  refracted  by  the  raindrops,  and  reflected  in  their  concavity 
to  the  eye  of  the  spectator,  are  adapted  to  produce  the  phenomenon.  Those 
which  do  so  are  called  effective  rays. 

To  explain  this  let  n  (flg.  1020)  be  a  drop  of  water,  into  which  a  solar  ray 
S  a  penetrates.  At  a  point  of  incidence,  a,  part  of  the  light  is  reflected  from 
the  surface  of  the  liquid  ;  another,  entering  it,  is  decomposed  and  traverses 
the  drop  in  the  direction  a  b.  Arrived  at  ^,  part  of  the  light  emerges  from 
the  raindrop,  the  other  part  is  reflected  from  the  concave  surface,  and  tends 
to  emerge  at  g.  At  this  point  the  light  is  again  partially  reflected ;  the  re- 
mainder emerges  in  a  direction  gO^  which  forms  with  the  incident  ray,  S  tf, 
an  angle  called  the  angle  of  deviation.  It  is  such  rays  as  ^O,  proceeding 
from  the  side  next  the  observer,  which  produce  on  the  retina  the  sensation 
of  colours,  provided  the  light  is  sufficiently  intense. 

It  can  be  shown  mathematically  that  in  the  case  of  a  series  of  rays  which 
impinge  on  the  same  drop,  and  only  undergo  one  reflection  in  the  interior, 
the  angle  of  deviation  increases  from  the  ray  S"«,  for  which  it  is  zero,  up  to  a 
certain  limit,  beyond  which  it  decreases,  and  that  near  this  limit  rays  passing 
parallel  into  a  drop  of  rain  also  emerge  parallel.  From  this  parallelism  a 
beam  of  light  is  produced  sufficiently  intense  to  impress  the  retina ;  these 
are  the  rays  which  emerge  parallel  and  are  efficient. 

As  the  different  colours  which  compose  white  light  are  unequally  refran- 
gible, the  maximum  angle  of  deviation  is  not  the  same  for  alL  For  red  rays 
the  angle  of  deviation  corresponding  to  the  active  rays  is  42**  2',  and  for 
violet  rays  it  is  40°  17'.  Hence,  for  all  drops  placed  so  that  rays  proceeding 
from  the  sun  to  the  drop  make,  with  those  proceeding  from  the  drop  to  the 
eye,  an  angle  of  42®  2',  this  organ  will  receive  the  sensation  of  red  light; 
this  will  be  the  case  with  all  drops  situated  on  the  circumference  of  the 
base  of  a  cone,  the  summit  of  which  is  the  spectator's   eye ;  the  axis  of 
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this  cone  is  parallel  lo  the  sun's  rays,  and  Ihe  angle  formed  by  the  two 
opposed  generating  lines  is  84P  4'.  This  explains  the  fonnation  of  the  red 
band  in  the  rainbow  ;  the  angle  of  the  cone  in  the  case  of  the  violet  band 
is  80"  34'. 

The  cones  corresponding  10  each  band  have  a  common  axis  called  ihe 
visual  axis.  As  this  right  line  is  parallel  to  the  rays  of  the  sun,  it  follows 
'  that  when  this  axis  is  on  the  horizon,  the  visual  axis  is  itself  horizontal,  and 
the  rainbow  appears  as  a  semicircle.  If  the  sun  rises,  the  visual  axis  sinks, 
and  with  it  the  rainbow.  Lastly,  when  the  sun  is  at  a  height  of  42°  2',  the 
arc  disappears  entirely  below  the  horizon.  Hence  the  phenomenon  of  the 
rainbow  never  takes  place  except  in  the  morning  and  evening. 

What  has  been  said  refers  to  the  interior  arc.  The  secondary  bow  is 
formed  by  rays  which  have  undergone  two  reflections,  as  shown  by  the  ray 
S'id/eO,  in  the  drop  p.  The  angle  S'lO  formed  by  the  emergent  and 
incident  rays  is  called  the  angle  of  deviation.  The  angle  is  no  longer  suscep- 
tible of  a  maximum,  but  of  a  minimum  deviation,  which  varies  for  each  kind  of 


rays,  and  to  which  also  efficient  rays  correspond.  It  is  calculated  that  the 
minimum  angle  from  violet  rays  is  54°  7',  and  for  red  rays  only  50°  57';  hence 
ii  is  (hat  the  red  bow  is  here  on  the  inside, and  the  violet  arc  on  the  outside. 
There  is  a  loss  of  hght  for  every  internal  reflection  in  the  drop  of  rain,  and 
therefore  the  colours  of  the  secondar>'  bow  are  always  feebler  than  those  of 
the  internal  one.  The  secondary  bow  ceases  10  be  visible  when  the  sun  is 
54°  above  the  horiion. 

The  moon  sometimes  produces  rainbows  like  the  sun,  but  they  are  very 
pale. 

1003.  Anrork  borealla. — The  aurora  borcalii,  or  northern  light,  or  more 
properly  polar  aurora,  is  a  remarkable  luminous  phenomenon  which  is  fre- 
quently seen  in  the  atmosphere  at  the  two  terrestrial  poles.  The  following 
is  a  description  of  an  aurora  borealis  observed  at  Bossekop,  in  Lapland,  lat. 
70°,  in  the  winter  of  1838-  .19  ;— 

In  the  evening,  between  4  and  8  o'clock,  the  upper  part  of  the  fog  which 
usually  prevails  to  the  north  of  Bossekop  became  coloured.      This    light 
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became  more  regular,  and  formed  an  indistinct  arc  of  a  pale  yellow,  with  its 
concave  side  turned  towards  the  earth,  while  its  summit  was  in  the  magnetic 
meridian. 

Blackish  rays  soon  separated  the  luminous  parts  of  the  arc.  Luminous 
rays  formed,  becoming  alternately  rapidly  and  slowly  longer  and  shorter, 
their  lustre  suddenly  increasing  and  diminishing.  The  bottom  of  these  rays 
always  showed  the  brightest  light,  and  formed  a  more  or  less  regular  arc. 
The  length  of  the  rays  was  very  variable,  but  they  always  converged  towards 
the  same  point  of  the  horizon,  which  was  in  the  prolongation  of  the  north 
end  of  the  dipping-needle ;  sometimes  the  rays  were  prolonged  as  far  as 
their  point  of  meeting,  and  thus  appeared  like  a  fragment  of  an  immense 
cupola. 

The  arc  continued  to  rise  in  an  undulatory  motion  towards  the  zenith. 
Sometimes  one  of  its  feet  or  even  both  left  the  horizon  ;  the  folds  became 
more  distinct  and  more  numerous  ;  the  arc  was  now  nothing  more  than  a 
long  band  of  rays  convoluted  in  very  graceful  shapes,  forming  what  is  called 
the  boreal  crown.  The  lustre  of  the  rays  varied  suddenly  in  intensity,  and 
attained  that  of  stars  of  the  first  magnitude  ;  the  rays  darted  with  rapidity, 
the  curves  formed  and  re-formed  like  the  folds  of  a  serpent,  or  like  a  flag 
moved  by  the  wind  (fig.  102 1),  the  base  was  red,  the  middle  green,  while 
the  remainder  retained  its  bright  yellow  colour.  Lastly,  the  lustre  dimin- 
ished, the  colours  disappeared  ;  everything  became  feebler  or  suddenly  went 
out. 

Plate  III.  represents  a  very  beautiful  aurora  observed  by  Lemstrom  on 
the  north  coast  of  Norway.  The  radial  divergence  of  the  aurora  and  the 
convergence  towards  a  corona  is  due  to  an  effect  of  perspective.  The  work 
of  this  author  {LAurore  Boriale^  Gauthier  Villars,  Paris)  is  a  storehouse  of 
information  on  this  subject. 

A  French  scientific  commission  to  the  North  observed  150  aurorae 
boreales  in  200  days  ;  it  appears  that  at  the  poles,  ilights  without  an  aurora 
borealis  are  quite  exceptional,  so  that  it  may  be  assumed  that  they  take  place 
every  night,  though  with  varying  intensity.  They  are  visible  at  a  consider- 
able distance  from  the  poles,  and  over  an  immense  area.  Sometimes  the  same 
aurora  borealis  has  been  seen  at  the  same  time  at  places  so  widely  apart  as 
Moscow,  Warsaw,  Rome,  and  Cadiz.  It  seems  difficult  to  assign  a  ver>'  high 
limit  for  the  occurrence  of  the  aurora ;  this  is  probably  lower  than  has  gene- 
rally been  stated.  Lemstrom  holds  that  from  22  to  44  miles  is  a  close 
approximation  to  the  truth  ;  and  it  may  be  regarded  as  certain  that  even  in 
more  southern  latitudes  the  aurora  is  often  seen  much  lower — at  a  height  of 
two  or  thiee  miles,  for  instance.  In  polar  countries  certain  forms  of  aurora, 
more  especially  those  of  weak  flames,  are  seen  to  proceed  from  the  ground 
on  the  tops  of  certain  mountains.  They  are  most  frequent  at  the  equinoxes, 
and  least  so  at  the  solstices.  The  number  differs  in  different  years,  attain* 
ing  a  maximum  every  11  years  at  the  same  time  as  the  sun-spots,  and 
like  these  a  minimum  which  is  about  five  or  six  years  from  the  maximum. 
The  years  1844,  1855,  1866,  and  1877  were  poor  in  the  appearance  of  the 
aurora. 

There  is,  moreover,  a  period  of  about  60  years  ;  for  the  years  1728,  1780, 
and  1842  have  been  remarkable  for  the  prevalence  of  the  aurora.    The  last 
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two  periods  are  a.lso  remarkable  for  the  occurrence  of  disturbances  in  the 
eanh's  magnetism. 

Numerous  hypotheses  have  been  devised  to  account  for  the  aurora; 
boreales.  As  they  share  the  rotation  of  the  earth,  they  must  have  an  atmo- 
spheric origin.  Their  direction  is  not  due  north  and  south,  but  is  always 
parallel  to  that  of  the  dipping-needle,  pointing  Co  the  magnetic  pole  ;  this, 
together  with  their  action  on  the  magnetic  needle  (702),  seems  (o  prove  that 
they  ought  to  be  attributed  to  electdc  currents  in  the  higher  regions  of  the 
atmosphere.  In  high  latitudes  the  aurora  borealis  acts  powerfiilly  on  the 
wires  of  the  electric  telegraph  ;  the  alarums  are  for  a  long  time  violently 
rung,  and  telegraphic  messages  frequently  interrupted  by  the  spontaneous 
abnotmal  working  of  the  apparatus  (S94).     In  the  lower  dischat^es  a  crack- 


ling sound  has  been  heard,  and  during  balloon  ascents  a  strong  smell  of 
ozone  has  been  perceived  when  the  balloon  was  among  the  luminous  rays. 

The  spectrum  of  the  aurora  borealis  has  been  found  to  consist  of  several 
lines  in  the  green,  and  of  an  indistinct  line  in  the  blue  ;  to  which  must  be 
added  a  red  line  due  to  the  red  protuberances  ;  these  lines  are  the  same  as 
those  of  nitrogen,  greatly  rarefied  and  at  a  low  temperature  ;  one  special 
line  between  the  green  and  the  yellow,  and  called  the  yellow  line,  is  so 
characcerisiic  of  the  aurora  that  it  is  visible  even  when  the  eye  can  discern 
no  other  trace  of  this  light ;  this  line  has  not  been  produced  in  laboratory 
experiments. 

De  la  Rive  held  that  aurorie  boreales  were  due  to  electric  discharges 
which  take  place  in  polar  regions  between  the  positi\'e  electricity  of  the 
atmosphere  and  the  negative  electricity  of  the  earth.  The  positively  elec- 
trified aqueous  vapours  are  supposed  to  be  carried  by  the  equatorial  current 
in  the  higher  regions  of  the  atmosphere  to  the  poles,  where  the  neutralisa- 
tion  takes  place.    These  discharges  produce  luminous  appearances  of  the 
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same  kind  as  are  observed  in  Geissler's  tubes  ;  and  De  la  Rive  showed  by 
means  of  an  apparatus  specially  devised  for  the  purpose  (fig.  949)  that  the 
forms  of  the  luminous  phenomena  are  in  accordance  with  this  theory. 

By  direct  experiments  Lemstrom  has  been  able  to  imitate  and  reproduce 
a  peculiar  form  of  aurora  observed  in  winter  as  a  flame-like  appearance  on 
the  tops  of  two  mountains  800  and  1,100  metres  in  height,  and  to  show 
that  it  is  of' electrical  origin.  He  erected  on  the  summit  of  a  hill  a  system 
of  pointed  rods  extending  over  a  surface  of  nearly  4,000  square  feet ;  each 
rod  was  carefully  insulated  from  the  earth  by  means  of  a  Mascart's  insulator 
(fig.  688),  but  was  connected  with  the  rest,  and  an  insulated  wire  led  down 
from  this  system,  into  the  valley  where  it  was  connected  with  one  ter- 
minal of  a  galvanometer,  the  other  being  put  to  earth.  The  existence  of 
a  positive  current  from  the  air  to  the  earth  was  observed,  and  at  the  same 
time  yellowish- white  colunms  of  light,  reaching  to  a  height  of  120  metres, 
were  observed  to  issue  from  the  points.  Observed  with  the  spectroscope  it 
gave  the  characteristic  lines  between  D  and  £. 

Making  similar  experiments  on  even  a  larger  scale  in  Lapland  on  a 
detached  peak,  he  observed  that  the  characteristic  luminous  phenomena 
were  produced  there,  while  the  neighbouring  peaks  remained  dark. 

The  recent  investigations  of  Exner  relative  to  the  fall  of  atmospheric 
electrical  potential  lend  a  further  support  to  the  view  that  the  aurora  is  due 
to  electricity.  In  the  polar  regions  the  fall  of  potential  is  13  times  greater 
in  summer,  and  18  times  greater  in  winter  than  at  the  equator.  Hence  an 
electrical  phenomenon,  which  depends  on  the  magnitude  of  this  fell  of 
potential,  must  be  more  intense  in  winter  and  in  high  latitudes  than  in 
summer  and  in  the  torrid  zones. 

The  occurrence  of  irregular  currents  of  electricity  which  manifest  them- 
selves by  abnormal  disturbances  of  telegraphic  communications  is  not  in- 
frequent :  such  currents  have  received  the  name  of  earth  currents  (894)* 
Sabine  held  that  these  magnetic  disturbances  are  due  to  a  peculiar  acdon 
of  the  sun,  and  probably  independent  of  its  radiant  heat  and  light.  It  has 
also  been  ascertained  that  the  aurora  borealis  as  well  as  earth  currents  in- 
variably accompanies  these  magnetic  disturbances.  According  to  the  late 
Balfour  Stewart,  aurorae  and  earth  currents  are  to  be  regarded  as  secondary 
currents  due  to  small  but  rapid  changes  in  the  earth's  magnetism :  he  likened 
the  body  of  the  earth  to  the  magnetic  core  of  a  RuhmkorfTs  machine  (905) ; 
the  lower  strata  of  the  atmosphere  forming  the  insulator,  while  the  upper 
and  rarer,  and  therefore  electrically  conducting,  strata  may  be  considered 
as  the  secondary  coil. 

On  this  analogy  the  sun  may  perhaps  be  likened  to  the  primary  current 
which  performs  the  part  of  producing  changes  in  the  magnetic  state  of  the 
core.  Now  in  RuhmkorfTs  machine  the  energy  of  the  secondary  current  is 
derived  from  that  of  the  primary  current.  Thus,  if  the  analogy  be  correct, 
the  energy  of  the  aurora  borealis  may  in  like  manner  come  from  the  sun  ; 
but  until  we  know  more  of  the  connection  between  the  sun  and  terrestrial 
magnetism,  these  ideas  are  to  be  accepted  with  some  reserve. 
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CLIMATOLOGY 

1004.  Mean  temperature. — The  mecai  daily  temperature^  or  simply /^x»- 
perature^  is  that  obtained  by  adding  together  24  hourly  observations,  and 
dividing  by  24.  A  very  close  approximation  to  the  mean  temperature  is 
obtained  by  taking  the  mean  of  the  highest  and  lowest  temperatures  of  the 
day  and  of  the  night,  which  are  determined  by  means  of  the  maximum  and 
minimum  thermometers.  These  ought  to  be  protected  from  the  sun's  rays, 
to  be  raised  above  the  ground,  and  far  from  all  objects  which  might  influence 
them  by  their  radiation. 

The  temperature  of  a  month  is  the  mean  of  the  temperature  of  30  days, 
and  the  temperature  of  the  year  is  the  mean  of  those  of  12  months.  Finally, 
the  temperature  of  a  place  is  the  mean  of  its  annual  temperature  for  a  great 
series  of  years.  The  mean  temperature  of  London  is  8*28°  C,  or  46*9°  F.  The 
temperatures  in  all  cases  are  those  of  the  air,  and  not  those  of  the  ground. 

1005.  Causes  wliloli  modify  tbe  temperature  of  tbe  air. — The  principal 
causes  which  modify  the  temperature  of  the  air  are  the  latitude  of  a  place, 
its  height,  the  direction  of  the  winds,  and  proximity  of  seas. 

Influence  of  the  latitude, — The  influence  of  the  latitude  arises  from  the 
greater  or  less  obliquity  of  the  solar  rays,  for  as  the  quantity  of  heat  absorbed 
is  greater  the  more  perpendicular  are  the  rays  (414),  the  heat  absorbed  de- 
creases from  the  equator  to  the  poles,  for  the  rays  are  then  more  oblique. 
This  loss  is,  however,  in  summer,  in  the  temperate  and  arctic  zones,  partially 
compensated  by  the  length  of  the  days.  Under  the  equator,  where  the 
length  of  the  days  15  constant,  the  temperature  is  almost  invariable  ;  in  the 
latitude  of  London,  and  in  more  northerly  countries,  where  the  days  are 
very  unequal,  the  temperature  varies  greatly  ;  but  in  summer  it  sometimes 
rises  almost  as  high  as  under  the  equator.  The  lowering  of  the  temperature 
produced  by  the  latitude  is  small ;  thus,  in  a  latitude  115  miles  north  of 
France,  the  temperature  is  only  i®  C.  lower. 

Influence  of  height, — The  height  of  a  place  has  a  much  more  consider- 
able influence  on  the  temperature  than  its  latitude.  In  the  temperate  zone 
a  diminution  of  1°  C.  corresponds  in  the  mean  to  an  ascent  of  180  yards. 

The  cooling  on  ascending  in  the  atmosphere  has  been  observed  in 
balloon  ascents,  and  a  proof  of  it  has  been  seen  in  the  perpetual  snows 
which  cover  the  highest  mountains.  It  is  due  in  part  to  the  greater  rarefac- 
tion of  the  air,  which  necessarily  diminishes  its  absorbing  power ;  besides 
-virhich  the  air  is  at  a  greater  distance  from  the  ground,  which  heats  it  by 
contact ;  and  finally,  dry  air  is  very  diathermanous. 

The  law  of  the  diminution  of  temperature  corresponding  to  greater 
heights  in  the  atmosphere  has  not  been  made  out,  in  consequence  of  the 
numerous  disturbing  causes  which  modify  it,  such  as  the  prevalent  winds, 
the  hygrometric  state,  the  time  of  day,  die  season  of  the  year,  &c.  The 
difi^ence  between  the  temperatures  of  two  places  at  unequal  heights  is  not 
proportional  to  the  difference  of  level,  but  for  moderate  heights  an  approxi- 
ma^tion  to  the  law  may  be  made.  As  the  mean  of  a  series  of  very  careful 
observations  made  during  balloon  ascents,  a  diminution  of  1°  C.  corresponded 
to  an  increase  in  height  of  232  yards. 
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It  will  thus  be  seen  that  at  a  certain  height  above  the  ground,  there  must 
be  a  surface  or  layer  where  the  temperature  is  uniformly  zero.  The  height 
of  this  isothermal  surface  (1007)  will  vary  materially  with  the  time  of  the  year, 
being  lower  in  the  cold  months  :  it  varies  also  with  the  time  of  day,  rising 
rapidly  about  mid-day.  In  summer  this  height  may  be  taken  at  from  3,400 
to  3,700  metres  above  the  sea-level. 

Direction  of  winds, — As  winds  share  the  temperature  of  the  countries 
which  they  have  traversed,  their  direction  exercises  great  influence  on  the 
air  in  any  place.  In  Paris,  the  hottest  winds  are  the  south  ;  then  come  the 
south-east,  the  south-west,  the  west,  the  east,  the  north-west,  north,  and 
lastly,  the  north-east,  which  is  the  coldest.  The  character  of  the  wind 
changes  with  the  seasons  ;  the  east  wind,  which  is  cold  in  winter,  is  warm  in 
summer. 

Proximity  of  the  sea, — The  neighbourhood  of  the  sea  tends  to  raise  the 
temperature  of  the  air,  and  to  render  it  uniform.  The  average  temperature 
of  the  sea  in  equatorial  and  polar  countries  is  always  higher  than  that  of  the 
atmosphere.  With  reference  to  the  uniformity  of  the  temperature,  it  has 
been  found  that  in  temperate  regions — that  is,  from  25°  to  50°  of  latitude — 
the  difference  between  the  highest  and  lowest  temperature  of  a  day  does  not 
exceed,  on  the  sea,  2°  to  3°  ;  while  upon  the  continent  this  amounts  to  from 
12°  to  1 5°.  In  islands  the  uniformity  of  temperature  is  very  perceptible,  even 
during  the  greatest  heats.  In  continents,  on  the  contrary,  the  winters  for 
the  same  latitudes  become  colder,  and  the  difference  between  the  tempera- 
ture of  summer  and  winter  becomes  greater. 

1006.  Oulf  stream. — A  similar  influence  to  that  of  the  winds  is  exerted 
by  currents  of  warm  water.  To  one  of  these,  the  Gulf  Stream,  the  mildness 
of  the  climate  in  the  north-west  of  Europe  is  mainly  due.  This  great  body 
of  water,  taking  its  origin  in  equatorial  regions,  flows  through  the  Gulf  of 
Mexico,  whence  it  derives  its  name ;  passing  by  the  southern  shores  of 
North  America,  it  makes  its  way  in  a  north-westerly  direction  across  the 
Atlantic,  and  finally  washes  the  coast  of  Ireland  and  the  north-west  of  Europe 
generally.  Its  temperature  in  the  Gulf  is  about  28^  C.  ;  and  it  is  usually  a 
little  more  than  5°  C.  higher  than  the  rest  of  the  ocean  on  which  it  floats, 
owing  to  its  lower  specific  gravity.  To  its  influence  is  due  the  milder  climate 
of  West  Europe  as  compared  with  that  of  the  opposite  coast  of  America ;  thus 
the  river  Hudson,  in  the  latitude  of  Rome,  is  frozen  over  three  months  in  the 
year.  It  also  causes  the  polar  regions  to  be  separated  from  the  coasts  of 
Europe  by  a  girdle  of  open  sea  ;  and  thus  the  harbour  of  Hammerfest  is 
open  the  year  round.  Besides  its  influence  in  thus  moderating  climate,  the 
Gulf  Stream  is  an  important  help  to  navigators. 

1007.  Zsofliermal  lines. — ^When  on  a  map  all  the  points  whose  tempera- 
ture is  known  to  be  the  same  are  joined,  curves  are  obtained  which  Hum- 
boldt  first  noticed,  and  which  he  called  isothermal  lines.  If  the  temperature 
of  a  place  only  varied  with  the  obliquity  of  the  sun's  rays — that  is,  with  the 
latitude — isothermal  lines  would  all  be  parallel  to  the  equator  ;  but  as  the 
temperature  is  influenced  by  many  local  causes,  especially  by  the  height,  the 
isothermal  lines  are  always  more  or  less  curved.  On  the  sea,  however,  they 
are  almost  parallel.  Maps  4,  5,  and  6  represent  these  lines  for  the  Year, 
for  January  and  for  July. 
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A  distinction  is  made  between  tsotkennal  lines,  isothiral  lines,  and  iso- 
chitnenal  lines,  where  the  mean  general,  the  mean  summer^  and  the  mean 
winter  temperatures  are  respectively  constant.  An  isothermal  zone  is  the 
space  comprised  between  two  isothermal  lines.  Kupflfer  also  distinguishes 
isogeotkermic  lines  where  the  mean  temperature  of  the  soil  is  constant. 

1008.  Climate. — By  the  climate  of  a  place  is  understood  the  whole  of  the 
meteorological  conditions  to  which  a  place  is  subjected ';  its  mean  annual 
tcmpjerature,  smnmer.  and  winter  temperatures,  and  the  extremes  within 
which  these  are  comprised.  Some  writers  distinguish  seven  classes  of 
climates,  according  to  their  mean  annual  temperature  :  a  hot  climate  from 
30®  to  25°  C.  ;  a  warm  climate  from  25°  to  20°  C. ;  a  mild  climate  from  20° 
to  15**  C  ;  a  temperate  climate  from  15°  to  10°  C. ;  a  cold  climate  from  10° 
to  5°  C.  ;  a  very  cold  climate  ivorti  5°  to  zero  C.  ;  and  an  arctic  climate  where 
the  temperature  is  below  zero. 

Those  climates,  again,  are  classed  as  constant  climates  where  the  dif- 
ference between  the  mean  and  summer  and  winter  temperature  does  not 
exceed  6°  to  8*^ ;  variable  climates,  where  the  difference  amounts  to  from 
16**  to  20°  ;  and  extreme  climates,  where  the  difference  is  greater  than  30°. 
The  climates  of  Paris  and  London  are  variable  ;  those  of  Pekin  and  New 
York  are  extreme.  Island  climates  are  generally  little  variable,  as  the 
temperature  of  the  sea  is  constant  ;  and  hence  the  distinction  between  land 
and  sea  climates.  Marine  climates  are  characterised  by  the  fact  that  the 
difference  between  the  temperature  of  summer  and  winter  is  always -less 
than  in  the  case  of  continental  climates.  But  the  temperature  is  by  no 
mean  the  only  character  which  influences  climates  ;  there  are,  in  addition, 
the  moisture  of  the  air,  the  quantity  and  frequency  of  the  rains,  the  number 
of  storms,  the  direction  and  intensity  of  the  winds,  and  the  nature  of  the  soil. 

1009.  Bistributlon  of  temperfttiire  on  tbe  surfaoeof  the  plobe. — The 
temperature  of  the  air  on  the  surface  of  the  globe  decreases  from  the  equator 
to  the  poles  ;  but  it  is  subject  to  perturbing  causes  so  numerous  and  so 
purely  local,  that  its  decrease  cannot  be  expressed  by  any  law.  It  has 
hitherto  not  been  possible  to  do  more  than  obtain  by  numerous  observations 
the  mean  temperature  of  each  place,  or  the  maximum  and  minimum  tempera- 
tures. The  following  table  gives  a  general  idea  of  the  distribution  of  heat  in 
the  Northern  Hemisphere  : — 


Mean 

tefpiperature  at 

different  latitudes 

Abyssinia 

3ro°  C. 

Cairo 

»     22-4 

Calcutta 

28-5 

Constantine    . 

.     172 

Jamaica. 

26*1 

Naples    . 

167 

Senegal . 

24-6 

Mexico   . 

.     16-6 

Rio  de  Janeiro 

231 

Marseilles 

14-1 

Constantinople 

137 

London  .        .        .        . 

8-3 

Pekin     . 

127 

Stockholm 

.       5-6 

Paris 

IO-8 

Moscow . 

.       3-6 

Brussels 

IO'2 

St.  Petersburg 

3-5 

Strasburg 

9-8 

St.  Gothard    . 

.     —\'0 

Geneva  . 

97 

Greenland 

-77 

Boston  . 

93 

Melville  Island 

.-187 
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These  are  mean  yearly  temperatures.  The  highest  temperature  which 
has  been  observed  on  the  surface  of  the  globe  is  47-4°  at  Esne,  in  Egypt, 
and  the  lowest  is  —75°  in  the  Arctic  Expedition  of  1876  ;  which  gives  a 
difference  of  122°  between  the  extreme  temperatures  observed  on  the  surface 
of  the  globe. 

The  highest  temperature  observed  at  Paris  was  38*4°  on  July  8,  1793, 
and  the  lowest  —23-5°  on  December  26,  1798.  The  highest  observed  at 
Greenwich  *^as  35°  C.  in  1808,  and  the  lowest  —20°  C.  in*  1838. 

No  arctx  voyagers  have  succeeded  in  reaching  the  poles,  in  consequence 
of  th'^'e  seas  being  completely  frozen,  and  hence  the  temperature  there  is  not 
kno\  ..  In  our  hemisphere  the  existence  of  a  ^vagX^  glacial  pole — that  is,  a 
place  where  there  was  the  maximum  cold — has  been  long  assumed.  But 
the  bendings  which  the  isothermal  lines  present  in  the  Northern  Hemisphere 
have  shown  that  in  this  hemisphere  there  are  two  cold  poles — one  in  Asia, 
to  the  north  of  Gulf  Tamour ;  and  the  other  in  America,  north  of  Barrow's 
Straits,  about  1 5°  from  the  earth's  north  pole.  The  mean  temperature  of 
the  first  of  these  poles  has  been  estimated  at  —  1 7°,  and  that  of  the  second 
at  - 19°.  With  respect  to  the  austral  hemispheres,  the  observations  are 
not  sufficiently  numerous  to  tell  whether  there  are  one  or  two  poles  of 
greatest  cold,  or  to  determine  their  position. 

loio.  Temperature  of  lakes,  seas,  and  sprlafs. — In  the  tropics  the 
temperature  of  the  sea  is  generally  the  same  as  that  of  the  air ;  in  polar 
regions  the  sea  is  always  warmer  than  the  atmosphere. 

The  temperature  of  the  sea  under  the  torrid  zone  is  always  about  26®  to 
27°  at  the  surface  :  it  diminishes  as  the  depth  increases,  and  in  temperate 
as  well  as  in  tropical  regions  the  temperature  of  the  sea  at  great  depths  is 
between  2-5®  and  3'5°.  The  temperature  of  the  lower  layers  is  caused  by 
submarine  currents  which  carry  the  cold  water  of  the  polar  seas  towards  the 
equator. 

The  variations  in  the  temperature  of  lakes  are  more  considerable  ;  their 
surface,  which  becomes  frozen  in  winter,  may  become  heated  to  20®  or  25**  in 
summer.  The  temperature  of  the  bottom,  on  the  contrary,  is  virtually  4®, 
which  is  that  of  the  maximum  density  of  water. 

Springs,  which  arise  from  rain  water  which  has  penetrated  into  the  crust 
of  the  globe  to  a  greater  or  less  depth,  necessarily  tend  to  assiune  the  tempe- 
rature of  the  terrestrial  layers  which  they  traverse.  Hence,  when  they  reach 
the  surface  their  temperature  depends  on  the  depth  which  they  have  attained. 
If  this  depth  is  that  of  the  layer  of  invariable  temperature,  the  springs  have 
a  temperature  of  10°  or  1 1**  in  this  country,  for  this  is  the  temperature  of  this 
layer,  or  about  the  mean  annual  temperature.  If  the  springs  are  not  very 
copious,  their  temperature  is  raised  in  summer  and  cooled  in  winter  by  that 
of  the  layers  which  they  traverse  in  passing  from  the  invariable  layer  to  the 
surface.  But  if  they  come  from  below  the  layer  of  invariable  temperature 
their  temperature  may  considerably  exceed  the  mean  temperature  of  the 
place,  and  they  are  then  called  thermal  springs.  The  following  list  gives 
the  temperature  of  some  of  them  : — 
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Wildbad   . 

■                 ■••••• 

•     37*5 

Vichy 

•                 ■«•■•• 

•     40 

Bath 

■                 ■«■••• 

.    46 

Ems 

•                -                 J                 ...                 • 

.     46 

Baden-Baden    . 

67-5 

Chaudes-Aigues 

•                 •■•-•■                 1 

88 

Trincheras 

•                 •                ■                 «                «                 ■                 •                 1 

97 

Great  Geyser,  in 

Iceland,  at  a  depth  of  66  feet 

124 

From  their  high  temperature  they  have  the  property  of  dissolving  many 
mineral  substances  which  they  traverse  in  their  passage,  and  hence  form 
mineral  waters.  The  temperature  of  mineral  waters  is  not  modified  in 
general  by  the  abundance  of  rain  or  of  dryness  ;  but  it  is  by  earthquakes, 
after  which  they  have  sometimes  been  found  to  rise  and  at  others  to  sink. 

loi  I.  Blatrlbntion  of  land  and  water. — The  distribution  of  water  on 
the  surface  of  the  earth  exercises  great  influence  on  climate.  The  area 
covered  by  water  is  considerably  greater  than  that  of  the  dry  land  ;  and  the 
distribution  is  unequal  in  the  two  hemispheres.  The  entire  surface  of  the 
globe  occupies  about  200  millions  of  square  miles,  nearly  three-fourths  of 
which  are  covered  by  water ;  that  is,  the  extent  of  the  water  is  nearly  three 
times  as  g^eat  as  that  of  the  land.  The  surface  of  the  sea  in  the  Southern 
Hemisphere  is  to  that  in  the  Northern  in  about  the  ratio  of  13  to  9. 

The  depth  of  the  open  sea  is  very  variable  ;  the  lead  generally  reaches 
the  bottom  at  about  300  to  450  yards  ;  in  the  ocean  it  is  often  1,300  yards, 
and  instances  are  known  in  which  a  bottom  has  not  been  reached  at  a  depth 
of  4,500.  It  has  been  computed  that  the  total  mass  of  the  water  does  not 
exceed  that  of  a  liquid  layer  surrounding  the  earth  with  a  depth  of  about 
i,roo  yards. 


PROBLEMS    AND    EXAMPLES 

IN   PHYSICS 


I,    EQUILIBRIUM 

1.  A  body  being  placed  successively  in  the  two  pans  of  a  balance,  requires  x8o 
grammes  to  hold  it  in  equilibrium  in  one  pan,  and  z8z  grammes  in  the  other;  required 
the  weight  of  the  body  to  a  milligramme. 

From  the  formula  x  »  s/pp,  we  have 

X  «   ViSo  X  i8i  »  i8of,  499. 

3.  What  resistance  does  a  nut  offer  when  placed  in  a  pair  of  nutcrackers  at  a 
distance  of  |  of  an  inch  from  the  joint,  if  a  pressure  of  5  pounds  applied  at  a  distance 
of  4  inches  from  the  joint  is  just  sufficient  to  crack  it  ?  Atu.  26)  pounds. 

3.  What  force  is  required  to  raise  a  cask  weighing  6  cwt.  into  a  cart  0*8  metre 
high  along  a  ladder  275  metres  in  length  ?  Atis,  195^  pounds. 

4.  If  a  horse  can  move  30  cwt.  along  a  level  road,  what  can  it  move  along  a  road 
the  inclination  of  which  is  i  in  80,  the  coefficient  of  friction  on  each  road  being  ^  ? 

Ans.  a6f  cwt. 

5.  The  piston  of  a  force-pump  has  a  diameter  of  8  centimetres,  and  the  arms  of 
the  lever  by  which  it  is  worked  are  respectively  Z2  and  96  centimetres  in  length ;  what 
force  must  be  exerted  at  the  longer  arm  if  a  pressure  of  12*36  pounds  on  a  square  cen- 
timetre is  to  be  applied?  Ams.  77*69  pounds. 

II.    GRAVITATION 

6.  A  stone  is  thrown  from  a  balloon  with  a  velocity  of  50  metres  in  a  second.  How 
soon  will  the  velocity  amount  to  99  metres  in  a  second,  and  through  what  distance 
will  the  stone  have  fallen  ? 

To  find  the  time  requisite  for  the  body  to  have  acquired  the  velocity  of  99  metres  in 
a  second,  we  have 

v»  y  +  ^t; 

in  which  V  is  the  initial  velocity,  ^  the  acceleration  of  gravity,  which,  with  sufficient 
approximation,  is  equal  to  9*8  metres  in  a  second,  and  /  the  time.  Substituting  these 
values,  we  have 

/  ■■  99  "•  50  a.   49   B,   e  seconds. 
98  9*8        ^ 

For  the  space  traversed  we  have 

J  =.   ^7  +  i^/«  -  50  X  5  +  4*9  X  25  -372'5  metres. 

7.  A  projectile  was  thrown  vertically  upwards  to  a  height  of  sio»*2a.  Disregard- 
ing the  resistance  of  the  air,  what  was  the  initial  velocity  of  the  body  ? 

The  velocity  is  the  same  as  that  which  the  body  would  have  acquired  on  falliii^ 
from  a  height  of  510*22  metres. 

From  the  formula  v  m  •Jo.gs  we  get 

V  a   s/^  X  9*8  X  510*22  B   yJiQOQo  »  zoo  metres. 

8.  A  stone  is  thrown  vertically  upwards  with  an  initial  velocity  of  200  meirei. 
After  what  time  would  it  return  to  its  original  position? 
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The  time  of  rising  aud  falling  is  the  same,  but  the  time  of  falling  s  —  (from  the 

formula  v™gt)  or  ^  =io*2,  which  is  half  the  time  required  ;  therefore  /b20'4  sec. 

9.  A  stone  is  thrown  vertically  upwards  with  an  initial  velocity  of  loo  metres  ;  after 
jt  seconds  a  second  stone  is  thrown  with  the  same  velocity.  The  second  stone  is  rising 
8*7  seconds  before  it  meets  the  first.     What  interval  separated  the  throws? 

The  rising  stone  will  have  the  velocity  v  —  V  —  gt,  whence  v  «  loo  —  9*8  x  87. 
On  the  other  hand,  the  falling  stone,  at  the  moment  the  stones  meet,  will  have  the  velocity 
given  by  the  equation  v  =  gt\  in  which  /'  is  the  time  during  which  the  stone  falls 

before  it  meets  the  second  one.    This  time  is  equal  to  8 '7  seconds  +  ;«:  —  ^— .    Hence 

9*8 
its  velocity  is  ^  >^ 

.  -  9-8  (87  *  '  -  'J»). 

Equating  the  two  values  of  v  and  reducing,  we  obtain  :r  »  3  seconds. 

10.  A  body  moving  with  a  uniformly  accelerated  motion  traverses  a  space  of  1000 
metres  in  10  seconds.  What  would  be  the  space  traversed  during  the  eighteenth 
second  if  the  motion  continued  in  the  same  manner  ? 

The  formula  s  —  ^g'i^  gives  for  the  accelerating  force ^  =  20  metres  per  second. 
The  space  traversed  during  the  eighteenth  second  will  be  equal  to  the  difference  of 
the  space  traversed  in  18  seconds  and  that  traversed  at  the  end  of  the  seventeenth. 

20  X  18'       20  X  17' 
jf  ■» —  L.  ss  350  metres. 

2  2 

11.  A  cannon-ball  has  been  shot  vertically  upwards  with  a  velocity  of  250  metres  in 
a  second.  After  what  mterval  of  time  would  its  velocity  have  been  reduced  to  54  metres 
under  the  retarding  influence  ^f  gravity,  and  what  space  would  have  been  traversed  by 
the  ball  at  the  end  of  this  time  ? 

If  /  be  the  time,  then  at  the  end  of  each  second  the  initial  velocity  would  be  dimi- 
nished by  9™ '8.     Hence  we  shall  have 

54  »  250  —  /  X  9'8,  whence  /  «  20  seconds ; 

and  for  the  space  traversed 

Q'8  X  20^* 

aa    250    X    20  —   < sa    304O  mCtrCS. 

2 

12.  Required  the  time  in  which  a  body  would  fall  through  a  height  of  2000  metres, 
neglecting  the  resistance  of  the  air. 

From  J  =  i  g-fi  and  substituting  the  values,  we  have 

0*8 
2000  =  <—  /',  whence  /  »  20*2  seconds. 

2 

13.  A  body  falls  in  air  from  a  height  of  4000  metres.  Required  the  time  of  its  fall 
and  its  velocity  when  it  strikes  the  ground. 

From  the  formula  j  =  i  gfi  we  have  for  the  time  /  —       /  ^—  ;    and,  on  the  other 

hand,  from  the  formula  for  velocity  v  ^  gt^e,  have  /  =  ^=^^=20*4. 

g    9*8 

Hence  -  »  ^y— »  f^m  which  v  =   >/2  sg,  and  substituting  the  values  for  s  and 

gf  V  ^  280  metres. 

14.  A  stone  is  thrown  into  a  pit  150  metres  deep  and  reaches  the  bottom  in 
4  seconds.  With  what  velocity  was  it  thrown,  and  what  velocity  had  it  acquired  on 
reaching  the  ground  ?  Ans.  The  stone  was  thrown  with  a  velocity  of  17 '9,  and  on 
reaching  the  ground  had  acquired  the  velocity  57*1. 

15.  A  stone  is  thrown  downwards  from  a  height  of  150  metres  with  a  velocity  of 
10  metres  per  second.     How  long  will  it  require  to  fall  ? 

The  distance  through  which  the  stone  falls  is  equal  to  the  sum  of  the  distances 
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through  which  it  would  fall  in  virtue  of  its  initial  impulse  and  of  that  which  it  would 

traverse  under  the  influence  of  gravity  alone  ;  that  is,  150  =  10  /  +  ^ 

2 

Taking  the  positive  value  only  we  get  /  e  4*61  seconds. 

16.  How  far  will  a  heavy  body  fall  in  vacuo  during  the  time  in  which  its  veloaty 
increases  from  40 '25  feet  per  second  to  88*55  feet  per  second  ? 

Ans.  Taking  the  value  of  ^  at  32'a  feet,  the  body  falls  through  96*6  feet. 

17.  Required  the  time  of  oscillation  of  a  single  pendulum  whose  length  is  0*9938. 
and  in  a  place  where  the  intensity  of  gravity  is  9*81. 

From  the  general  formula/  ■■  ir  ^ -i  in  which  /  expresses  the  time  of  one 
oscillation.  /  the  length  of  the  pendulum,  and^  the  intensity  of  gravity,  we  have 

/  «  3*1416     /? '99384  =   J  second. 
V      9-81 

18.  What  is  the  intensity  of  gravity  in  a  place  in  which  the  length  of  the  seconds 
pendulum  is  o"»"99i  ? 

--  ;  and  also  /  «  ir    /  -  ;  and  therefore     .  «    _ ,  from 
S^  ^8  g         g 

which  g'  ^  K        Substituting  in  this  latter  equation  the  values  of  jf ',  /  and  /,  we 

have  ^'  =  9""  782. 

19.  In  a  place  at  which  the  length  of  the  seconds  pendulum  is 0*99384,  lis  required 
to  know  the  length  of  a  pendulum  which  makes  one  oscillation  in  5  seconds. 

In  the  present  case,  as  g  remains  the  same  in  the  general  formula,  and  /  varies,  the 
length  /  must  vary  also.      We  shall  have,  then, 

from  which,  reducing  and  introducing  the  values,  we  have 

r  «  5«  X  0*99384  «  24*846. 

30.  A  pendulum,  the  length  of  which  is  i'"'95,  makes  61.683  oscillations  in  a  day. 
Required  the  length  of  the  seconds  pendulum.  Ans,  0*99385  metre. 

21.  A  pendulum  clock  loses  5  seconds  in  a  day.     By  bow  much  must  it  be 
shortened  to  keep  correct  time  } 

Let  s  B  the  number  of  seconds  in  one  day,  and  x*  the  number  indicated  by  the 

clock,  then  s:/^n:  n'  =  f  •  i=  s/T  :  >//  .•.  86400  :  86395*  1 '  ^/xx.'.x^  '9998^3- 
Hence  i—jr« 0*0001157  Ans. 

22.  What  is  the  normal  acceleration  of  a  body  which  traverses  a  circle  of  4'a 
metres  diameter  with  a  rectangular  velocity  of  3  metres  ?  Ans.  4*286  metres. 

23.  An  iron  ball  falls  from  a  height  of  68  cm.  on  a  horizontal  iron  plate,  and 
reboimds  to  a  height  of  27  cm.     Required  the  coefficient  of  elasticity  of  the  iron. 

If  an  imperfectly  elastic  ball  with  the  velocity  v  strikes  against  a  plate,  it  rebounds 

with  the  velocity  v,  ^   -  kv,  from  which,  disregarding  the  sign,  k  ■«  ?'.     Now  we 

have  the  velocity  »,  -   '/^gh,  and  v  «  >/2  ^A,  from  which  *  «- — '•     ^ubstitut- 

ing  the  corresponding  values,  we  get  k  =■  0*63. 

24.  Two  inelastic  bodies,  weighing  resp>ectively  100  and  200  pounds,  strike  against 
each  other  with  velocities  of  50  and  30  feet ;  what  is  their  common  velocity,  after  the 
impact?  Ans.  30,  or  3*3,  according  as  they  move  in  the  same  or  in  opposite  directions 
before  impact. 
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35.  The  force  with  which  a  hydraulic  press  is  woilced  is  20  pounds  ;  the  arm  of  the 
lever  on  which  this  force  acts  is  5  times  as  long  as  that  of  the  resistance ;  lastly*  the 
area  of  the  large  piston  is  70  times  that  of  the  smaller  one.  Required  the  pressure 
transmitted  to  the  large  piston. 

If  ^  be  the  power,  and  p  the  pressure  transmitted  to  the  smaller  piston,  we  have 
from  the  principle  of  the  lever/  x  i  »  /^  x  5.  Moreover,  from  the  principle  of  the 
eq\iality  of  pressure 

-^xi«/X70"Sx20X70"  7000  pounds. 

26.  The  force  with  which  a  hydraulic  press  is  worked  being  30  kilos  and  the  arm 
of  the  lever  by  which  this  force  is  applied  being  10  times  as  long  as  that  of  the  resist- 
ance, and  the  diameter  of  the  small  piston  being  two  centimetres ;  find  the  diameter -of 
the  large  piston,  in  order  that  a  pressure  of  aooo  kilos  may  be  produced. 

Ans.  5-164  centimetres. 

27.  One  of  the  limbs  of  a  U-shaped  glass  tube  contains  mercury,  to  a  height  of 
o°**575  ;  the  other  contains  a  different  liquid  to  a  height  of  0^*42;  the  two  columns 
being  in  equilibrium,  required  the  density  of  the  second  liquid  with  reference  to  mer- 
cury and  to  water. 

If  d  is  the  density  of  the  liquid  as  compared  with  mercury,  and  d^  the  density  com- 
pared with  water,  then  i  x  0*175  »  0*42  x  d\  and  13*6  x  0*175  *  ^'4^  ^  ^« ! 
whence  1/  -  0*416  and  </,  »  5*66. 

28.  What  force  would  be  necessary  to  support  a  cubic  decimetre  of  platinum  in 
mercury  at  zero  ?    Density  of  mercury  13*6  and  that  of  platinum  21  '5. 

From  the  formula  P  a  VD  the  weight  of  a  cubic  decimetre  of  platinum  is 
I  X  21*5  »  21^*5  and  that  of  a  cubic  decimetre  of  mercury  is  i  x  13*6  »  13^*6. 
From  the  principle  of  Archimedes,  the  immersed  platinum  loses  part  of  its  weight 
equal  to  that  of  the  mercury  which  it  displaces.  Its  weight  in  the  liquid  is  therefore 
21*5  "  13'^  ~  7'9>  ^^^  ^^^  represents  the  force  required. 

29.  Given  a  body  A  which  weighs  7*55  grammes  in  air,  5*17  gr.  in  water,  and 
6*35  gr.  in  another  liquid,  B ;  required  from  these  data  the  density  of  the  body  A  and 
that  of  the  liquid  B. 

The  weight  of  the  body  A  loses  in  water  7*55  —  5*17  ■«  2*38  grammes ;  this  repre- 
sents the  weight  of  the  displaced  water.  In  the  liquid  B  it  loses  7*55  —  6*35  »  1*2  gr. ; 
this  is  the  weight  of  the  same  volume  of  the  body  B^  as  that  of  A  and  of  the  displaced 
water.    The  specific  gravity  of  A  is  therefore 

755  B  3*172,  and  that  oi B  ^^  «  0504. 
238  238 

90.  A  cube  of  lead,  the  side  of  which  is  4  cm.,  is  to  be  supported  in  water  by 
being  suspended  to  a  sphere  of  cork.  What  must  be  the  diameter  of  the  latter,  the 
specific  gravity  of  cork  being  0*24,  and  that  of  lead  xi'35  ? 

The  volume  of  the  lead  is  64  cubic  centimetres ;  its  weight  in  air  is  therefore 
64  X  11*35.  and  its  weight  in  water  64  x  11*35  —  64  »  662*4  gr. 

If  r  be  the  radius  of  the  sphere  in  centimetres,  its  volume  in  cubic  centimetres  will 

be  ^-'— ,  and  its  weight  in  grammes  is  ^-^ ^  °^.    Now,  as  the  weight  of  the 

3  3 

displaced  water  is  obviously  ^w  f*  m.  grammes,  there  will  be  an  upward  buoyancy 

3 

represented  by  1-''  **  -  *♦-'  ^^L^'^  .  4JLr!.^  o'Z^  ^hich  must  be  equal  to  the 

3  3  3 

weight  of  the  lead  ;  that  is,  ^  * ?L?_Z?  =  662-5,  from  which  r  -  5^*925  and  the 

3 

diameter  »  zz'85. 

3Z 
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31.  A  cylindrical  steel  magnet  15  cm.  in  length  and  1*2  mm.  in  diameter  Is  loaded 
at  one  end  with  a  cylinder  of  platinum  of  the  same  diameter  and  of  such  a  length  that 
when  the  solid  thus  formed  is  in  mercury,  the  free  end  of  the  steel  projects  10  mm. 
above  the  surface.  Required  the  length  of  this  platinum,  specific  gravity  of  steel 
being  7*8  and  of  platinum  21*5. 

The  wdght  of  the  steel  in  grammes  will  be  15  «  r'  x  7*8  and  of  the  platinum 
jf  r*  X  ai'5. 

These  are  together  equal  to  the  weight  of  the  displaced  mercury,  which  is 

ir  r*  (14  -^  jr)  13*6,  from  which  x  »  9*29  cm, 

32.  A  cylindrical  silver  wire  0^*0015  in  diameter  weighs  3*2875  grammes  ;  it  is  to 
be  covered  with  a  layer  of  gold  o™'ooo2  in  thickness.  Required  the  weight  of  the  gcdd. 
the  specific  gravity  of  silver  being  xo'47  and  that  of  gold  19*26. 

If  r  is  the  radius  of  the  silver  wire  and  R  its  radius  when  covered  with  gold,  then 
r  =  0**075  ^'^^i  ^  *=  o""09S'  The  volume  of  the  silver  wire  will  be  «"  r*  /  and  its 
weight  w  r*  /  10*47,  from  which  /  =  i7«768. 

The  volume  of  the  layer  of  gold  is 

»  (^  -  ^)  17*768, 
and  its  weight 

IT  (0*095*  —  0*075')  ^  17*768  X  i9'26  ■«  3*656  nearly. 

33.  A  kilogramme  of  copper  is  to  be  drawn  into  wire  having  a  diameter  of  o'i6 
centimetre.     What  length  will  it  yield  ?    Specific  gravity  of  copper  8 '88. 

The  wire  produced  represents  a  cylinder  /  cm.  in  length,  the  weight  of  which  is 
IT  r^  /8*88,  and  this  is  equal  to  1000  grammes.     Hence  /  a  56™ '0085. 

34.  The  specific  gravity  of  cast  copper  being  8*79,  and  that  of  copper  wire  being 
8*88,  what  change  of  volume  does  a  kilogramme  of  cast  copper  undergo  in  being 

drawn  into  wire  ?  Ans.  -I^  . 

86617 

35.  Determine  the  volumes  of  two  liquids,  the  densities  of  which  are  respectively 
1*3  and  0*7,  and  which  produce  a  mixture  of  three  volumes  having  the  density  0*9. 

If  X  and  y  be  the  volumes,  then  from  P  *■  VD,  i'3  jc  ■»■  o'j  y  a  3  x  0*9  and 
jT  -f  ^  as  3.  from  which  jr  s.  i  and  y  ^  %, 

36.  The  specific  gravity  of  zinc  being  7  and  that  of  copper  9,  what  weight  of  each 

metal  must  be  taken  to  form  50  grammes  of  an  alloy  having  the  specific  gravity  S**,  it 

being  assumed  that  the  volume  of  the  alloy  is  exactly  the  sum  of  the  alloyed  metals  ? 

Let  X  B  the  weight  of  the  zinc,  and  y  that  of  the  copper,  then  ;r  -i-  ^  as  50,  and 

p 
from  the  formula  P  »  VD^  which  gives  V  ^  ~,  the  volumes  of  the  two  metals  and  of 

the  alloy  are  respectively  *  +  -^  «  ^o       From  these  two  equations  we  get  x  »  17*07 

and^  —  32*93- 

37.  A  platinum  sphere  3  cm.  in  diameter  is  suspended  to  the  beam  oH  a  very  ac> 
curate  balance,  and  is  completely  immersed  in  mercury.  It  is  exactly  cotmterbalanced 
by  a  copper  cylinder  of  the  same  diameter  completely  immersed  in  water.  Required 
the  height  of  the  cylinder.  Specific  gravity  of  mercury  13 "6,  of  copper  8*8,  and  of 
platinum  21*5.  -<4«j.  2*025  centimetres. 

38.  To  balance  an  ingot  of  platinum  27  granunes  of  brass  are  placed  in  the  other 
pan  of  the  balance.  What  weight  would  have  been  necessary  if  the  weighing  had  been 
effected  in  vacuo  ?    The  density  of  platinum  is  21*5,  that  of  brass  8*3,  and  air  under 

a  pressure  of  760  mm.  and  at  the  temperature  o^  has  — -  the  density  of  vrater. 

The  weight  of  brass  in  air  is  not  27  grammes,  but  this  weight  minus  the  weight  of 
a  volume  of  air  equal  to  its  own. 

Since  P  ^    VD  .\  V  ^  Z.  and  the  weight  of  the  air  is  ^.~-  -   «  __?? 

D  D  X  770        8*3  X  770 

By  similar  considerations,  if  x  is  the  weight  of  platinum  in  vacuo,  its  weight  in  air 
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will  be  X  minus  the  weight  of  air  displaced,  that  is  jp  — ,  and  this  weight 

21 '5  X  770 

is. equal  to  that  of  the  true  weight  of  the  brass  ;  and  we  have 


' 


■  27  — ^ ;  from  which  x  »  26*996. 


ai*S  ^  770  8*3  X  770 

39.  A  body  loses  in  carbonic  acid  1*15  gr.  of  its  weight.  What  would  be  its  loss 
of  weight  in  air  and  in  hydrogen  respectively  ? 

Since  a  litre  of  air  at  0°  and  760  mm.  weighs  1*293  gramme,  the  same  volume  of 
carbonic  add  wdghs  1*293  '^  ^'5^  ""  1*97  gramme.  We  shall,  therefore,  obtain  the 
volume  of  carbonic  acid  corresponding  to  z'i5gr.  by  dividing  this  number  by  1*97, 
which  gives  o'5837  litre.  This  being  then  the  volume  of  the  body,  it  displaces  that 
volume  of  air,  and  therefore  its  loss  of  weight  in  air  is  0*5837  x  1*293  *  0*7547  gramme, 
and  in  hydrogen  0*5837  x  1*293  x  0-069  —  0*052076. 

40.  Calculate  the  ascensional  force  of  a  spherical  balloon  of  oiled  silk  which,  when 
empty,  weighs  62*5  kilos,  and  which  is  filled  with  impure  hydrogen,  the  density  of 

which  is  ~  that  of  air.    The  oiled  silk  weighs  0*250  kilo  the  square  metre. 

62*1% 
The  surface  of  the  balloon  is        .-t  *»  250  square  metres.  This  surface  being  that  of 

0*25 

J.  IT  J?' 

a  sphere,  is  equal  to 4  vi?^,  whence  4»^  »  250  and  R  «  4*459  ;  therefore  K=»  ^    — 

3 
"  371*52  cubic  metres. 

The  weight  of  air  displaced  is  371*52  x  1*293  ^^^^  *■  480*375  kilos ;  the  weight  of 

the  hydrogen  is  36*88  kilos,  and  therefore  the  ascensional  force  is 

480*375  -  (36*88  +  625)  «  380*995- 

41.  A  balloon  4  metres  in  diameter  is  made  of  the  same  material  and  filled  with 
the  same  hydrogen  as  above.  How  much  hydrogen  is  required  to  fill  it,  and  what 
weight  can  it  support  ? 

The  vohime  is  ^  ^  I^tm  33*51  cubic  metres,  and  the  surface  4  ir  JP*  «  50*265  square 
3 
metres.    The  weight  of  the  air  displaced  is  33*51  x  1*293  "■  43*328  kilos,  and  that  of 
the  hydrogen  is  from  the  above  data  3  *333  kilos,  while  the  weight  of  the  material  is  12*566 
kilos.     Hence  the  weight  which  the  balloon  can  support  is 

43*328  -  (12*566  +  3-333)  »  27*429  kil. 

42.  Under  the  receiver  of  an  air-pump  is  placed  a  balance,  to  which  are  suspended 
two  cubes;  one  of  these  is  3  centimetres  in  the  side, and  weighs  26*324  gr.  ;  and  the  other 
is  5  centimetres  in  the  side,  and  weighs  26*2597  grammes.  When  a  partial  vacuum  is 
made  these  cubes  just  balance  each  other.    What  is  the  pressure  ?         Ans.  o™*374. 

43.  A  soap-bubble  8  centimetres  in  diameter  was  filled  with  a  mixture  of  one 
volume  of  hydrogen  gas  and  15  volumes  air.  The  bubble  just  floated  in  the  air ;  re- 
quired the  thickness  of  the  film. 

The  weight  of  the  volume  of  air  displaced  is  '^  «•  r*  x  0*001293  gramme,  and  tha: 

3 

of  the  mixture  of  gases   ^  »  r*  x  0*001293  x  ^^ —  ^-?z?3  .  ^nd  the  difference   of 

3  16 

these  will  equal  the  weight  of  the  soap-bubble. 

This  wdght  is  that  of  a  spherical  shell,   which,  since   its  thickness  /   is   very 

small,  is  with  sufficient  accuracy  4  »  r*  /  j  in  grammes,  where  s  is  the  specific  gravity 

■■z'l.     Hence 

^  »  r5  ( -001293  -  *ooi293  X    -S-^J^S")    =  4  ir  r'  /  i*i. 
3  ^  10     y 

Dividing  each  side  by  ^  »  r*,  and  putting  r  a  4,  we  get 

3 

4  X  001293  (1  -  '^'^^)-3-3'; 

3  z  2 
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or 

-001393  ><  -^^  "  3*3  '  : 
4 
whence  /  »  '00009116629  cm. 

44.  In  a  vessel  whose  capacity  is  3  litres,  there  are  introduced  a  litres  of  hydrogen 
under  the  pressure  of  5  atmospheres ;  3  litres  of  nitrogen  under  the  pressure  of  half  an 
atmosphere,  and  4  litres  of  caTt)onic  add  under  the  pressure  of  4  atmospheres.  What 
is  the  final  pressure  of  the  gas,  the  temperature  being  supposed  constant  during  the 
experiment  ? 

The  pressure  of  the  hydrogen,  from  Dalton's  law,  will  be  ^  ^  ^,  that  of  the  nitro- 

3 

gen  will  remain  unchanged,  and  that  of  the  carbonic  acid  will  be  ^  ^  ^.     Hence  the 

3 

total  pressure  will  be 

'°  +    -  +  L   m  9J  atmospheres. 
333 

45.  A  vessel  containing  10  litres  of  water  is  first  exposed  in  contact  with  oxygen 
under  a  pressure  of  78  cm.  until  the  water  is  completely  saturated.  It  is  then  placed 
in  a  confined  space  containing  100  litres  of  carbonic  add  under  a  pressure  of  78  cm. 
Required  the  volumes  of  the  two  gases  when  equilibrium  is  established.  The  coefii- 
dent  of  absorption  of  oxygen  is  0*042,  and  that  of  carbonic  add  unity. 

The  volume  of  oxygen  dissolved  is  0*42.  Bdng  placed  in  carbonic  add  it  will 
act  as  if  it  alone  occupied  the  space  of  the  carbonic  add,  and  its  pressure  will  be 

78   X    _-:^?—  aa  0*326  cm. 
100 '42 

Similarly  the  10  litres  of  water  will  dissolve  10  litres  of  carbonic  acid  gas,  the  toul 

volume  of  which  will  be  no,  of  which  zoo  are  in  the  gaseous  state  and  10  are  dissolved. 

Its  pressure  is  therefore  72  X  ^^^  —  65*454  cm. 

no 

Hence  the  total  pressure  when  equilibrium  is  established  is 

0326  +  65454  -  6578  cm. ; 
and  the  volume  of  the  oxygen  dissolved  reduced  to  the  pressure  65*78  is 

o"**42  X  ®-^-     «  o*** '00208,  and  that  of  the  carbonic  acid  10  x    /  ^5*  mm  0*95. 
6578  65*78 

46.  In  a  barometer  which  is  immersed  in. a  deep  bath  the  mercury  stands  743 
mm.  above  the  level  of  the  bath.  The  tube  is  lowered  until  the  barometric  space, 
which  contains  air,  is  reduced  to  one-third,  and  the  mercury  is  then  at  a  height  of  701 
mm.    Required  the  atmospheric  pressure  at  the  time  of  observation.    Ans,  »  764^'. 

47.  What  is  the  pressure  on  the  piston  of  a  steam  boiler  of  8  dedmecres  diameter 
if  the  pressure  in  the  boiler  is  3  atmospheres  ?  Ahs.  10385*85  kilos. 

48.  What  is  the  pressure  of  the  atmosphere  at  that  hdght  at  which  an  ascent  of  ai 
metres  corresponds  to  a  diminution  of  i"»"  in  the  barometric  height  ?  Ans.  378*9^". 

49.  What  would  be  the  height  of  the  atmosphere  if  its  density  were  everywhere 
uniform  ?  A»s.  7954*1  metres,  or  nearly  5  miles. 

50.  How  high  must  we  ascend  at  the  sea-level  to  produce  a  dqiression  of  x  mm. 
in  the  height  of  the  barometer? 

Ans,  Taking  mercury  as  10,500  times  as  heavy  as  air,  the  height  will  be  zo*5  metres. 

51.  Mercury  is  poured  into  a  barometer  tube  so  that  it  contains  15  cc  of  air  under 
the  ordinary  atmospheric  pressure.  The  tube  is  then  inverted  in  a  mercury  bath  and 
the  air  then  occupies  a  space  of  25  cc.  ;  the  mercury  occupying  a  height  of  30a  mm. 
What  is  the  pressure  of  the  atmosphere  ? 

Let  X  be  the  amount  of  this  pressure,  the  air  in  the  upper  part  of  the  tube  wiD  have 

a  pressure  represented  by  ^,  and  this,  together  with  the  height  of  the  mercurial 

25 
column  302,  will  be  the  pressure  exerted  in  the  interior  of  the  tube  on  the  level  of  iht 
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mercury  in  the  bath,  which  is  equal  lo  the  atmospheric  presstire  ;  thai  U  -?-  ♦  30a 
•■  X.  fiom  which  x  m  755  mm. 

S3.  Whal  effort  is  necessary  to  support  a  cylindrical  bell-jai  full  of  mercury 
iimnened  in  mercury ;  III  internal  diameter  being  6  centimetres,  its  height  el  nbove 
the  mfl«e  of  the  mercury  {<ig.  1)  i3  cenlimelres,  and  the  pressure  of  the  atmosphere 
0-77  centimetre^ 

The  bell-j^  mppocts  on  the  outside  a  pressure  equal  10  [hat  of  a  column  of  mercury 
the  section  of  whose  baie  is  cd.  and  ihehaght  that  of  the  barometer.    This  pressure  is 

■mR'  X  077   K    136. 

The  premre  on  the  insde  is  that  ot  the  atmo^here  less  the  weight  of  a  column 
of  mercury  whose  base  li«f  and  height  DJ.  This  is  equal  loi  Ffl  x  (077  —  0-18)  x  13 '6  ; 
and  the  effort  neceisaiy  is  the  diifeimce  of  these  two  ■pf%- 
sura.     Mailing  R  —  %  cm.,  this  is  found  to  be  69'ai6  kilo- 
grammes. 

53.  A  barometer  Is  placed  within  a  tube  which  is  after- 
wards hermeticatly  closed.  At  (he  moment  of  closlrtg,  ihe 
temperature  is  15°  and  the  pressure  750  mm.  The  ex- 
temal  space  is  then  heated  to  30°.  What  will  be  the  height 
of  the  barometer  ? 

The  effect  of  the  increase  of  temperature  would  be  li> 
raise  the  mercuty  in  the  tube  in  tlie  ratio  i  ♦   ■  ^-     to  1  + 


■  "^^'NS-) 


5SS" 
and  ^nc«  In  the  closed  space   the  elastic  force  of  the  air  increases  in  the  ratio 
I  -•'3o>:i   +  15  a,  we  shall  have  finally  h  ••  30174  mm. 

M.  The  hdghts  of  two  barometers  A  aud  B  have  been  observed  at  -  itfJ  and 
-I-  ts°.  respectively,  lo  be  ^  ^  737  and  S  -  763.  Required  their  corrected  heights 
at  0°.  Ahi.  a   -  73833.     B  -  76094- 

5ft.  A  voltaic  cuTTOit  gives  in  an  hour  840  cubic  centimetres  of  detonating  gas 
under  a  pressure  of  760  and  at  the  temperature  la^'s  ;  a  second  voltaic  current  gives 
in  the  same  time  960  cutric  centimetres  under  a  pressure  of  755  and  at  the  temperature 
15^-5.     Compare  the  quantities  of  gasgiven  by  Ihe  twocurrents.     Ani.  i  :  I'tag. 

M.  The  volume  of  air  in  the  pressure  gauge  of  an 
apparatus  for  compressing  gases  is  equal  to  15a  parts. 
By  the  working  of  the  machine  this  is  reduced  10 
7  parts,  and  the  mercury  is  raised  through  o'4S 
metre.    What  is  the  presstire  of  ihegas? 

Here/ifl- 153.  v*C- 37 parts,  andflC-o™'^B. 
The  pressure  of  air  therefore  in  AC 'a,  from  Boyle's 

'Sa  _  4-»'ioS  -  3"'iaa. 

37 
The  pressure  in  the  reodver  is  thsrefore 
3iaa  +  0-48  -  3-603, 
which  is  equal  to  474  atmospheres. 

ft7.  An  airtight  bladder  holding  two  htres  of 
nir   at   the   standard  pressure    and  temperature  is 

Required  Ihe  volume 
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Tire  spedfic  gravity  of  sea-water  bring  i  036.  ibe  depth  of,  roo  metre*  will  repre- 
sent s  column  of  pure  water  io3'6  metres  in  height.  As  the  pressure  of  an  atmo- 
sphere is  equal  to  a  pressure  of  10*33  metres  of  pure  water,'  the  pressure  of  this  column 

Hence,  adding  the  atmospheric  pressure,  the  bladder  is  nou-  under  a  pressure  of  10  94 
Bimospherts.  andlls  volume  bring  inversely  as  the  pressure  will  be  -  '      ~  o'iSj  litre. 

if  the  lemperalure  be  unaltered.    But  the  temperature  is  increased  by  4°,  and  iberefoie 
the  volume  is  increased  in  the  ratio  377  to  373,  and  becomes 

0-183  K  '^  -  o'iSeSa  litre. 
"73 

U,  To  whAthright  uitlwaterberaisedinthetubeof  apumpby  thefintMrcAeortbe 
piston,  thelenglh  of  stroke  of  which  is  o'sm.,  the  height  ofthe  lube  6  metres,  anil  its  sectkn 
iV  that  of  the  piston  f    At  starting  the  air  in  the  tube  is  under  a  presstui  of  10  metres. 

If  we  take  the  section  of  the  tube  as  unity,  that  of  the  body  of  the  pump  is  10 ;  and 
the  volumes  of  the  tube  and  of  the  body  of  the  pump  are  in  the  ratio  of  6  to  5.  Then 
if  I  is  the  height  to  which  the  water  is  raised  in  the  pipe,  the  volumes  of  air  in  the 
pump  before  and  alter  the  working  of  the  pump  are  6  at  the  pressure  10,  and  5*6  —  * 
at  the  pressure  10  —  x. 

Forming  auequalionfrom  these  terms,  and  solving,  we  have  two  values,  j"  —  iS>i6 
and  y  "  974.  The  first  of  these  must  be  rejected  as  belAg  physically  imposBble : 
and  the  true  height  is  a  -  3-75  metres. 

59.  A  receiver  with  a  capacity  of  10  hires  contains  air  under  the  pressure  76  on. 
It  is  closed  by  a  valve,  the  section  of  which  is  3a  square  centimetres,  and  is  weighted 
with  35  kilogrammes.  The  temperature  of  the  air  is  30* ;  its  density  at  o*"  and  j^  an, 
pressure  is     '    that  of  water.     The  coeflicient  of  the  expansion  of  gases  is  0-00366. 

Required  the  weight  of  air  which  must  be  admitted  to  raise  the  valve. 

The  air  aheariy  present  need  not  be  taken  into  account  as  it  ii  tmder  the  pre»uii 
of  the  atmosphere.  Let  i  be  the  pressure  in  centimetres  of  mercury  of  that  which  ii 
admitted,  f  "  '3  wju  represent  in  kilogrammes  its  pressure  on  a  square  centi- 
metre ;  and  therefore  the  internal  pressure  on  the  valve,  and  which  Is  equal  to  the  ei- 
temal  pressure  of  35  kilogrammes,  is  ?-?^  '3     *-^^  m  ti,\.    From  which  «- 37-44. 

For  the  weight  we  shall  have 

P  ~      10  1  0  001393     X  ^+*  -  3-B055  grammes. 

I    *  O  00366   M    30         76  00 

60.  A  bell-jar  contains  3-17  litres  of  air ;  a  pressure  gauge  connected  wilb  it  marks 

«ro  when  in  contact  «ith  the  air  (fig.  3).  The  jar  is 
closed  and  the  machine  worked;  the  mercury  rises 
to  65  cm.  A  second  barometer  standi  at  76  cm. 
during  the  eiperiment.  Requited  the  wtight  of  air 
withdrawn  from  the  bell-jar  and  the  Wright  of  that 

I  At  0°  and  76cm.  the  weight  of  air  in  Ibe  belt-jar  is 


and  therefore  the  weight  of  that  which  is  writhdiawn  is 
4-098S  -  o-S93»  -  33036 gr. 
61.  The  capkdty  of  the  recover  of  an  air-pump 
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^  7*53;  i^  is  full  of  air  under  the  ordinary  atmospheric  pressure  and  at  oP.  Re- 
quired the  weight  of  air  when  the  pressure  is  reduced  to  o'2z  ;  the  weight  with- 
drawn by  the  piston ;  and  the  weight  which  would  be  left  at  i^. 

The  weight  of  7*53  litres  of  air  under  the  ordinary  conditions  is  9736  grammes. 

Under  a  pressure  of  0*21  it  will  be  a'69  grammes,  and  at  the  temperature  15^ it  will 

w  2'6q 

be T' — M  o'ass  gramme. 

I  +  000366  X  IS 

6fl.  In  a  theoretically  perfect  air-pump,  how  great  is  the  rarefaction  after  10  strokes, 
if  the  volumes  of  the  barrel  and  the  receiver  are  respectively  a  and  3  ? 

Ahs,  —  4*59""  ;  or  about  -^  -  of  an  atmosphere. 

166 

63.  What  must  be  the  capacity  of  the  barrel  of  an  air-pump  if  the  air  in  a  re- 
ceiver of  4  litres  is  to  be  reduced  to  |  the  density  in  two  strokes  ?  *  Ahs.  a*9. 

•4.  The  reservoir  of  an  air-gun,  the  capacity  of  which  is  40  cubic  inches,  contains 
air  whose  density  is  8  times  that  of  the  mean  atmospheric  pressure.  A  shot  is  fired 
when  the  atmospheric  presstue  is  741  nrni.  and  the  gas  which  escapes  occupies  a  volume  of 
80  cubic  inches.  What  is  the  elastic  force  of  the  residual  air?  Ans.  6*o5atmospheres» 

65.  Suppose  that  at  the  limit  of  the  atmosphere  the  pressure  of  the  attenuated 

air  is  the    -—   of  a  millimetre  of  mercury  and  the  temperature  —  13^,  and  that  in  a 
1000 

place  at  the  sea-level,  in  latitude  4^,  the  pressure  of  the  atmosphere  is  760''^  and  its 

temperature  15^  C.    Determine  from  these  data  the  height  of  the  atmosphere. 

From  the  formula  18400  |  z  +  o'oo3{  7*  +  /}  |  log      ,  we  get  for  the  height  in  metres 

83337,  which  is  equal  to  5Z'z  miles. 

66.  If  water  is  continually  flowing  through  an  aperture  of  3  square  inches  with  a 
velocity  of  10  feet,  how  many  cubic  feet  will  flow  out  in  an  hour?  Ans.  750  cubic  feet. 

67.  With  what  velocity  does  water  issue  from  an  aperture  of  3  square  inches,  if 
37 '5  cubic  feet  flow  out  every  minute  ?  Ans.  30  feet. 

6S.  What  is  the  ratio  of  the  pressure  in  the  above  two  cases?  Ans,  z  :  9. 

60.  What  is  the  theoretical  velocity  of  water  from  an  aperture  which  is  9  feet 
below  the  surface  of  water  ?  Ans.  04  feet 

70.  In  a  cylinder,  water  stands  a  feet  above  the  aperture  and  is  loaded  by  a  piston 
which  presses  with  a  force  of  6  pounds  on  the  square  inch.  Required  the  velocity  of 
the  effluent  water.  Ans,  3a  feet. 

71.  How  deep  must  the  aperture  of  the  longer  leg  of  a  syphon,  which  has  a  sec- 
tion of  4  square  centimetres,  be  below  the  surface  of  the  water  in  order  that  35  litres 
may  flow  out  in  a  minute?  Ans.  5*535  cm. 

72.  Through  a  circular  aperture  having  an  area  of  o'z96  square  cm.  in  the  bottom 
of  a  reservoir  of  water  which  was  kept  at  a  constant  level,  55  cm.  above  the  bottom, 
it  was  found  that  98*5  grammes  of  water  flowed  in  a2  seconds.  Required  the  coeffi- 
cient of  efflux. 

Since  the  velocity  of  efflux  through  an  aperture  in  the  bottom  of  a  vessel  is  given  by 

the  formula  r  m  ^^gh,  it  will  readily  be  seen  that  the  weight  in  grammes  of  water 

which  flows  in  a  given  time,  A  will  be  given  by  the  formula  w  ^  a  ^  ts/^gh,  where  <7  is 
the  axea  in  square  centimetres,  «  the  coefficient  of  efflux,  /  the  time  in  seconds,  and  k 
the  heif^bt  in  centimetres.    Hence  in  this  case  a  =  0*699. 

7S.  Similarly  through  a  square  aperture,  the  area  of  which  was  almost  exactly  the 
same  as  the  above,  and  at  the  same  depth,  Z04*4  grammes  flowed  out  in  2z*6  seconds. 
In  this  case  «  »  0*73. 
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IV.   ON  SOUND 

74.  A  stone  is  dropped  into  a  well,  and  4  seconds  afterwards  the  report  of  its 
striking  the  water  is  heard.  Required  the  depth,  knowing  that  the  temperature  of  the 
air  in  the  pit  was  16^74. 

From  the  formula  v  »  333  v^z  +  a/  we  get  for  the  velodty  of  sound  at  the  tem- 
perature in  question  339 '05  metres. 

Let  /  be  the  time  which  the  stone  occupies  in  falling ;  then  \gfi  »  x  wOl  represent 
the  dq>th  of  the  well ;  on  the  other  hand,  the  time  occupied  by  the  report  will  be  4  —  /. 
and  the  distance  will  be  (4  -  /)  z;  «  jr  (i) ;  thus  {4  —  /)  v  ■  \^  (ii),  from  which, 
substituting  the  values, 

(4-0  339*5  -  4*9  ^ 

/  a  3793  seconds,  and  substituting  this  value  in  dther  of  the  equations  (i)  or  (ii). 
we  have  the  depth  a  72-6  metres  nearly. 

75.  A  bullet  is  fired  from  a  rifle  with  a  velocity  of  414  metres,  and  is  heard  to  strike 
9  target  4  seconds  afterwards.  Required  the  distance  of  the  target  from  the  marks- 
man, the  temperature  l)eing  assumed  to  be  zero. 

'    +  -  -    =  4;  jr  «  738-2. 
414       333 

76.  At  what  distance  is  an  observer  from  an  echo  which  repeats  a  sound  after 
3  seconds,  the  temperature  of  the  air  being  lo^  ? 

In  these  3  seconds  the  sound  traverses  a  distance  of  3  x  339  «  1017  metres  ;  this 
distance  is  twice  that  between  the  observer  and  the  reflecting  surface ;  hence  the  dis- 
tance is 

i°'7  a,  508-5  metres. 

77.  Between  a  flash  of  lightning  and  the  moment  at  which  the  corresponding 
thunder  is  first  heard,  the  interval  is  the  same  as  that  between  two  beats  of  the  poise. 
Knowing  that  the  pulse  makes  80  beats  in  a  minute,  and  assuming  the  temperatore 
of  the  air  to  be  15°  C.,  what  is  the  distance  of  the  discharge?      Ans,  454*1  metres. 

78.  A  stone  is  thrown  into  a  well  with  a  velocity  of  i3  metres,  and  is  heard  to 
strike  the  water  4  seconds  afterwards.  Required  the  depth  of  the  well. 

Atu,  About  no  metres. 

79.  What  is  the  velocity  of  sound  in  coal  gas  at  oP,  the  density  being  0*5? 

Ans.  470*9  metres. 

'  80.  What  must  be  the  temperature  of  air  in  order  that  sound  may  travel  in  It  with 
the  same  velocity  as  in  hydrogen  at  0°  ?  Ans.  About  3680P  C. 

81.  What  must  be  the  temperature  of  air  in  order  that  the  velodty  of  sound  may 
be  the  same  as  in  carbonic  acid  at  0°  ?  Ans.  —  105^5  C. 

82.  Kendall,  in  a  North  Pole  Expedition,  found  the  velocity  of  sound  at  —40° 
was  314  m.  How  closely  does  this  agree  with  that  calculated  from  the  value  we  have 
assumed  for  o*^  ?  Ans.  6'6^  metres  too  much. 

83.  The  report  of  a  cannon  is  heard  15  seconds  after  the  flash  is  seen.  Required 
the  distance  of  the  cannon,  the  temperature  of  the  air  being  22O. 

From  the  formula  for  the  velodty  of  sound  we  have 

15  ^  333  >/i  +  0-003665  X  22  «  5190  metres. 

84.  If  a  beU  is  struck  immediately  at  the  level  of  the  sea,  and  its  sound,  reflecied 
from  the  bottom,  is  heard  3  seconds  after,  what  is  the  depth  of  the  sea  ? 

Ans.  7140  fipei. 
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85.  A  person  stands  150  feet  on  one  side  of  the  line  of  fixe  of  a  rifle  range  450  feet 
in  length  and  at  right  angles  to  a  pomt  150  feet  in  front  of  the  target.    What  is  the 

velocity  of  the  bullet  if  the  person  hears  it  strike  the  target  -  of  a  second  later  than 

9 
the  report  of  the  gun  ?    The  temperature  is  assumed  to  be  i6''*5.       Ans.  9038  feet. 

86.  An  echo  repeats  five  syllables,  each  of  which  requires  a  quarter  of  a  second  to 
pronounce,  and  half  a  second  elapses  between  the  time  the  last  syllable  is  heard  and 
the  first  syllable  is  repeated.  What  is  the  distance  of  the  echo,  the  temperature  of 
the  air  being  xcP  C.  ?  Ans,  ^nyj'M  metres. 

87.  The  note  given  by  a  silver  wire  a  millimetre  in  diameter  and  a  metre  in 
length  being  the  middle  C,  what  is  the  tension  of  the  wire?    Density  of  silver  io'47. 

Ans.  aa'67  kilogrammes. 

88.  The  density  of  iron  being  7*8  and  that  of  copper  8*8,  what  must  be  the 
thickness  of  wires  of  these  materials,  of  the  same  length  and  equally  stretched,  so  that 
they  may  give  the  same  note  ? 

From  the  formula  for  the  transverse  vibration  of  strings  we  have  for  the  number  of 

vibrations  n  m  ^      /    -  .•    As  in  the  present  case,  the  tensions,  the  length  of  the 
strings,  and  the  number  of  vibrations  are  the  same,  we  have 

-'      /^--^    /4,fromwhich^      /i-   r  /^ 

whence  't  -  "^    -  ^'f ;  hence  ''  -       Z^?  «  1062. 
r«        d        78  r,        V  78 

89.  A  wire  stretched  by  a  weight  of  13  Idlos  sounds  a  certain  note.  What  mu&t 
be  the  stretching  weight  to  produce  the  major  third  ? 

The  major  third  having  ^  the  number  of  vibrations  of  the  fundamental  note,  and  as. 

all  other  things  being  the  same,  the  numbers  of  vibrations  are  directly  as  the  square 
roots  of  the  stretching  weight,  we  shall  have  x  «  ao'312  kilos. 

90.  The  diameters  of  two  wires  of  the  same  length  and  material  are  0*0015  and 
0*0038  m. ;  and  their  stretching  weights  400  and  1600  grammes  respectively.  Required 
the  ratio  of  the  numbers  of  their  vibrations.  Ans.  u  :  n,  ^m  1*266  :  z. 

91.  A  brass  wire  i  metre  in  length  stretched  by  a  weight  of  2  kilogrammes,  and  a 
silver  wire  of  the  same  diameter,  but  3*165  metres  in  length,  give  the  same  number  of 
vibrations.     What  is  the  stretching  weight  in  the  latter  case  ? 

Since  the  number  of  vibrations  is  equal,  we  shall  have 

1  /^  -  ^  /T. 

r/V   nd       rl.s/  nd/ 
from  which,  replacing  the  numbers,  we  get  jr  »  25  kilos. 

92.  A  brass  atod  a  silver  wire  of  the  same  diameter  are  stretched  by  the  weights  of  2 
and  25  kilogrammes  respectively,  and  produce  the  same  note.  What  are  their  lengths, 
knowing  that  the  density  of  brass  is  8*39,  and  of  silver  10*47? 

Ans.  The  length  of  the  silver  wire  is  3*16  times  that  of  the  brass. 

93.  A  copper  wire  1*25  mm.  in  diameter  and  a  platinum  one  of  0*75  mm.  are 
stretched  by  equal  weights.  What  is  the  ratio  of  their  lengths,  if,  when  the  copper 
wire  gives  the  note  C,  the  platinum  gives  F  on  the  diatonic  scale? 

Ans.  The  length  of  the  copper  is  to  the  length  of  the  platinum  »  1*264  :  i. 

94.  An  organ  pipe  gives  the  note  C  at  a  temperature  o^ ;  at  what  temperature 
will  it  yield  the  major  third  of  this  note?  Ans.  153O  C. 

96.  A  brass  wire  a  metre  in  length,  and  stretched  by  a  weight  of  a  kilogramme, 
yields  the  same  note  as  a  silver  wire  of  the  same  diameter  but  2*5  metres  in  length  and 
stretched  by  a  weight  of  7*5  kilogrammes.    Required  the  specific  gravity  of  the  silver. 

Ans.  zo*o68. 

96.  How  many  beats  are  produced  in  a  second  by  two  notes,  whose  rates  of  vibra- 
tion are  respectively  340  and  354  ?  Ans,  14. 
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V.  ON  HEAT 

97.  Two  mercurial  thennometers  aie  conslrucled  of  the  some  glass  ;  (he  inlmul 
diamelETof  one  of  the  bulb»  is  z'^'s  and  of  its  lube  a'j  ;  the  bulb  of  the  othn  is 
6'3  in  diameter  and  its  tube  i'5.  What  is  Ihe  ratio  of  the  length  of  a  degree  of  the 
lirsl  thermometer  to  a  degree  of  the  second  ? 

Let  A  and  B  be  the  two  thennomelers,  D  and  Lf  the  diameters  of  the  bulbs,  and 
d  and  i  the  diameters  of  the  tubes.  Let  us  imagine  a  third  theimometer  C  with  the 
same  bulb  as  B  and  the  same  tube  as  A.  and  let  I,  t,  and  f  denote  the  lenph  of  ■ 
degree  in  each  of  the  thermometers  respectively.  Since  Ihe  stems  of  A  and  C 
have  the  equal  diameters,  the  lengths  /  and  V  are  directly  as  the  vohmies  of  the 
tubes,  or  what  is  Ihe  same,  as  the  cubes  of  their  diameters ;  and  as  B  and  C  have 
the  same  bulk,  the  lengths  T  and  /"  are  inversely  proportionate  t<  ~ 
the  stems,  oi  what  amounts  to  the  same,  to  the  squares  of  Iheir 
have  then 

'    -  ■O"  and   ''  -  -^ 

r      jyt       r       ^ 

Introducing  ibe  values  and  solving,  w 


Centigrade  and  Fahrcoheil  thermometers  the  sa 


loo.  A  capillaiy  lube  is  divided  into  i8o  pons 
of  equal  capadiy.  95  of  which  weigh  i  3  gimmme. 
What  must  be  Ihe  radius  of  a  sphcncal  bulb  to  be 
blown  to  it  so  that  i8n  divisions  correspond  to  150 
degrees  Centigrade? 

Since   95    divisions   of   the  tube  contain   fa 
^'V-  4.  eramme,  iSo  divisions  contain  '. '  "  '        _  Siii. 

»S 
And  since  these  180  divisions  are  to  represent  150  d^reea,  the  weighl  of  mcrcniy 

corresponding  to  a  ungle  degree  is  ^.  Bui  as  the  expansion  coimpoodini;  to 
one  degree  is  only  the  apparent  eipanson  of  mercury  in  gluts,  the  weighl  ~  i'  ,  V, 
of  Ihe  mercury  in  the  reservoir,  which  is  ^  'S'.    From  this  JF  x  i '8755  centimetre. 

101,  By  how  much  is  the  circumference  of  an  iron  wheel,  whose  diameter  is  6  (en, 
increased  when  its  temperature  is  raised  400  degrees?  Coefficienl  of  expansion  of 
iron  -  oooooiaa,  Ans.  By  0^93  foot. 

103.  What  must  be  Ihe  length  of  a  wire  of  this  metal  which  for  a  temperature  of 
1°  expands  by  one  foot?  Atu.  3i967feel. 

103.  A  pendulum  consists  of  a  platinum  rod.  on  a  flatteniog  at  the  end  of  which 
rests  a  spherical  dnc  bob.  The  length  of  Ihe  platinum  is  'at  c^.  Wluil  most  be  the 
diameter  of  Ihe  bob.  so  that  its  centre  is  always  at  ihe  same  distance  from  the  point  of 
suspensioa  whatever  be  Ihe  temperature?  CodBcient  of  expansion  of  pt'ti"""* 
o'oooooSS  and  of  ilnc  00000394. 

Ans.  The  diameter  of  the  bob  must  be  {of  the  length  of  tin  (daiuum. 

104.  Two  walls,  which  when  perpendicular  are  30  feet  qiart,  have  bulged  out- 
wards to  Ihe  extent  of  3-4  inches.    They  are  to  be  made  popeodicular  by  the  oootno- 
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tion  of  an  iron  bar.    By  how  much  must  its  temperature  be  raised  above  that  of  the  air^ 
which  is  taken  at  o°?  Ans.  546*4. 

105.  An  iron  wire  4  sq.  mm.  in  cross  section  is  stretched     ^     of  its  length  by  a 

81200 

weight  of  I  kilogramme.    What  weight  must  be  applied  to  a  bar  9  sq.  mm.  in  cross 
section,  when  it  is  heated  from  o®  to  20°,  in  order  to  prevent  it  from  expanding  ? 

Ans,  44*5  kilos. 

106.  At  the  temperature  zero  a  solid  is  immersed  0*975  of  its  total  volume  in 
alcohoL  At  the  temperatinre  25^  the  solid  is  wholly  immersed.  The  coefficient  0/ 
expansion  of  the  solid  being  o  000026,  required  the  coefficient  of  expansion  of  the 
alcohol.  Ans.  0*001052. 

107.  Into  a  glass  globe,  the  capacity  of  which  at  o^  is  250  cc,  are  introduced 
25  cc.  of  air  measured  at  o^  and  76  cm.    The  flask  being  closed  and  heated  to  100°, 

required  the  internal  pressure.    Coefficient  of  cubical  expansion  of  glass  -   ^    . 

38700 

At  looP  the  capacity  of  the  flask  is  250  (  i  +  -  ^°^   )  ;  again  at  100^  the  volume  of 

\        38700/ 

the  free  air  under  the  pressure  76  is  25  (i  -1-  100  x  0*00366).    But  its  real  volume  is 
3^  X  ^—  under  a  pressure  x.    Hence 

387 

76   :  jr  ■«  250  X  ^       :  25  X  1*366,  from  which  jit  «  io'3543  cm. 

387 
106.  The  specific  gravity  of  mercury  at  o®  being  13*6,  required  the  volume  ol 

3  kilogrammes  at  85°.   Coefficient  of  expansion      -. 

5550 

The  volume  at  o®  will  be  ~^-  and  at  85<>  -  3     x  (  1  +      5 .  \  ^^  02239  litre. 

13*6  "^    13-6      V        5550/  -"^ 

109.  A  hollow  copper  sphere  20  cm.  in  diameter  is  filled  with  air  at  o^  under  a 
pressure  of  i\  atmosphere  ;  what  is  the  total  pressure  on  the  interior  surface  when  the 
enclosed  air  is  heated  to  a  temperature  of  600^?  Ans,  6226*5  kilogrammes. 

110.  Between  the  limits  of  pressure  700  to  780mm.  the  boiling-point  of  water  varies 
0^*0375  C.  for  each  mm.  of  pressure.  Between  what  limits  of  temperature  does  the 
boilix^  point  vary,  when  the  height  of  the  barometer  is  between  735  and  755  mm.  ? 

Ans.  Between  990*0625  and  990*8125. 

111.  Liquid  phosphorus  cooled  down  to  30^,  is  made  to  solidify  at  this  tempera- 
ture. Required  to  know  if  the  solidification  will  be  complete,  and  if  not,  what  weight 
will  remain  melted  ?  The  melting  point  of  phosphorus  is  44*2 ;  its  latent  heat  of  fusion 
5*4,  and  its  specific  heat  0*3. 

Let  X  be  the  weight  of  phosphorus  which  solidifies ;  in  so  doing  it  will  give  out  a 
quantity  of  heat  ■»  5*4  ^  ;  this  is  expended  in  raising  the  whole  weight  of  the  phos- 
phorus from  30  to  44*3.     Hence  we  have  5*4  Jr  ■*  i  x  (44*3  —  30)  0*2,  from  which 

jr  ^  ?  -^  »  0*526,  so  that  0*474  of  phosphorus  will  remain  liquid. 
5 '4 
113.  A  pound  of  ice  at  o^  is  placed  in  two  pounds  of  water  at  o^  ;  required  the 
weight  of  steam  at  xoo^  which  will  melt  the  ice  and  raise  the  temperature  of  the  mix- 
ture to  30^.   The  latent  heat  of  the  liquefaction  of  ice  is  79*2,  and  that  of  the  vaporisa- 
tion of  water  536.  Ans.  '279  pound. 

113.  65*5  grammes  of  ice  at  —  20^  having  been  placed  in  x  grammes  of  oil  of 
turpentine  at  13*3®,  the  final  temperature  is  found  to  be  3*10.  The  specific  heat  of 
turpentine  is  0*4,  and  it  is  contained  in  a  vessel  weighing  25  grammes,  whose  specific 
beat  is  o*i.    The  specific  heat  of  ice  is  0*5.     Required  the  value  of  x. 

Ans,  X  M  1475  grammes. 

114.  In  what  proportion  must  water  at  a  temperature  of  30^  and  linseed  oil 
(sp.  heat  B  0*5)  at  a  temperature  of  50^  be  mixed  so  that  there  are  20  kilogrammes  of 
the  mixture  at  40^?  Ans.  Water  «  6*66  kilos  and  linseed  oil  »  13*34. 


1084  Problems  and  Examples  in  Physws 

115.  By  how  much  will  mercuiy  at  o^  be  raised  by  an  equal  volume  of  water  at 
looo?  ^aj.  68^-9  C. 

116.  The  specific  heat  of  gold  being  0*03244,  what  weight  of  it  at  45^  will  xmiae  a 
kilogramme  of  water  from  i3^'3  to  15^7? 

Let  jr  be  the  weight  sought ;  then  x  kilogrammes  of  gold  in  sinking  from  4^  to 
15^7  will  give  out  a  quantity  of  heat  represented  by  x  (45^  —  z5^7)o'03a4.  and  this  is 
equal  to  the  heat  gained  by  the  water,  that  is  to  z  (157  —  12*3)  «  3*4,  that  is  jr  a  3*58. 

117.  The  specific  heat  of  sulphide  of  copper  is  o'zaz2,  and  that  of  sulphide  of  silver 
0*0746.  5  kilos  of  a  mixture  of  these  two  bodies  at  4qP,  when  immersed  in  6  kilos  of 
water  at  7*669^,  raises  its  temperature  to  zcP.  How  much  of  each  sulphuret  did  the 
mixture  contain  ? 

The  Mreight  of  the  copper  sulphuret  m  3,  and  that  of  the  silver  sulphuret  3. 

118.  Into  a  mass  of  water  at  oP,  zoo  grammes  of  ice  at  —  Z2^  are  introduced ;  a 
weight  of  7*2  grammes  of  water  at  oP  freezes  about  the  lump  immersed,  while  its 
temperature  rises  to  zero.  Required  the  specific  heat  of  ice.  Latent  heat  of  water 
79'2.  Ams.  0*4752. 

119.  Four  pounds  of  copper  filings  at  T30P  are  placed  in  20  pounds  of  water  at  20P, 
the  temperature  of  which  is  thereby  raised  2  degrees.  What  is  the  specific  heat,  c,  <A 
cc^per?  Am.  c  «  0*09261 

120.  Two  pieces  of  metal  weighing  300  and  350  grammes,  heated  to  a  tempexatme 
Xt  have  been  immersed,  the  former  in  3351  *6  grammes  of  water  at  zoP,  and  the  latter  in 
1935*4  grammes  at  the  same  temperature.  The  temperature  in  the  first  case  rises  to 
20^,  and  in  the  second  to  30P.  Required  the  original  temperature  and  the  specific  heat 
of  the  metal.  Ans,  x  the  temperature  »  zoocP ;  c  the  specific  heat  «  0IZ4. 

121.  In  what  proportions  must  a  kilogramme  of  water  at  5cP  be  divided  in  order  that 
the  heat  which  one  portion  gives  out  in  cooling  to  ice  at  zero  may  be  sufficient  to  change 
the  other  into  steam  at  zoo^  ?  '  Ans,  x  «  0*8203. 

122.  Three  mixtures  are  formed  by  mixing  two  and  two  together,  equal  quantities 
of  ice,  salt,  and  water  at  0°.  Which  of  these  mixtures  will  have  the  highest  and  which 
the  lowest  temperature  ?  Ans.  The  mixture  of  ice  and  salt  will  produce  the  lowest 
temperature,  while  that  of  ice  and  water  will  produce  no  lowering  of  temperature. 

123.  In  25*45  kilogrammes  of  water  at  z2^*5  are  placed  6*Z7  kilos  of  a  body  at  a 
temperature  of  80^ ;  themixture  acquires  the  temperature  Z4^'z.  Required  the  specific 
heat  of  the  body. 

If  c  is  the  specific  heat  required,  then  nu  (f  ^  9)  represents  the  heat  lost  by  the  body 
in  cooling  from  80P  to  Z4®*z  ;  and  that  absorbed  by  the  water  in  rising  from  12^*5  to 
Z4^*z  is  m'  (9  —  /).    These  two  values  are  equal.     Substituting  the  numbers,  we  have 

€    ■>    0'Z00Z4. 

124.  Equal  lengths  of  the  same  thin  wire  traversed  by  the  same  electrical  current  are 
placed  respectively  in  z  kilogramme  of  water  and  in  3  kilogrammes  of  mercury.  The 
water  is  raised  zoP  in  temperature ;  by  how  much  will  the  mercury  be  raised  ? 

Ans.  zooP*04. 

125.  How  many  cubic  feet  of  air  under  constant  pressure  are  heated  through  z^  C. 
by  one  thermal  unit  ?  Ans.  55*3  cubic  feet. 

126.  Given  two  pieces  of  metal,  one  x  weighing  2  kilos  heated  to  80P,  and  the  other 
Y  weighing  3  kilos,  and  at  the  temperature  50P.  To  determine  their  specific  heats 
they  are  immersed  in  a  kilogramme  of  water  at  zcP,  which  is  thereby  raised  to  26^*3. 

The  experiment  is  repeated,  the  two  metals  being  at  the  temperature  zooP  and  40^ 
respectively,  and,  as  before,  they  are  placed  in  a  kilogramme  of  water  at  ioO»  which 
this  time  is  raised  to  28^*4.     Required  the  specific  heats  of  the  two  metals. 

Ans.  X  -  o*zz5;7  ■  0*0555. 

127.  For  high  temperatures  the  specific  heat  of  iron  is  o'ro53  ^  0*000017  A  What 
is  the  temperature  oi  a  red-hoi  iron  ball  weighing  a  kilogramme,  which,  plunged  ia  16 
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kilogrammes  of  water,  raises  its  temperature  from- 1^  to  24^  ?    What  was  the  tempe- 
rature of  the  Iran  ? 

(o'ios3  +  0*000017  t)  (/  —  24)  ■  16  (24  —  12), 
or  '000017  ^  +  '1048892  /  —  2*5272  «  192  ; 

transposing  and  dividing  by  the  coefficient  of  fi^  we  get 

/•  +  6170  /  -«  1 1442776. 

fi  +  6170  /  +  (308s)'  -  20960001 ; 

hence  /  +  3085  -  4578*3  nearly  ;    .'.  /  -  I493'3« 

128.  A  kilogramme  of  the  vapour  of  alcohol  at  80^  passes  through  a  copper  worm 
placed  in  xo*8  kilogrammes  of  water  at  Z2P,  the  temperature  of  which  is  thereby  raised 
to  36^.  The  copper  worm  and  copper  vessel  in  which  the  water  is  contained  weigh 
together  3  kilogrammes.     Required  the  latent  heat  of  alcohol  vapour.    Ans,  238*77. 

129.  Determine  the  temperature  of  combustion  of  charcoal  in  burning  to  form  car- 
bonic acid. 

We  know  from  chemistry  that  one  part  by  weight  of  carbon  in  burning  unites 
with  2f  parts  by  weight  of  oxygen  to  form  3I  parts  by  weight  of  carbonic  acid. 
Again  the  number  of  thermal  units  produced  by  the  combustion  of  a  pound  of  charcoal 
is  8d8o ;  the  whole  of  this  heat  is  contained  in  the  3f  parts  of  carbonic  acid  produced, 
and  if  its  specific  heat  were  the  same  as  that  of  water,  its  temperature  would  be 

^^^  M  2204^  C. ;  but  since  the  specific  heat  of  carbonic  acid  is  0*2x63  that  of  an  equal 
31 

weight  of  water,  the  temperature  will  be  -^^^-   ■*  10189O  C. 

ISO.  A  glass  globe  measuring  60  cubic  centimetres  is  found  to  weigh  19*5x5 
grammes  when  filled  with  air  under  a  pressure  of  752*3"*™  and  at  a  temperature  of  xo^  C. 
Some  ether  is  introduced  and  vaporised  at  a  temperature  of  60°,  whereupon  the  flask 
is  sealed  while  quite  full  of  vapour,  the  pressure  being  753*4"*".  Its  weight  is  now 
found  to  be  x9'6o25  grammes.  Required  the  density  of  the  ether  vapour  compared 
with  that  of  hydrogen.  Ans,  37. 

131.  Calculate  the  density  of  alcohol  vapour  as  compared  with  air  by  Gay-Lussac's 
method  from  the  following  data  :— 

Weight  of  alcohol  o*xo47  grm.:  vol.  of  vapour  at  xiO®  C.«8a*55cc.  ;  height  of 
mercury  above  the  level  in  the  bath,  98  mm. ;  barometric  height,  752*3  mm.  ;  tempera- 
ture  of  the  room,  15°  C.  Ans,  1*6. 

132.  In  a  determination  of  the  vapour  density  by  Gay-Lussac's  method,  o'ii63 
gramme  of  substance  was  employed.  The  volume  observed  was  50*79  cc,  the  height 
of  the  mercury  above  the  level  of  that  in  the  bath  was  80 'o™*,  the  height  of  the  oil 
coliunn  reduced  to  millimetres  of  mercury  16*9 ;  the  temperature  2x^  C,  and  the 
height  of  the  barometer  at  the  time  of  observation  755*5"".  Required  the  specific 
gravity  of  the  vapour  as  compared  with  that  of  hydrogen.  Ans,  50*1. 

133.  Through  a  U-tube  containing  pumice  saturated  with  sulphuric  acid  a  cubic 
metre  of  air  at  x5^  is  passed,  and  the  tube  is  found  to  weigh  3*95  grammes  more. 
Required  the  hygrometric  state  of  the  air. 

The  pressure  of  aqueous  vapour  at  X5^  is  X2'699 ;  hence  the  weight  of  a  cubic 
metre  of  aqueous  vapour  saturated  at  \^  is  _^^3  ^  12699  x  5  ^   ivj^  grammes, 

and  the  hygrometric  state  is  ^-^-  «  0*309. 
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134.  The  quantity  of  water  given  out  by  the  lungs  and  skin  may  be  taken  at 
30  ounces  in  24  hours.  How  many  cubic  inches  of  air  already  half  saturated  at  xo^  will 
be  fully  saturated  by  the  moisture  exhaled  from  the  above  two  sources  by  one  man  ? 
Tension  of  aqueous  vapour  at  10^  in  inches ■>o*36i.  Pressure  of  the  atmosphere  m  30 
inches.  Ans,  6iai  cubic  feet. 
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135.  A  mass  of  air  extending  over  an  area  of  60,000  square  metres  to  a  height  of 
300  metres  has  the  dew  point  at  15^,  its  temperature  being  qkP,  Hofr  much  rain  will 
fail  if  the  temperature  sinks  to  10^? 

The  weight  of  vapour  condensed  from  one  cubic  metre  under  these  circumstances 
will  be  3'X435  grammes,  and  therefore  from  18,000,000  cubic  metres  it  will  be  56,583 
kilogrammes,  which  is  equal  to  a  rainfall  0*0943  mm.  in  depth. 

136.  When  3  cubic  metres  of  air  at  10^  and  5  cubic  metres  at  z8°,  each  saturated 
with  aqueous  vapour  at  those  temperatures,  are  mixed  together,  is  any  water  precipi- 
tated ?   And  if  so,  how  much  ? 

The  weight  of  water  contained  in  the  two  masses  under  the  given  conditions  are 
respectively  28 'z8  and 76*59  grammes ;  the  weight  required  to  sattirate  the  mixture  at  the 
temperature  of  15°  is  102*39  grammes,  and  therefore  2*38  grammes  will  be  predpiuted. 

137.  The  temperature  of  the  air  at  sunset  being  10°,  what  must  be  the  lowest  hygrx)- 
metric  state,  in  order  that  dew  may  be  deposited,  it  being  assumed  that  in  conse- 
quence of  nocturnal  radiation  the  temperature  of  the  ground  is  7^  below  that  of  the  air? 

Ans,  The  hygrometric  state  must  be  at  least  o'6a  of  total  saturation. 

138.  It  is  staled  as  a  practical  rule  that  when  the  tension  of  aqueous  vapour  pRSOt 
in  the  atmosphere,  as  indicated  by  the  dew  point,  is  equal  to  x  mm.  of  mercury,  the 
weight  of  water  present  in  a  cubic  metre  of  that  air  is  x  grammes.  What  is  the  enx)r 
in  this  statement  for  a  pressure  of  zo  mm.  and  the  temperature  15°  C.  ? 

Ans.  0*172  gr. 

139.  A  raindrop  falls  to  the  ground  from  a  height  of  a  mile  ;  by  how  much  would 
its  temperature  be  raised,  assuming  that  it  imparts  no  heat  to  the  air  or  to  the 
ground?  Ans.  3^*8  C. 

140.  A  lead  bullet  falls  through  a  height  of  10  metres  ;  by  what  amount  wiH  its 
temperature  have  been  raised  when  it  reaches  the  ground,  if  all  the  heat  is  expended  id 
raising  the  temperature  of  the  bullet  ?  Ans.  0*75x5°  C 

141.  From  what  height  must  a  lead  bullet  fall  in  order  that  its  temperature  may 
be  raised  n  degrees  ? — and  what  velocity  will  it  have  acquired  ?  It  is  assumed  that  all  the 
heat  is  expended  in  raising  the  temperature  of  the  bullet ;  the  specific  heat  of  lead  is 
taken  at  0*0314.  and  Joule's  equivalent  in  metres  at  424. 

Ans.  13*31  X  n  metres ;  v  —  28*8  \/». 

142.  How  much  heat  is  disengaged  if  a  bullet  weighing  50  grammes  and  having 
a  velocity  of  50  metres  strikes  a  target  ? 

Ans.  Sufhcient  to  raise  one  gramme  of  water  through  15^  C. 

143.  How  much  heat  is  produced  in  the  room  of  a  manufactory  in  which  1*2  horse- 
power of  the  motor  is  consumed  each  second  in  overcoming  the  resistance  c^  frictioo  ? 

Ans»  A  quantity  sufficient  to  raise  102561  pounds  of  water  one  degree  Centigrade. 

144.  What  is  the  ratio  between  the  quantities  of  heat  which  are  respecti%'ely  pro- 
duced, when  a  bullet  weighing  50  grammes  and  having  a  velocity  of  500  metres, 
and  a  cannon-ball  weighing  40  kilogrammes  with  a  x-elocity  of  400  metres,  strike  a 
target?  Ans.  i  :  51a. 

145.  The  specific  heat  of  lead  is  0*031,  and  its  latent  heat  5*37.  What  is  the 
mechanical  equivalent  of  the  heat  necessary  to  raise  5  pounds  of  lead  from  a  tempen- 
twce  of  270°  C^  to  its  melting-point  335°  C,  and  then  to  melt  it  ? 

Ans.  51326  foot-pounds. 

146.  Assuming  that  the  temperature  at  wliich  heat  leaves  a  perfect  engine  is  16''  C. 
at  what  temperature  must  it  be  taken  in  in  order  to  obtain  a  theoretical  useful  effect  of  ^  ? 

Ans.  160*50  C 

147.  Assuming  that  in  a  perfect  engine  heat  is  taken  in  at  a  temperature  of  144°, 
and  is  given  out  at  a  temperature  of  36° :  what  is  the  greatest  theoretical  useful  effect? 

Ans.  0*259* 
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VI.   ON  LIGHT 

148.  How  many  candles  are  required  to  produce  at  a  distance  of  2 '5  metres,  the 
same  illuminating  effect  as  one  candle  at  a  distance  of  0*45  m.  ?  Ans,  '^x. 

149.  Two  sources  of  light  whose  intensities  are  as  i  :  2  are  two  metres  apart.  At 
what  position  is  a  space  between  them  equally  illuminated  ? 

Ans.  o'828  metre  from  the  less  intense  light. 

150.  A  candle  sends  its  rays  vertically  against  a  plane  surface.  When  the  candle  is 
removed  to  thrice  the  distance  and  the  surface  makes  an  angle  of  60°  with  the  original 
position,  what  is  the  ratio  of  the  illuminations  in  the  two  cases  ?  a   ^    -,  .    "^ 

Alts,    I    I    — 

x8- 

151.  An  observer,  whose  eye  is  6  feet  above  the  ground,  stands  at  a  distance  of  x8 
feet  from  the  near  edge  of  a  still  pond,  and  sees  there  the  image  of  the  top  of  a  tree, 
the  base  of  which  is  at  a  distance  of  zoo  yards  from  the  place  at  which  the  image  is 
formed.     Required  the  height  of  the  tree.  Ans.  100  feet. 

153.  What  is  the  height  of  a  tower  which  casts  a  shadow  56 '4  m.  in  length  when  a 
vertical  rod  0*95  m.  in  height  produces  a  shadow  i'38  m.  in  length?  Ans.  38  8. 

153.  A  minute  hole  is  made  in  the  shutter  of  a  dark  room,  and  at  a  distance  of 
2*5  metres  a  screen  is  held.  What  is  the  size  of  the  image  of  a  tree  which  is  15  "3 
metres  high  and  is  at  a  distance  of  40  metres  ?  Ans.  0*95625  metre. 

154.  What  is  the  length  of  the  shadow  of  a  tree  50  feet  high  when  the  sun  is  30° 
above  the  horizon?  What  when  it  is  45°,  and  60°?    Ans.  86 '6  ;  50,  and  28*867  feet. 

155.  Under  what  visual  angle  does  a  line  of  30  feet  appear  at  a  distance  of  18  feet  ? 

Ans.  79° '36. 

156.  The  apparent  diameter  of  the  moon  amounts  to  31'  3".  What  is  its  real  dia- 
meter if  its  distance  from  the  earth  is  taken  at  239000  geographical  miles  ? 

Ans.  2158  geographical  miles. 

157.  For  an  ordinary  eye  an  object  is  visible  with  a  moderate  illumination  and  pure 
air  under  a  visual  angle  of  40  seconds.  At  what  distance,  therefore,  can  a  black  circle 
(6  inches  in  diameter)  be  seen  on  a  white  ground  ?  Ans.  2578  feet. 

158.  At  what  distance  from  a  circle  with  a  diameter  of  one  foot  is  the  visual  angle  a 
second  ?  Ans.  206265  feet. 

159.  At  what  distance  would  a  circular  disc  i  inch  in  diameter,  of  the  same  bright- 
ness as  the  sun's  surface,  illuminate  a  given  object  to  the  same  extent  as  a  vertical  sun 
in  the  tropics,  the  light  absorbed  by  the  air  being  neglected  ? 

Ans.  Taking  the  sun's  angular  diameter  at  30',  jr  »  38  inches. 

160.  What  is  the  minimum  deviation  for  a  glass  prism  (»  ^  1*53),  whose  refracting 
angle  is  66°  ?  Ans.  39O  50'. 

161.  What  is  the  minimum  deviation  for  a  prism  of  the  same  substance  when  the 
refracting  angle  is  45°  ?  Ans.  63°  38'. 

162.  The  refracting  angle  of  a  prism  of  silicate  of  lead  has  been  found  by  measure- 
ment to  be  2i°'i2',  and  the  minimum  deviation  to  be  24^*46'.  Required  the  refractive 
index  of  the  substance.  Ans.  aT22. 

163.  Construct  the  path  of  a  ray  which  falls  on  an  equiangular  crown-glass  prism 
at  an  angle  of  30*^ ;  and  find  its  deviation.  Ans.  70° '45. 

164.  What  are  the  angles  of  refraction  upon  a  ray  which  passes  from  air  into  glass 
at  an  angle  of  40P  ;  from  air  into  water  at  an  angle  of  65® ;  and  from  air  into  diamond 
at  an  angle  of  So®?  Ans,  250-20  ;  440-5  ;  230-12. 
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165.  The  focal  distance  of  a  concave  mirror  is  8  metres.  What  is  the  distance  of 
the  image  from  the  mirror  when  the  object  is  at  a  distance  of  22,  5,  and  7  metres 
respectively?  '  Ans,  24;  —  13*3,  and  —  56. 

166.  An  object  at  a  distance  of  xo  feet  produces  a  distinct  ima^e  at  a  distance  of 
3  feet.    What  is  the  focal  distance  of  the  mirror?  Ans,  9*3077  feet. 

167.  Required  the  focal  distance  of  a  crown-glass  meniscus,  the  radius  of  curvature 
of  the  concave  face  being  45  mm.,  and  that  of  the  convex  face  30  mm. ;  the  index  of 
refraction  being  1*5.  Ans.  f  ^  x8o  mm. 

168.  What  is  the  principal  focal  distance  of  a  double-convex  lens  of  diamond,  the 
radius  of  curvature  of  each  of  whose  faces  is  4  mm.,  and  the  refractive  index  of  dia- 
mond a '487  ?  Ans,  X '34  mm. 

169.  A  watch-glass  with  ground  edges,  the  curvature  of  which  was  4*5  cm.,  was 
filled  with  water,  and  a  glass  plate  slid  over  iL  The  focus  of  the  plano-convex  lens 
thus  formed  was  found  to  be  13*5  cm.    Required  the  refractive  index  of  the  water. 

Ans.  n  «  I '33. 

170.  What  is  the  focal  distance  of  a  doubleKxmvex  lens  when  the  distances  of  the 
image  and  object  are  respectively  5  and  36  centimetres?  Ans.  4*4  centimetres. 

171.  The  radii  of  curvature  of  a  double-convex  lens  of  crown  glass  are  six  and 
eight  inches.    What  is  the  focal  distance?  Ans.  6*85  inches. 

172.  The  focal  distance  of  a  double-convex  lens  is  4  inches  ;  the  radius  of  cur- 
vature of  one  of  its  faces  is  3  inches.    What  is  that  of  the  second?  Ans,  6  inches. 

173.  The  radius  of  curvature  of  a  plano-convex  lens  is  xa  inches.  Required  its 
focal  distance.  Ans.  24  inches. 

174.  If  the  focal  distance  of  a  double-convex  lens  is  x  centimetre,  at  what  distance 
must  a  luminous  object  be  placed  so  that  its  image  is  formed  at  2  centimetres  dis> 
tance  from  the  lens  ?  Ans.  a  centimetres. 

175.  A  candle  at  a  distance  of  x2o  centimetres  from  a  lens  forms  an  image  on  the 
other  side  of  the  lens  at  a  distance  of  aoo  cm.  Required  the  nature  of  the  lens  and 
its  focal  distance.  Ans.  It  is  a  convex  lens,  and  its  focal  distance  is  75  cm. 

176.  A  plano-convex  lens  was  found  to  produce  at  a  distance  of  63  cm.  a  sharp 
image  of  an  infinitely  distant  object.  In  front  of  the  same  lens,  at  a  distance  of  84  cm., 
a  millimetre  scale  was  placed,  and  a  sharp  image  was  formed  at  a  distance  of  950  an. 
It  was  thus  found  that  10  millimetres  in  the  object  corresponded  to  29  in  the  image. 
From  these  observations  determine  the  focal  distance  of  the  lens.  Ans.  The  mean 
of  the  results  is  62*4. 

17T.  The  image  of  a  distant  tree  was  sharply  formed  at  a  distance  of  3X  cm.  from 
the  centre  of  a  concave  mirror. 

In  another  case  the  image  of  an  object  x8  mm.  in  length  at  a  distance  of  405  mm. 
from  the  mirror  was  formed  at  X350  mm.  from  the  mirror  and  had  a  length  of  6x  mm. 
In  another  experiment  the  distances  of  object  and  image  and  the  size  of  the  image  were 
respectively  aaoo,  355,  and  3  mm. 

Deduce  from  these  several  data  the  focal  distance  of  the  mirror.    Ans.  3x*2  ;  30*5. 

178.  What  must  be  the  radii  of  curvature  of  the  faces  of  a  lens  of  best  form  made 
of  glass  («  »  X  *5)  if  its  focal  distance  is  to  be  6  inches  ?    Ans.  3*5  inches  and  ax  indies. 

179.  A  diffraction  grating,  with  lines  0*05  mm.  apart,  is  held  in  front  of  a  Bunsen's 
burner  in  which  common  salt  is  volatilised,  and  when  viewed  through  a  telescope  it  is 
found  that  the  angular  distances  of  the  first,  second,  fotirth,  and  sixth  bright  bands  from 
the  central  one  are  respectively  0°  4x',  1°  ax',  3^  43',  and  4^  3'.  Required  the  wave- 
length of  sodium  light. 

The  formula  \  »    — -°  ^  ,  where  X  is  the  wave-length,  ^  the  angular  distance  of 

n 

any  bright  line  of  order  n  from  the  central  one,  gives  as  the  mean  of  the  4  observa- 
tions :  Ans.  0*00059088  mm. 
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VII.    MAGNETISM  AND  FRICTIONAL  ELECTRICITY 

180.  A  compass  needle  at  the  magnetic  equator  makes  15  oscillations  in  a  minute ; 
how  many  will  it  make  in  a  place  where  the  horizontal  force  of  the  earth's  magnetism  is 

L_  as  great?  Ans.  19, 

as 

181.  A  compass  needle  makes  9  oscillations  a  minute  under  the  influence  of  the 
earth's  magnetism  alone ;  how  many  will  it  make  when  re-magnetised  so  as  to  be 
half  as  strong  again  as  before?  Ans.  zi. 

182.  A  small  magnetic  needle  makes  100  oscillations  in  7  min.  4a  sees,  xmder  the 
influence  of  the  earth's  force  only ;  when  the  south  pole  of  a  long  bar  magnet  A  is 
placed  zo  inches  north  of  it,  it  makes  zoo  oscillations  in  4  min.  3  sees.  ;  and  with  the 
south  pole  of  another  magnet  B  in  the  same  place,  it  makes  zoo  oscillations  in  4  min. 
48  sees.    What  are  the  relative  strengths  of  the  magnets  A  and  B  ? 

Ans.  A  B  z*404  B. 

183.  On  a  table  where  the  earth's  magnetism  is  counteracted,  the  north  pole  of  a 
compass  needle  makes  20  oscillations  in  a  minute  under  the  attraction  of  a  south  pole 
4  inches  distant ;  how  many  will  it  make  when  the  south  pole  is  3  inches  distant  ? 

Ans,  26*6. 

184.  If  the  oscillating  magnet  be  re-magnetised  so  as  to  be  twice  as  strong  as 
before,  how  many  oscillations  in  a  minute  will  it  make  in  the  two  positions  respectively  ? 

Ans,  38 'a8  and  50 '37. 

18A.  At  one  end  of  a  light  glass  thread,  carefully  balanced  so  as  to  oscillate  in  a 
vertical  plane,  is  a  pith  balL  Over  this  and  in  contact  with  it  is  a  fixed  pith  ball  of  the 
same  dimensions.  Both  balls  being  charged  with  the  same  electricity,  it  is  found  that 
to  keep  them  z'4  inch  apart,  a  weight  of  '9  mgr.  must  be  placed  at  the  free  end  of  the 
glass  thread.    What  weight  must  be  placed  there  to  keep  the  balls  z  '05  inch  apart  ? 

Ans,  z'6  mgr. 

186.  A  small  insulated  sphere  A  charged  with  the  quantity  of  -I-  electricity  2  is 
at  a  distance  of  25  mm.  from  a  second  similar  sphere  B  charged  with  the  quantity  5  ; 
the  latter  is  momentarily  touched  with  an  unelectrified  sphere  b,  of  the  same  size,  and 
the  distance  altered  to  20  mm.  What  is  the  ratio  of  the  repulsive  forces  in  the  two 
cases  ?  Ans,  32  :  25. 

187.  Two  insulated  spheres  A  and  B,  whose  diameters  are  respectively  as  7  :  zo, 
have  equal  quantities  of  electricity  imparted  to  them.  In  what  ratft  are  their  electrical 
densities?  Ans.  zoo  :  49. 

188.  Two  such  spheres  whose  diameters  are  as  3  :  5  contain  respectively  the 
quantities  of  electricity  7  and  zo.     In  what  ratio  are  their  densities  ?      Ans.  35  :  z8. 

189.  Three  insulated  conducting  spheres,  A,  B,  and  C,  whose  radii  are  respectively 
z,  2,  and  3,  are  chained  with  electricity,  so  that  their  respective  potentials  are  as  3  : 2  :  z, 
and  are  then  connected  by  wires,  whose  capacity  may  be  neglected.  What  is  the  total 
quantity  and  potential  of  the  system  ?  ^m j.  Q »  zo  ;  Va  z '66. 

190.  Supposing  each  of  the  spheres  discharged  separately,  what  would  be  the  total 
work  they  would  produce,  as  compared  with  that  produced  by  the  discharge  of  the 
whole  system  ?  Ans.  yn  25. 


4A 


1 090  Problems  and  Examples  in  Physics 


VIII.    VOLTAIC  ELECTRICITY 

191.  A  galvanometer  offering  no  appreciable  resistance  is  connected  by  short  thidc 
wires  with  the  poles  of  a  cell,  and  deflects  20^.  By  how  much  will  it  be  deflected  if  two 
exactly  similar  cells  are  connected  with  the  first  side  by  side  ?  Ans.  ^7^ '30^. 

192.  By  how  much  if  the  three  cells  are  connected  in  series  ?  Ahs,  aoP. 

193.  Two  cells  each  of  z  ohm  resistance  are  connected  in  series  by  a  wire  the 
resistance  of  which  is  also  i  ohm.  If  each  of  these  when  connected  singly  by  shon 
thick  wires  to  a  galvanometer  of  no  appreciable  resistance  deflects  it  a^,  bow  mucb 
will  the  combination  deflect  it,  the  connections  being  made  by  short  thick  wires? 

Ans.  i/>'i6'. 

A  Siemens  unit  is  equal  to  the  resistance  of  a  column  of  pure  mercury  a  metre  in 
length  and  a  square  mm.  in  cross  section.  It  is  equal  to  0*9536  of  an  ohm  or  BA 
unit;  or  a  ba  unit  equals  z'0485  Siemens  unit,  or  equals  a  column  of  mercury  1*0485 
metre  in  length  and  a  square  mm.  in  cross  section. 

194.  A  single  thiermo-electric  couple  deflects  a  galvanometer  of  100  ohms  resist- 
ance oP  30';  how  much  will  a  series  of  30  such  couples  deflect  it*  the  connections  being 
made  by  short  thick  wires  ?  Afis.  ij^o-^, 

195.  Suppose  a  sine  galvanometer  had  been  used  in  the  last  question,  and  the 
first  reading  had  been  0^*30',  what  would  the  second  be?  Ams,  15^'zo^. 

196.  I1ie  internal  resistance  of  a  cell  is  half  an  ohm  ;  when  a  tangoat  galvano- 
meter of  I  ohm  resistance  is  connected  with  it  by  short  thick  wires  it  is  deflected  15^ ; 
by  how  much  will  it  be  deflected  if  for  one  of  the  thick  wires  a  thin  wire  of  z^  ohm 
resistance  is  substituted  ?  Ams,  ^'j/. 

197.  What  will  be  the  deflection  if  each  of  the  wires  is  replaced  by  a  thin  wire  d 
1^  ohm  resistance  ?  Ami,  50  6'. 

198.  A  cell  of  one-third  of  an  ohm  resistance  deflects  a  tangent  galvanometer  of 
unknown  resistance  45^,  the  connection  being  made  by  two  short  thick  wires.  If  a  wire 
of  3  ohms  resistance  be  substituted  for  one  of  the  short  wires  the  deflection  is  30^.  What 
is  the  resistance  of  the  galvanometer?  Ans,  3*75  ohms. 

199.  What  would  be  the  deflection  if  for  the  cell  in  the  last  question  three  exactly 
similar  cells  in  series  were  substituted  {a)  when  the  galvanometer  alone  is  in  circuit ; 
(6)  when  both  the  g^vanometer  and  the  thin  wire  are  in  circuit? 

Ams,  a  680-48.  i  «  57**41'. 

200.  A  galvanometer  offering  no  sensible  resistance  is  deflected  50P  by  a  cell 
connected  with  it  by  short  thick  wires.  If  a  resistance  of  3  ohms  be  put  in  the  dicuic, 
the  deflection  is  ao^.    Find  the  internal  resistance  of  the  cell.  Ams.  z'33. 

201.  Suppose  the  results  in  the  last  question  Mrere  produced  by  two  exactly  similar 
cells  in  series,  find  the  internal  resistance  of  each.  Ams.  0*6591 

202.  Suppose  they  were  produced  by  two  exactly  similar  cells  placed  side  by  side, 
find  the  internal  resistance  of  each.  Ams.  9*639, 

203.  If  the  resistance  of  Z30  yards  of  a  particular  copper  wire  -^  of  an  inch  ia 

z6 

diameter  is  an  ohm,  express  in  that  unit  the  resistance  of  8243  yards  of  copper  wire  -i. 

zs 
of  an  inch  in  diameter.  Ams.  35*66. 

20  ft.  One  form  of  fuse  for  firing  mines  by  voltaic  electricity  consists  of  a  platinmn 
wire  }  of  an  inch  long,  of  which  a  yard  weighs  a  grains.  Required  its  resistance  in 
terms  of  a  Siemens  unit.  Specific  gravity  of  platinum  aa,  and  its  conducting  power 
zz'a5  that  of  mercury.  Ams,  o*z3Z. 

205.  Express  in  ohms  the  resistance  of  one  mile  of  copper  wire  ^  of  an  inch  in 
diameter  of  the  same  quality  as  that  referred  to  in  903.  Ams.  0*8461. 
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206.  The  whole  resistance  of  a  copper  wire  going  round  the  earth  (24800  miles)  Is 
33x650  ohms.    Find  its  diameter  in  inches.  Ans,  0*0738. 

907.  What  length  of  platinum  wire  0*05  of  an  inch  in  diameter  must  be  taken  to 
get  a  resistance  equal  to  i  ohm,  the  specific  resistance  of  platinum  being  taken  at  5*55 
that  of  copper  ?  Ans,  14*9  metres. 

208.  660  yards  of  iron  wire  0*0625  of  an  inch  in  diameter  have  the  same  electrical 
resistance  as  a  mile  of  copper  wire  0*0416  of  an  inch  in  diameter.  Find  the  specific 
resistance  of  iron,  that  of  copper  being  unity.  Ans,  6*03. 

209.  Ten  exactly  similar  cells  in  series  produce  a  deflection  of  45^  in  a  tangent 
galvanometer,  the  external  resistance  of  the  circuit  being  10  ohms.  If  arranged  so 
that  there  is  a  series  of  5  cells,  of  two  abreast,  a  deflection  of  33^*42'  is  produced ; 
find  the  internal  resistance  of  the  cell.  Ans.  ^  ohm. 

210.  On  the  bobbins  of  the  new  Post  Ofiice  pattern  of  a  single  needle  instrument 
are  coiled  325  yards  of  No.  35  copper  wire  0*0087  inch  in  diameter,  the  resistance  of 
which  is  about  93  ohms.  Required  the  conducting  power  of  the  wire  in  terms  of 
mercury.  Ans.  55-6. 

211.  Ten  exactly  similar  cells  each  of  f  of  an  ohm  resistance  give,  when  arranged 
in  3  series  of  five  each,  a  deflection  of  23^*57' ;  but  when  arranged  in  5  series  of  3  each 
a  deflection  of  33^*43'.  Required  the  external  resistance  of  the  circuit  including  that 
of  the  galvanometer.  Ans.  n* 

212.  A  cell  in  a  certain  circuit  deflects  a  tangent  galvanometer  18^  s6' ;  two  such 
cells  abreast  in  the  same  circuit  deflect  it  33^  5/ ;  two  such  cells  in  series  in  the  same 
circuit  diminished  by  i  ohm  deflect  it  39^*3'.  Find  the  internal  resistance  of  one  cell 
and  that  of  the  circuit.  Ans,  R  »  r  «  z'66. 

213.  What  is  the  best  arrangement  of  6  cells,  each  of  f  of  an  ohm  resistance, 
against  an  external  resistance  of  3  ohms  ? 

Ans.  Indiflerent  whether  in  6  cells  of  i  each  or  in  3  cells  of  3  each. 

214.  What  is  the  best  arrangement  of  30  cells,  each  of  0*8  ohm  resistance,  against 
an  external  resistance  of  4  ohms  ?  Ans.  10  cells  of  s  each. 

216.  In  a  circuit  containing  a  galvanometer  and  a  voltameter,  the  current  which 
deflects  the  galvanometer  45^  produces  10*33  cubic  centimetres  of  mixed  gas  in  a 
minute.  The  electrodes  are  put  farther  apart,  and  the  deflection  is  now  30^  ;  find 
how  much  gas  is  now  produced  per  minute.  Ans.  3*757  cc. 

216.  zoo  inches  of  copperwire  weighing  100  grains  has  a  resistance  of  0*1516  ohm. 
Required  the  resistance  of  50  inches  weighing  soo  grains.  Ans,  0*0379. 

217.  A  knot  of  nearly  pure  copper  wire  weighing  one  pound  has  a  resistance  of 
Z300  ohms  at  15^*5  C. ;  what  is  the  resistance  at  the  same  temperature  of  a  knot  of  the 
same  quality  of  wire  weighing  125  pounds?  Ans,  9*6  ohms. 

218.  Find  the  length  in  yards  of  a  wire  of  the  same  diameter  and  quality  as  the 
knot  pound  in  2x7,  having  a  resistance  of  3  ohms.  Ans.  3*38  yards. 

219.  Find  the  length  in  yards  of  a  wire  of  the  same  quality  and  total  resistance  as 
the  knot  pound  in  2x7,  but  of  three  times  the  diameter.  Ans.  18361  yards. 

220.  The  specific  gravity  of  platinum  is  s^  times  that  of  copper ;  its  resistance  5} 
as  great.  What  length  of  platinum  wire  weighing  100  grains  has  the  same  resistance 
as  zoo  inches  of  copper  wire  also  weighing  zoo  grains?  Ans,  37. 

221.  A  cell  with  a  resistance  of  an  ohm  is  connected  by  very  short  thick  wires  with  the 
binding  screws  of  a  tangent  galvanometer,  the  resistance  of  which  is  half  an  ohm,  and 
the  deflection  is  45^  ;  if  the  screws  of  the  galvanometer  be  also  connected  at  the  same 
time  by  a  wire  of  z  ohm  resistance,  find  the  deflection.  Ans.  36^  53'. 

222.  The  resistance  of  a  galvanometer  is  half  an  ohm,  and  the  deflection  when 
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Che  current  of  a  cell  is  passed  through  it  is  30^.    When  a  wire  of  2  ohms  resistance  is 
introduced  into  the  circuit  the  deflection  is  15^ ;  find  the  internal  resistance  of  the  oelL 

Ans.  z'23. 

223.  When  the  current  of  a  cell,  the  resistance  of  which  is  f  of  an  ohm,  is  passed 
through  a  galvanometer  connected  with  it  by  very  short  thick  wires,  the  deflection  is 
45^ ;  when  the  binding  screws  are  also  connected  by  a  shunt  having  a  resistance  of  i 
the  deflection  is  33^*42'.     Find  the  resistance  of  the  galvanometer.  Ans,  2. 

224.  A  cell  whose  internal  resistance  is  2  ohms  has  its  copper  pole  connected  with 
the  binding  screw  A  of  a  galvanometer  formed  of  a  thick  band  of  copper.  From 
the  other  screw  B  a  wire  of  20  ohms  resistance  passes  to  the  zinc  pole,  and  the  deflection 
read  off"  is  7°*8'.  Find  the  deflection  when  B  is  at  the  same  time  connected  with  the 
zinc  pole  by  a  second  wire  of  30  ohms  resistance.  Ans,  11^  8'. 

225.  What  would  be  the  deflection  in  224  if  the  second  wire  instead  of  passing 
from  B  to  the  zinc  pole  passed  directly  from  the  zinc  pole  to  the  copper  pole  ? 

Ans.  6° -4/. 

226.  A  Leclanch^  cell  deflects  a  galvanometer  30^  when  200  ohms  resistance  are 
introduced  into  the  circuit,  15®  when  570  ohms  are  introduced ;  a  standard  DanieU 
cell  deflects  it  30^  when  100  ohms  are  in  circuit,  and  15^  when  250  additional  ohms  are 
introduced.  Required  the  electromotive  force  of  the  Leclanch^  in  terms  of  that  of  the 
Daniell.  Ans,  1*48. 

227.  A  Bunsen  and  a  Daniell  cell  are  placed  in  the  same  circuit  in  the  first  case 
so  that  the  carbon  of  the  first  is  united  to  the  zinc  of  the  Daniell ;  and  in  the  second 
case  so  that  their  currents  oppose  each  other.  The  currents  are  respectively  300*2', 
and  in  the  second  10^ '6'.  Required  the  electromotive  force  of  the  Bunsen  in  terms  of 
the  Daniell.  Ans,  1*89. 

228.  A  telegraph  line  constructed  of  copper  wire,  a  kilometre  of  which  weighs  30*5 
kilogrammes,  is  to  be  replaced  by  iron  wire  a  kilometre  of  which  weighs  135*6  kilo- 
grammes. In  what  ratio  does  the  resistance  alter  ?  Ans,  The  resistance  of  the  iron 
wire  will  be  z'i8  times  that  of  the  copper  wire  for  which  it  is  substituted. 

229.  A  telegraph  line  which  has  previously  consisted  of  copper  wire  weighing  30*5 
kilogrammes  to  the  kilometre  is  to  be  replaced  by  an  iron  ¥rire  of  the  same  length 
which  shall  oSier  the  same  resistance.  What  must  be  the  section  of  the  latter,  and 
what  its  weight  per  kilometre? 

Ahs.  The  section  of  the  copper  wire  is  3*4357  sq.  mm.,  that  of  the  iron  by  which 
it  is  replaced  is  20*6  sq.  mm.,  and  its  weight  per  kilometre  is  160 '4  kilogrammes. 

230.  When  the  poles  of  a  voltaic  cell  are  connected  by  a  conductor  of  resist- 
ance I,  a  current  of  strength  1*32  is  produced  ;  and  when  they  are  connected  by  a 
conductor  of  resistance  5  the  strength  of  the  current  is  0*33.  Find  from  these  data 
the  internal  resistance  and  the  electromotive  force  of  the  celL    Ans,  R^\  E^^i'jt. 

231.  A  silver  wire  is  joined  end  to  end  to  an  iron  wire  of  the  same  length,  but  of 
double  the  diameter,  and  six  times  the  specific  resistance ;  the  other  ends  are  joined 
to  the  battery,  the  current  of  which  is  transmitted  for  five  minutes,  during  which  time 
a  total  quantity  of  45  units  of  heat  is  generated  in  the  two  wires.  How  is  it  shared 
between  them  ?  Ans.  Ag :  />«  18  :  27. 

232.  A  window  casement  of  iron  faces  the  south,  and  the  hinges  which  support  it 
are  on  the  east.  What  electrical  phenomena  are  observed  {a)  when  the  window  is 
opened,  and  {b)  when  it  is  closed  ? 

233.  Two  points  135^  apart  in  a  imiform  circular  conducting  ring  are  connected 
with  the  opposite  poles  of  a  voltaic  battery.  Compare  the  strength  of  the  current  in 
the  two  portions  of  the  ring. 

234.  A  mile  of  cable  with  a  resistance  of  3*59  ohms  was  put  in  water,  with  the 
end  B  insulated ;  its  core  having  been  pricked  with  a  needle  the  resistance  tested  from 
the.  end  A  was  found  to  be  2*81  ohms.  A  being  insulated,  a  test  from  B  showed  the 
resistance  to  be  276.     Required  the  distance  from  B  to  the  injured  spot. 

Ans.  867  yards. 
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ABE 

ABEL'S  electric  ftise,  794 
Aberration,       chromatic,       583 ; 

spherical,  533 
Abnormal  dispersion,  581 
Absolute  electrical  units,  963 
Absolute  expansion  of  mercury,  322 
Absolute  measure  of  electrical  resistance, 

954 ;  temperature,  496 
Absorbent  power  of  aqueous  vapour,  985 
Absorbing  power,  424 
Absorption,  electrical,  748 ;  of  gases  by 

solids,  193  ;  of  gases  by  liquids,  189  ; 

of  heat  by  liquids,  434 ;   by  vapours, 

435  ;  heat  prcduced  by,  482 
Acceleration  of  a  force,  27,  61  a,  77 
Accidental  haloes,   627  ;  images,   626 ; 

magnetic  variations,  694 
Accommodation  (of  the  eye),  620 
Accumulator,  hydraulic,  151 
Accumulators,  765 
Achromatism,    584  ;   of  the  microscope, 

592 
Adiromatopsy,  632 
Acidometer,  127 
Acierage,  857 
Aclinic  lines,  698 
Acoustics,  220-29 1 

Acoustic  foci,  237  ;  attraction  and  repul- 
sion, 290 
Actinic  balance,  960 ;  rays,  433,  573 
Action  and  reaction,  39 
Ader*s  telephone,  930 
Adhesion,  86 

Aerial  meteors,  973  ;  perspective,  618 
Aerolites,  480 
^sculine,  582 
Affinity,  85 

After  action,  89 ;  elastic,  91 
Agents,  6 
Agonic  line,  692 
Air,  aspirating  action  of  currents  of,  207 ; 

causes  which  modify  temperature  of, 

974,  1005 ;  heating  by,  491 ;  thermo- 


ANI 

meter,   334;  resistance  of,   48;    trap, 

167 
Air-balloons,  196  ;  chamber,  217 
Air-brake,  209 ;  pump,  200,  467  ;  Bian- 

chi*s,  203  ;  condensing,  209 ;  DeleuiPs, 

204 ;    gauges,    201  ;     rarefaction    in, 

200 ;    receiver   of,    200 ;    SprengePs, 

205  ;  uses  of,  210 
Ajutage,  146 
Alarum,  electric,  897 
Alcarrazas,  373 
Alcoholic  value  of  wines,  378 
Alcoholometer,  128;  Gay-Lussac's,  128; 

centesimal,  128 
Alcohol  thermometer,  306 
Allotropic  states,  457 
Alloys,  340 

Alternate  currents,  9x3 
Amalgam,  754 
Amalgamated  rinc,  816 
Amber,  723 

Amici's  camera  lucida,  603 
Ammeter,  962 
Ampere,  814 
Ampere's  memoria  technica^  820  ;  theory 

of  magnetism,  879 
Amplitude  of  vibration,  55 
Analogous  pole,  732 
Analyser,  656 

Analysis,  spectral,  575;  of  solar  light,  430 
Anamorphoses,  534 
Anelectrics,  724,  748 
Anelectrotonus,  82^ 
Anemometer,  974,  975 
Aneroid  barometer,  164,  187 
Angle  of  deviation,  544,  1002 ;   critical, 

540;  optic,  617;  of  polarisation,  654; 

of  reflection  and  incidence,  511,  536; 

of   repose,    39 ;    of   refraction,    536 ; 

visual,  617 
Angular  currents,  laws  of,  860 ;  velocity, 

53 
Animal  heat,  485 
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ANI 

Anion,  842 

Annealing,  90 

Annual  variations,  693 

Anode,  842 

Anticyclone,  979 

Antilogous  pole,  732 

Anvil,  921 

Aperiodic  galvanr  meter,  821 

Aperture  of  a  lens,  558 

Aplanatic  lenses,  5^8 

Aqueous  humour,  012 

Aqueous  vapour,  its  influence  on  climate, 
985  ;  tension  of,  355-361 

Arago*s  experiment,  181 

Arbor  Dianae,  853  ;  Satumi,  853 

Arc  lamps,  838 

Arc  of  vibration,  55  ;  voltaic,  833 

Archimedes'  principle,  113;  applied  to 
gases,  195 

Area,  unit  of,  22 

Armatures,  718;  drums,  918;  Siemens', 
914 

Arms  of  levers,  40 

Armstrong's  hydro-electric  machine,  758 

Artesian  wells,  in 

Artificial  magnets,  680 

Ascension,  right,  600 

Ascent  of  liquids  in  capillary  tubes,  132  ; 
between  surfaces,  133 

Aspirating  action  of  air  currents,  207 

Astatic  currents,  873  ;  needle  and  system, 
700;  circuits,  873 

Astronomical  telescope,  595 

Athermancy,  434 

Atmolysis,  190 

Atmosphere,  its  composition,  157;  crush- 
ing force  of,  159  ;  amount  of,  determi- 
nation of,  163  ;  electricity  in  the,  993, 

994  ;  moisture  of,  400 
Atmospheric  electricity,  causes  of,  994, 

995  ;  pressure.  158,  163,  974 
Atomic  heat,  458  ;  weight  deduced  from 

specific  heat,  458 

Atoms,  3 

Attraction,  capillary,  131  ;  and  repulsion 
produced  by  capillarity,  137 ;  mole- 
cular, 83  ;  universal,  66 

Attractions,  magnetic,  laws  of,  703 ; 
electrical,  laws  of,  734 

Atwood's  machine,  77 

Audiometer,  932 

Aura,  764 

Aurora  borealis,  694,  1 003 

Aunim  musivum,  754 

Austral  pole,  689 

Avoirdupois,  23 

Axis    of   crystal,    640 ;    electric,    732  ; 


BEC 

lenses,  551 ;  optic,  617  ;  of  a  magnet, 
681  ;  of  oscillation,  79 
Azimuth  circle,  695 


BAD  conductors,  404 
Bain's  electro-chemical  telegraph* 

895 
Balance,  71  ;  actinic,  960 ;  beam  of,  72; 

compensating,  320;  delicacy  of,  73; 
hydrostatic,  120 ;  induction,  932 ; 
knife-edge  of,  71  ;  pendulum,  320 ; 
physical  and  chemical,  74 ;  spring. 
88  ;  torsion,  89,  704,  734 
Ballistic  galvanometer,  821 ;  pendulum, 

81 
Balloons,    195-199 ;    construction    and 
management  of,  197  ;  Coxwell's,  196  ; 
Montgol6er,   196 ;    weight  raised  by, 
199 
Bands  of  spectrum,  576 
Barker's  mill,  149 

Barometers,    164 ;   aneroid,    187  ;    Bun- 
ten's,   167 ;   cistern,    165  ;   correctionf 
in,  170  ;  determination  of  heights  by, 
178  ;    differential,    186  ;    fixed,    175  ; 
Fortin's,     166 ;     Gay-Lussac's,    167 ; 
glycerine,  176;  precautions  with,  168; 
wheel,    174;  variations  of  height  of, 
171 
Barometric    formula,     Laplace's,    178; 
gradients,   979;  height   of,   correctcfi 
for  heat,  327 ;  manon^eter,  186 ;  va* 
riations,  172 
Baroscope,  195 
Bassoon,  272 

Battery,  Bunsen's,  810;  Gallants,  810: 
chemical  effects  of,  841  ;  Daniell's, 
808 ;  electric,  774  ;  floating,  867 ; 
gas,  850  ;  gravity,  812  ;  Grove's,  809 : 
Leclancbe's,  813  ;  Leyden,  774  ;  con- 
stant, 807  ;  charged  by  coil,  923;  local. 
889 ;  luminous  effects,  833  ;  magnetic 
717  ;  measurement  of  charge,  777 ; 
mechanical  effects  of,  839  ;  Minotto's. 
812  ;  Marie  Davy's,  812  ;  postal,  S77  ; 
secondary,  849  ;  Smee's,  811 ;  sulphate 
of  mercury,  812;  tension  of,  S15: 
thermo-electric,  944 ;  voltaic,  So4< 
805  ;  Walker's,  811 ;  Wollaston's,  805 
Beam  of  a  balance,  72  ;  of  a  steam- 
engine,  467 
Beats,  262 

Beaume's  hydrometer,  127 
Becquerel's    p)Tometer,    949 ;     thenno* 
electric  battery,  944 ;  electrical  ther- 
mometer, 949 
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Bell  of  a  trumpet,  239 

Bell's  telephone,  930  ;  photophone,  936 

Bellows,  243;  hydrostatic,   loi;  water, 

207 
Bennett's  electroscope,  751 
Berthollet's  experiment,  188 
Berlin's  commutator,  870 
Bianchi's  air-pump,  203 
Biaxial   crystals,   double    refraction   in, 

644;    optic  axis  of,   644;    rings  in, 

667 
Bifurcation,  639 
Binnacle,  697 
Binocular  vision,  621 
Blot's  apparatus,  676 
Biquartz,  677 

Black's  experiments  on  latent  heat,  461 
Bladder,  swimming,  117 
Blagden's  law,  343 
Block  and  tackle,  41 
Blood-globules,  12 
Blue  cloud,  986 
Bodies,  properties  of,  7,  87 
Bohnenberger's  electroscope,  818 
Boiler,  466 
Boiling,  350 ;  by  cooling,  367  ;  laws  of, 

363 

Boiling-point,  influence  of  dissolved  sub- 
stances on,  365 ;  of  nature  of  vessel, 
366 ;  of  pressure  on,  367  ;  in  a  ther- 
mometer, 302 ;  measurement  of  heights 
by,  369 

Bolometer,  960 

Borda's  method,  75 

Boreal  pole,  689 

Bottomley's  experiment,  990 

Boutign/s  experiments,  385 

Boxes,  resistance,  953 

Boyle's  law,  180-182 

Boys's  radiomicrometer,   946 ;    threads, 

Brake,  friction,  473 ;  air,  209 

Bramah's  hydraulic  press,  108 

Branch  currents,  961 

Breaking  weight,  91 

Breezes,  land  and  sea,  977 

Breguet's  thermometer,  309 ;  magneto- 
electrical  machine,  912 

Bridge,  Wheatst one's,  955 

British  imperial  yard,  22  ;  and  French 
system  of  weights  and  measures,  125 

Brittle  bodies,  93 

Browning's  regulator,  836 

Brush  discharge,  787 ;  dynamo-electrical 
machine,  919 

Bulbs,  spedtic  gravity,  123 

Bull's  eye,  591 


CEN 

Bunsen's  Sprengel-pump,  206 ;  battery, 
810;  burner,  576;  ice  calorimeter, 
451 ;  photometer,  509 

Bunsen  and  Kirchhoff's  researches,  578 

Bunten's  barometer,  167 

Buoyancy  of  liquids,  100 

Burning  mirrors,  420 


CABLE  telegraph,  886 
Caesium,  578 

Cagniard-Latour's  sirene,  242 ;  experi- 
ments on  formation  of  vapour,  370 

Cailletet's  and  Pictet's  researches,  382 

Calibration,  298 

Callan's  battery,  810 

Calorescence,  433 

Caloric,  447 

Calorific  effects  of  electrical  discharge, 
790 ;  of  current  electricity,  829,  830  ; 
of  RuhmkorfiPs  coil,  923  ;  of  the  spec- 
trum, 573 

Calorimeter,  450 ;  Bunsen's  ice,  450 ; 
Black's,  451 ;  Favreand  Silbermann's, 
463 ;  Lavoisier  and  Laplace's,  450 

Calorimetry,  447 

Camera  lucida,  603  ;  Amici's,  603 ;  ob- 
scura,  602 ;  Porta's  obscura,  602 ; 
Wollaston's,  603 

Campani's  eyepiece,  592 

Capacity,  error  of  barometric,  165  ;  elec- 
trical, 739 ;  specific  inductive,  748 

Capillarity,  131 ;  attraction  and  repulsion 
produced  by,  137  ;  correction  for,  169 

Capillary  phenomena,  131-138;  electro- 
meter, 840  J  tubes,  132;  ascent  and 
depression  in,  132;  between  parallel 
or  inclined  surfaces,  133 

Capsule,  of  the  eye,  612 

Carbon,  813 

Carcel  lamp,  849 

Cardan's  suspension,  166 

Cardew's  voltmeter,  962 

Carre's  mode  of  freezing,  374 

Carriage  lamps,  535 

Carrier,  electrical,  735 

Cartesian  diver,  116 

Cascade,  charging  by,  776 

Cataracts  of  a  steam  engine,  467 

Cathetometer,  88 

Catoptric  telescopes,  598 

Caustics,  533 

Celsius'  scale,  303 

Centesimal  alcoholometer,  128 

Centigrade  scale,  303 

Centimetre,  125 


^ 
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Centre,  optical,  555  ;  of  g^vity,  68 ;  of 
parallel  forces,  38 ;  of  pressure,  102 

Centrifugal  force,  53 

Centripetal  force,  53 

Charge  of  a  Le3rden  jar,  penetration  of, 
773  ;  measurement  o^  777  ;  laws  of, 
777  ;  residual,  773 

Charging  by  cascsuie,  776 

Charles's  law,  331 

Chatterton*s  compound,  886 

Chemical  affinity,  85 ;  combination,  483 ; 
effects  of  the  battery,  793 ;  decomposi- 
tion, 841 ;  of  electricai  discharge,  793; 
of  voltaic  currents,  841 ;  of  RuhmkorfiTs 
coil,  923  ;  harmonicon,  278  ;  hygro- 
meter, 394 ;  properties  of  the  spectrum, 

573 

Chemistry,  i 

Chevallier's  microscope,  591 

Cheval-vapeur,  472 

Children's  experiment,  830 

Chimes,  electrical,  763 

Chimney,  487 

Chladni's  experiments,  282 

Chlorophane,  635 

Chlorophyl,  580 

Chords,  major  and  minor,  247  ;  physical 
constitution  of,  264 ;  tones  dominant 
and  subdominant,  248 ;  vocal,  259 

Choroid,  612 

Chromatic  scale,  250  \  aberration,  583 

Chromium,  magnetic  limit  of,  720 

Ciliary  processes,  612 

Circle,  azimuthal,  695 

Circular  polarisation,  669 

Cirrocumulus,  981 

Cirrostratus,  981 

Cirrus,  981 

Cistern  barometer,  165 

Clamond's  thermo-electric  battery,  945 

Clarionet,  272 

Clarke's  magneto-electrical  machine,  911 

Cleavage,  electricity  produced  by,  731 

Clef,  252 

Clement  and  Desorme's  experiment,  207 

Climate,  1008 ;  constant,  1008 ;  influence 
of  aqueous  vapour  on,  985 

Climatology,  1004-101 1 

Clocks,  81 ;  crutch  of,  81 ;  electrical, 
898 

Clouds,  981  ;  electricity  of,  996 ;  forma- 
tion of,  982 

Coatings,  769 ;  Leyden  jar  with  movable, 

771 
Cobalt,  720 

Coercive  force,  687 

Coefficients  of  linear  expansion,  313,  3I5> 


316;  conductivity,  404, 405;  Poisson's» 
88 

Cohesion,  84 

Coil,  primary,  900,  921 ;  Ruhmkorff*s, 
921  ;  effects  produced  by,  923  ;  resist- 
s^nce,  953  \  secondary,  921 

Cold,  apparent  reflection  of,  422 ;  pro- 
duced by  evaporation,  373  ;  expansion 
of  gases,  494 ;  by  nocturnal  radiation, 
495  ;  sources  of,  493 

Colladon  and  Sturm's  experiments,  234 

Collecting  plate,  779 

Collimation,  ^95 

Collision  of  bodies,  58 

Colloids,  140 

Coloration  produced  by  rotatory  polari- 
sation, 675 

Colour,  7  ;  of  bodies,  569 ;  of  heat,  436 ; 
of  thin  plates,  650 

Colour  discs,  570 

Colour  disease,  632 

Colours,  contrast  of,  627 ;  mixed,  570 ; 
simple,  566 ;  complementary,  570 ; 
product  by  polarised  light,  662-66S  ; 
by  compressed  glass,  668 

Combustion,  483 ;  heat  disengaged  dur- 
ing, 484 

Comma,  musical,  248 

Common  reservoir,  726 

Communicator,  88i5 

Commutator,  887,  889,  912,  922  ;  Ber- 
tin's,  870 

Compass,  correction  of  errors,  696  ;  de- 
clination, 695  ;  mariner's,  697  ;  incli- 
nation, 698  ;  sine,  824 ;  tangent,  823 

Compensating  cube,  438 

Compensation,  method  of  magnets,  719 ; 
pendulum,  320  ;  balance,  320 ;  grid- 
iron, 320;  strips,  320 

Complementary  colours,  570 

Component  forces,  32 

Composition  of  velocities,  52 

Compound  microscope,  591  ;  wound 
dynamo,  919a 

Compressed  glass,  colours  produced  by, 
668 

Compressibility,  7,  16 ;  of  gases,  154, 
180;  of  liquids,  97 

Concave  mirrors,  419,  528 

Concert  pitch,  251 

Concordant  tones,  247 

Condensation  of  vapours,  375 

Condensed  gas,  193,  209 ;  wave,  225 

Condenser,  759,  765  ;  of  an  engine,  467; 
electrical  limits  to  charge  of,  768; 
of  Ruhmkorff's  coil,   922 ;  Liebig's, 

377 
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Condensing  engiDe,  471 ;  air-pump,  209  ; 
force,  calculation  of,  767 ;  electro- 
scope, 779 ;  plate,  799  ;  hygrometers^ 

395 

Conduction  of  heat,  403 ;  of  electricity, 

725  ;  lightning,  100 1 

Conductivity  of  bodies  for  heat,  404  ;  co- 
efficient of,  404,  405  ;  of  gases,  409 ; 
of  liquids,  407  ;  for  electricity,  955,  958 

Conductors,  725 ;  equivalent,  956 ;  good 
and  bad,  404 ;  lightning,  looi ;  prime, 
753 ;  resistance  of,  952 

Congelation,  343 

Conjugate  mirrors,  420 ;  focus,  525,  552 

Connecting  rod,  468 

Conservation  of  energy,  65 

Constant  currents,  807 

Contact  theory  of  electricity,  799 

Contractile  force,  319 

Contraction,  coefficient  of,  88 

Convection,  408 ;  currents,  445  ;  electro- 
lytic, 832 

Convex  meniscus,  131  ;  mirrors,  526,  529 

Cooling,  method  of,  455  ;  Newton's  law 
of,  416 

Corliss  engine,  47 1 

Cornea,  612 

Cornish  engine,  467 

Corona,  981 

Corpuscular  theory,  499 

Corti's  fibres,  260 

Cosine,  law  of  the,  414,  508 

Coulomb,  964 

Coulomb's  law,  703 

Couple,  37  ;  terrestrial  magnetic,  690 ; 
voltaic,  801 ;  thermo-electric,  942 

Couronne  des  tasses,  805 

Cowles's  method,  920 

Cowper's  writing  tel^raph,  890 

Coxwell's  balloon,  196 

Crab  winch,  42 

Crane,  42 

Critical  angle,  540 ;  current,  920 ;  tem- 
perature, 370 

Crookes's  radiometer,  445 ;  vacuum,  205, 
446;  experiments,  927 

Cross-wire,  595 

Crutch  of  a  dock,  81 

Cryohydrate,  348 

Cryophorus,  373 

Crystal,  hemihedral,  732 

Crystalline,  612 

Crystallisation,  344 

Crystalloids,  140 

Crystals,  344;  expansion  of,  316;  doubly 
refracting,   639,   652,   663 ;   uniaxial, 

*    642 ;  positive  and  negative,  643 


DEG 

Cube,  Leslie's,  423 

Cumulostratus,  981 

Cumulus,  981 

Current  electricity,  800 

Currents,  action  on  currents,  862,  863  ; 
action  of  magnets,  866 ;  action  of 
earth  on,  872,  873 ;  action  on  sole- 
noids, 875,  879 ;  constant,  807  ;  di- 
vided, 961  ;  detection  and  measure- 
ment of  voltaic,  819 ;  diaphragm,  839; 
direct  and  inverse,  900,  901,  908; 
effects  of  enfeeblement  of,  806 ;  energy 
of,  920 ;  extra,  907,  908  ;  of  inclina- 
tion, 967  ;  intensity  of,  825  ;  induc- 
tion by,  900  ;  laws  of  angular,  860 ; 
laws  of  sinuous,  861  :  local,  816 ; 
magnetisation  by,  882 ;  motion  and 
sounds  produced  by,  884 ;  muscular, 
966  ;  in  active  muscle,  969 ;  in  nerve, 
970 ;  rotation  of  magnets  by,  866 ; 
secondary,  806 ;  terrestrial,  880 ;  ther- 
mal effects  of,  830,  831 ;  transmissions 
by,  844 

Curvature   of  liquid   surfaces,  135  ;   in- 
fluence of,  on  capillary  phenomena,  136 

Curves,  magnetic,  706 

Cushions,  753 

Cyanogen  gas,  380 

Cyclones,  979 

Cylinder,  467 ;  electrical  machine,  757 

Cymbal,  282 


DAGUERREOTYPE,  608 
Daltonism,  632 
Dalton's  laws  on  gases  and  vapours,  383; 

method  of  determining  the  tension  of 

aqueous  vapour,  356 
Damper,  279,  821,  905 
Daniell's  battery,  808  ;  hygrometer,  396; 

pyrometer,  31  x 
Dark  lines  of  the  spectrum,    574;    of 

solar  spectrum,  579 
Davy's  littery,  812 
Davy's  experiment,  421 
Day,  apparent,  21 

Dead-beat  galvanometer,  821 ;  -point,  470 
Decimetre,  22,  125 
Declination    compass,    695 ;    errors    of, 

696 ;  magnetic,  691 ;  of  needle,  692 ; 

variations  in,  691 ;  of  a  star,  600 
Decomposition,  chemical,  841  ;  of  white 

light,  564  ;  of  salts,  843 
Decrement,  logarithmic,  821 
Deflagrator,  Hare's,  805,  829 
Degrees  of  a  thermometer,  303 
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DEL 

De  la  Rive's  floating  battery,  867;  ex- 
periments, 928 

De  la  Rue  and  Miiller's  experiments, 
926 

DdeuiPs  air-pump,  204 

Delezenne's  circle,  906 

Delicacy  of  balance,  73 ;  of  thermo- 
meter, 307 

Densimeter,  130 

Density,  24 ;  of  an  electrical  current, 
854 ;  of  the  earth,  67  ;  electric,  736 ; 
gravimetrical,  185;  of  gases,  335- 
337;  maximum  of  water,  330;  of 
vapours,  Gay-Luspac*s  method,  386  ; 
Dumas's,  388  ;  Deville  and  Troost's, 
388 ;  Hofmann's,  387 

Depolarisation,  665 

Depolarising  plate,  663 

Depression  of  liquids  in  capillary  tube, 
132  ;  between  surfaces,  133 ;  coeffi- 
cient of,  343 

Derived  currents,  961 

Descartes'  laws  of  refraction,  537 

Despretz's  experiment,  404 

Developer,  609 

Deviation,  angle  of,  544 

Deville  and  Troost's  method,  388 

Dew,  987 ;  point,  395 

Diabetic  urine,  analysis  of,  678 

Diagram  indicator,  473 

Dial  telegraphs,  888 

Dialyser,  140 

Dialysis,  140 

Diamagnetism,  938 

Diapason,  251 

Diaphanous  bodies,  500 

Diaphragm,  591  ;  currents,  839 

Diathermancy,  434 

Diatonic  scale,  248 

Dielectrical  machine,  Carre's,  760 

Dielectric  polarisation,  747 

Dielectrics,  748 

Differential  barometer,  186 ;  galvano- 
meter, 821  ;  lamp,  838  ;  thermometer, 
Leslie's,  308 ;  Mattbiessen's,  308 ; 
note,  263 

Diffraction,  503  ;  spectra,  648  ;  fringes. 
646 

Diffusion  of  gases,  190  ;  of  heat,  437  ;  of 
liquids,  140 

Digester,  Papin's,  371 

Dimensions  of  units,  6ia 

Dionoea  muscipula,  827 

Dioptric  telescopes,  598 

Diosmose,  139 

Diplopy,  631 

Dip,  magnetic,  698 


DUK 

Dipping  needle,  698 

Direct  Vision  Spectroscope,  577 

Disc,  Newton's,  567  ;  Maxwell's  coknir, 
570 

Discharge,  electrical,  766 ;  effects  of  the, 
783 ;  lateral,  looi ;  silent,  793,^  slow 
and  instantaneous,  766 ;  universal,  775 

Discharging  rod,  766 

Dispersion,  544 ;  abnormal,  581 

Dispersive  power,  564 

Displacement,  46 

Disruptive  discharge,  783 

Dissipation  of  energy,  498 

Dissociation,  389,  484,  845 

Dissolving  views,  604 

Distance,  estimation  of,  618 ;  adaptation 
of  eye  to,  620 

Distillation,  376 

Distribution  of  free  electricity,  735  ;  of 
magnetism,  721 ;  of  temperature^ 
1009  ;  of  land  and  water,  10 1 1 

Diurnal  variations,  693 

Diver,  Cartesian,  116 

Divided  currents,  961 

Dividing  machine,  1 1 

Divisibility,  7,  12 

Dobereiner's  lamp,  482 

Dolbear's  experiments.  930 

Dominant  chords,  248 

Doppler's  principle,  233 

Double-action  steam-engine,  467,  468 

Double  refraction,  639,  652 

Pouble-weighing,  75 

Doublet,  Wollaston,  586 

Dove's  law  of  storms,  978 

Draught  of  fire-places,  4S8 

Drawplate,  92 

Dredging  machines,  150 

Driving  wheels,  470 

Drum  armature,  918 

Drummond's  light,  606 

Dry  piles,  817  ;  plates,  610 

Duboscq's  microscope,  606 ;    regulator. 

Ductility,  7,  92 

Duhamel's  graphic  method,  245 
Dulong    and    Arago's    experiments    on 
Boyle's  law,   181 ;    method  of  deter- 
mining the  tension  of  aqueous  vapour, 

357 

Dulong  and  Petit's  determination  of  ab- 
solute expansion  of  mercury,  322 ; 
method  of  cooling,  455  ;  law,  458 

Dumas's    method    for    vapour    deasitT, 

38« 
Duplex  telegraphy,  893 

Duration  of  electric  spark,  795 
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Dutroche*s  endosmometer,  139 
Oynamical  theory  of  heat,  429 
Dynamic  xadiation  and  absorption,  442 
l^namo-electrical  machine,  916-918 
Dynamo-magnetic  machine,  916 
Dynamometer,  90,  473 
Dyne,  6ia 


EAR,  the,  260 
£^  trumpet,  239 

Eamshaw  on  velocity  of  sound,  230 

Earth,  density  of,  67 ;  its  action  on 
currents,  87 1-873  >  action  on  solenoids, 
878 ;  current,  894,  1003 ;  flattening 
of,  by  rotation,  82  ;  magnetic  poles  of 
the,  698  ;  magnetisation  by,  714 

Earth's  magnetism,  701 

Ebullition,  350 ;  laws  of,  363 

Eccentric,  468,  469 

Echelon  lenses,  607 

Echoes,  237 ;  monosyllabic,  trisyllabic, 
multiple,  237 

Eddy  currents,  929 

Edelmann's  hygrometer,  394 

Edison's  lamp,  838  ;  phonograph,  291 ; 
tasimeter,  933  ;  telephone,  934 

Efficiency  of  an  accumulator,  849  ;  of  a 
machine,  46^7,  1 50,  473,  920  :  of  heat 
engines,  474 

Effluvium,  electrical,  793 

Efflux,  velocity  of,  142 ;  quantity  of, 
145  ;  influence  of  tubes  on,  146 

Effusion  of  gases,  191 

Elastic  bodies,  58  ;  after  action,  88,  89 

Elastic  force,  152  ;  of  vapours,  351 

Elasticity,  7,  17;  limit  of,  17,  88;  of 
traction,  88  ;  modulus  of,  88  ;  of  tor- 
sion, 89  ;  of  flexure,  90 

Electric  alarum,  897  ;  axis,  732 ;  bat- 
teries, 774  ;  candles,  838 ;  charge, 
778 ;  chimes,  763  ;  clocks,  898  ;  den- 
sity, 736  ;  discharge,  783  ;  egg,  788  ; 
fish,  971 ;  fuse,  794;  glow,  787  ;  lamp, 
838  ;  light,  831-838  ;  stratification  of 
the,  924 ;  lighting,  838 ;  pendulum, 
724 ;  pistol,  703  ;  poles,  732  ;  residue, 
773  ;  shock,  770,  785  ;  spark,  762  ; 
telegraphs,  886-899 ;  tension,  736 ; 
whirl,  764;  tube,  789 

Electrical  attractions  and  repulsions, 
734 ;  endosmose,  839 ;  field,  738  ;  po- 
tential, 738  ;  capacity,  739,  measure- 
ment of,  740;  machines,  752-761; 
precautions  in,  754 ;  resistance,  unit 
of,  954 ;  conductivity,  958 ;  quantity, 
733 ;  units,  963 


ENE 

Electricity,  6,  723 ;  application  of,  to 
medicine,  972 ;  atmospheric,  992- 
looi  ;  contact  theory,  799  ;  current, 
800 ;  communication  of,  749 ;  de- 
velopment of,  by  friction,  724 ;  by 
pressure  and  cleavage,  731 ;  distribu- 
tion of,  735  ;  dynamical,  797-972 ; 
disengagement  of,  in  chemical  actions, 
793-799;  frictional,  730;  loss  of, 
743 ;  mechanical  effects,  792 ;  power 
of  points,  742  ;  produced  by  induction, 
744 ;  velocity  of,  796 ;  theories  of,  728  ; 
work  required  for  production  of,  761 

Electrified  bodies,  motion  of,  729,  750 

Electrocapillary  phenomena,  840 

Electrochemical  equivalent,  846 ;  tele- 
graph, 895  ;  series,  842 

Electrodes,  803  ;  polarisation  of,  806 

Electrodynamics,  858 

Electrodynamometer,  962 

Electrogilding,  855 

Electrolysis,  842  ;  laws  of,  846 

Electrolyte,  842 

Electrolytic  convection,  832 

Electromagnetic  force,  883 ;  machines, 
899 ;  units,  963 

Electromagnets,  880,  883 

Electrometallurgy,  855,  857 

Electrometer,  751  ;  Lane's,  777  ;  quad- 
t9i^ty  756 ;  Thomson's,  780 

Electromotive  series,  801 ;  force,  802, 
814,  825,  959  ;  determination  of,  959  ; 
force  of  elements,  814 

Electromotor,  886 

Electrophorus,  752 

Electropyrometer,  949 

Electroscope,  724  ;  Bohnenberger's,  818 ; 
Volta's  condensing,  779  ;  gold  leaf,  751 

Electrosilvering,  856 

Electrostatic  units,  963 

Electrotonus,  828 

Elements,  electronegative  and  electro- 
positive, 842 

Elliptical  polarisation,  672 

Emergent  rays,  542 

Emission  theory,  499 

Emissive  power,  425 

Emmetropic  eye,  633 

Emulsions,  140 ;  gelatine,  610 

Endosmometer,  139 

Endosmose,  139 ;  electrical,  839 ;  of 
gases,  190 

Endosmotic  equivalent,  139 

Endothermic  reactions,  484 

Energy,  62  ;  conservation  of,  65  ;  dissi- 
pation of,  498  ;  transformations  of,  64  ; 
varieties  of,  63 
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ENG 

Engines,  gas,  476 ;  steam,  465  ;  double- 
action,  467  ;  low  and  high  pressure, 
471  ;  single  action,  469 ;  locomotive, 
470;  fire,  219;  Cornish,  467;  hori- 
zontal, 468  ;  work  of,  472 ;  heat,  474 ; 
hot  air,  475 

Equator,  681 ;  magnetic,  698 

Equilibrium  of  forces,  35 ;  of  floating 
bodies,  115 ;  of  heavy  bodies,  69  ;  of 
liquids,  104,  107  ;  mobile  of  tempera- 
ture, 415;  neutral,  70;  stable,  70; 
unstable,  70 

Equivalent,  electrochemical,  846 ;  en- 
dosmotic,   139  ;  conductors,  956 

Escapement,  81 ;  wheel,  81 

Ether,  429  ;  luminiferous,  499 

Eustachian  tube,  260 

Evaporation,  350 ;  causes  which  accele- 
rate it,  362  ;  cold  due  to,  373  ;  latent 
heat  of,  372 

Evaporation  and  ebullition,  364 

Exchanges,  theory  of,  415 

Exhaustion,  produced  by  air-pump,  201  ; 
by  Sprengel's  pump,  205 

Exosmose,  139 

Exothermic  reactions,  484 

Expanded  wave,  225 

Expansibility  of  gases,  153 

Expansion,  296 ;  apparent  and  real,  321  ; 
absolute,  of  mercury,  322 ;  apparent, 
of  mercury,  323 ;  of  liquids,  326  ;  of 
solids,  313  ;  of  gases,  331-333  ;  linear 
and  cubical,  coefficients  of,  313 ; 
measurement  of  linear,  314 ;  of  crystals, 
316;  applications  of,  319;  force  of, 

329 
Expansion  of  gases,  cold  produced  by, 

494 ;  problems  on,  332 
Expansive  force  of  ice,  346 
Experiment,    Berthollet's,    188 ;  Frank- 

lm*s,    368  ;  Florentine,   97  ;  Pascal's, 

162 ;  Torricellian,  161 
Extension,  7,  9 
Extra  current,    907,  908 ;  direct,  908 ; 

inverse,  908 
Eye,  612  ;  accommodation  of,  620 ;  not 

achromatic,  628 ;  refractive  indices  of 

media  of,  613;  path  of  rays  in,  615: 

dimensions  of  various  parts  of,  614 
Eye  lens,   592 ;  piece,   583,  590,    592  ; 

Campani's,  592 


FAHRENHEIT'S  hydrometer,  123 ; 
scale,  303 
Falling  bodies,  laws  of,  76 
Falsetto  notes,  259 


FOR 

Farad,  964 

Faraday's  experiments,  745  ;  wheel,  625^ 
theory  of  induction,  747  ;  voltameter, 
846 

Fatigue,  elastic,  88,  89 

Favre  and  Silbermann's  calorimeter, 
^^63  ;  determination  of  heat  of  com- 
bustion,  484 

Fibres,  Corti's,  260 

Field  lens  and  glass,  592 

Field  magnets,  915 

Field  of  a  microscope,  591  ;  of  view, 
593 ;  magnetic,  707 

Figures,  Lichtenberg's,  772 

Filter-pump,  206 

Filters,  15 

Finder,  595 

Fire-engine,  219;  -places,  487  ;  -works, 
149 ;  -ball,  997 

Firmamental  blue,  986 

Fish,  electrical,  971 

Fishes,  swimming  bladder  of,  117 

Fizeau's  experiments,  316,  507 

Flag  signals,  889 

Flame,  483  ;  sensitive,  278 

Flask,  specific  gravity,  121 

Flattening  of  the  earth,  82 

Flexure,  elasticity  of,  90 

Floating  bodies,  115 

Florentine  experiment,  13,  97 

Fluid,  4 ;  imponderable,  6  ;  elastic,  152  ; 
magnetic,  683 

Fluidity,  7 

Fluorescence,  582 

Flute,  280 

Fluxes,  340 

Fly-wheel,  468 

Focal  distance,  419 

Foci,  acoustic,  237  ;  magnetic,  701  ;  of 
convex  mirrors,  526  ;  in  doable  convex 
lenses,  552 

Focus,  419,  525  ;  of  a  parabola,  143 ;  con- 
jugate, 525 ;  determination  of  the  prin- 
ciple, 527  ;ofa  spherical  concave  mirror, 
525  ;  in  double  convex  lens,  552 

Focussing  the  microscope,  587,  591 

Fog-signal,  242 

Fogs,  980 

Fohn,  977 

Foot,  22 

Foot-pound,  61,  473 

Force,  26  ;  acceleration  of,  77  ;  centri- 
fugal, 53  ;  conservation  of,  65  ;  coer- 
cive, 687 ;  direction  of,  30 ;  eUsiic, 
of  gases,  152  ;  lines  of  magnetic,  707  ; 
of  expansion  and  contraction,  319; 
electromotive,  802, 814 ;  representatioD 
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of|  30 ;  parallel(^;ram  of,  33 ;  of  liquids, 
329 ;  portative,  719 
Forces,  6 ;  along  the  same  line,  31  ; 
equilibrium  of,  35  ;  impulsive,  57  ; 
magnetic,  708 ;  molecular,  83  ;  mo- 
ments of,  36 ;  polygon  of,  35  ;  triangle 

of,  35 
Formulae  for  expansion,  318 ;  barome- 

trie,  178 ;  for  sound,  231  ;  for  spheri- 
cal  mirrors,    530,    531  ;    for    lenses, 

559 
Fortin's  barometer,  166 

Foucault's  currents,  929  ;  determination 

of  velocity  of  light,  50(5 ;  experiment, 

834,  929 
Fountain  in  vacuo,  210  ;  at  Giggle&wick, 

214;  intermittent,  212;  Hero's,  211 

Fovea  centralis,  612 

Franklin's  experiment,  368,  992 ;  plate, 
769';  theory  of  electricity,  728 

Fraunhofer's  Unes,  574,  575 

Freezing,  apparatus  for,  374 

Freezing  mixtures,  347,  348 ;  point  in  a 
thermometer,  302 

French  weights  and  measures,  125 

Fresnel's  experimentum  crucis,  645 ; 
rhomb,  671 

Friction,  43,  47 ;  heat  of,  477 ;  hy- 
draulic, 146 ;  internal,  of  liquids,  48, 
147 ;  of  gases,  446 ;  development  of  elec- 
tricity by,  724 

Friction  wheels,  77 

Frigorific  rays,  422 

Fringes,  646 

Frog,  rheoscopic,  968 

Frost,  987 

Frozen  mercury,  373,  381,  385 

Fulcrum,  40 

Fulgurites,  999 

Fulminating  pane,  769 

Furnace,  electrical,  920 

Fuse,  Abel's,  794 ;  Scbaw's,  829 

Fusing  point,  338 

Fusion,  laws  of,  338 ;  vitreous,  338 ; 
latent  heat  of,  461 ;  of  ice,  450 


GALILEAN  telescope,  597 
Galleries,  whispering,  237 
Gallium,  578 
Gallon,  125 

Galvani's  experiment,  797 
Galvanometer,    821 ;   differential,    821  ; 

Sir  W.  Thomson's,  822 
Galvanoscope,  821 
Galvano-thermometer,  830 
Gas  battery,  850  ;  engines,  476 


GRA 

Gases,  absorption  of,  by  liquids,  189; 
by  solids,  193 ;  by  vapours,  435 ; 
application  of  Archimedes'  principle 
to,  195  ;  cold  produced  by  expansion 
of,  494  ;  compressibility  of,  154,  180 ; 
condensed,  193,  209  ;  conductivity  of, 
409;  diamagnetism  of,  938;  density 
of,  335-337 ;  dynamical  theory  of, 
293;  expansion  of,  153,  331-334; 
endosmose  of,  190 ;  effusion,  191  ; 
transpiration  of,  192  ;  Gay-Lussac's 
method,  331  ;  index  of  refraction  of, 
550 ;  laws  of  mixture  of,  188 ;  and 
vapours,  mixtures  of,  383  ;  permanent, 
380;  problems  in,  332,  384;  lique- 
&ction  of,  380 ;  physical  properties  of, 
152  ;  pressure  exerted  by,  156  ;  radia- 
tion of,  44.1 ;  Regnault's  method,  336 ; 
specific  heat  of,  460 ;  velocity  of  sound 
in,  230,  231,  232  ;  viscosity  of,  4^6 ; 
weight  of,  155 

Gaseous  state,  4 

Gauge,  air-pump,  201  ;  rain,  983 

Gay  Lussac's  alcoholometer,  128;  baro- 
meter,  167 ;  determination  of  the  ex- 
pansion of  gases,  331 ;  of  vapour- 
density,  386  ;  stopcock,  383 

Geissler's  tubes,  205,  578,  925 

Generating  plate,  801 

Geographical  meridian,  691 

Geometrical  shadows,  503 

Giffard's  injector,  207 

Gilding  metal,  855 

Gimbals,  697 

Glacial  pole,  1009 

Glaciers,  991 

Glashier's  balloon  ascents,  196  ;  factors* 

398 
Glass,  compressed,   668  ;  expansion  of, 

325;   magnifying,  586;   object,  590; 

opera,  597  ;  unann^ed,  668 

Glasses,  weather,  174 

Globe  lightning,  997 

Glow,  electrical,  787 ;  worm,  635 

Glycerine  barometer,  176 

Gold-leaf  electroscope,  751 

Goldschmid's  aneroid,  187 

Gong,  282 

Goniometers,  534 

Good  conductors,  404 

Governor,  468 

Gradient,  barometric,  979 

Gramme,  24,  125 

Gramme's  magneto-electrical  machine,  9 1 7 

Graphic  method,  Duhamel's,  245  ;  Fos- 
ter's, 831 

Graphite,  810 
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Gratings,  647 

Grave  harmonic,  263 

Gravesand^s  ring,  296 

Gravimetrical  density,  185 

Gravitation,  6,  82 ;  terrestrial,  67  ;  ac- 
celerative  effect  of,  27 

Gravity,  battery,  812 

Gravity,  centre  of,  68 ;  Jolly's  determina- 
tion of  constant  of,  75 

Gregorian  telescope,  599 

Gridiron  pendulum,  320 

Grimaldi*s  experiment,  645 

Grotthiiss'  hypothesis,  845 

Grove's  battery,  809  ;  gas,  850 

Guard  ring,  781 

Guericke's  air-pump,  200 

Guide-blades,  150 

Guitar,  279 

Gulf  Stream,  1006 

Guthrie's  researches,  348 


HADLEY'S  reflecting  sextant,  521 
Hail,  989 

Hair  hygrometer,  399 

Haldat's  apparatus,  loi 

Hall's  experiment,  881 

Hallstrom's  experiments,  330 

Haloes,  627,  646,  981 

Hammer,  279,  921 

Harcourt's  pentane  lamp,  509 

Hardening,  90 

Hardness,  7  ;  scale  of,  93 

Hare's  deflagrator,  805,  829 

Harmonicon,  chemical,  278 

Harmonic  triad,  247  ;  grave,  263 

Harmonics,  254,  273 

Harp,  279  ;  Marloye's,  281 

Harris's  unit  jar,  778 

Heat,  292  ;  animal^  485 ;  absorption  of, 
by  vapours,  &c.,  435,  439;  atomic, 
458  ;  conduction  of,  403 ;  diffusion  of, 
437 ;  developed  by  induction,  929 ; 
dynamical  theory  of,  429 ;  hypothesis 
on,  292 ;  influence  of  the  nature  of, 
435  f  latent,  341  ;  mechanical  equi- 
valent of,  497  ;  polarisation  of,  679 ; 
produced  by  absorption  and  imbibi- 
tion, 482 ;  radiated,  403 ;  radiant, 
411,  446a;  reflection  of,  418;  scat- 
tered, 424;  sources  of,  477-496; 
specific,  448,  454-460;  transmission 
of,  403  ;  terrestrial,  481 

Heaters,  466 

Heating,  486;  by  steam,  490;  by  hot 
air,  491  ;  by  hot  water,  492 

Heiner  Alteneck  lamp,  509 


HYG 

Height  of  barometer,    165  ;   variations 

in,  171 
Heights  of  places,  determination  of,  by 

barometer,  178,  179  ;  by  boiling  point, 

369 

Heliograph,  523 

Heliostat,  534 

Helix,  45,  882 

Helmholtz's  analysis  of  sound,  255  ;  re- 
searches, 258 

Hemihedral  crystal,  732 

Hemispheres,  Magdeburg,  160 

Henley's  electrometer,  756 ;  discharger, 

775 
Henry's  experiment,  909 

Herapath's  salt,  658 

Hero's  fountain,  211 

Herscheiian  rays,  430 ;  telescope,  601 

Hertz's  experiment^,  965 

Him's  experiments,  497 

Hoar-frost,  987 

Hofmann's  density  of  vapours,  387 

Holmes's    magneto  •  electrical  machine, 

913 
Holtz's  electrical  machine,  759 

Homogeneous     light,    572  ;     medium, 

502 
Hope's  experiments,  330 
Horizontal  line,  67  ;  plane,  67 
Horse-power,  61,  472 
Hot-air  engines,  475 ;  heating  by,  491 
Hotness,  297 

Hot-water,  heating  by,  492 
Hour,  21 

Howard's  nomenclature  of  clouds,  9S1 
Hughes's   microphone,  931 ;    inductioa 

balance,  932 
Humour,  aqueous,  612 
Huyghens'  barometer,    177 ;    eyepieoev 

592 
Hyaloid  membrane,  612 
Hydraulic  press,  108  ;  engine,  151  ;  fine- 

tion,  146  *,  lift,  108  ;  power,  application 

of,  108 ;  ram,  150;  tourniquet,  149 
Hydraulics,  95 
Hydrodynamics,  141 
Hydro-electric  machine,  758 ;  corrents, 

939 
Hydrometers,    1 19 ;  Nicholson's,    lao  ; 

Fahrenheit's,  123  ;  with  vmriable  im- 
mersion, 126 ;  Beaume's,  127  ;  of  con- 
stant immersion,  126 ;  specific  gnvi- 
ties,  1 19  ;  uses  of  tables  of,  125 

Hydrostatic  bellows,  loi ;  paradox,  103  ; 
balance,  120 

Hydrostatics,  95-98 

Hygrometers,  393  ;  of  ahsorptioii,  399  : 
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chemical,      394 ;    condensing,     395 ; 

Danieil*s,  396 ;  wet-bulb,  398 ;  Mason's, 

398  ;  Regnault*s,  397 
Hygrometric  state,  392  ;  substances,  391 
Hygrometry,  391 ;  problem  on,  401 
Hygroscope,  399 
Hypennt-tropia,  629 
Hypothesis,  5 
Hypsometer,  369 
Hysterisis,  833 


ICE,  990;  method  of  fusion  of,  450 
Ice    calorimeter,    450 ;     Bunsen^s, 
451;  expansive  force   of,    346;    ma- 
chine, 494 

Iceland  spar,  659 

Ideal  gas,  292  ;  solution,  139 

Idioelectrics,  724 

Image  and  object,  magnitudes  of,  561 

Images,  accidental,  626 ;  condition  of 
distinctness  of,  587 ;  formation  of,  in 
concave  mirrors,  528 ;  in  convex  mir- 
rors, 529 ;  in  plane  mirrors,  513 ;  of 
multiple,  516;  magnitude  of,  532; 
produced  by  small  apertures,  504 ; 
virtual  and  real,  514 ;  inversion  of,  616 

Imbibition,  193  ;  heat  produced  by,  482 

Impedance,  910 

Impenetrability,  7 

Imperial  British  yard,  22 

Imponderable  matter,  6 

Impulsive  forces,  57 

Incandescent  lamps,  838 

Inch,  125 

Incident  ray,  536 

Inclination,  698  ;  compass,  699 

Inclined  plane,  43  ;  motion  on,  50 

Index  of  refraction,  538 ;  measurement 
of,  in  solids,  548 ;  in  liquids,  549 ;  in 
gases,  550 

Indicator,  886,  %Z%,  889;  diagram,  473 

Indices,  refractive,  table  of,  550 

Indium,  578 

Induced  currents,  900-91 1 

Induction,  apparatus  founded  on,  911  ; 
balance,  932  ;  by  the  earth,  906 ;  by 
currents,  900 ;  of  a  current  on  itself, 
907 ;  electrical,  744 ;  in  telegraph 
cables,  891  ;  limit  to,  746 ;  Faraday's 
theory  of,  747 ;  heat  developed  by, 
929 ;  by  magnets,  904 ;  magnetic,  686 ; 
vertical,  715 

Inductive  capacity,  specific,  748 

Inductorium,  921 

Inelastic  bodies,  58 

Inertia,  19  ;  applications  of,  20 


JUR 

Influence,  magnetic,  686 ;  electrical,  744 

Ingenhaus*s  experiment,  404 

Injector,  Giffard's,  207 

Insects,  sounds  produced  by,  242 

Insolation,  635,  636 

Instruments,  optical,  585 ;  polarising, 
656 ;  mouth,  271  ;  reed,  272 ; 
stringed,  279 ;  wind,  270,  280 

Insulating  bodies,  726 ;  stool,  762 

Insulators,  725 

Intensity  of  the  current,  825  ;  of  the 
electric  light,  837 ;  illumination,  508 ; 
of  reflected  light,  519 ;  of  a  musical 
tone,  246 ;  of  radiant  heat,  414 ;  of 
sound,  causes  which  influence,  226 ; 
of  terrestrial  magnetism,  701 ;  of  ter- 
restrial gravity,  82 

Interference  of  light,  645 ;  of  sound,  261 

Intermittent  fountain,  212;  springs,  214  ; 
syphon,  214 

Interpolar,  825 

Intervals,  musical,  247 

Intrapolar  region,  828 

Inversion,  of  images,  616 ;  thermo- 
electric, 940 

Ions,  842 

Iris,  612 

Iron,  passive  state  of,  851  ;  electrical 
deposition  of,  857 

Iron  ships,  magnetism  of,  715 

Irradiation,  627 

Irregular  reflection,  518 

Isol»irs,  979 

Isochimenal  line,  1007 

Isoclinic  lines,  698 

Isodynamic  lines,  701 

Isogeothermic  lines,  1007 

Isogonic  lines,  692 

Isotheral  lines,  1007 

Isothermal  lines,  406,  1007  ;  zone, 
1007 


JABLOCHKOFF  candle,  838 
Jacobi*s  unit,  846,  952 
Jar,  Leyden,  770-780 
Jar,  luminous,  785  ;  Harris's  unit,  778 
Jet,  lateral,  143  ;  height  of,  144 ;  form 

of,  148 
Jew's  harp,  272 

Jolly's  spring  balance,  88 ;  air  thermo- 
meter, 334;  determination  of  gravity,  75 
Jordan's  barometer,  176 
Joule's  experiment  on  heat  and  work, 

497  ;  equivalent,  497  ;  law,  830 
Jupiter,  505 
Jurin's  laws  of  capillarity,  132 
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KALEIDOPHONE,  625 
Kaleidoscope,  516 
Kamsin,  977 
Kater's  pendulum,  82 
Kathelectrotonus,  828 
Kathode,  842 
Kation,  842 
Keepers,  718 

Kerr*s  electro-optical  experiments,  937 
Key,  887,  906,  912,  922 ;  note,  249 
Kienmayer's  amalgam,  754 
Kilogramme,  24,  125 
Kilogrammetre,  472 
Kilowatt,  920 
Kinetic  energy,  62 
Kinnersley's  thermometer,  792 
Knife-edge,  71 
Konig's    apparatus,    256 ;    manometric 

flames,  288 
Kravogl's  machine,  899 
Klilp's  method  of  compensation,  719 
Kundt's  velocity  of  sound,  277 


LABYRINTH  of  the  ear,  260 
Lactometer,  129 

Ladd*s  dynamo-electrical  machine,  916 

Lag,  magnetic,  883 

Lalande  and  Chaperon's  element,  812 

Lambert's  method,  570 

Lamps,  incandescent,  838;  Dobereiner, 
482  ;  differential,  838 

Land  and  water,  lOi  i 

Lane's  electrometer,  777 

Lantern,  magic,  604 

Laplace's  barometric  formula,  178 

Laryngoscope,  563 

Larynx,  259 

Latent  heat,  341  ;  of  fusion,  461  ;  of 
vapours,  372,  462 

Lateral  jet,  143 

Latitude,  magnetic,  698;  influence  of, 
on  the  temperature  of  the  air,  1005  ; 
parallel  of,  82 

Lavoisier  and  Laplace's  calorimeter,  450 ; 
method  of  determining  linear  expan- 
sion, 314 

Law,  5 

Laws  of  mixture  of  gases  and  liquids,  383 

Lead  tree,  853 

Lechatellier,  thermopile,  950 

Leclanche's  elements,  813,  814 

Ledger  lines,  252 

Leidenfrost's  phenomenon,  385 

Lemniscate,  667 

Length,  unit  of,  22  ;  of  undulation,  225 

Lens,  axis  of,  551 
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Lenses,  551-5^9;  achromatic,  584; 
aplanatic,  558 ;  centres  of  curvature, 
551 ;  combination  of,  560 ;  echelon, 
607 ;  fod  in  double  convex,  5C2 ;  ia 
double  concave,  553 ;  formauon  of 
images  in  double  convex,  556 ;  in 
double  concave,  557  ;  formulae  relat- 
ing to,  559 ;  lighthouse,  607  ;  optica! 
centre,  secondary  axis  of,  555 

Lenz's  law,  902 

Leslie's  cube,  423 ;  experiment,  373 ; 
thermometer,  308 

Level,  water,  109;  spirit,  no 

Level  surface,  67 

Levelling  staff,  109 

Lever,  40 

Leyden  discharge,    inductive  action  of, 

903 

Leaden  jars,  770-780;  charged  by 
Ruhmkorff's  coil,  923  ;  potential  o4 
782  ;  work  by,  784 

Lichtenbexg's  figures,  772 

Liebig's  condenser,  377 

Lift,  hydraulic,  108 

Ligament,  suspensorv,  612 

Light,  499 ;  diffraction  of,  646 ;  homo- 
geneous, 569,  572  ;  intensity  of,  508  ; 
interference  of,  645  ;  laws  of  reflection 
of,  511  ;  medium,  502  ;  oxyhydrogen, 
606 ;  polarisation  of|  652 ;  relative 
intensities  of,  510;  sources  of,  634; 
theory  of  polarised  light,  661 ;  oq- 
dulatory  theory  of,  499,  637  ;  velocity 

.of»  505-507 

Lighthouse  lenses,  607 

Lighting,  electric,  838 

Lightning,  997,  999 ;  ascending,  997 ;  ef- 
fects of,  999  ;  conductor,  looi  ;  globe, 
997 ;  heat,  997  ;  brush,  997  ;  flashes, 
997  ;  zigzag,  997 

Limit  of  elasticity,  17;  magnetic,  720; 
to  induction,  746 ;  of  perceptible 
sounds,  244 

Linde,  ice-machine,  494 

Line,  aclinic,  698 ;  of  collimation,  595  ; 
isoclinic,  698 ;  agonic,  692 ;  isogonic, 
692 ;    isodynamic,     701  ;    of    sight, 

595 
Linear  expansion,   coefficients  ot,   313, 

.3*5 

Lines  of  magnetic  force,  707 ;  of  elec- 
trical force,  738 

Lippmann's  capillary  electrometer,  840 

Liquefaction  of  gases,  380,  381  ;  of 
vapours,  375 

Liquids,  96 ;  active  and  inactive,  666 ; 
buoyancy  of,   100  ;  compressibility  of. 
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97  ;  conductivity  of,  407 ;  calculation 
of  density  of,  107  ;  diffusion  of,  140  j 
diamagnetism  of,  938  ;  expansion  of, 
321  ;  equilibrium  of,  104 ;  manner  in 
which  they  are  heated,  408  ;  pressure 
on  sides  of  vessel,  102  ;  refraction  of, 
549 ;  rotatory  power  of,  676  ;  sphe- 
roidal form  of,  84  ;  spheroidal  state  of, 
385  ;  specific  heat  of,  456  ;  volatile 
and  fixed,  349  ;  tensions  of  vapours  of, 
359  ;  of  mixed  liquids,  360 

Lissajous's  experiments,  284-286 

Lithium,  578 

Litre,  24,  125 

Local  action,  806  ;  attraction,  715  ;  bat- 
tery, 889 ;  currents,  816 

Locatelli's  lamp,  428 

Locomotives,  470,  471 

Lodestar,  680 

Lodestone,  680 

Long  sight,  629 

Loop  circuit,  930 

Loops  and  no<les,  269 

Loss  of  electricity,  743  ;  of  weight  in  air, 
correction  for,  402 

Loudness  of  a  musical  tunc,  246  ' 

Lullin*s  experiment,  792 

Luminiferous  ether,  499 

Luminous  bodies,  500 ;  effects  of  the 
electric  discharge,  786,  833  ;  of  the 
electric  current,  923  ;  of  Ruhmkorff*s 
coil,  923  ;  heat,  434  ;  meteors,  973  ; 
paint,  636  ;  pane,  789  ;  pencil,  501  ; 
radiation,  432 ;  ray,  501  ;  tube,  789  ; 
square,  789 


MACHINE,  Atwood's,  77;  elec- 
trical, 752-760;  Von  Ebner's, 
794 ;  electro-magnetic,  899 

Mackerel-sky,  981 

Macleod's  gauge,  205 

Magazine,  717 

Magdeburg  hemispheres,  160 

Magic  lantern,  604 

Magnetic  attraction  and  repulsion,  703  ; 
battery,  717;  couple,  690 ;  curves, 
706^  declination,  691;  dip,  698; 
effects  of  the  electrical  discharge,  791  ; 
equator,  698  ;  field,  707,  963  ;  fluids, 
683  ;  induction,  686  ;  influence,  686 ; 
limit,  720;  meridian,  691  ;  needle, 
691,  692  ;  oscillations  of,  705  ;  obser- 
vatories, 702  ;  poles,  698  ;  saturation, 
716 ;  storms,  694 

Magnetisation,  710;  by  the  action  of  the 


MAT 

earth,   714;  by  currents,  882;  single 

touch,  711 
Magnetism,   6,   700 ;   determination   of, 

in  absolute  measure,  709 ;  earth's,  701  ; 

of  iron  ships,  715  ;    Ampere's  theory 

of,    879  ;  remanent,    883  ;  theory  of, 

683 ;  terrestrial,  689^-702  ;  distribution 

of  free,  721 
Magneto  and  dynamo-electrical  machines, 

9I!-920 

Magneto-electrical  apparatus,  911  ; 
Gramme's,  917  ;  machines,  911 -9 15 

Magnetometer,  949 

Magnetomotive  force,  883 

Magnets,  artificial  and  natural,  680; 
broken,  685  ;  action  of  earth  on,  689  ; 
equator  of,  681 ;  floating,  722;  heat 
developed  by,  929  ;  meter,  949  ;  north 
and  south  poles  of,  682 ;  portative  force 
of,  719 ;  saturation  of,  716  ;  influence 
of  heat,  720  ;  induction  by,  904 ;  in- 
ductive action  on  moving  bodies,  905  ; 
action  on  currents,  867  ;  on  solenoids, 
877  ;  rotation  of  induced  currents  by, 
928 ;  optical  effects  of,  935  ;  total  action 
of  two,  708 

Magnification,  linear  and  superficial 
measure   of,     589 ;    of   a    telescope, 

595 
Magnifying  power,  594 

Magnitude,  9 ;  apparent,  of  an   object, 

588  ;  of  images  in  mirrors,  532 
Major  chord,  247  ;  triads,  248 
Malleability,  92 

Mance's  heliograph,  523  ;  method,  957 
Manganese,  magnetic  limit  of,  720 
Manhole,  466 
Manipulator,  888 
Manometer,    97,    183  ;    open-air,    183  ; 

with  compressed  air,   184  ;  Regnauli's 

barometric,  1^6 
Manometric  flames,  288 
Mares'  tails,  981 
Marie- Davy  battery,  812 
Marine  barometer,   165;    engines,  d66 

galvanometer,  822 
Mariner's  card,  975  ;  compass,  697 
Mariotte  and  Boyle's  law,  180 
Mariotte's  tube,  180 
Marloye's  harp,  281 
Mascart's  insulator,  743 
Maskelyne's  experiment,  67 
Mason's  hygrometer,  398 
Mass,  measure  of,  23  ;  unit  of,  23 
Matter,  2 

Matteucci's  experiment,  903 
Matthiessen's  thermometer,  308  ;  table  of 
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MAX 

electromotive   forces,   940 ;    electrical 

conductivity,  958 
Maxim's  lamp,  838 
Maximum  current,  conditions  of,  826 
Maximum  and  minimum  thermometers, 

310  ;  of  tension,  755 
Maxwell's  electromagnetic  theory  of  light, 

748,  965  ;  colour  discs,  570 
Mayer's  floating  magnets,  722 
Mean  temperature,  1004 
Measure  of  force,  29  ;  of  work,  60 
Measure  of  magnification,  589,  594  ;  of 

mass,  23  ;  of  spa(!e,  22  ;  of  lime,  21  ; 

of  velocity,  25 
Measurement  of  small  angles  by  reflec- 
tion, 522 
Mechanical    equivalent    of   heat,    497 ; 

effects    of   electrical   discharge,    792; 

l>attery,  839 
Megascope,  606 
Melloni's  researches,   429;   thermomul- 

tiplier,  412,  946 
Melting  point,  influence  of  pressure  on, 

339 

Membranes,  semipermeable,  137;  sensi- 
tive, 239  ;  vibrations  of,  283 

Memoria  technica,  820 

Meniscus,  132;  convex,  131;  in  baro- 
meter, 169  ;  Sagitta  of,  169 

Mensbruge:he's  experiment,  1 34 

Mercury,  frozen,  373,  381,  385  ;  pendu- 
l«m,  320;  coefficient  of  apparent  expan- 
sion, 323  ;  expansion  of,  322 ;  pump, 
208  ;  purification  of,  1 68  . 

Meridian,  21  ;  geographical  and  mag- 
netic, 691 

Meri ten's  machine,  913 

Metacentre,  115 

Metal,  Rose's  and  Wood's  fusible,  340 

Metals,  conductivity  of,  958 

Meteoric  stones,  480 

Meteorograph,  974 

Meteorology,  973 

Meteors,  aerial,  973 

Metre,  22,  125 

Metronome,  81 

Mica,  664 

Microfarad,  964 

Micrometer  lines,  594;  screw    1 1 

Microphone,  931 

Microscope,  12  :  achromalism  of,  592  ; 
Duboscq's,  606  ;  comjX)und,  591  ;  fiehi 
of^»  591  ;  focussing,  587  ;  magnifying 
powers  of,  594  ;  photo-electric,  606  ; 
simple,  586 ;  solar,  605 

Microspectroscojx;,  580 

Microvolt,  964 


MUS 

Mill,  Barker's,  149 

Milliamperc,  964 

Millimetre,  125 

Mineral  waters,  loio 

Mines,  firing  by  electricity,  794,  829 

Minimum  thermometer,  310  ;  deviation, 

547 
Minor  chord,  247 

Minotto's  battery,  812 

Minute,  21 

Mirage,  541 

Mirrors,  512  ;  applications  of,  534 ;  burn- 
ing, 420;  concave,  419,  528;  conju- 
gate, 420 ;  convex,  526-529  ;  glass, 
515;  parabolic,  535;  rotating,  520, 
795  ;  spherical,  524 

Mists,  980 

Mixture  of  gases,  x88;  of  gases  and 
liquids,  189  ;  laws  of,  383 

Mixtures,  freezing,  347  ;  method  of,  452 

Mobile  equilibrium,  415 

Mobility,  7,  18 

Modulus  of  elasticity,  88 

Moisture  of  the  atmosphere,  400 

Molecular  forces,  3  ;  attraction,  83 ; 
sieve,  139;  state  of  bodies,  4;  slat**, 
relation  of  absorption  10,443 »  velocity, 

294 
Molecules,  3 

Moments  of  forces.  36 

Moinentum,  28 

Monochord,  2b6 

Monochromatic  light,  569 

Monosyllabic  echo,  237 

Montgolfier's  balloon,  196;  ram,  150(2 

Moon,  510 

Morin's  apparatus,  78 

Morren's  mercury  pump,  208 

Morse's  telegraph,  889 

Moser's  images,  193 

Motion,  18;  on  an  inclined  plane,  50: 
curvilinear,  25  ;  in  a  circle,  53.  54 ; 
rectilinear,  25 :  resistince  to,  in  a 
fluid,  48 ;  uniformly  accelerated  rec- 
tilinear, 49 ;  quantity  of,  29 ;  of  a 
l^ndulum,  55;  of  projectile,  51 

Mouth  instrument,  271 

Multiple  batter),  826 

Multiple  echoes,  237  ;  images  formed  by 
mirrors,  5*5»  5»^^  5'7 

Multiplication,  method  of,  906 

Multiplier,  821 

Muscular  currents,  966,  967,  96S 

Music,  220;  physical  theory  of,  246- 
264 

Musical  1k)ncs,  281  ;  comma,  24S  ; 
intervals,  247  ;    scale,  248 ;  tempera^ 
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ment,  250 ;  tones,  properties  of,  246 : 
intensity,  246 ;  notation,  252 ;  pitch  and 
timbre,  246;  sound,  221;  range,  252 
Myopy,  619,  629 


NAIRNE'S  electrical  machine,  757 
Nascent  state,  85 
Natterer's  apparatus,  381 
Natural  magnets,  681 
Needle,  declination  of,    691  ;    dipping. 

698  ;  astatic,  ycx) ;  magnetic,  691 
Negative  pjate,  801 
Negatives  on  glass,  609 
Neumann's  law,  458 
Nerve-currents,  970 
Neutral    line,     744 ;    equilibrium,    70 ; 

point,  744 ;  temperature,  940 
Newtonian  telescope,  600 
Newton's  disc,  567  ;  law  of  cooling,  416  : 

rings,  650,  651 ;  theory  of  light,  568 
Niaudet's  element,  812 
Nicholson's  hydrometer,  120 
Nickel,   electrical    deposition    of,    857  . 

magnetic  limit  of,  720 
Nicol's  prism,  660 
Nimbus,  981 
Nobert's  lines,  594 
Nobili's  battery,  943 ;  rings,  852  ;  ther- 

momultipliers,     946 ;    thermo-electric 

pile,  428,  431,  943 
Nocturnal  radiation,  495 
Nodal  points,  269,  645 
Nodes  and  loops,  269  ;  of  an  organ  pipe, 

274  ;  explanation  of,  276 
Noises,  221 
Nonconductors,  725 
Norremberg's  apparatus,  657 
Northern  light,  1003 
Norwegian  stove,  410 
Notation,  musical,  252 
Notes  in  music,  247  ;  musical,  of  women 

and  boys,  259 ;  wave-length  of,  253 
Nut  of  a  screw,  45 


OBJECT-GLASS,  590 
Objective,  590 
Oboe,  272 
Obscure     radiation,     432 ;     rays,    433 ; 

transmutation  of,  433 
Observatories,  magnetic,  702 
Occlusion  of  gases,  194 
Occultation,  505 
Octave,  249 

Oersted's  experiment,  820 
Ohms,  964 
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Ohm's  law,  825 

Opaque  bodies,  500 

Opera-glasses,  597 

Ophthsdmoscope,  633 

Optic  axis,  617 ;  axis  of  biaxial  crystals, 
644;  angle,  617;  nerve,  612 

Optical  centre,  555 ;  effects  of  magnets, 
935  ;  instruments,  585  ;  electrical  ex- 
periments, 937 

Optics,  499 

Optometer,  618a 

Organ,  280  ;  pipes,  274 ;  nodes  and  loops 
of,  274 

Orrery,  electrical,  764 

Orthochromatic  plates,  610 

Oscillations,  55 ;  axis  of,  79 ;  method  of, 
705 

Oscillating  discharges,  783 

Osmotic  pressure,  139 

Otto's  gas  engine,  476 

Otto  von  Guericke*s  air-pump,  200 

Outcrop,  III 

Overshot  wheels,  150 

Oxyhydrogen  light,  606 

Ozone,  793,  841,  999 


PACINOTTI'S  ring,  917 
Paddles  of  steam  vessels,  150 

Paint,  luminous,  636 

Pallet,  81 

Pane,  fulminating,  769 ;  luminous,  789 

Papin's  digester,  371 

Parabola,  51,  143 

Parabolic  mirrors,  535  ;  curve,  78,  143 

Parachute,  198 

Paradox,  hydrostatic,  103 

Parallel  of  latitude,  82 ;  forces,  37 ; 
centre  of,  37 

Parallel  rays,  501 

Parallelogram  of  forces,  33 

Paramagnetic  bodies,  938 

Partial  current,  961 

Pascal's  law  of  equality  of  pressures,  98 ; 
experiments,  162 

Passage  tint,  677 

Passive  state  of  iron,  851 

Path,  mean  of  molecules,  294 

Pedal,  279 

Peltier's  cross,  950  ;  effect,  950 

Pendulum,  55  ;  application  to  clocks, 
81  ;  ballistic,  81 ;  compensation,  320; 
electrical,  724 ;  gridiron,  320 ;  mer- 
curial, 320  ;  length  of  compound,  79 ; 
reversible,  79 ;  verification  of  laws  of, 
80 

Penetration  of  a  telescoi^,  596 
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Pentnne  lamp,  509 

Penumbra,  503 

Percussion,  heal  due  to,  479 

Periscopic  glasses,  629 

Permanent  gases,  380 

Permeability,  magnetic,  707,  803 

Persistence  of  impression  on  the  retina, 

625 
Perspective,  aerial,  618 
Perturbations,  magnetic,  692,  693 
Phantasmagoria,  606 
Phenakistoscope,  625 
Phenomenon,  5 
Phial  of  four  elements,  106 
Phonautograph,  287 
Phonograph,  £dison*s,  291 
Phosphorescence,  635,  636 
Phosphorogenic  rays,  573 
Phosphoroscope,  636 
Photo-electric  microscope,  606 
Photoelectricity,  732 
Photogenic  apparatus,  606 
Photographs  on  paper,   609 ;  on  albu- 

menised  paper  and  glass,  611 
Photc^raphy,  608-61  x 
Photometers,  509 
Photophone,  936 
Physical    phenomena,    5 ;     agents,    6 ; 

properties    of  gases,     152 ;    shadows. 

503 
Physics,  object  of,  I 

Physiological  effects  of  the  electric  dis- 
charge, 785 ;  of  the  current,  827  ;  of 
Ruhmkorff  s  coil,  923 

Piano,  279 

Piezometer,  97 

Pigment  colours,  571 

Pile,  voltaic,  804-818 

Pincette,  tourmaline,  666 

Pipes,  organ,  274 

Pisa,  tower  of,  69 

Pistol,  electric,  793 

Piston  of  air-pump,  200 ;  rod,  467 

Pitch,  concert,  251 ;  of  a  note,  246  ; 
a  screw,  45 

Plane,  43 ;  electrical  inclined,  764 ; 
mirrors,  513;  wave,  642 

PIante*s  secondary  battery,  849 

Plants,  absorption  in,  193 

Plate  electrical  machine,  753 

Plates,  colours  of  thin,  650 ;  vibrations 
of,  282  ;  Chladni's,  282 ;  photographic 
dry,  610 

Plumb  line,  67 

Pluviometer,  983 

Pneumatic  syringe,  154,  479 

Point,  boiling,  366,  367 
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Points,    action    of,     742;    nodal,     271, 
645 

Poisseuille's  apparatus,  147 

Poisson's  coefficient,  88 

Polar  aurora,  1003 

Polarisation,  848 ;  angle  of,  654  ;  cur- 
rent, 848 ;  of  electrodes,  806 ;  by 
double  refraction,  652 ;  by  reflection, 
653  ;  by  single  refraction,  655 ;  ellip- 
tical and  circular,  669,  670,  672  ;  of 
heat,  679 ;  galvanic,  806,  848 ;  light, 
652  ;  of  the  electric  medium,  747  ; 
plane  of,  654;  plate,  806*;  rotatory, 
674 

Polarised  light,  theory  of,  661  ;  colours 
produced  by  the  interference  of,  662- 
668;  rays,  662 

Polariser,  656 

Polarising  instruments,  656 

Polarity,  806 ;  boreal,  austral,  689 

Pole,  glacial,  1007 

Poles,  803  ;  electric,  732  ;  of  the  earth, 
698 ;  magnetic,  698 ;  of  a  magnet,  681 ; 
mutual  action  of,  682  ;  precise  detini- 
tion  of^  684  ;  austral  and  boreal,  689 

Polygon  of  forces,  35 

Polyorama,  606 

Polyprism,  544 

Ponderable  matter,  6 

Pores,  13 

Porosity,  7,  13,  193;  application  of,  15 

Portative  force,  719 

Positive  plate,  801  ;  crystals,  643 

Positives  on  glass,  61 1 

Postal  battery,  889 

Potential  energy,  62  ;  of  electricity,  738 ; 
of  a  Leyden  jar,  782  ;  of  a  sphere,  741 

Pound,  125 ;  avoirdupois,  23,  29 ;  foot,  61 

Powders,  radiation  from,  443 

Power  of  a  lever,  40 ;  of  a  microscope, 
594 ;  of  points,  742 

Presbytism,  619,  629 

Presbyopic,  609 

Press,  hydraulic,  108 

Pressure,  centre  of,  102  ;  on  a  body  in  a 
liquid,  112;  atmospheric,  158  ;  amount 
of,  on  human  body,  163  ;  experiment 
illustrating,  210;  influence  on  melting 
point,  339 ;  heat  produced  by,  479  ; 
electricity  produced  by,  731 

Pressures,  equality  of,  90 ;  vertical  down- 
ward, 99 ;  vertical  upward,  100 ;  in- 
dependent of  form  of  vessel,  10 1  ;  on 
the  sides  of  vessels,  102  ;  rate  of  trans- 
mission of,  99 

Provost's  theory  of  exchanges,  415 

Primary  coil,  893 
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Primitive  current,  961 

Principal  current,  961 

Principle  of  Archimedes,  113 

Prisms,  543-547 ;  double  refracting,  659  ; 

Nicol's,  600  ;  with  variable  angle,  544 
Problems  on  expansion   of  gases,  332  ; 

on  mixtures  of  gases  and  vapours,  384  ; 

on  hygrometry,  401 
Projectile,  motion  of,  51 
Prony's  brake,  473 
Proof  plane,  735 
Propagation  of  light,  502 
Protoplasm,  827 
Protuberances,  579 
Psychrometer,  398,  974 
Pulley,  41 
Pump,  air,  200  ;  condensing,  209  ;  filter, 

206 
Pumping  engine,  467 
Pumps,  different  kinds  of,  215;  suction, 

216  ;  suction  and  force,  217 
Punctum  caecum,  612 
Pupil,  612 
Pyknometer,  12 1 
Pyroelectricity,  732 
Pyroheliometer,  480 
Pyrometers,  311  ;  electric,  949 


Q 


UADRANTAL  deviation.  715 
Quadrant  electrometer,  756 
Quartz  threads,  89 


RADIANT  heat,  41 1  ;  detection  and 
measurement  of,  412 ;  causes 
which  modify  the  intensity  of,  414  ; 
Melloni's  researches  on,  428 ;  relation 
of  gases  and  vapours  to,  438;  relation 
to  sound,  446a 

Radiated  heat,  403,  411 

Radiating  power,  425  ;  identity  of  ab- 
sorbing and  radiating,  426 ;  causes 
which  modify,  &c.,  427 ;  of  gases, 
441 

Radiation,  cold  produced  by,  495  ;  from 
powders,  443 ;  of  gases,  441 ;  luminous, 
and  obscure,  432  ;  laws  of,  413  ;  solar, 
480 

Radiative  power,  985 

Radiometer,  445 

Radiomicrometer,  946 

Railway,  electrical,  920a  ;  friction  on 
centrifugal,  47,  53,  470 

Rain,  983 ;  clouds,  983 ;  bow,  1002 ;  fall, 
974.  983  ;  gauge,  983  ;  drop,  velocity 
of,  48 
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Ram,  hydraulic,  150^;  powder,  479 

Ramsdeu's  electrical  machine,  753 

Raoult's  researches,  343 

Rarefaction  in  air-pump,  200  ;  by  Sprcn- 
gel's  pump,  205 

Ray,  incident,  536 ;  luminous,  501  ; 
ordinary  and  extraordinary,  641 

Rays,  aclinic,  or  Ritteric,  433  ;  diver- 
gent and  convergent,  501  ;  frigorific, 
422;  of  heat,  411,  429  ;  Herschelian, 
430 ;  invisible,  429 ;  obscure,  433  ; 
path  of,  in  eye,  615;  phosphorogenic, 
573  ;  polarised,  662  ;  transmission  of 
thermal,  434 

Reaction  and  action,  39 

Real  volume,  14  ;  foci,  552  ;  focus,  525  ; 
image,  528,  556 

Reaumur  scale,  303 

Receiver  of  air-pump,  200 

Recomposition  of  white  light,  567 

Reed  instruments,  272 

Reeds,  free  and  beating,  272 

Refining  of  copper,  electrical,  852 

Reflected  light,  intensity  of,  519 

Reflecting  power,  423 ;  goniometer, 
534  ;  sextant,  521 ;  stereoscope,  623  ; 
telescope,  598 

Reflection,  apparent,  of  cold,  422  ;  of 
heat,  418  ;  from  concave  mirrors,  419  ; 
irregular,  518  ;  laws  of,  417  ;  verifi- 
cation of  laws  of,  420;  in  a  vacuum, 
421  ;  of  light,  511-541  ;  of  sound, 
236 

Refracting  crystals,  639,  652,  663 ;  stereo- 
scope, 624  ;  telescope,  598 

Refraction,  536-545  ;  double,  639 ;  po- 
larisation by,  652 ;  explanation  of 
single,  638  ;  of  sound,  238 

Refractive  index,  538  ;  determination  of, 
562  ;  of  gases,  550  ;  of  liquids,  549 ; 
of  solids,  548  ;  table  of,  550 ;  indices 
of  media  of  eye,  613 

Refractor}'  substances,  338 

Refrangibility  of  light,  alteration  of,  582 

Regelation,  990 

Regnault's  experiments,  229  ;  determi- 
nation of  density  of  gases,  336  ;  mano- 
meter, 186  ;  methods  of  determining 
the  expansion  of  gases,  333  ;  of  specific 
heat,  454  ;  of  tension  of  aqueous  va- 
pour, 356,  358  ;  hygrometer,  397 

Regulator  of  the  electric  light,  835,  836 

Regulus,  340 

Reis's  telephone,  885 

Relay,  889 

Reluctance,  magnetic,  883 

Remanent  magnetism,  883 
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Repulsion,    magnetic,    705  ;     electrical 

laws  of,  73 
Reservoir,  common,  726 
Residual  charge,  748,  773 
Residue,  electric,  773 
Resilience,  773 
Resinous  electricity,  727,  728 
Resistance,   limiting  angle  of,  43 ;  of  a 

conductor,  825  ;   boxes,   953  ;  of  an 

element,  957 
Resonance,  237  ;  box,  251  ;  globe,  255 
Rest,  18 

Resultant  of  forces,  32-34 
Retardation,  magnetic,  883 
Retina,  612 ;  persistence  of  impression 

on,  625 
Return  shock,  1000 
Reversible  pendulum,  79 
Reversibility  of  Holtz's  machine,  759 
Reversion,  method  of,  696 ;  spectroscope, 

577 
Reynier's  electric  lamp,  838 

Rheometer,  821 

Rheoscope,  821' 

Rheoscopic  frog,  968 

Rheostat,  951 

Rhomb,  Fresners,  671 

Rhumbs,  697,  975 

Richness,  hygrometric,  392 

Riess's  thermometer,  790 

Right  ascension,  600 

Rime,  987 

Ring  inductor,  917 

Rings,  coloured,  666 ;  Gravesand's,  296 ; 
in  biaxial  crystals,  667 ;  Newton's,  650, 
651  ;  Nobili's,  852 

Ritchie's  experiment,  426 

Ritteric  rays,  433 

Robinson's  anemometer,  974 

Rock  salt,  heat  transmitted  through,  434 

Rods,  vibrations  of,  281 

Roget*s  vibrating  spiral,  859 

Rolling  mill,  92 

Rose's  fusible  metal,  340 

Rotary  engine,  471 

Rotating  mirror,  520,  795 

Rotation,  electrodynamic  and  electro- 
magnetic, of  liquids,  869  ;  winds. 
978 

Rotation  of  the  earth,  82 ;  of  magnets 
by  currents,  866  ;  of  currents  by  mag- 
nets, 868 ;  of  induced  currents  by 
magnets,  928 

Rotatory  power  of  liquids,  676  ;  polari- 
sation, 673,  674;  coloration  produced 

by,  675 

Rousseau's  densimeter,  130 
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Roy    and    Ramsden's    measurement   of 

linear  expansion,  315 
Rubbers,  753 
Rubidium,  578 
Ruhlmann's  barometric  and    thermome- 

tric  observations,  179 
RuhmkorfTs  coil,  921  ;  effects  produced 

by,  923 

Rumford's  photometer,  509 
Rutherford's  thermometers,  310 


SACCHARIMETER,  677 
Saccharometer,  127 
Safety-catch,  829  ;  tube,  379  ;  valve,  108, 

371 

Sagitta  of  meniscus,  169 

Salimeters,  129 

Salts,  decomposition  of,  843 

Saturation,    degree  of,    392 ;    magnetic, 

716,  883;  of  colours,  570 
Saussure's  hygrometer,  399 
Savart's  toothed  wheel,  241 
Scale  of  hardness,  93 
Scales  in  music,  248 ;  chromatic,  250  ; 

of  a  thermometer,  303  ;  conversion  of, 

into  one  another,  303 
Scattered  heat,  424  ;  light,  518 
Schehallien  experiment,  67 
Scheiner's  experiment,  61 8a 
Schwendler's  platinum  light  standard,  838 
Scintillation  of  stars,  541 
Sciopticon,  604 
Sclerotica,  612 
Scott's  phonautograph,  287 
Scraping  sound,  281 
Scratching  sound,  281 
Screen,  magnetic,  82  2 
Screw,  II,  45 
Screw,  magnetic,  822 
Secchi's  meteorograph,  974 
Secondary    axis,    555  ;    batteries,    849 ; 

currents,  806;  coil,  900,  921 
Second  of  time,  21,  25 
Seconds  pendulum,  79 
Secular  magnetic  variations,  692 
Segments,  ventral  and  nodal,  269 
Segner's  water -wheel,  14.9 
Selenite,  664 
Selenium,  936,  956 
Self-induction,  907 
Semicircular  deviation,  715 
Semi-conductors,  725 
Semipermeable  membranes,  139 
Semiprism,  576 
Semitones,  249 
Senarmont's  experiment,  406 
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Sensitive  membrane,  229 
Serein,  985 

Series,  thermo-electric,  940  ;  -wound  ma- 
chine, 919a 
Serum,  12 
Sextant,  521 
Shadows,  503 
Shaft,  467 

Sharpness  of  sight,  619 

Shock,  electric,  770-785  ;  return,  icxx) 

Shooting  stars,  480 

Short  circuit,  810  ;  sight,  629 

Shunt,  96 (a;  -wound  machine,  919^ 

Siemens'  armature,  914;  dynamo-elec- 
trical machine,  918;  unit,  952;  elec- 
trical thermometer,  960 

Sieve,  molecular,  139 

Sight,  line  of,  595 

Silent  discharge,  793 

Silver,  voltameter,  846 

Simoom,  977 

Sine  compass,  824 

Sines,  curve  of,  56 

Singing  of  liquids,  363 

Sinuous  currents,  861 

Sirene,  242 

Sirocco,  977 

Size,  estimation  of,  61S 

Sky,  986 

Sleet,  988 

Slide  valve,  469 

Sling,  53 

Smee's  battery,  81 1 

Snow,  988  ;  line,  991 

Soap-bubble,  colours  of,  650 

Solar  microscope,  605  ;  light,  thermal 
analysis  of,  430 ;  radiation,  480 ; 
spectrum,  564  ;  properties  of  the,  573; 
darklinesof,  574, 579;  time,  21;  day,  21 

Soldering,  86 ;  autogenous,  838 

SolciFs  saccharimeter,  677 

Solenoids,  874-878 ;  action  of  currents 
on,  875  ;  of  magnets  and  of  earth  on, 
876,  877  ;  on  solenoids,  878 

Solidification,  343 ;  change  of  volume 
on.  343»  346  ;  retardation  of,  345 

Solidity,  4,  7 

Solids,  conductivity  of,  404  ;  index  of 
refraction  m,  54S  ;  diamagnetism  of, 
938  ;  linear  and  cubical  expansion  of, 
314,  319;  surface  tension  of,  91 

Solids,  formulae  of  expansion,  318 

Solution,  342  ;  ideal,  139 

Sondhauss's  experiments,  238 

Sonometer,  266,  932 

Sonorous  body,  222 

Sound,  221  ;  cause  uf,  222  ;  not  pTopa> 


SPH 

gated  in  vacuo,  223 ;  propagated  in  all 
elastic  bodies,  224  ;  propagation  of,  in 
air,  225 ;  causes  which  influence  inten- 
sity of,  226  ;  apparatus  to  strengthen, 
227 ;  interference  of,  261 ;  velocity  of,  in 
air,  230  ;  in  gases,  231-232  ;  in  liquids, 
234 ;  solids,  235  ;  reflection  of,  236 ; 
refraction  of,  237  ;  relation  of  radiant 
heat  to,  446a ;  transmission  of,  228  ; 
waves,  229 

Sound,  Helmholtz's  anal3rsis  of,  255 

Sound,  Konig's  apparatus,  255;  Kundt*s, 
277 

Sounder,  896 

Sounds,  intensity  of,  289 ;  limit  of  per- 
ceptible, 244 ;  synthesis  of,  257  ;  per- 
ceptions of,  260;  produced  by  currents, 
884 

Space,  measure  of,  22 

Spar,  Iceland,  659 

Spark  and  brush  discharge,  787  ;  board, 
796 ;  electrical,  762,  787 ;  duration 
and  velocity  of,  795 

Speaking  trumpet,  239 ;  tubes,  228 

Specific  gravity,  24,  1 19,  124;  bottle,  12 1 ; 
hydrometer,   120;  of  solids,   120;   of 
gases,  335  ;  of  liquids,  123  ;  tables  of, 
124,  125 

Specific  heat,  448-460 ;  of  compound  bo- 
dies, 459  ;  determination  of,  by  fusion 
of  ice,  450;  by  method  of  mixtures, 
452 ;  by  Regnault's  apparatus,  454  ; 
of  solids  and  liquids,  456,  457 ;  of 
gases,  460 

Specific  inductive  capacity,  74^ 

Spectacles,  630 

Spectra,  648 

Spectral  analysis,  575  ;  colours  and  pig- 
ment, 571 

Spectroscope,  576  ;  direct  vision,  577  ; 
experiments  with,  57^  >  uses  of  the, 
580 

Spectrum,     calorific,     573 ;     chemical, 

573 

Spectrum,  430  ;  colours  of,  566  j  pure, 
565  ;  solar,  564,  579 

Spectrum,  dark  lines  of,  574 

Spectrum,  diffraction,  648 

Spectrum,  luminous  properties  of,  573 

Spectrum  of  aurora  borealis,  1003 ;  pro- 
perties of,  573 

Specular  reflection,  518 

Spherical  aberration,  533,  558  ;  mirrors, 
524  ;  focus  of,  525  ;  formulae  for,  530, 

Spheroidal  form  of  liquids,   84  ;    state, 

385 
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Spherometer,  ii 

Spiral,  882  ;  Roget's  vibrating,  859 

Spirit-level,  no 

Sprains,  17 

Spray  producer,  207 

Sprengel's  air-pump,  205 

Spring  balance,  26 

Springs,  loio ;  intermittent,  214 

Stable  equilibrium,  70 

Stars,  declination  of,  600;  spectral  analysis 

of,  579 
Staubbach,  76 
Stave,  252 
Steam-engines,  465  ;  boiler,  466  ;  double 

action,    or  Watt's,    467 ;    horn,   242 ; 

pipe,   207 ;     various    kinds    of,  47 1  ; 

work  of,  473  ;  heating  by,  490;  vessels, 

150 
Steel,  466 
Steeling,  857 
Stereoscopes,  622-624 
Sterometer,  185 
Stethoscope,  240 
Stills,  376 

Stool,  insulating,  762 
Stopcock,  doubly  exhausting,  202  ;  Gay- 

Lussac's,  383 
Storage  batteries,  849 
Storms,  magnetic,  694 
Stoves,  489  ;  Norwegian,  410 
Stowage,  115 

Stratification  of  electric  light,  924 
Stratus,  981 

Stringed  instruments,  279 
Strings,    265;    transverse   vibration    of, 

265 
Subdominant  chords,  248 
Substance,  2 
Suction  pump,   216 ;   and   force   pump, 

217;     load    which    piston     supports, 

218 
Sulphate  of  mercury  battery,  812 
Sun,  510;  analysis  of,  579;  constitution 

of,  579 
Sun-spots,  702 
Superfusion,  345 
Surface   level,    67 ;    tension,    91,    134  ; 

coloured,  581 
Susceptibility,  707 

Suspension,  axis  of,  71  ;  Cardan's,  166 
Suspensory  ligament,  612 
Swan  lamps,  838 

Swimming,  118;  •  bladder  of  fishes,  117 
Swing  of  a  needle,  821 
Switch,  932 

Symmer's  theory  of  electricity,  728 
Synthesis  of  sounds,  257 


THE 


Syphon,    213 ;    barometer,    167  ;    inter- 
mittent, 214 ;  recorder,  892 
Syringe,  pneumatic,  154,  479 


TAMTAM  metal,  94 
Tangent  compass,  or  galvanometer, 

^  823,  847 

Tasimeter,  933 

Tears  of  wine,  134 

Tel^raph,    cables,    Cowper's    writing, 
890 ;  induction  in,  891  ;  electric,  886- 
890 ;     electrochemical,      895  ;     dial, 
^  888  ;  Morsels,  889 

Telegraphy,  duplex,  893 

Telephone,  88$,  930 ;  Edison's,  934  ; 
Reis*s,  885  ;  toy,  235 

Telescopes,  595-601  ;  astronomical,  595; 
Galilean,  597 ;  Gregorian,  599  ;  Her- 
schelian,  601  ;  Newtonian,  600  ;  re- 
flecting, Rosse's,  601 

Telluric  lines,  574 

Telpherage,  920(1 

Temper,  94 

Temperature,  297,  448;  correction  for,  in 
barometer,  170;  critical,  370;  of  a  body, 
297  ;  determined  by  specific  heat,  457 

Temperature,  absolute  zero  of,  496 ;  in- 
fluence of,  on  specific  gravit}%  124  ; 
mean,  1004 ;  how  modified,  1005 ; 
distribution  of,  1009 ;  of  lakes,  seas, 
and  springs,  xoio 

Temperatures,  diflferent  remarkable,  312  ; 
influence  on  expansion,  318 

Tempering,  90,  94 

Tenacity,  7,  91 

Tension,  117,  736,  922;  maximum  of, 
electrical  machine,  755  ;  maximum  of, 
vapours,  353  ;  of  aqueous  vapour  at 
various  temperatures,  355-361  ;  of 
vapours  of  different  liquids,  359 ;  of 
mixed  liquids  in  two  communicatiog 
vessels,  361  ;  free  surface,  137 

Terquem*s  experiment,  735 

Terrestrial  currents,  8S0, 894;  heat,  481; 
magnetic  couple,  690 ;  magnetism,  689- 
702;  telescope,  596 

Terrestrial  gravitation,  67,  82 

Terrestrial  magnetic  couple,  690 

Test  objects,  594 

Tetanus,  827 

Thallium,  578 

Thaumatrope,  625 

Theodolite,  10 

Theory,  5 ;  of  induction,  747 

Thennal  analysis,  430 ;  unit,  447,  4S4  ; 
springs,  lOio 
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Thermal  effects  of  the  current,  829,  830 

Thermal  rays,  transmission  of,  434 ; 
unit,  447 

Thermobarometer,  369 

Thermochrose,  436 

Thermo-dynamic  efficiency,  454 

Thenno-electric  battery,  412,  944 ; 
couples,  942 ;  currents,  941,  943,  947 ; 
pile,  412,  431,  943 ;  series,  940 

Thermo-electricity,  939 

Theimo-element,  940 

Thermometer,  electric,  792 

Thermometers,    298;    Becquerel's   elec- 
trical, 949 ;  correction  of  readings,  328 
differential,  308  ;  division  of  tubes  of, 
299  ;  filling,  300  ;  graduation  of,  301 
determination  of  fixed  points  of,  302 
scale  of,    303  ;  displacement  of  zero, 
304  ;  limits  to  use  of,    305  ;  alcohol 
306  ;  conditions  of  delicacy  of,   307 
Kinnersley's,     792;     Leslie's,     308 
Matlhiessen*s,    308;    Breguet's,   309 
maximum  and  minimum,  3 10;  Siemens 
electrical,  960  ;  weight,  323  ;  air,  331, 

334 
Thermometry,  297-300 

Thermo-multiplier,  Melloni's,  412,  946 

Thennoscope,  308 

Thomson  effect,  950a 

Thomson's  electrometers,  780,  781  ;  gal- 
vanometer, 822 ;  apparatus  for  atmo- 
spheric electricity,  993 

Thread  of  a  screw,  45 

Threads,  fine,  89 

Throw  of  a  needle,  821 

Thunder,  998 

Timbre,  246 

Time,  measure  of,  21 ;  mean  solar,  21 

Tint,  570;  transition,  677 

Tones,  combinational,  263 ;  differential, 
263 

Tonic,  248 

Toothed  wheel,  241 

Tore,  883 

Torricelli's  experiment,  161;  theorem, 
142  ;  vacuum,  168 

Torsion,  angle  of,  89 ;  balance,  89,  704, 
734  ;  force  of,  89 

Total  reflection,  540 

Tourmaline,  658,  732 ;  pincette,  666 

Tourniquet,  hydraulic,  149 

Tower  of  Pisa,  69 

Toy  telephone,  235 

Traction,  elasticity  of,  88 

Trajectory,  25 

Transformation  of  energy,  64 

Transformers,  923^ 


VAP 

Transit,  21 

Transition  tint,  677 

Translucent  bodies,  500 

Transmission  of  heat,  403 ;  of  light,  499, 

542  ;  by  the  current,  &^. 
Transmission  of  sound,  22S 
Transmitter  of  photophone,  936 
Transparency,  7,  500 
Transparent  media,  542-549 
Transpiration  of  gases,  192 
Triad,  harmonic,  247 
Triangle,  281 
Triangle  of  forces,  35 
Trumpet,  speaking,  ear,  239 
Tubes,  Geissler's,  205,  925 ;  luminous, 

789  ;  safety,  379  ;  speaking,  228 
Tuning-fork,  251,  281,  290 
Turbines,  150 
Twilight,  518 
Twinkling  of  stars,  541 
Tympanum,  260 
Tyndall*s  researches,  431,  446a,  986, 991 


ULTRAGASEOUS  state,  927 
Unannealed  glass,    colours   pro- 
duced by,  668 

Undershot  wheels,  150 

Undulation,  length  of,  225,  637 

Undulatory  theory,  499,  637 

Uniaxial  crystals,  640-643 ;  double 
refraction  in,  642  ;  positive  and  n^a- 
tive,  643 

Unit  jar,  Harris's,  778  ;  Jacobins,  952  ; 
Siemens^  952  ;  thermal,  447 

Unit  of  length,  area  and  volume,  22 ; 
heat,  447  ;  of  work,  61 

Units,  fundamental,  6ia 

Unstable  equilibrium,  70 

Urinometer,  129 


VACUUM,  application  of  air-pump 
to  formation  of,  200;  extent  of, 
produced  by  air-pump,  201  ;  Crookes's, 
446;  fall  of  bodies  in  a,  76;  forma- 
tion of  vapour  in,  352  ;  heat  radiated  in, 
413  ;  reflection  in  a,  421  ;  Torricellian, 
168 

Valency,  of  an  element,  846  ;  change  of, 
458 

Valve,  safety,  108,  371  ;  chest,  468 

Van  der  Waals'  formula,  182 

Vane,  electrical,  764 

Van  't  Hoff*s  theory,  130,  845 

Vaporisation,  350  ;  latent  heat  of,  372, 
462 

4C 
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VAP 

Vapour,  aqueous,  tension  of,  at  various 
temperatures,  355-361  ;  formation  of, 
in  closed  tube,  370 ;  latent  heat  of, 

372 
Vapours,   349 ;    absorption  of  heat  by, 

435 ;  absorptive  powers  of,  440 ; 
density  of,  Gray-Lussac's  method,  386 ; 
Hofinann's,  387  ;  densities  of,  389  ; 
determination  of  latent  heat  of,  372, 
462  ;  Dumas's  method,  388 ;  elastic 
force  of,  351  ;  formation  of,  in  vacuo, 
352 ;  saturated,  353  ;  unsaturated, 
354 ;  tension  of  different  liquids,  359 ; 
of  mixed  liquids,  360 ;  in  communicat- 
ing vessels,  361 

Variations,  annual,  693 ;  accidental, 
694;  barometric,  171;  causes  of, 
172 ;  diurnal,  693 ;  relation  of,  to 
weather,  173  ;  in  magnetic  declination, 
691,  695 

Velocity,  25,  61  a,  153  ;  direction  of,  56 ; 
of  efflux,  142  ;  of  electricity,  795  ;  of 
liglit,  505-507 ;  graphic  representation 
of  changes  of,  56 ;  Kundt's  method. 
277 ;  molecular,  294 ;  of  sound  in  air, 
230 ;  gases,  231,  232  ;  formula  for  cal- 
culating, 232;  of  winds,  975 

Velocities,  composition  of,  52  ;  examples 
of,  25 

Vena  contracta,  145 

Ventral  and  nodal  segment,  269,  274 

Verdet's  constant,  935  , 

Vernier,  10 

Vertical  line,  67 

Vestibule  of  the  ear,  260 

Vibrating  spiral,  Rogef  s,  859 

Vibration,  222 ;  arc  of,  55  ;  produced 
by  currents,  884;  of  tuning-forks, 
290 

Vibrations,  262 ;  formulae,  275  ;  of 
membranes,  283  ;  laws  of,  267  ;  mea- 
surement of  number  of,  241 ;  number 
of,  producing  each  note,  251  ;  of  mu- 
sical pipe,  275  ;  of  rods,  281  ;  of 
plates,  282;  of  strings,  265-268 

Victoria  Regia,  485 

Vierordt's  quantitative  spectrum  analysis, 
580 

View,  field  of,  593 

Vinometers,  129 

Violin,  279 

Virtual  and  real  images,  514 ;  focus, 
525  ;  velocity,  46 

Viscosity,  96,  146,  147 ;  of  gases,  446 

Vision,  distance  of  distinct,  619  ;  bino- 
cular, 621 

Visual  angle,  617 


WHE 

Vis  viva,  83,  292,  448 

Vital  fluid,  797 

Vitreous  body,  612 ;  electricity,  727 ; 
fusion,  338;  humour,  612 

Vocal  chords,  259 

Volatile  liquids,  349 

Volta's  condensing  electroscope,  779 ; 
electrophorus,  752;  fundamental  ex- 
periment, 798 

Voltaic  arc,  833  ;  couple,  801  ;  currents, 
819  ;  induction,  900  ;  pile  and  battery, 
804,  805,  815,  832 

Voltameter,  silver,  846 ;  Faraday's,  846 

Voltmeter,  962 

Volume,  22 ;  unit  of,  22,  24 ;  determi- 
nation of,  114;  change  of,  on  solidi- 
fication, 346 ;  of  a  liquid  and  that  of 
its  vapour,  relation  between,  390 

Volumometer,  185 

Von  Ebner's  electrical  machine,  794 

Voss*s  electrical  machine,  759 


WALKER'S  battery,  811,  886 
Water  barometer,  176 ;  bellows, 
207  ;  decomposition  of,  841  ;  hammer, 
76 ;    hot,     heating  by,     492 ;    level, 
109 

Water,  maximum  density  of,  330 ;  spouts, 
984 ;  wheels,  150 

Watt's  engine,  467 

Wave,  condensed,  225 ;  expanded,  225 ; 
lengths,  637,  649  ;  plane,  642 ;  of  a 
note,  253 

Weather,  its  influence  on  barometric  va- 
riations, 171,  172;  glasses,  174;  charts, 
979;  forecasts,  979 

Wedge,  44 

Wedgwood's  pyrometer,  311 

Weighing,  method  of  double,  75 

Weight,  23,  82  ;  relative,  43 ;  of  bodies 
weighed  in  air,  correction  for  loss 
of,  402;  of  gases,  155 ;  thermometer, 

324 
Weights  and  measures,  125 

Welding,  electrical,  838 

Wells,  artesian,  iii 

Wells's  theory  of  dew,  987 

Werdermann's  electric  lamp,  838 

Wet-bulb  hygrometer,  398 

Wheatstone's  bridge,  955  ;  photometer, 
509;  rheostat,  951  ;  rotating  mirror, 
795  ;  and  Cooke's  tdegraph,  88 

Wheel  and  axle,  42 

Wheel  barometer,  174 

Wheels,  friction,  77 ;  escapement,  81 ; 
water,  150 


